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MiCHiOAH  TsLKPHONS  OoiiPAmr  y.  CiTT  ov  St.  Joseph. 

Miehigim  Supreme  Oouri,  October  17,  18M. 

(121  Mich.  602.) 

Telbphoue  WIBB&— MxnaciPAL  oaimau 

The  estaUiBlimeiit  of  rules  and  regolatioiiB  goyeming  the  ercetioii  of  tele* 
phone  apparatus  in  streets  is  administratiye,  not  judicial.  The  court 
may  order  a  municipality  to  make  such  regulations,  hut  cannot  itself 
make  them. 

A  municipality  haying  authorised  a  telephone  eompany  to  use  its  streets, 
subject  to  reas<mable  regulation  hy  the  city,  which  authorization  by 
acceptance,  etc.,  has  become  a  contract,  cannot  nullify  it  by  refusing  to 
make  regulations. 

Cases  of  this  series  cited  in  opinion:  OUy  of  Richmond  v.  8o.  Bell  TelepK 
d  Tel,  Co.,  yol.  7,  p.  83;  New  Orleans  v,  Gt.  Bo.  TelepK  d  Tel,  Co,,  vol.  2, 
p.  122;  Newman  v.  Avondale,  voL,  4,  p.  82;  Hudson  Teleph.  Co,  v,  Jerseff 
City,  yoL  2,  p.  133. 

Appeal  by  both  parties  from  deeree  of  Berrien  County  Conrt 
in  Chancery. 

The  averments  of  the  bill  of  oomplaint  are  substantially  as 
follows:  Complainant  is  a  corporation  organized  under  Act  Na 
129,  Pub.  Acts  1883  (3  How.  Ann.  St.  c,  102a,  sec  3718a). 
Its  principal  office  is  in  Detroit  It  carries  on  in  the  city 
of  St  Joseph  and  other  cities  and  towns  in  the  State  the  oon- 
stmction,  maintenance,  and  operation  of  telephone  lines  and 
exchangeSy  and  connects  with  the  lines  of  other  companies  with- 
out the  State.  It  has  in  this  State  about  460  toll  stations  and 
exchanges^  3,660  miles  of  lines,  and  6,550  miles  of  telephone 
wire,  besides  several  hundreds  of  miles  of  pole  lines  and  wires 
used  in  the  operation  of  local  exehanges.  April  4,  1881,  the 
Telephone  &  Telegraph  Construction  Company,  a  corporation 
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engaged  in  the  telephone  basinees  in  this  State,  presented  a  peti- 
tion to  the  oommon  council  of  the  village  of  St  Joseph  for  per- 
mission to  construct^  maintain,  and  operate  such  a  system  in 
said  villaga    Permission  was  duly  granted,  and  that  company 
proceeded  at  large  expense  to  erect  poles  and  stretch  wires 
within  the  lines  of  the  streets  and  alleys  of  said  village  until 
June  6,  1891,  when  said  village  became  incorporated  as  a  city. 
Complainant  duly  acquired  by  purchase  all  the  property,  rights, 
and  privileges  of  said  construction  company.    It  has  since  con- 
tinued to  do  business  in  said  city,  and  has  furnished  to  said 
city  two  telephones  free  of  charge,  and  four  others  at  rates  be- 
low the  usual  charges.     It  has  permitted  said  city  to  occupy 
certain  poles  with  its  fire-alarm  wires  without  charge.     August 
3,  1897,  complainant  erected  in  a  good  and  workmanlike  man- 
ner, and  in  accordance  with  the  terms  of  the  statute,  certain 
poles  in  said  city  for  the  purpose  of  connecting  with  its  central 
office  the  premises  of  persons  who  had  subscribed  for  telephone 
servica    August  3,  1897,  the  common  council  passed  a  resolu- 
tion  declaring  said  poles  and  wires  a  nuisance,  and  instructed 
the  street  commissioner  to  forthwith  remove  them;  and  they 
adopted  a  resolution  providing  that  if  complainant  thereafter 
should  place  any  telephone  poles  in  any  streets  or  alleys  of  the 
city,  without  first  having  obtained  permission,  said  commis- 
sioner should  forthwith  remove  them.     The  commisisoner  did 
remove  the  poles  and  wires  so  erected.    After  this  action  was 
taken,  complainant^  cm  August  10th  and  18th,  presented  two 
petitions  to  the  common  council,  asking  permission  to  erect 
poles  in  certain  specified  streets  and  alleys^     The  council  re- 
fused to  grant  permission,  and  permitted  a  rival  company, 
known  as  the  Twin  City  Telephone  Company,  engaged  in  the 
same  business,  to  set  up  poles  and  string  its  wires  in  the  streets 
and  alleys  of  the  city.    Complainant  was  willing  and  anxious  to 
conform  to  all  reasonable  and  valid  regulations  with  referenoe 
to  the  placing  of  its  poles  and  stringing  of  its  wires,  and  so 
stated  in  said  petitions.    The  erection  of  these  poles  and  wires 
is  essential  to  enable  complainant  to  do  its  business  and  meet 
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the  requirements  of  its  sabscribero.  Theira  ia  ample  space  on 
the  sti^eets,  and  no  public  ueceseity  justifies  tfie  wfuaaL  Under 
the  act  authorizing  its  incorporaticm,  complainiuit  has  power  to 
construct  and  maintain  lines  of  wire,  with  the  necessary  erections 
and  fixtures  for  use  in  transmitting  meesagee,  ali^igi  over^  across, 
or  under  any  public  places^  streets,  and  highways  in  the  State. 
Alleges  its  duties  to  reoeire  and  tran«nit  messages  without  dis- 
crimination, and  to  furnish  service  without  unreasonable  deday. 
By  the  acceptance  of  the  resolution  of  1881,  and  the  construction 
and  maintenimce  of  its  telephone  system,  and  by  the  grantdng 
of  special  rates  and  privileges  to  the  city,  a  valid  contract  has 
been  created  between  the  parties,  by  virtue  of  which  the  city  is 
estopped  from  denying  the  cwnp' -  maut's  right  to  maintain  and 
use  existing  poles  and  wires,  and  to  continue  to  set  poles  and 
string  wires  over,  on,  and  in  the  streets  and  alleys  of  the  city. 
It  alleges  that  the  action  of  the  oooincil  (1)  deprives  complainant 
of  its  Tested  rights;  (2)  Impairs  the  obligatioa  of  a  contract: 
(3)  deprives  it  oi  property  without  due  process  of  law,  and 
denies  to  it  the  equal  protection  of  the  laws ;  (4)  operates  as  a 
regulation  of  commerce  amtmg  the  States;  (5)  will  produce 
irreparable  injury.  The  relief  asked  is  an  injunction  to  re- 
strain defendant  from  removing  or  interfering  with  complain- 
ant's poles  and  wires,  and  frcnn  interfering  with  the  replat^ng 
of  the  poles  alreEidy  removed  and  with  the  erection  of  new  coies. 
The  answer  denies  s(»n6  of  the  allegations  of  the  bill,  and  sets  up 
new  matter  in  defense;  It  does  not,  however,  dispute  the  sub- 
stantial and  material  allegations  of  the  bill.  It  admits  the 
removal  of  the  poles,  and  the  refusal  to  act  upon  the  petitions  of 
August  10th  and  16th.  It  defends  under  an  ordinance  passed 
June  8,  1897,  by  which  it  was  enacted  that  "no  telegraph  or 
telephone  poles  shall  be  located  or  erected  on  any  street,  alley,  or 
public  place  in  said  ci^,  and  any  such  pole  now  erected  shall 
not  be  taken  up  and  again  erected,  withont  the  consent  at  iho 
cily  council. "  It  sets  up  the  ordinance  granting  a  frandiise  to 
the  Twin  City  Telephone  Company,  anil  strtna  "that  it  has  no 
doubt  whatever  that,  if  the  complainant  should  ask  for  a  similar 
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franchise  at  the  bands  of  the  city  council,  the  same  would  be 
granted."     Issue  wa^  duly  framed,  and  the  case  heard  in  open 
court     September  21,  1898,  the  court  made  an  order  holding 
that  the  common  oouncil  had  the  right  to  provide  reasonable 
rulcB  and  regulations  by  which  the  complainant  should  be  gov- 
erned in  the  extension  of  its  lines;  tbat  the  council  had  ao 
authority  to  arbitrarily  prohibit  complainant  from  erecting  poles 
and  wires  upon  the  streets  and  alleys;  that  the  reasonableness  of 
such  rules  or  regulations  was  subject  to  the  review  of  the  court; 
that,  unless  said  council  should  within  30  days  pass  and  enact 
rules  and  regulations  by  which  complainant  was  to  be  governed 
in  the  extension  of  its  lines,  the  writ  of  injunction  should  issue, 
prohibiting  the  defendant  from  interfering  with  the  complain- 
ant in  erecting  its  poles  or  placing  its  wires.     The  order  further 
required  that  before  extending  its  lines,  complainant  should 
present  to  the  court  a  statement  of  the  manner  in  which  it  pro- 
posed to  proceed  with  such  extension,  and  prohibited  complain- 
ant from  proceeding  except  under  such  reasonable  rules  and 
regulations  as  the  court  shall  deem  necessary  for  the  public 
safety  and    convenienca     On    November    11th    following,  a 
famml  decree  was  entered  substantially  the  same  as  the  order 
above  recited.     From  this  decree  both  parties  appeal.     Com- 
plainant attacks  only  so  much  of  the  decree  as  provides  that  the 
court  shall  establish  the  reasonable  rules  and  regulations.     The 
defendant  attacks  the  decree  in  its  entirety. 

Wells,  Angell,  Boynton  <&  McMillan  (N.  A.  Hamilton,  of 
counsel),  for  complainant. 

James  O'Hara  {Lawrence  C.  Fyfe  and  O'Hara  &  O'Hara, 
of  counsel),  for  defendant 

Grant,  C.  J.  (after  stating  the  facts) :  1.  It  is  conceded  by 
the  learned  counsel  for  both  parties  that  that  part  of  the  decree 
by  which  the  court  assumed  the  right  to  establish  reasonable 
rules  and  regulations  is  void.  This  is  a  legislative  or  adminia- 
trativd  function^  and  not  a  judicial  ona  The  court  has  power 
to  put  the  proper  authorities  in  the  defendant  city  in  motion  to 
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adopt  Teasonable  rules  and  regulatioiid,  aiid  to  pajse  upon  the 
validity  of  such  acdou  when  taken.  This  is  the  extent  of  its 
authority.  Houseman  v.  Kent,  Circuit  Judge,  68  Mich.  364; 
City  of  Manistee  v.  Harley,  79  Mich.  238.  Other  courts  recog- 
nize Ac  same  rule.  Reagan  v.  Trust  Co.,  164  U.  S.  362,  14 
Sup.  Ct  1047 ;  AfpedL  of  NorwdHe  8t.  By.  Co.,  69  Comi.  876 ; 
Nebraska  Tel  Co.  v.  State,  65  NeK  627. 

2.  It  is  urged  that  the  permission  granted  to  the  Telephone 
&  Telegraph  Construction  Company  was  personal  to  that  com- 
pany and  could  not  be  alienated  without  the  consent  of  the  city. 
That  company  was  organized  under  a  general  law  of  the  State, 
and  derived  its  powers  and  obligations  from  that  law.  The  only 
power  which  a  city  could  have  exercised  over  it  was  that  of  regu- 
lation. This  is  also  true  of  the  complainant  The  transfer  was 
made  August  31,  1895,  was  recognized  as  valid  by  the  city,  and 
has  been  acted  upon  by  both  the  city  and  the  complainant  since 
that  time;  the  latter  having  expended  large  sums  of  money  upon 
its  business  and  improvements.  Whether  the  city  is  now  in 
position  to  question  the  validity  of  this  transfer  is  at  least  debat- 
able but^  as  it  is  not  aigued  by  counsel,  we  refrain  from  dis- 
cussing it  Counsel  for  the  defendant  cite  in  support  of  their 
contention  25  Am.  &  Eng.  Enc.  Law,  751,  where  it  is  stated 
^'that  tibe  grant  of  a  franchise,  public  in  nature,  like  that  of  a 
telegraph  company,  is  personal  to  the  grantee,  and  cannot  be 
alienated  except  by  consent  of  the  granting  power.  Therefore 
a  telegraph  company  has  no  power,  in  the  absence  of  special 
authority,  to  alienate  the  privileges  granted  to  it  by  the  Federal 
or  State  government,  and  an  agreement  to  transfer  such  privi- 
leges is  ultra  vires  and  void.''  The  compiler  cites,  to  sustain 
Ae  text,  U.  8.  v.  W.  U.  Telegraph  Co.,  60  Fed.  28,  and  W.  U. 
Telegraph  Co.  v.  Union  Pac.  Ry.  Co.,  1  McCraxy,  581,  3  Fed. 
721.  The  general  power  of  alienation  was  not  discussed  in  the 
former  case,  nor  was  it  raised.  The  conclusion  reached  was 
based  upon  the  language  of  the  act  of  Congress  authorizing  the 
construction  of  the  original  Union  Pacific  railroad.  The  com- 
pany sought  to  transfer  its  telegraph  line,  and  to  avoid  its  duty 
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to  maintaiii  it  It  was  noted  as  a  significant  fad;  that  the  words 
"raiLroad  and  telegi^aph"  were  used  in  connection  38  times  in 
the  act  The  railroad  company  was  not  seeking  to  tranfifer  all 
its  property,  rights,  and  privileges  to  a  successor  who  would  be 
obliged  to  perform  all  the  duties  imposed  by  the  act  of  CJongrees, 
but  was  seeking  to  carve  up  its  franchise  ajad  transfer  a  part  of 
it  to  another  corporation.  The  duty  of  the  railroad  company  to 
maintain  a  telegraph  was  held  to  be  personal.  The  same  prin- 
ciple was  approved  in  W.  U.  Telegraph  Co.  v.  Union  Pacific  Ry. 
Co.  We  are  also  cited  to  Croew.  Electricity,  sec  158,  which 
reads  as  follows:  "A  grant  to  a  telephone,  telegraph,  electric 
light,  or  railway  company  of  the  power  to  use  the  streets,  high- 
ways, and  poet  roads  for  the  stringing  of  its  wires  and  the  set- 
ting of  its  poles  contains  so  much  of  an  element  of  personal 
obligation,  that  such  a  grant  is  not  assignable  unless  such  a 
power  of  assignment  is  expressed  in  the  language  of  the  grant, 
or  in  some  general  legislation  affecting  the  subject *'  The  same 
authorities  are  there  cited  to  sustain  the  proposition  as  were 
cited  in  the  encyclopedia,  and  Lq  addition  Atlantic  £  P.  Tel.  Co. 
V.  Union  Pac.  By.  Co.,  1  Fed.  745.  That  case  involved  the  same 
axst  as  the  others :  The  last  clause  of  the  above  section  reads,  "If 
the  grant  is  in  terms  to  X.,  his  successors  and  assigns,  or  similar 
language,  it  is  assignablei,"  and  cites  Atkinson  v.  Railway  Co,, 
113  K  C.  581 ;  Toledo  Consol  St.  Ry.  Co.  v.  Toledo  St.  Ry.  Co., 
6  Ohio  Cir.  Ct  R  362;  California  State  Tel.  Co.  v.  Alta  Tel. 
Co.,  22  Oal.  398;  Newman  v.  Village  of  Avondale,  4  Am. 
ElectL  Oas.  82,  31  Wkly.  Law  Bui.  123.  In  Atkinson  v.  Rail- 
ivay  Co.,  the  question  is  not  raised  or  discussed.  The  case  was  dis- 
posed of  upon  a  demurrer  to  the  bill  of  complaint,  which  set  up 
that  complainant  had  obtained  a  license  from  the  city  to  build  a 
street  railway;  that  he  had  assigned  it  in  escrow  to  one  M.,  who, 
in  breach  of  the  trust  reposed  in  hLm,  assigned  it  to  the  defend- 
ant corporation.  The  right  of  sale  and  transfer  of  all  the  prop- 
erty of  the  corporation  is  not  alluded  to  in  the  decision.  In  the 
Ohio  case  the  contest  was  between  two  street  railways,  the  ques- 
tion being  as  to  the  right  of  one  company  to  use  the  tracks  of 
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another.  I  do  not  find  that  the  power  to  sell  and  transfer  is  erren 
referred  to  in  the  casa  In  the  California  case  the  question  is 
neither  raised  nor  discussed.  The  sale  there  made  was  opposed 
upon  other  grounds.  Page  428.  The  caae  of  Newman  v.  Vil- 
lage of  Avondale  I  have  been  unable  to  find.  If  defendant's  con- 
tention: be  true,  a  mortgage  of  the  property  and  franchise  of 
these  oorporationB  would  be  void.  Hie  mortgage  and  bonxls 
would  be  valueleBB  unleee  there  was  a  right  to  f  oredoe^  sell,  and 
convey  to  another  party  a  valid  title  to  the  property.  In  Detroit 
V.  Mutual  Gaslight  Co.,  43  Mich.  594,  the  grant  was  to  the  cor- 
poration, or  raUier  to  the  corporators  or  their  assigns,  who  were 
to  organize  a  corporation.  The  ordinance  was  silent  upon  the 
right  of  alienation,  yet  the  sale  of  its  entire  property  was  held 
valid.  It  is  immaterial  that  the  construction  company  was  not 
organized  under  the  same  act  as  was  the  complainant.  It  was 
organized  under  another  act,  empowering  such  companies  to 
carry  on  the  like  business;  and  one  of  its  objects  declared  in  its 
articles  of  association  was  the  purpose  of  erecting  and  operating 
telegraph  lines,  etc,  in  the  cities  and  towns  of  the  State.  The 
public  was  not  concerned  in  the  transfer  to  another  corporation. 
It  suffered  no  injury.  The  assignee  was  subject  to  the  same 
control  and  obligated  to  the  same  duties  as  was  its  assignor.  Jus- 
tice Christiancy,  in  Joy  v.  Road  Co,,  11  Mich.  164,  asserted 
the  right  of  corporations  to  dispose  of  their  property  by  absolute 
sale  or  mortgage  in  payment  of  their  debts,  unless  such  right  is 
limited  by  some  express  provision  or  just  implication  of  a  stat- 
ute, or  by  the  general  policy  of  the  State,  to  be  deduced  from  its 
legislation.  In  this  opinion  Chief  Justice  Mabtin  concurred. 
The  other  justices  held  the  mortgage  in  that  case  valid  imder  the 
statute^  but  reserved  their  opinions  as  to  the  general  power  of 
sudi  corporations  to  mortgaga  But^  whatever  may  be  the  com- 
mon-law rule,  the  statute  puts  the  question  at  rest,  and  ex- 
pressly autfaorizeB  corporations  to  alienate  their  property.  8 
How.  Ann.  St,  sea  4904a  The  sale,  theref  orei,  to  the  complain- 
ant was  valid. 
8.  When  the  oonstmctioD!  oompany  and  the  complainant  ac- 
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cepted  the  privileges  granted  to  them  by  the  lawB  of  the  State, 
and  the  municipality  had  duly  given  its  permi^on,  and  the 
corporatLons  had  expended  their  money  in  valuable  improve- 
ments,  contracts  were  entered  into  which  neither  the  State  nor 
the  municipality  could  impair  or  destroy,  in  the  absence  of 
power  to  do  80  being  reserved  in  the  grant  itself,  or  in  the  oon- 
stitution,  which  beoomee  a  part  of  all  such  contracts.     The  con- 
stitution and  the  statute  clothe  municipalities  with  power  to 
control  their  streets  and  alleys  and  protect  them  from  things 
injurious  and  dangerous  to  the  public;  hence  they  have  the 
power  to  make  all  reasonable  rules  and  r^ulations  for  the  erec- 
tion and  maintenance  of  poles  and  wires  for  telegraph  and  tele- 
phone companies.    Here  i^  power  in  the  matter  ceases.    Detroit 
V.  Mutual  Gaslight  Co.,  supra;  Ghrand  Rapids  v.  Orand  Rapids 
Hydraulic  Co.,  66  Mich.  606 ;  City  of  Saginaw  v.  Swift  Electric 
Light  Co.,  113  Mich.  660;  Baltimore  Trust  <&  Ouaraniee  Co.  v. 
Mayor,  etc.,  of  City  of  Baltimore,  64  Fed.  Rep.  159 ;  City  of 
New  Orleans  v.  Oreat  Southern  Telephone  &  Telegraph  Co.,  2 
Am.  Electl.  Gas.  122,  40  La.  Ann.  41 ;  City  of  Quincy  v.  Bull, 
106  IlL  337;  Hudson  Telephone  Co.  v.  Jersey  City,  2  Am. 
Electl.  Gas.  133,  49  N.  J.  Law,  303 ;  Town  of  Areata  v.  Areata 
&  M.  R.  R.  Co.,  92  Gal.  639.     Since  the  argument,  counsel  for 
defendant  have  called  our  attention  to  the  recent  case  of  City  of 
Richmond  v.  Southern  Bell  Telephone  &  Telegraph  Co.,  7  Am. 
Electl.  Gas.    — ,  174  U.  S.  771.     The  company  in  that  case  was 
acting  under  a  law  of  Congress,  and  claimed  the  right  under  the 
act  of  Congress  to  use  the  streets  without  interference  by  the 
city  authorities.     The  Circuit  Court  of  Appeals  held  that  the 
rights  and  privileges  granted  by  the  Act  of  CongresB  were  sub- 
ject to  the  lawful  exercise  of  the  police  power  belonging  to  the 
State  or  its  municipalities.     This  holding  was  affirmed  by  the 
Supreme  Court    That  case  is  no  authority  for  the  action  of  the 
common  council  in  the  case  before  us.    The  city  of  Richmond 
had,  through  its  common  council,  adopted  an  ordinance  pr^ 
scribing  the  terms  under  which  the  telephone  company  might 
use  its  streets.    The  reasonablenees  of  that  order  was  not  qnee* 
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tionei   The  queBtian  is  not^  as  counsel  for  the  defendant  state, 
tie  right  to  regulate  the  use  of  its  public  streets.    This  right  is 
conceded  by  the  complainant^  and  in  the  petition  it  presented  to 
its  common  council.     The  action  of  the  council  is  practically 
prohibitive  of  the  use  of  the  streets.     The  defendant  city  by  its 
act  of  incorporation  obtained  no  other  or  greater  rights  or  con- 
trol over  the  complainant  than  the  village  had  over  it  and  its 
assignor.    Both,  under  the  police  power  inherent  in  municipal- 
JDeS;  possessed  the  right  of  reasonable  regulation.     The  city 
Bocceedei  to  the  rights  of  the  village  of  St.  Joseph,  and  was  in 
fact  the  same  body  politic     Grand  Rapids  v.  Grand  Rapids 
Hydraulic  Co.,  66  Mich.  606. 

In  reason  and  authority,  it  waA  the  clear  duty  of  the  defend- 
ant to  act  upon  the  petitions  presented  to  its  common  council  by 
the  oomplainant,  and  to  establish  reasonable  rules  and  regula- 
tions for  the  erection  of  poles  and  the  stretching  of  wires.    The 
decree  in  this  respect  is  affirmed.    Decree  will  be  entered  in  this 
court  in  accordance  with  this  opinion,  and  the  defendant  given 
thirty  days  after  service  upon  its  mayor  of  a  certified  copy  of 
the  decree  to  adopt  rules  and  regulations  in  accordance  there- 
witL    Complainant  will  recover  the  costs  of  both  oourts.    The 
other  justices  concurred. 

NofB. — See  note  2  at  end  of  Part  I. 


MiOHiOAir  Telephone  CoMPAmr  v.  City  of  Benton  Habbob. 

Michigan  Supreme  Court,  Ocioher  17,  1899. 

(121  Mich.  612.) 
Telephone  lines — ^Municipal  contbol. 

The  power  of  a  nranicipality  to  r^^ate  and  control  the  use  of  streets  by 
telephone  companies  empowered  by  law  to  use  streets,  for  wires  and  fix- 
tures is  limited  to  its  police  power,  and  cannot  be  extended  to  the  imposi- 
tion of  other  conditions  than  those  based  on  public  convenience  or  safety. 

A  Btatuto  authorizing  telephone  companies  to  use  streets  for  their  wires 
and  appliances,  not  interfering  injuriously  with  other  public  uses,  will 
not  be  re^iarded  as  repealed  or  modified  by  implication  by  a  later  city 
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eharter  which  clothes  the  citj  council  with  power  to  regulate  or  prohibit 
among  other  things,  telephone  lines  in  streets. 
Cases  of  this  series  cited  in  opinion:  People  v,  Eaton,  toI.  5,  p.  87;  Pen- 
eaoola  Teleph,  Co.  v.  W,  U.  Tel  Co,,  vol.  1,  p.  250;  Leloup  v.  Port  of 
Mobile,  vol.  2,  p.  79 ;  Southern  Bell  Teleph.  Co,  v.  Richmond,  vol.  6,  p.  1 ; 
State  V,  Flad,  yoI.  2,  p.  128;  Wieconein  Teleph,  Co,  v,  Oehkoeh,  yoL  1,  p. 
687. 

Appeal  by  oomplainant  below  from  decree  of  Berrien  Gcnmtj 
Circuit  Ckmrtj  dismiaBing  biU. 

Wells,  Angell,  Boynton  &  McMillan  (N.  A.  Hamilton,  of 
counsel),  for  appellant. 

F.  H.  Ellsworth  (O.  M.  Valentine,  of  counael),  for  appellee* 

Gbant,  O.  J. :  This  case  in  its  facts  differs  in  only  one  partic- 
ular from  that  of  the  same  complainant  against  the  city  of  St. 
Joseph  (ante,  page  1),  the  opinion  in  which  is  filed  simultane- 
ously with  this.  In  that  case  the  records  of  the  conmion  council 
showed  a  resolution  adopted  granting  permission  to  the  Tele^ 
phone  &  Telegraph  Construction  Company,  while  in  this  case 
the  records  of  the  common  council  do  not  show  that  such  per- 
mission was  granted.  These  two  cities  are  contiguous  to  each 
other, — separated  only  by  a  river.  The  work  of  the  construc- 
tion oom.pany  in  each  was  begun  and  carried  on  at  the  same  time, 
and  the  construction  company  and  its  assignees,  the  complain- 
ant^ have  ever  since  been  in  the  enjoyment  of  the  same  rights  in 
Benton  Harbor  as  in  St.  Joseph.  The  complainant  presented  a 
petition  to  the  common  council  of  Benton  Harbor  couched  sub- 
stantially in  the  same  language,  and  asking  for  the  same  privi- 
leges as  it  presented  to  the  common  council  of  the  city  of  St 
Joseph.  The  council  denied  the  prayer  of  the  petition.  The 
court  denied  relief  in  this  case,  while  granting  it  in  the  other, 
because  the  records  of  the  council  did  not  show  the  grant  of  per- 
mission which  it  held  was  essential  to  the  creation  of  a  contract 
The  complainant,  at  the  request  of  the  council,  furnished  for 
the  use  of  the  city  one  telephone  free  of  charget,  and  two  other 
telephones  at  rates  less  than  those  charged  to  other  subscribers 
for  like  service,  which  rates  have  been  paid  by  the  city.  In  the 
year  1893  complainant,  on  application  of  the  city,  granted  per- 
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wmon  to  the  city  to  carry  its  fire-alarm  wireB  on.  the  oompaiiy 's 
poles,  which  penmasioii  was  accepted  by  reBolution  adopted  by 
the  oousciL  The  compladnaat  gave  evidence  teading  to  show 
that  the  ooostructLon  company  in  Februaiy,  1881,  presented  a 
petition  to  the  oommcm  cooncil,  and  that  it  was  notified  by  the 
derk  that  permission  had  been  granted.  The  city  clerk  testified 
that  he  could  find  no  papers  of  any  kind  in  his  office,  presented 
to  the  council  from  1881  to  1887. 

Complainant  contends  that  a  contract  existing  between  it  and 
tiie  dtjy  arisiiig  out  of  the  establishment  of  itB  system  by  the 
permission  of  the  mnnicipality,  and  the  maintenance  thereof  for 
many  years,  and  that  the  defendant  is  now  estopped  to  deny 
such  contract.    In  the  view  we  take  of  the  case,  it  is  unnecesBary 
to  determine  this  question.    Section  4  of  the  act  (Acts  1883,  p. 
131),  providing  for  telephone  and  messenger  service  coanpaides 
reads  as  follows:    *^very  such  corporation  shall  have  power  to 
construct  and  maintain  lines  of  wire  or  other  material,  for  use 
in  the  transmission  of  telephonic  messages  along,  over,  across,  or 
under  any  public  places,  streets,  and  highways,  and  across  or 
under  any  of  the  waters  in  this  State,  with  all  necessary  erectionfii 
and  fixtures  therefor;  provided,  that  the  same  shall  not  injuri- 
ously interfere  with  other  public  uses  of  the  said  places,  street^^ 
and  hi^ways,  and  the  navigation  of  said  waters ;  to  construct, 
provide  and  furnish  instruments,  devices,  and  facilities  for  use 
hi  the  transmission  of  such  messages,  and  to  construct,  maintain 
and  operate  telephone  exchanges  and  stations,  and  generally  to 
conduct  and  carry  on  the  business  of  providing  and  supervising 
communication  by  telephone,   and   also  the  business  of  fur- 
nishing  messenger   service   in   cities    and   towns."     8    How. 
Ann.  SL  sec  37l8d.     The  statute  also  requires  every  such 
company    to   supply   the    public    with    telephones    and    tele- 
phonic service^  to  operate  a  telephone  exchange,  and  to  receive 
and  transmit  messages  without  discrimination,  upon  paymcDr 
or  tender  of  the  usual  or  customary  charges.    Id.,  sec  3718  L 
The  complainant  is  engaged  in  interstate  commerce,  as  its  busi- 
nesB  extends  into  other  States.    The  State  has  control  over  its 
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public  streetB  and  highways^  and  may  auHiorize  their  uee  for  the 
purposes  of  travel  and  oommerce  without  the  permission  of  the 
municipalities.  The  State  does  not  surrender  to  municipalities 
entire  control  over  its  streets  and  highways.  They  are  under 
legislative  control.  Cooley,  Const  Lim.  688.  "They  are  for 
the  use  of  the  public  in  general,  for  passage  and  traffic,  without 
distinction.  The  restrictions  upon  their  use  are  only  such  slb 
are  calculated  to  secure  to  the  general  public  the  largest  practi- 
cal benefit  from  the  enjoyment  of  the  easement  When  the  high- 
way is  not  restricted  in  its  dedication  to  some  particular  mode 
of  use,  it  is  open  to  all  suitable  methods  "  People  v.  Eaton,  5 
Am.  Electl.  Gas.  87,  100  Mich.  208,  and  authorities  there  cited. 
*^No  city  or  village  has  the  power,  by  ordinance  or  by-law,  to 
imke  general  laws  of  the  State  inoperative."  People  v.  Kirsch, 
67  Mich.  539.  Where  a  water  oompany  is  authorized  by  Its 
charter  to  lay  pipes  and  distribute  water,  it  has  a  right  of  access 
bo  the  streets  for  that  purpose^  to  be  exercised  in  harmony  with 
the  public  convenience.  The  city  may  regulate  its  exercise  so  as 
to  prevent  injury  to  otlier  interests,  but  cannot  interfere  with 
the  reasonable  exercise  of  such  right  City  of  Orand  Rapids  v. 
Ora/nd  Rapids  Hydravlic  Co.,  66  Mich.  606;  Atlantic  City 
Waterworks  Co,  v.  Consumers'  Water  Co.,  44  N.  J.  Eq.  427. 
Held,  that  an  electric  tel^raph  "is  indispensable  as  a  means  of 
intercommunication,  but  especially  is  it  so  in  commercial  trans- 
actions. *  *  *  GkKxis  are  sold  and  money  paid  upon  tele- 
graph orders ;  contracts  are  made  by  telegraphic  carrespondenice, 
cargoes  secured,  and  the  movements  of  ships  directed."  Pensa- 
cola  Teleph.  Co.  v.  W.  U.  Tel.  Co.,  1  Am.  Electl.  Casw  250,  96 
TJ.  S.  1.  The  same  statement  now  applies  to  the  use  of  the  tele- 
phone. It  is  as  indispensable  to  oommerce  as  is  the  telegraph. 
Telephone  companies  are  subject  to  the  same  rules  as  common 
carriers.  Delaware  &  A.  Teleph.  &  Teh  Co.  v.  Delaware,  2  C. 
C.  A.  1,  50  Eed.  677.  The  same  rule  is  held  in.  Leloup  v.  Port 
of  Mobile,  2  Aul  Eleeti.  Cas.  79,  127  U.  S.  640,  holding  that 
telegraphic  communications  are  commerce,  and  that  the  State 
cannot  impose  a  tax  ui)on  the  occupation  or  business,  or  exact  a 
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lioanse.  The  same  rules  apply  to  telephon/e  oampanies.  South- 
em  Bell  Teleph,  &  Tel.  Co.  v.  City  of  Richmond,  6  Am.  Eleotl. 
Oas.  1,  78  Fed.  858.  Where  the  statute  provided  that  "tele- 
I^OD/e  companies  organized  under  its  provisions  for  the  purpose 
of  constructing  and  maintaining  telephone  or  magnetic  telegraph 
lines  are  authorized  to  set  their  poles,  piers,  abutments^  wires, 
and  other  fixtures  along  and  across  any  of  the  public  roads^ 
streets,  and  waters  of  this  State,  in  such  manner  as  not  to  incom- 
mode the  public  in  the  use  of  such  roads^  streets,  and  waters'" 
(Bev.  St.  1879,  sec.  879),  held,  that  the  municipal  authorities 
could  regulate  by  ordinance  the  location,  kind  of  posts,  piers, 
and  abutments,  and  height  of  wires,  but  that  no  other  restric- 
tions could  be  imposed  than  those  provided  by  the  law.  State 
t7.  Flad,  2  Am.  ElectL  Cas.  128,  23  Mo.  App.  185.  It  will  be 
observed  that  the  act  under  which  complainant  is  organized  does 
not  require  the  consent  of  the  municipality  to  the  construction 
of  its  lines.  The  reason  of  this  is  apparemtL  The  busineBS  car- 
ried on  by  these  corporations  is  not  local,  bat  extends  over  and 
outside  the  Stata  Where  the  business  is  purely  local,  the  legis- 
lature, in  authorizing  the  formation  of  these  corporatians, 
usually  provides  that  it  must  be  with  the  consent  of  the  munici- 
pality. Such  is  the  requirement  in  the  case  of  tramways.  1 
How.  Ann.  St,  see.  3527.  So  of  street  railways.  Id.,  sec. 
3548.  So  of  water  companies.  Id.,  sec.  3115.  So  of  electric 
light  companies.    Id.,  secw  4191. 

Evidently  it  was  not  the  intention  of  the  legislature  to  permit 
municipalities  to  prevent  telegraph  and  tele[^one  companies 
from  extending  their  business  along  the  public  highways  and 
streets  of  the  State.  This  rule  seems  practically  to  be  conceded 
by  the  learned  counsel  for  the  defendant,  for  they  say  that  the 
complainant's  rights,  if  it  has  any,  are  subject  to  the  valid  exer- 
cise of  the  police  power  of  the  city.  Complainant  concedes  this 
to  be  the  law.  The  learned  circuit  judge  who  tried  ihe  case  also 
conceded  it^  but  said  that  the  city  ^  Vas  not  confined  merely  to 
the  exercise  of  its  ordinary  police  powers."  Evidently  the  city 
desired  to  impose  other  conditions,  and  in  furtherance  of  this 
dpwire  its  council  arbitrarily  refused  to  permit  complainant  fr% 
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ereot  its  poles  and  stretch  ite  wires.  Such  refusal  was  not  based 
on  the  injconyenience  of  the  public  or  the  obetruotion  of  its 
streets.  Under  this  statute  the  sole  authority  of  the  municipal- 
ity is  the  proper  exercise  of  the  police  power,  inherent  in  it,  to 
protect  the  public  from  unnecessaxy  obstructions,  inconven- 
ienoes^  and  dangers,  and  to  determine  where  and  in  what  man- 
ner complainant  may  erect  its  poles  and  stretch  its  wires  so  as  to 
accomplish  this  result,  It  has  no  authority  to  impose  other  con- 
ditions. That  authority  rests  in  the  l^slatare, — ^the  charter- 
ma.king  power. 

It  is,  however,  insisted  that  Act  Na  215,  Pub.  Acts  1895, 
under  which  the  defendant  was  incorporated,  repeals  the  teler 
phone  act,  in  so  far  as  it  may  be  held  to  authorize  the  use  of 
highways  and  streets  for  the  erection  of  poles  without  the  con- 
sent of  the  municipality.  Section  14,  c.  22,  of  that  act  provides, 
"They  [the  council]  shall  have  authority  to  regulate  or  prohibit 
the  display,  use,  or  placing  of  signs,  advertisements  and  banners, 
awning  posts  and  telegraph,  telephone  or  light  poles  in  or  over 
the  streets." 

The  title  of  this  chapter  is,  "Streets  and  Public  Grounds," 
and  the  above  language  is  found  near  the  middle  of  the  section, 
which  specifies  various  subjects  upon  which  the  council  may 
legislata  Kepeals  by  implications  are  not  favored.  To  this 
proposition  it  is  unnecessary  to  cite  authorities.  The  inteat  to 
repeal  must  very  clearly  appear,  and  courts  will  not  hold  to  a 
repeal  if  they  can  find  reasonable  ground  to  hold  the  contrary. 
Merrill  v.  President^  etc,  35  Mich.  211 ;  Conners  v.  Iron  Co., 
54  Mich.  168.  This  case  forcibly  illustrates  the  danger  in  hold- 
ing general  laws  repealed  by  imputation  in  granting  charters  to 
municipal  corporations.  Did  the  legislature  intend  by  the  above 
law  for  the  organization  of  cities  to  confer  upon  those  munici- 
palities the  power  to  annul  the  law  in  regard  to  telegraph  and 
telephone  companies,  and  to  entirely  prohibit  the  use  of  the 
telegraph  and  the  telephone,  which  have  become  essential  in 
commercial  transactions?  Clearly  such  an  intention  should  not 
be  attributed  to  the  l^islature  unless  the  language  of  the  law 
leads  to  no  other  conclusion.     We  see  no  difficulty  in  giving 
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effect  to  both  laws  by  holding  that  the  latter  act  oonf eiB  this 
authority  upon  municipalitieB,  subject  to  the  general  lawB  of  the 
State  in  regard  to  the  use  of  its  streets  and  highways  for  tele- 
grai^  and  telephone  purposes.  These  municipalities  may, 
under  this  law,  prohibit  the  erection  of  these  poles  in  places  and 
in  a  manner  which  will  injure  or  incommode  the  publia  This 
was  the  view  taken  by  the  Supreme  Court  of  Wisconsin  under  a 
similar  provision*  Wisconsin  Telephone  Co.  v.  City  of  Oshkosh, 
1  Am.  Elecd.  Cas.  687,  62  Wis.  32,  40.  The  decree  of  the  court 
below  will  be  reversed,  and  decree  entered  in  this  court,  in  ac- 
cordance with  this  opinion,  directing  the  common  council  of  the 
defendant  to  provide,  by  ordinanx^e  or  otherwise,  reasonable  reg- 
ulations for  the  erection  of  the  poles  and  stretching  the  wires  of 
die  camplainant.  Complainant  will  recover  the  costs  of  both 
ooorta    The  o&er  justices  concurred. 


NoTB. — See  note  2  at  end  of  Part  L 


JOKAS  S.  COVBKDAIA  ST  AL.  V.  JoKS  D.  EdWABDB. 
Indiana  Supreme  Court,  October  30,  1900. 
(155  Ind.  374.) 
Eucmc  uoHT  APPLiAircBS. — ^Municipal  oontbol. — ^License 

A  itatnte  authorized  any  city  to  grant  the  right  to  place  electric  light  ap< 
pliancee  in  its  streets,  under  such  restrictions  as  it  might  enact.  A  city 
council  granted  a  right  to  plaintiff's  assignor,  an  electric  light  com- 
pany, reserving  the  right  of  revocation  and  of  removal  of  the  poles  at 
its  discretion.  The  council  afterward  contracted  with  plaintiff  to  light 
the  streets  for  three  years  and  at  the  expiration  of  the  contract  ordered 
their  removal,  to  make  way  for  poles  for  a  municipal  lighting  plant. 

EHd,  that  the  plaintiff  had  a  mere  license,  and  the  council  was  within 
its  rights; 

That  the  statute  authorized  the  council  to  restrict  the  franchise  by  reserv- 
ing the  right  to  revoke  at  pleasure; 

That  the  resolution  directing  the  removal  of  the  poles  was  broad  enough 
to  cover  poles  for  street  lighting,  and  was  not  conilned  to  those  for  com- 
mercial lighting. 

That  summary  proeeedings  were  proper,  the  dtj  not  being  obliged  to  bring 
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suit  to  compel  the  removal  of  the  appliances,  since  plaintiff's  neglect  to 
remove  them  upon  notice  made  them  nuisances  per  ae. 

That  in  an  action  against  the  city  marshal  for  injury  to  the  appliances, 
the  recovery  must  be  limited  to  the  damage  caused  by  the  marshal's 
abuse  of  his  power,  to  wit,  the  difference  in  value  between  the  ap- 
pliances as  removed  and  their  value  if  properly  removed. 

Case  of  this  series  cited  in  opinion:  Am,  Rapid  Tel,  Co,  v,  Hess,  vol.  3,  p. 
142, 

Appeal  by  defendant  below  from  judgment  of  Circuit  Court, 
Allen  County,  in.  favor  of  plaintifF,  and  from  order  denying 
new  trial 

Mann  &  Beatty,  J.  T.  France,  and  0.  N.  Cranor,  for  appel- 
lant& 

Peterson  &  Peterson,  H.  F.  Colerich,  C.  J.  Luiz,  B.  E.  Er- 
win,  and  P.  0.  Hooper,  for  appellea 

Bakeb,  C.  J. :  This  action  wa^  begun  in  the  Adams  Circuit 
Court .  The  venue  was  changed  to  Wells,  and  thence  to  Allen, 
Appellee's  complaint  charged  that  appellantd>  in  pursuance  of 
a  conspiracy  to  injure  appellee,  maliciously  cut  down  certain 
poles  and  electric  wires  belonging  to  appeUee,  and  lawfully 
maintained  by  him  in  the  streets  of  the  city  of  Decatur,  Ind., 
thereby  destroying  his  property  and  business,  to  his  damage  in 
the  sum  of  $16,000.  Appellants  filed  answers  in  general  de- 
nial and  in  justification.  Appellee's  demurrer  was  sustained 
to  the  answers  in  justification.  The  trial  resulted  in  a  general 
verdict  and  judgment  in  favor  of  appellee  for  $4,000.  Appel- 
lants' joint  motion  for  a  new  trial  was  overruled.  The  joint 
motion  of  two  appellants,  the  city  attorney  of  Decatur  and  his 
law  partner,  for  a  new  trial,  was  overruled.  Errors  are  asr 
signed  on  each  adverse  ruling. 

Inasmuch  as  the  appellants  admit  in  their  brief  that  the 
court  allowed  them,  under  their  general  denial,  to  introduce 
all  the  evidence  that  would  have  been  admissible  under  their 
answera  in  ju^ification,  the  error,  if  any,  committed  in  sus- 
taining the  demurrer  was  not  injurious. 
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The  principal  contentioiiB  are  that  the  verdict  is  not  sus- 
tained by  the  evidence,  and  is  contrary  to  law,  and  that  the 
damages  are  excessive.     Of  the  thirtjeen  appellants,  five  were 
oooncilmen  of  the  city  of  Decauur,  one  was  the  city  attorney, 
one  was  the  city  attorney's  law  partner,  who  joined  in  advising 
the  council,  one  was  the  city  marshal,  and  five  were  persons  em- 
ployed by  the  city  marshal  to  assist  him  in  executing  the  com- 
mands of  the  council     In  1889  the  council  adopted  the  fol- 
lowing resolution:   ^'Resolved,  that  the  Thomson  &  Houston 
Electric  Light  Company  be,  and  are  hereby,  given  and  granted 
permission  to  plant  and  erect  poles  in  the  streets  and  alleys  of 
Decatur  for  the  purpose  of  stringing  wires  thereon  to  furnish 
electric  lights  to  the  citizens  of  said  city     The  planting  of  such 
p(4es  shall  be  made  under  the  direction  of  the  street  commis- 
sioner of  said  city,  and  he  shall  see  that  the  same  are  not  erected 
80  as  to  inconvenience  said  citizens.     The  said  coimcil  hereby 
reserve  the  right  to  revoke  this  grant,  and  demand  that  the 
poles  be  removed,  and  remove  the  same,  if  necessary.''     The 
Th<»i8on  &  Houston  Company  erected  certain  poles  and  wires, 
and  afterwards  conveyed  the  property  to  appellee,  an.d  assigned 
to  him  the  rights  under  the  foregoing  resolution.     The  city 
did  not  formally  consent  to  the  assignment^  but  in  1893  the 
city  entered  into  a  contract  with  appellee^  whereby  appellee  was 
engaged  to  supply  the  city  with  a  certain  number  of  street  lights; 
for  three  years  at  so  much  per  light  per  year     After  the  expira- 
tion of  this  contract  the  city  decided  to  put  in  an  electric  light 
system  for  itself.     On  August  18,  1897,  the  council  adoptcMl 
the  following    resolution:     '^Whereas,    the    common    council 
of  the  city    of    Decatur,  Indiana,  on  the  10th  day  of  Feb- 
ruary, 1893,  entered  into  contract  with  one  J.  D.  Edwards, 
whereby  said    Edwards    agreed    to    supply  the    city  of    De- 
catur   with    a    certain    nimiber    of    street    lights    for    the 
term    of    three    years    at    a    certain    price    per    light    per 
annum,  which    contract    is    spread    of    record    in  the  record 
of  proceedings  of  the  common  council  of  the  said  city  of  the 
VOL.  vn. — 2. 
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date  of  February  21,  1898;  and  whereas,  ^he  contract  under 
which  the  aaid  Edwards  furnished  the  said  city  with  electric 
lights  expired  on  the  10th  day  of  February,  1896,  and  has  not 
been  renewed,  but  was,  by  resolution  of  the  said  oonunon  coun- 
cil, discontinued  on  the  13th  day  of  July,  1897 ;  and  whereas, 
under  the  said  contract^  the  said  Edwards  erected  a  number  of 
poles  in  the.  streets,  alleyS)  and  public  grounds  of  the  said  city, 
and  strung  wires  and  lamps  thereon  for  the  purpose  of  supply- 
ing the  said  electric  lights  to  said  city  ior  street  purposes,  which 
poles,  wires,  and  lamps  are  now  not  being  used,  and  are  in  the 
way  of  others  which  the  said  city  proposes  to  erect  for  the  con- 
struction of  an  electric  light  plant  to  be  owned  and  controlled 
by  the  said  city :  Therefore,  be  it  resolved,  that  the  city  marshal 
be,  and  he  is  hereby,  directed  to  notify  the  said  J.  D.  Edwards 
to  take  down  and  remove  all  his  poles  from  the  streets  and  alleys 
and  public  grounds  of  the  said  city  within  fifteen  days  from  the 
date  of  the  receipt  of  the  notice,  or  the  same  will  be  removed  by 
said  marshal  under  and  by  order  of  the  common  council ;  and 
l)e  it  further  resolved  that,  should  the  said  Edwards  fail  or 
refuse  to  remove  or  cause  to  be  removed  all  such  poles,  wires, 
and  lamps  from  the  said  streets,  alleys  and  public  grounds 
within  the  time  mentioned  in  the  said  notice,  the  said  marshal 
shall  procure  suflBcient  help,  and  remove  the  said  poles,  wire^, 
and  lamps  inmiediately  thereafter/'  On  August  19,  1897, 
the  marshal  served  upon  appellee  the  following  notice:  "To  J. 
D.  Edwards:  You  are  hereby  notified  that  the  common  council 

passed  a  resolution  at  their  meeting  held  August  18,  1897,  or- 
dering the  removal  of  all  your  poles,  wires,  and  electric  lamps 

from  the  streets,  alleys,  and  public  groim.ds  of  the  city  of  De- 
catur, Indiana,  within  fifteen  days  from  the  date  of  the  receipt 
of  this  notice  by  you.  You  are  theirefore  hereby  notified  to  re- 
move or  cause  to  be  removed  all  the  electric  light  poles,  wires, 
and  lamps  now  erected  and  maintained  by  you  in  any  of  the 
streets,  alleys,  and  public  grounds  in  said  city  within  fifteen 
days  from  this  date,  or  I  will,  under  orders  of  the  said  council, 
cause  the  same  to  be  tal^en  down  and  removed  far  enough  that 
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they  will  not  interfere  with  the  erection  of  new  poles,  wires 
and  lamps  to  be  erected  by  said  city.    Dated  this  19th  day  ol 
August,  1897.    M.  F.  Cowan,  City  Marshal."    At  the  tinie  oi 
passing  the  resolution  of  August  18,  1897,  the  members  of  the 
oojmmoa  council  did  not  know  of,  or  did  not  remember,  the 
grant  of  1889.    Appellee  removed  some  of  the  poles  and  wires 
that  had  been,  used  in  lighting  the  streets,  but  left  standing 
others  of  that  line,  and  all  of  the  line  used  in  supplying  lights 
to  individuals.    By  September  28,  1897,  the  conBtruction  of  the 
city's  line  had  reached  the  places  where  appellee's  poles  and 
wires  were  left  standing.    The  marshal  had  not  yet  executed  the 
order  contained  in  ihe  resolution  of  August  18th.     At  their 
regular  meeting  on  the  evening  of  September  28tli,  the  commoii 
council,  in  esecutive  sesraon,  pas3ed  the  following  resolution : 
''Whereas,  on  the  18th  day  of  August,  1897,  the  common  coun- 
cil of  the  city  of  Decatur,  Indiana,  ordered  the  removal  of  the 
electric  light  poles,  lamps^  and  wires  of  J.  D.  Edwards  from 
the  BtieetB^  alleys  aad  public  grounds  of  said  city  witbin  fif- 
teen days  from  the  date  of  the  receipt  of  notice  by  him;  and 
whereas,  in  accordance  with  the  resolution  then  adopted,  tlie 
marshal  of  the  city  then  notified  the  said  Edwards  on  the  19th 
day  of  August,  1897,  to  take  down  and  remove  within  fifteen 
days  all  of  such  poles,  wires,  and  lamps  from  tlie  streets,  alleys, 
and  public  grounds  of  said  city;  and  whereas,  the  said  Ed- 
wards has  only  partially  complied  with  the  requirements  of 
said  resolution,  and  has  left  standing  on  Main  or  Second  street, 
between  Jefferson  and  Jackson  streets,  all  his  poles,  lamps,  and 
wires,  the  same  as  before  the  adoption  of  said  resolution  and 
service  of  such  notice;  and  whereas,  it  is  imperative  that  the 
city  of  Decatur  shall  have  the  immediate  use  of  Second  street 
from    Jefferson    to    Jackson    street    on    botli    sides    thereof: 
Therefore,    be    it    resolved,     that    the    city     marshal    be, 
and    he    is    hereby,     ordered    to    employ    sufficient    force 
of    men    to     immediately      remove     from      said      Second 
atireet    between    Jefferson    street    and    JacJcson    street    all 
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poles^  wires,  and  lamps  belonging  to  said  J.  D.  Edwards  by  re- 
moving the  wires  and  lamps  aad  cutting  down  the  poles,  doing 
as  little  damage  to  the  poles,  wires,  and  lamps  as,  under  tlie 
circumstances,  is  practicable."  After  the  adjournment  of  tlie 
meeting  some  of  the  members  of  Uie  common  council  directed 
the  marshal  to  remove  appellee's  poles  and  wires  that  night. 
One  of  the  attorneys  notified  a  workman  that  the  marshal 
would  need  his  services.  About  2  o'clock  that  night  the  mar- 
shal and  his  assistants  cut  the  wires,  and  sawed  off  the  poles 
from  six  inches  to  two  feet  above  the  ground.  The  consequence 
was  that  appellee  was  unable  longer  to  conduct  his  business. 
The  marshal  and  those  who  assisted  him  in  removing  the  poles 
and  wires  acted  solely  in  obedience  to  the  orders  of  the  council, 
and  not  at  all  from  any  intention  or  willingness  to  injure  ap- 
pellea  Hie  foregoing  facts  are  shown  by  the  evidence  without 
conflict. 

The  objections  to  the  evidence  and  the  disputes  as  to  the 
facta  arose  mainly  with  reference  to  the  motives  of  the  council- 
men  and  the  amount  and  elements  of  damages.  The  council- 
men  claimed  that  in  deciding  that  the  city  should  own  a  plant 
for  itself,  and  in  passing  the  resolution  hereinabove  set  forth, 
they  in  good  faith  exercised  only  their  best  judgment  as  coun- 
cilmen  in  the  city's  interests.  They  claimed  that  in  ordering 
the  removal  of  the  poles  and  wires  during  the  night  of  Sep- 
tember 28th,  they  were  influenced  only  by  the  considerations 
that  the  city  needed  the  immediate  use  of  the  streets,  that  the 
removal  at  night  would  avoid  interference  with  traffic,  and  pos- 
sible accidents  to  onlookers,  and  breaches  of  the  peace,  and  that 
further  postponement  might  result  in  the  city's  becoming  in- 
volved in  a  suit  by  appellee  to  restrain  any  removal.  On  the 
other  hand,  there  was  evidence  from  which  a  jury  might  infer 
that  some  of  the  appellants  who  were  councilmen  were  actuated 
by  a  malicious  intention  to  injure  appellea  The  court,  in  the 
admission  of  evidence  and  in  the  instructions  to  the  jury,  sub- 
mitted the  question  of  damages  on  these  elements :  The  destruc- 
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the  afisignineiit^  and  made  the  lioenae  irrevocable  during  the  life 
of  the  oontract  At  the  ezpiratioia  of  the  ooiLtract,  appellee 
Btood  as  the  lawful  assignee  of  the  Thomson  &  Houston  Com- 
pany's lioensa  That  license  contained  this  provision:  ^^The 
said  council  hereby  reserve  the  right  to  revoke  this  grant,  and 
demand  that  the  poles  be  removed,  and  remove  the  same  if  nec- 
essary." The  language  is  dear,  and  the  meaning  unmistakable. 
The  grant  was  a  bare  license^  revocable  without  cause  at  the 
will  of  the  council.  If  the  licensee^  at  the  revocation  of  the 
grant^  should  not  remove  the  poles  on  demand,  the  council  might 
cause  their  removal  Appellee  claims  that  under  section  4303, 
Bums'  Eev.  St  1894  (sec  3106c,  Homer^s  Eev.  St.  1897), 
the  council  may  restrict  the  method  of  use,  but  may  not  limit 
tlie  time.  The  legislature  confided  an  unreserved  discretion  to 
the  oounciL  The  unqualified  right  to  grant  or  refuse  at  discre- 
tion carries  with  it  the  right  to  impose  any  terms  on  the  grant 
not  forbidden  by  law.  The  discretion  of  tlie  council  is  not  con- 
fined by  the  law  to  the  mere  restriction  of  methods  of  use,  and 
therefore  extends  to  restriction  of  tima  City  of  Indianapolis 
V.  Navin,  151  Ind.  139,  143,  47  N.  K  525,  41  L.  R  A.  887 ; 
Citizens'  8t.  B.  Co.  v.  City  B.  Co,,  64  Fed.  647,  656. 

Appellee  next  contends  that,  even  if  the  council  had  tlio 
right  to  terminate  the  license  as  a  whole,  the  resolution  of 
August  18th  and  the  notice  of  August  19th  we^^e 
not  effective  to  end  appellee's  right  to  maintain  his 
commercial  plant  The  argument  is  based  on  recitals  in  the 
preambla  The  preamble  is  no  part  of  the  resolution.  A  pre- 
amble may  be  looked  to  in  aid  of  the  interpretation  of  an  am- 
biguity in  a  resolution;  but,  if  the  terms  of  the  resolution  are 
clear,  a  preamble  cannot  be  allowed  to  cast  a  doubt  upon  the 
meaning.  23  Am.  &  Eng.  Enc.  Law,  329-331.  Here  the  reso- 
lution in  explicit  terms  ordered  appellee  to  remove  all  his  poles 
that  were  maintained  in  the  streets  and  alleys  of  Decatur,  and 
tlie  notice  followed  tlie  resolution.  But,  if  outside  matters  were 
to  be  taken  into  consideration  in  determining  the  meaning  of 
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the  rseolution^  the  fact  that  the  council  on  August  18th  had 
foi^ttan^  or  did  not  know  of,  the  Thomson  &  Houstcm  Gosn- 
pany's  license  would  indicate  that  they  supposed  that  appellee 
had  no  liceDse  except  the  one  which  was  implied  by  the  contract 
of  1893,  and  which  became  a  bare  license^  revocable  at  will  in 
1896.  Under  this  view,  the  preamble,  like  the  body  of  the  reso- 
lution, was  aimed  at  appellee's  entire  system. 

Appellants,  in  their  relations  to  the  resolution  and  acts  there- 
under, are  naturally  divisible  into  three  groups:  the  council- 
men,  the  marshal  and  those  who  assisted  him  in  the  removal  of 
the  poles^  and  the  attorneys  of  the  city.  The  motives  or  in- 
fluences that  led  the  councilmen  to  pass  the  resolutions  were 
irrelevant  if  the  subject-matter  was  within  the  scope  of  their 
authority.  .Throop,  Pub.  Off.  §  709;  Mechem,  Pub.  Off.  §§ 
644-646 ;  Btiell  v.  BdU,  20  lowa^  282 ;  Freeport  v.  Marks,  59 
Pa.  St  253.  What  poles  and  wires  should  be  permitted  in  the 
sta^etB  was  a  question  in  relation  to  which  the  councilmen  owed 
a  duty  to  the  public^  and  not  at  all  to  individuals.  If  an  indi- 
vidual was  affected,  it  wa^  immaterial,  unless  a  oontract  was 
violated.  The  nature  of  appellee's  contract  right  in  the  street 
has  already  been  considered.  The  council  had  authority  to  ter- 
minate the  license  at  wilL  The  remaining  question  is  in  regard 
to  ^e  steps  the  city  might  lawfully  take  in  effecting  the  re- 
moval of  the  poles  and  wires.  There  is  no  doubt  of  the  ri^t  of 
the  city  to  begin  legal  proceedings  to  that  end  (American  Fur- 
niture Co.  V.  Town  of  Batesville,  139  Ind.  77),  and  appellee 
claims  that  this  was  the  only  way.  Is  that  true  \  If  appellee 
had  erected  the  poles  in  the  streets  without  any  lawful  authority 
to  do  so^  the  poles  would  have  constituted  a  public  nuisance  per 
ia  City  of  Valparaiso  v.  Bozarth,  153  Ind.  536,  45  L.  R.  A. 
487,  and  cases  cited.  If  the  poles  were  erected  under  lawful 
authority,  and  if  the  authority  was  legally  canceled,  appellee's 
failure  or  refusal  to  remove  the  poles  after  notice  would  render 
them  a  nuisance  per  se^  and  the  city's  right  would  then  be  com- 
plete to  remove  them  summarily.  City  of  Indianapolis  v.  Mil- 
ler, 27  Ind.  394 ;  Bavmgartner  v.  Hasty,  100  Ind-  575,  50  Am. 


24  AMERICAN  ELECTRICAL  CASES.       [vol.  7 


Ck>verdale  ▼.  Edwards. 


Rep.  830 ;  Telegraph  Co.  v.  Hess,  8  Am.  Electl.  Cas.  142, 
125  K  Y.  641,  13  L.  R  A.  454;  note  to  Orlando  v.  Pragg, 
34  Fla.  244 ;  note  to  City  of  Evansville  v.  Miller,  146  Ind.  613, 
38  Lk  R.  A.  161.  So  it  appears  that  in  respect  to  both  the  ter- 
mination of  appellee's  license  and  the  method  of  effecting 
the  removal  of  the  poles  the  subject-matter  of  the  resolution 
was  witliin  the  scope  of  the  authority  of  the  councilmen.  As 
the  evidence  fails  to  show  that  they  advised  or  assisted  in  any 
abuse  of  the  order  of  removal,  the  record  establishes  their  de- 
fense of  justification* 

But  their  motion  for  ft  new  trial  cannot  be  sustained 
on  the  groim.d  that  the  verdict  is  contrary  to  law,  unless  there 
is  no  liability  on  the  part  of  the  marshal  and  his  assistants,  for 
their  motion  is  joint  with  that  of  the  marshal  The  marshal 
and  his  assistants  are  liable  for  any  abuse  of  the  order  of  re- 
moval. Throop,  PuK  Off.  §  724;  Mecham,  Pub.  Off.  §  664. 
On  the  question  whether  the  marshal  caused  more  than  una- 
voidable injury  in  removing  the  poles  and  wires  the  evidence 
is  conflicting,  and  therefore  the  verdict  cannot  be  disturbed  on 
that  account.  But  the  damages  awarded  are  clearly  excessive. 
The  unfortunate  destruction  of  his  business  fell  upon  appellee 
as  the  proximate  result  not  of  the  marshal's  abuse  of  the  order 
of  removal,  but  of  the  termination  of  his  license^  and  the  order 
of  removal  properly  executed.  The  loss  of  his  power  house  was 
due  to  the  terms  of  appellee's  lease,  and  was  not  legally  at- 
tributable to  the  marshal's  acts.  Even  with  respect  to  the  poles 
and  wire8>  the  question  of  damages  was  not  properly  submitted 
to  the  jury.  The  measure  is  the  difference  in  value  between  the 
poles  and  wireB  properly  removed  and  as  they  were  actually  re- 
moved. All  of  the  appellants  are  entitled  to  a  new  trinl  on  the 
groTind  that  the  damages  are  excessive. 

As  the  city's  attorneys  correctly  advised  the  council  in  re- 
spect to  the  city's  authority,  no  question  arises  as  to  the  cir- 
cumstances under  which,  and  the  persons  to  whom,  the  attor- 
neys would  be  liable  for  wrong  advice.     The  evidence  fails  to 
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show  that  they  counseled  or  assisted  in  any  abuse  of  liie  order 
of  lemova].  Their  joint  motion  for  a  new  trial,  separate  from 
that  of  all  tlie  appellants  jointly,  should  have  been  sustained  on 
tho  ground  that  the  verdict  is  contrary  to  law. 

Jnstification  is  a  defense  that  must  be  affirmatively  pleaded. 
On  the  trial  now  in  review,  appellants  were  not  injured  by  tlie 
ruling  on  tte  demurrer,  because  they  admitted  that  they  were 
porniitied  to  introduce  all  their  evidence  under  the  general  de- 
nial. Bat  on  a  new  trial  appellants  should  have  a  legal  basis 
for  the  introduction  of  tlieir  evidence. 

Judgment  reversed,  with  directions  to  overrule  the  demurrer 
to  the  affirmative  answers. 


K<n&--66e  note  2  at  end  of  Part  L 


CtABKBBtRO   Et.BCTHIO    LiOHT   Oo.    V.    OiTT    OF    ClABKSBUBO 

JBT   AJL. 

Weit  Virginia  Supreme  Court  of  AppeaU,  April  7,  1900. 

(47  W.  Va.  789.) 

Eucmo  UGHT  AFPUANCBS  IN  8TBKBT8. — ^MUNIOIFAI*  OOAXBOJU. — ^EZOLUSIVB 

FBAIICHISB.  

(Head-note  by  the  Court) : 

The  eoaocil  of  the  town  of  Clarksburg  in  1887  had  no  power,  either  under 
itt  charter  or  under  the  general  statute  law  governing  towns  and  cities, 
to  grant  an  exclusive  franchise  for  twenty  years  to  a  private  corporation 
to  use  its  streets  for  the  conveyance  of  electricity  for  public  use  in  the 
city.  Such  exclusive  grant  does  not  prevent  the  town  from  granting  to 
another  corporation,  within  said  term,  the  privilege  to  occupy  its  streets 
for  the  same  purpose.  Such  exclusive  grants  being  void,  is  not  a  valid 
contract  protected  by  the  provisions  in  the  Federal  or  State  constitutions 
forbidding  the  passage  of  any  law  impairing  the  obligation  of  contracts. 

Under  the  general  statute  law  of  West  Virginia  governing  cities  and  towns, 
a  grant  by  a  municipal  corporation  of  the  privilege,  not  exclusive,  of 


26  AMERICAN  ELECTRICAL  OASES.       [vou  7 


Electric  Light  Co.  v.  City  of  Clarksburg. 


occupying  its  streets  for  the  conveyance  of  electricil^  for  public  use 
therein,  confers  a  yalid  franchise  and  is  a  contract  protected  by  the 
provisions  in  State  and  Federal  constitutions  prohibiting  the  passage  of 
any  law  impairing  the  obligations  of  contracts.  (The  question  of  the 
reasonableness  of  the  term  of  such  grant  not  considered.) 

The  decision  of  the  highest  court  of  a  State  in  the  construction  of  its 
statutes,  and  as  to  the  validity  or  invalidity  of  contracts  dependent  only 
on  such  statutes,  is  the  controlling  rule  of  decision  in  Federal  courts, 
where  there  is  no  Federal  question. 

The  grant  by  a  city  or  town  to  an  intended  corporation  of  a  franchise  to 
use  its  streets  for  the  conveyance  of  electricity  for  public  use  in  the 
town  or  city  is  valid,  though  at  its  date  the  corporation  is  not  chartered, 
but  is  later  chartered,  and  accepts  the  grant. 

Appeal  by  plaintiff  from  decree  of  Circuit  Court^  HarriBon 
County. 

John  Basset,  Edwin  Maxwell,  and  0.  W.  Lyruih,  for  appel- 
lant 

M.  F,  Snider  and  Davis  £  Davis,  for  appellee& 

Bbannon^  J. :  On  tlie  16tli  of  December,  1887,  the  coiuncil 
of  the  town  of  Clarksburg  passed  an  ordinance  granting  to  the 
Clarksburg  Electric  Light  Company  the  exclusive  privilege  for 
tlie  term  of  twenty  years  to  erect  and  operate  electrio  light 
works  for  generating  and  supplying  electricity  for  lighting  the 
town  and  for  use  as  power.  Under  this  grant  the  said  oo(rpora- 
tion  constructed  a  costly  and  valuable  plants  and  has  been  long 
operating  the  same,  supplying  the  town  and  its  people  with  elec- 
tricity for  purposes  of  illumination  and  power.  On  the  12th  of 
March,  1894,  the  Traders  Company  was  chartered  by  the  State 
as  a  corporation  to  erect  a  hotel  buildng  with  opera  housei,  bank- 
ing house,  and  offices  therein,  under  which  the  said  hotel  build- 
ing has  been  erected  in  Clarksburg.  On  the  1st  day  of  Novem- 
ber, 1894,  the  State  incorporated  a  company  called  the  Trad- 
ers Annex  Company,  with  power  to  erect  buildings,  oonstruot 
electric  light  plant  to  light  buildings  and  the  town  of  Clarks- 
burg with  electricity.     The  two  last-named  companies  togetlier 
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eorected  an  electric  light  plant,  and  have  usod  the  same  for  light- 
ing the  hotel,  opera  house,  bank,  aad  other  apartments  in  the 
bnldings  erected  by  said  companies.  Said  two  companies^  hav- 
ing a  surplus  of  electricity,  engaged  to  supply  private  individ- 
uals in  the  town.  These  individuals  erected  poles  in  the  streets 
to  support  wires  for  conv^anoe  of  electricity,  by  leave  of  the 
town  council,  and  the  said  two  companies  were  about  to  obtain, 
or  at  least  ask  for  the  authority  from  the  council  of  Clarksburg 
to  erect  poles  in  the  streets  for  the  conveyance  of  electricity 
through  the  town  for  sale  to  its  people,  and  thereupon  the 
Clarksburg  Electric  Light  Company  sued  out  an  injunction  re- 
straining the  Traders  Company  and  the  Traders  Annex  Com- 
pany and  all  other  persons  from  applying  to  said  council  for  the 
privileges  aforesaid,  and  restraining  the  city  council  of  Clarks- 
burg from  granting  to  the  Traders  Company  and  the  Traders 
Annex  Company,  jointly  or  severally,  the  privilege  of  occupy- 
ing the  streets  for  the  purpose  of  carrying  on  the  business  of 
furnishing  electricity  to  the  said  city  and  its  citizens.  The  Cir- 
cuit Court  of  Harrison  county  dissolved  the  injunction,  and  the 
electric  light  company  appeals  to  this  court 

The  electric  light  company  claims  that  the  grant  to  it  by  the 
council  of  Clarksburg  of  the  privilege  of  furnishing  electricity 
and  occupying  the  streets  of  the  city  with  its  poles  for  the  dis- 
tribution of  electricity  to  its  consumers  constitutes  a  contract 
giving  that  coonpany  the  sole  and  exclusive  right  to  furnish 
electricity  within  the  city,  and  that  iiie  use  of  the  streets  by  any 
other  company,  or  even  persons,  for  furnishing  electricity,  is  a 
violation  of  its  rights,  and  that  the  grant  by  the  said  city  to  the 
Traders  Company  or  the  Traders  Annex  Company,  as  pro- 
posed, would  be  a  violation  and  impairment  of  sudi  contract, 
contrary  to  the  constitution  of  the  United  States.  Upon  this 
position — that  the  proposed  grant  or  franchise  to  tlie  Traders 
Company  and  Traders  Annex  Company  would  be  a  violation,  of 
the  contract  subsisting  between  the  electric  light  company  and 
the  city,  and  a  violation  of  the  Constitution  of  the  United 
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States — the  said  electric  light  coTTipany  Btalces  its  case  in  this 
court  The  Federal  Constitution  (article  1,  §  10)  provides  that 
^'no  State  shall  *  *  *  pass  any  law  impairing  the  obliga- 
tion of  contracts."  It  is  beyond  question  that  a  grant  by  a  mu- 
nicipal corporation,  undor  authority  of  the  statute  of  a  State, 
to  a  private  corporation  to  supply  a  city  or  town  with  electricity 
for  the  public  use^  or  any  similar  franchise,  constitutes  a  con- 
tract, when  accepted  and  carried  out  by  the  corporation,  which 
is  under  the  protection  of  both  the  State  and  national  constitu- 
tions. New  Orleans  Oaslight  Co.  v.  Louisiana  Light  &  Heat 
Producing  £  Manufacturing  Co.,  116  U.  S.  650,  6  Sup.  Ct. 
252,  29  L.  Ed.  516;  Louisville  Oas  Co.  v.  Citizens'  Oaslight 
Co.,  115  TT.  S.  683,  6  Sup.  Ct.  265,  29  L.  Ed.  510.  Therefore 
we  do  not  question  that  the  electric  light  company  possesses  a 
contract,  and  lawful  vested  rights  under  it;  but  to  what  ex- 
tent? Has  it  the  right  to  an  exclusive  franchise,  effectually 
shutting  out  others  from  transacting  a  very  important  business, 
so  needful  to  the  public  of  the  city  of  Clarksburg)  Has  that 
company  the  monopoly  it  claims  t  I  shall  not  discuss  the  ques- 
tion whether  an  act  of  the  legislature  granting  such  an  exclusive 
franxihise  would  be  valid,  further  than  to  say  that  under  the 
great  powers  of  a  State  legislature  such  an  act  would  likely  be 
valid  under  the  cases  just  cited  and  others;  but  I  can  safely  say 
that  under  multitudinous  authoritieB  the  courts  lean  against 
construing  statutes  so  as  to  grant^  or  to  authorize  municipal 
corporations  to  grants  such  exclusive  franchises.  Such  fran- 
chisee constitute  monopolies,  which  the  law  has  through  ages 
condemned,  because  they  tie  down  and  restrain  and  cripple  the 
public  right  and  interest,  and  sacrifice  great  public  interests 
to  the  benefit  and  aggrandisement  of  the  few.  Still,  where  such 
rights  are  valid  and  lawful,  the  courts  must  and  do  protect 
them.  I  state  the  proposition,  as  sustained  by  authorities  in  all 
quarters,  that  to  authorize  such  exclusive  franchise  the  statute 
must  admit  of  no  other  reasonable  construction.  The  ordinance 
of  Clarksbui^  granting  to  the  electric  light  company  its  fran- 
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chise  does,  in  terms,  make  it  exclusive;  but  had  the  council 
power  to  insert  in  the  franchise  the  clause  or  section  granting 
such  exclusive  right  ?     That  is  our  question  in  this  case ;  that  is 
the  pivot  of  this  casa     Turn  to  the  statute  law  on  the  subject. 
The  town  of  Clarksburg  was  incorporated  by  an  act  of  Virginia 
of  March  15,  1849,  which  gave  its  trustees  power  to  "improve 
streets,  walks,  and  alleys."     An  act  of  February  27,  1867,  gave 
the  town  "control  of  all  county  roads,  turnpikes,  and  bridges 
within  the  limits  thereof."     The  Virginia  Code  of  1860,  apply- 
ing to  towns  generally,  gave  the  council  "power  to  lay  off  streets, 
walks  or  alleys,  alter,  improve,  and  light  the  same,  and  have 
them  kept  in  good  order."     The  Code  of  West  Virginia  of  1868, 
p.  329  (Ed.  1891,  p.  426),  the  law  in  force  when  the  franchise 
claimed  by  the  plaintiff  was  granted,  and  which  applied  to  towns 
generally,  provides  that  "the  council  of  such  city,  town  or  vil- 
lage shall  have  power  therein  to  lay  off,  vacate,  close^  open,  alter, 
curb,  pave  and  keep  in  good  repair,  roads,  streets,  alleys,     *     * 
*    *     and  to  improve  and  light  the  same."     No  statute  special 
to  Clarksburg  has  been  cited  giving  it  power  to  confer  such  ex- 
clusive privilege.     If  the  power  to  improve  and  light  its  streets 
does  not  authorize  such  exclusive  franchise,  it  does  not  possess 
the  power.     If  the  general  law  governing  cities  and  towns  above 
quoted  does  not  prive  Clarksburg's  council  power  to  grant  such 
exclusive  franchise,  it  does  not  possess  the  power.     That  the 
oooncil,  under  the  charter  provisions  and  general  statutes  above 
quoted,  does  not  possess  the  power  to  grant  such  exclusive  fran- 
chise is  settled  in  Parkersburg  Oas  Co,  v.  Parkersburg,  30  W. 
Va.  435,  4  S.  E.  650.     That  case  has  been  approved  by  the 
opinions  since  delivered  in  Ricliards  v.  Clarksburg,  30  W.  Va. 
496,  4  S.  E.  774,  and  Arbem  v.  Railroad  Co.,  33  W,  Va.  6,  10 
S.  E.  14,  5  L.  R.  A.  371,  and  is  thus  the  settled  law  of  this 
Stata     That  case  holds  that  neither  the  charter  of  Parkersburg, 
which  was  general,  like  that  of  Clarksburg,  in  this  respect,  nor 
did  general  statutes  in  relation  to  municipal  corporations  in 
force  in  1864,  which  were  the  same  as  those  quoted  above,  "con- 
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f orred  upon  said  city  power  to  delegate  to  a  private  corporation 
the  exclusive  privilege  of  using  tlie  streets  ami  jdleys  for  laying 
gas  pipes,  and  furnishing  the  city  and  its  inhabitants  with  gas 
for  30  years.     The  grant  by  a  city  to  a  gas  company  of  the  ex- 
clusive privilege  of  lighting  the  city  with  gas  does  not  deprive 
the  city  of  the  power  to  contract  with  an  electric  light  company 
for  lighting  the  city  with  electric  lights."     This  denial  of  power 
in  a  municipal  corporation  merely  under  general  statutes  giving 
it  control  of  streets  and  authority  to  light  them  is  based  on  many 
decisions.     2  Dill.  Mun.  Corp.  sec.  692;  Elliott^  Roads  &  S. 
566 ;  Boonei,  Corp.  p.  35 ;  Grand  Rapids  E.  L.  &  P.  Co.  v.  Orand 
Rapids  E.  E.  L.  &  F.  Q.  Co.  (C.  C),  33  Fed.  659.     This  in- 
capacity of  Clarksburg  to  make  such  an.  exclusive  grant  results 
from  the  law  generally  prevalent  that  "a  municipal  corporation 
possesses  and  can  exercise  the  following  powers,  and  no  others : 
First,  those  granted  by  express  words  in  its  charter,  or  the  gen- 
eral statutes  under  which  it  is  incx>rporated ;  second,  those  neces- 
sarily or  fairly  implied  in  or  incident  to  the  powers  thus  ex- 
pressly granted ;  and,  third,  those  essential  to  the  declared  pur- 
poses of  the  corporation,  not  simply  convenient,  but  indispens- 
abla"     City  of  Charleston  v.  Reed,  27  W.  Va,  681 ;  Christie  v. 
Maiden,  23  W.  Va.  667.     Surely,  we  cannot  say,  contrary  to  the 
drift  of  all  the  law  of  the  country,  that  the  mere  power  to  control 
streets  and  light  the  same  carries  with  it  by  implication  the 
enormous  power  to  tie  the  hands  of  an  important  municipality 
for  many  years,  or  that  such  a  power  is  indispensable  or  neces- 
sary to  enable  the  municipality  to  carry  out  its  legitimate  fime- 
tions.    Therefore,  the  council  of  Clarksburg  had  no  authority  to 
grant  this  exclusive  franchise,  and  that  feature  of  its  ordinance 
is  idtra  vires,  and  therefore  void,  confers  no  right,  makes  no  con- 
tract, and  the  case  falls  under  the  principle,  self-evident^  stated 
in  New  Orleans  v.  New  Orleans  Waterworks,  142  U.  S.  79,  12 
Sup.  Ct  142,  35  L.  Ed.  948,  that,  ''before  this  court  can  be 
asked  to  determine  whether  a  statute  has  impaired  the  obligar 
tion  of  a  contract^  it  must  be  made  to  appear  that  there  was  a 
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I^  eantnct  subject  ta  impairment.''  The  electric  light  com- 
pAiij  hafl  no  contract  good  in  law  to  be  impaired,  so  as  to  call 
»n  either  State  or  Federal  constitutian  for  protection. 

Coonsel  for  the  electric  light  company  cite  for  its  support  the 
^^^  of  New  Orleans  Oaslighi  Co.  v.  Louisiana  Light  &  Heat 
Producing  £  Manufacturing  Co.,  116  U.  S.  650,  6  Sup.  Ot  252, 
^^L  Ed.  516,  and  Louisville  Gas  Co.  v.  Citizens'  Gaslight  Co., 
115  U.  S.  683,  6  Sup.  Ct  265,  29  L.  Ed.  510,  but  they  do  not 
Vplj,  because  in  those  cases  the  legislature^  under  its  plenary 
power,  had  granted  the  exclusive  franchise.     As  I  said  above, 
^der  the  authority  of  those  two  cases^  and  I  should  add  the 
Skughter-Eouse  Cases,  16  WalL  36,  21  L.  Ed.   394;  Netu 
Orleans  Waterworks  Co.  v.  Rivers,  115  XT.  S.  674,  6  Sup. 
Ct  273,   29    L.    Ed.    526,    and  St  Tammany    Waterworks 
Co.  V.  New   Orleans   Waterworks,   120   U.    S.    64,   7    Sup. 
Ct  405,  30  Jj.  Ed  568,  I  do  not  question,  the  power,  though 
I  should  question  the  policy,  in  a  legislature  to  grant  such 
an  exclusive  privilege;  but  those  cases  cannot  help  the  plaintiff, 
because  they  involve  legislative  grants,  whereas  the  plaintiff  in 
this  case  can  appeal  to  no  such  legislative  grants  but  only  to  a 
council  grant^  warranted  by  no  legislative  authority  conferred 
upon  that  council,  and  not  justified  by  the  special  legislation 
rdative  to  Clarksburg,  or  the  general  law.     I  should  confirm 
the  position  just  stated  by  a  reference  to  the  case  of  City  of 
Wo!Ja  If  alia  v.  Walla  Walla  Water  Co.,  172  U.  S.  1,  19  Sup. 
Ct  77,  43  L.  Ed.  341,  where  the  court  asserts  that,  to  make  a 
grant  of  a  franchise  to  furnish  water  to  a  city  made  by  its  coun- 
cil such  a  contract  as  is  protected  by  the  United  States  constitu- 
tion, the  council  must  have  authority  to  make  such  grant     So 
tbe  decision  of  this  court  in  Parkersburg  Gas  Co.  v.  Parkers- 
^rg  is  well  fortified  by  decisions  elsewhera     But  suppose  it 
^ero  not  80  fortified.     It  would  be  the  law  g.^v0ming  this  court, 
^^  ^oiild  show  that  the  electric  light  company  cannot  appeal 
to  the  national    constitution  to   protect    its    exclusive   grants 
*^other  that  company  has  or  has  not  a  valid  contract  depends 
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on  State  law  exclusively.  It  depends  on  the  question  whether 
that  clause  in  the  ordinance  of  the  council  of  Clarksburg  is  war- 
ranted by  the  statute  of  the  State  relating  to  Clarksburg  as  a 
municipal  corporation.  Clarksburg  is  a  municipal  corporation 
in  the  State  of  West  Virginia,  and  its  rights  are  governed  by 
and  originate  from  State  law.  So  with  the  other  companies. 
Whether  that  exclusive  grant  makes  a  valid  contract  is  to  be 
tested  by  decisions  of  the  State  Supreme  Court.  The  right 
depends  on  the  construction  of  State  statutes  as  to  the  power  of 
the  council  in  the  matter.  As  long  ago  as  Ogden  v,  Saunders, 
12  Wheat.  259,  6  L.  Ed.  606,  the  Supreme  Court  said:  "It  is 
the  municipal  law  of  the  State,  whether  that  be  written  or  un* 
written,  which  is  emphatically  the  law  of  the  contract  made 
within  the  State,  and  must  govern  it  throughout^  wherever  its 
performance  is  sought  to  be  enforced."  The  decision  of  the 
State  court  of  last  resort  upon  rights  dependent  alone  upon  itp 
laws,  its  statutes,  is  conclusive  upon  the  Federal  judiciary.  In 
Louisville  N,  0.  &  T.  Ry.  Co.  v.  Mississippi,  133  U.  S.  587, 
10  Sup.  Ct  348,  33  L.  Ed.  784,  it  was  held  that  "the  construc- 
tion of  a  State  statute  by  the  highest  court  of  the  State  is 
accepted  as  conclusive  in  this  court  In  Detroit  v,  Osborne, 
135  U.  S.  492,  10  Sup.  Ct  1012,  34  L.  Ed.  260,  the  Supreme 
Court^  finding  that  the  Supreme  Court  of  Michigan  had  held 
that  under  a  statute  of  that  State  there  was  no  right  of  action 
to  a  person  injured  by  reason  of  a  defect  in  a  sidewalk,  caused 
by  the  neglect  of  the  city,  although  the  Supreme  Court  of  the 
United  States  differed  with  the  Michigan  court,  and  also  said 
that  the  current  of  authorities  differed  from  that  courts  yet  fol- 
lowed the  State  decision-  Justice  Brewer  said:  "But,  even  if 
it  were  a  fact  that  the  universal  voice  of  the  other  authorities 
was  against  the  doctrine  announced  by  the  Supreme  Court  of 
Michigan,  the  fact  remains  that  the  decision  of  that  court,  un- 
disturbed by  legislative  action,  is  the  law  of  that  Stata  What- 
ever our  views  may  be  as  to  the  reasoning  or  conclusion  of  that 
court  is  immaterial.     It  does  not  change  the  fact  that  its  deci- 
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eioQ  is  tiie  law  of  the  State  of  Michigan,  binding  upon  all  its 
QOUitBf  ail  its  oitizenfi,  and  all  others  who  may  come  within  the 
L'mite  of  the  Stata     The  question  presented  by  it  is  not  one  of 
general  commercial  law;  it  is  purely  local  in  its  significance  and 
*ixtent    It  involves  simpiy  a  consideration  of  the  powers  and 
liabibties  granted  and  imposed  by  legislative  action  upon  citiee 
withm  the  Stata     While  this  court  has  been  strenuous  to  uphold 
the  supremaqr  of  Federal  law,  and  the  interpretation  placed 
upon  it  by  the  Federal  courts^  it  has  been  equally  strenuous  to 
uphold  the  decisions  by  State  courts  of  questions  of  purely  local 
law.    There  should  be,  in  all  matters  of  a  local  nature,  but  one 
law  within  the  State;  and  that  law  is  not  what  this  court  might 
detennine^  but  what  the  Supreme  Court  of  the  State  has  deter- 
mined.'    Again  and  again  has  the  United  States  Supreme 
Court  announced  this  doctrina     Morley  v.  Railway  Co.,  146 
H.  S.  162,  13  Sup.  Ot  64,  36  L.  Ed.  925,  Irrigation  Dist.  v. 
BradUy,  164  U.  S.  1 12,  17  Sup.  Ct  56,  41  L.  Ed.  369 ;  First 
Nat.  Bank  of  Aberdeen  v.  Chehalis  Co.,  166  TT.  S.  440,  17  Sup. 
Ct  629,  41  L.  Ed.  1069 ;  MarcharU  v,  Pennsylvania  R.  Co., 
153  U.  S.  380,  14  Sup  Ct  894,  38  L  Ed.  751 ;  Wade  v.  Travis 
Co.  (Tex.),  174  U  S  608, 19  Sup  Ct  715,  43  L.  Ed.  1060.     In 
Railroad  Co.  v.  McClure,  10  Wall.  511,  19  L  Ed.  997,  it  is  held 
*Jiat  there  is  no  jurisdiction  in  the  Supreme  Court,  under  section 
25  of  the  judiciary  act,  to  review  a  decision  of  the  highest  court 
of  a  State  maintaining  the  validity  of  a  law  alleged  to  impair  a 
contract,  "when  the  law  set  up  as  having  tJiis  effect  was  in  exist- 
ence when  the  alleged  contract  was  made,  and  the  highest  State 
court  haa  only  decided  that  there  was  no  contract  in  the  case.'' 
Jn«t  80  in  the  preuwnt  case.     The  statutes  testing  the  right  of 
^ne  electric  company  were  In  forf«  when  its  franchise  was 
granted,  and  the  decision  in  Parhersburg  Gas  Co.  v  ParJcers- 
^''^9*  holding  that  under  those  stia.tutes  such  exclusive  grant 
^W  not  he  made,  had  been  rendered.     Now,  if  the  decision  of 
^^  State  Supreme  Court  upon  a  State  statute  and  rightij  de- 
P^ient  upon  it  are  not  conclusive,  even  upon  the  Federal 

VOL.  VII. — 3. 


84  AMERICAN  ELECTRICAL  CASES.       [voi^  7 


Electric  Light  Co.  y.  City  of  Clarksburg. 


Supreme  Court,  the  State  is  a  nonentity,  a  mytib.  No  political 
party  since  the  birth  of  the  Federal  Constitution,  not  eiven  the 
most  ultra-centralizationists,  so  called,  have  ever  made  any  such 
contention. 

The  case  of  City  R.  Co.  v.  Citizens'  St.  R.  Co.,  166  U.  S.  657, 
17  Sup.  Ct.  653,  41  L.  Ed.  1114,  is  invoked  in  favor  of  the 
plaintiff.  It  holds  that  an  exclusive  privilege  to  a  street-railway 
company  to  occupy  streets  for  30  years  constituted  a  contract , 
which  could  not  be  impaired  by  a  grant  from  the  city  to  another 
company  to  exercise  the  same  privilege  of  carrying  on  the  like 
business  in  the  same  streets.  But  that  case  cannot  help  tho 
plaintiff.  That  was  a  valid  contract,  because  the  city  had 
authority  to  grant  the  exclusive  franchise  under  State  statutes, 
afl  had  been  held  by  the  Supreme  Court  of  the  State.  That 
made  the  franchise  valid,  as  if  it  had  been  granted  by  the  l^sla- 
ture  itself,  as  in  the  case  of  New  Orleans  Gaslight  Co.  v,  Louisi- 
ana Light  &  Heat  Producing  &  Manufacturing  Co.,  116  U.  S. 
650,  6  Sup.  Ot  252,  29  L.  Ed.  516,  and  other  cases  cited  above. 
That  this  is  so  is  made  clear  in  the  opinion  by  Justice  Brown, 
saying:  ''That  the  complainant  had  a  contract  with  the  city  is 
entirely  clear.  It  was  so  held  by  the  Supreme  Court  of  Indiana 
in  Western  Paving  &  Supply  Co.  v.  Citizens'  St.  R.  Co.,  128 
Ind.  525,  26  N.  E.  188,  28  N.  E.  88,  10  L.  R  A.  770."  The 
Supreme  Court  simply  followed  the  rule  stated  above  that  the. 
decision  of  the  State  court  as  to  whether  there  is  or  is  not  a  con- 
tract valid  under  State  law  is  final.  There  the  railroad  company 
had  a  valid  franchise  conferred  by  State  law,  as  construed  by 
the  State  court;  whereas,  in  this  case  the  electric  light  com- 
pany had  no  valid  exclusive  right  under  the  West  Virginia  stat- 
ute law  as  construed  in  Parkersburg  Oas  Co.  v.  Parkersburg. 
The  difference  between  the  two  cases  is  plain  and  wide.  In  the 
one  case  a  valid  contract ;  in  the  other  no  contract  Counsel  for 
the  electric  company  cites  the  case  of  Citizens'  Sav.  Bank  of 
Owensboro  v.  City  of  Owensboro,  173  U.  S.  686,  19  Sup.  Ct. 
530,  43  L.  Ed.  840.  I  am  imable  to  see  that  the  case  contains 
anything  bearing  upon  this  casa 
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As  to  the  argument  that  upon  the  faith  of  such  exclusive 
grant  the  electric  company  has  spent  much  money,  I  have  only 
to  replj  ihai  can  have  only  a  moT«J,  not  a  legal,  effect,  and 
that  tlie  company  was  bound  to  know  Lhe  law,  and  look  out  for 
its  nghtB,  under  the  principle  that  ^'persons  dealing  with  a  cor- 
poration must  take  notice  of  what  is  contained  in  the  law  of 
its  organization,  and  miiSt  be  presumed  to  be  informed  of  the 
restrictions  annexed  to  the  grant  of  power  by  the  law  by  which 
the  corporation  is  authorized  to  act."  Smith  v,  Cornelius,  41 
W.  Va  59,  23  S.  E.  599,  30  L.  R  A  747 ;  McCormicJc  v.  Bank, 
165  U  S.  549,  650, 17  Sup.  Ct  433, 41  L.  Ed.  817 ;  Clark  Corp. 
174. 

As  to  the  claim  that  Clarksburg  has  ratified  and  confirmed 
tbs  void  exclusive  feature  m  the  franchise  of  the  electric  com- 
pany by  buying  from  it  elec^tncity  to  light  the  streets  This  is 
strange  doctrina  A  void  contract  cannot  be  so  ratified  by  mere 
implication.  If  the  council  was  without  power  to  expressly 
grant  such  exclusive  right,  it  is  illogical  to  say  that  it  can  confirm 
uid  make  it  good  ab  initio  by  mere  implication  from  its  dealing 
with  iL  Of  course^  the  entire  grant  is  not  void^  but  only  the  ex- 
dnsire  clause,  and  the  mere  purchase  by  the  city  from  the 
company  of  electricity  would  not  ratify  the  void  clause  any- 
how, because  it  could  purchase  under  the  geiieral  power  of  the 
company,  without  r«sferenoe  to  that  void  clausa  Ratification 
uid  acquiescence  cannot  be  invoked  to  legalize  oontracts  of  a 
municipality  made  by  its  officers  in  excess  of  authority,  eiveu 
though  the  contract  has  been  performed  by  one  of  its  paiiie^. 
2  Mot.  Priv  Corp.  sees.  621,  718. 

The  defendant  corporations  raise  the  point  against  the  plain- 
tiff oorporation  that  it  had  no  charter  existence  on  the  day  of 
^  grant  to  it  of  the  franchise  in  question,  and  that,  not  bein^^ 
in  esse  then,  the  grant  did  not  vest^  but  was  abortive,  like  the 
caae  of  a  grant  of  land  to  a  grantee  not  m  being.  I  do  not 
^^  the  point  tenabla  I  think  the  Clarksburg  Electric  Light 
f^ompany  is  vested  with  a  valid  franchise,  except  as  to  the  ex- 
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elusive  featura    In  SpHng  Garden  Bafik  v.  Hwlings  Lumber 
Co.,  32  W.  Va.  357,  9  S.  E.  243,  3  I..  R.  A.  683.    It  was  held 
tliat  after  ooTporatars  had  signed  an  agreement  preliminary  to 
a  oei'tificate  of  incorporation,  and  before  it  had  issued,  a  deed 
for  land  to  such  corporation,  delivered  in  escrow,  to  be  deliv- 
ered when  the  corporation  should  obtain  its  charter  and  or- 
ganize;, and  it  was  so  delivered  after  the  charter  obtained  and 
organizardon,  the  deed  was  good  to  convey  the  land.    In  this  case 
the  agreement  had  not  been  signed  for  the  formation  of  the 
corporation  at  the  date  of  the  town  ordinance;,  and  yet  I  think 
that  ordinance  valid.    We  must  not  apply  the  strict  rule  appli- 
cable to  deeds  of  land  to  the  present  casa    Deeds  require  actual 
delivery  to  a  grantee,  but  such  an  ordinance  as  this  requires 
no  delivery,  only  acceptance^  and  it  was  accepted  by  the  cor- 
poration when  it  came  into  legal  being.     That  is  enough. 
I  have  no  doubt  that  a  deed  for  land  made  to  a  corpora- 
tion named  before  incorporation^  and  so  dated,  but  delivered 
after    incorporation,    would    be    good.     The    date    of    deliv- 
ery and  acceptance  can  be  shown.    It  is  never  a  deed  until  ac- 
ceptanca     Otiggenheimer  v,  Lockridge,  39  W.  Va.  457,  19  S. 
E.  874 ;  5  Thomp.  Corp.,  sec  5802.    The  latter  authority  says 
that  ''a  deed  of  conveyance  of  land  to  an  intended  corporation 
before  its  organization  will  take  effect  upon  the  event  of  its 
organization;  for  its  acceptance  of  the  deed,  when  it  becomes 
capable  of  accepting,  will  be  presumed."     Much  more  so  in 
this  case,  where  certain  persons  intending  to  form  a  corporation 
solicit  and  ai-e  tendered  such  a  franchise  a3  this,  and  they  pro- 
ceed to  become  incorporated.     It  was  intended  to  operate  only 
in  the  event  of  incorporation,  and  when  it  should  take  placa 
No  delivery  was  necessary.    Acceptance  is  all-sufficient  to  put 
the  ordinance  into  operation.    Theoi  it  took  effect;  not  till  then. 
Richardson  v.  Oraham,  45  W.  Va.  134,  30  S.  E.  92, 
Our  conclusion  is  to  affirm  the  decree.    Affirmed. 


Note. — See  note  2  at  end  of  Part  L 
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SuBUBBAi?  Elsctsio  Light  ft  PowEB  CoMPAinr  ▼.  Inhabit- 
ants OP  East  Obanob  Township. 

2^010  Jersey  Court  of  Chancery,  December  9,  1898. 
Electric  light  unes — ^Mxtnicipal  contbol. 

^  *ct  passed  in  1896  aathorizee  electric  light  companiee  to  erect  polet 
^or  wires  in  highways,  except  that  in  incorporated  cities  and  towns  per- 
nussioQ  mnst  be  obtained  and  streets  designated.  Held,  that  permission 
<^d  be  given  by  a  resolution  instead  of  an  ordinance. 

That  where  only  the  stringing  of  wires  was  required,  the  resolution  desig- 
luting  streets  need  not  specify  the  erection  of  poles. 

^At  when  permission  has  been  given  and  wires  strung  in  reliance  thereon, 
^  company  has  a  franchise,  subject  only  to  the  police  power,  not  a 
°^^  license  which  may  be  revoked. 

"^  where  permission  has  been  given  for  the  erection  of  telephone  poles, 
siectric  light  wires  may  be  strung  upon  them  without  further  permission 
^fa^n  that  already  given  for  the  stringing  of  wires. 

^^  of  this  series  cited  in  opinion:  Summit  Tp.  v.  N.  Y,  A  N,  J.  Teleph. 
Co.,  vol.  7,  p. — ;  Hudson  Teleph.  Co,  v,  Jersey  City,  voL  9..  p.  133; 

Meyers  v,  Hudson  Elee.  Co.,  toI.  7,  p.  -^ 

Application  for  injunctioiu 

C.  W,  Riker,  for  complainanti 

P.  Woodruff,  for  defemdant 

Pitney,  V.  C. :  The  oomplainant  is  a  corporation  organ- 
ized under  the  general  corporation  act  for  the  purpose  of  sup- 
plying electric  light  and  power,  and  in  the  exercise  of  its  cor- 
porate rights  has  strung  certain  electric  wires  along  a  street 
known  as  Central  avenue^  within  the  territorial  limits  of  tho 
defendant^  the  township  of  East  Orange.  The  municipal 
authorities  of  that  town  threatea  to  remove  said  wires  by  force, 
and  the  object  of  the  bill  is  to  restrain  such  threatened  action. 
The  wires  in  question  are  strung  upon  poles  belonging  to,  and 
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bj  the  permiflfiion  of,  a  telephome  campanyy  which  poles  were 
eoi^ected  and  are  maintained  lawfully,  and  the  right  of  the  oom- 
pany  80  erecting  them  to  maintain  the  same^  so  far  as  the  mu- 
nicipality is  concerned,  is  not  challenged.    It  was  admitted  tliat 
the  wires  are  maintained  at  such  a  height  a^  not  in  any  wise  to 
interfere  with  the  use  of  the  streets.     The  right  of  the  com- 
plainant to  so  maintain  the  wires  is  based  upon  the  act  of  May 
10,  1884  (P.  L.  p.  331),  which  was  in  substance  re-enacted  by 
the  act  of  April  21,  1896  (P.  L.  p.  322).     That  act  provides 
that  a  oompany  like  the  complainant  ^'shall  have  full  power  to 
use  the  public  roads  or  highways,  streets,  avenues  and  alleys 
in  this  State  for  the  purpose  of  erecting  posts  or  poles  on  the 
same  to  sustain  the  necessary  wires  and  fixtures,  upon  first  ob- 
taining the  consent  in  writing  of  the  owners  of  the  soil,''  with  a 
provision  that  ''no  posts  or  poles  shall  be  erected  in  any  street 
of  any  incorporated  city  or  town  without  first  obtaining  from 
the  incorporated  city  or  town  a  designation  of  the  street  in 
which  the  same  shall  be  placed,  and  the  manner  of  placing  the 
game,  and  that  the  same  shall  be  so  located  as  in  no  way  to  in- 
terfere with  the  safety  or  convenience  of  persons  traveling  on  or 
over  said  roads  and  highways,  and  that  the  public  streets  in 
any  of  the  incorporated  cities  and  towns  of  this  State  shall  be 
subject  to  such  regulations  as  may  be  first  imposed  by  the 
corporate  authorities  of  such  cities  and  towns."    The  township 
committee  of  East  Orange,  by  a  special  charter,  are  authorized 
by  subdivision  9  of  section  6  of  the  supplement  to  the  act  or- 
ganizing the  township,  which  supplement  was  passed  March 
10,  1873,  "to  prevent  or  regulate  the  erection  or  maintenance 
of  any  awning,  stoop,  steps,  platform,  bay  window,  swinging 
gate,  cellar  door,  area,  descent  into  a  cellar  or  basement,  sign, 
banner,  post  or  erection  or  projection  of  any  kind  in,  over  or 
upon  any  street  or  highway  or  public  place,  and  to  remove 
the  same  when  already  erected,  at  the  expense  of  the  owner  or 
occupant  of  the  premises  in  front  of  which  the  same  may  be." 
P.  L.  p.  824.    By  authority  of  that  section  alone,  on  the  11th 
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of  October^  1886,  the  township  committee  passed  an  ordinaiLce 
regulating  the  mode  in  which  telegraph,  telephone,  or  electric 
light  poles  should  be  erected  in  the  city ;  and  the  fourth  section 
of  that  ordinance  provides  that  '^all  telegraphy  telephone  or 
electric  light  wires  shall  be  placed  so  as  to  hang  not  less  than 
twenty  feet  above  the  street  crossing    over    which    they    are 
drawn."    That  is  the  only  provision  in  that  o^rdinanoe  as  to  the 
stringing  of  wires.    On  the  19th  of  February,  1889,  the  town- 
ship committee  passed  an  ordinance  which  provides  ''that  no 
person  or  persons  shall  run  or  suspend  across  or  through  any 
public  street  in  this  township  any  electric  wire,  except  at  rail- 
road crossings,  without  first  obtaining  the  permission  of  tiie 
township  committea''     Subsequently,  on  the  14th  of  October, 
1895,  the  township  committee  adopted  the  following  resolution : 
'Hesolved,  that  consent  be,  and  the  same  is  hereby,  given  to 
the  Suburban  Electric  Light  and  Power  Company  (the  com- 
plainant) to  erect  poles  and  string  wires  within  this  township 
for  electric  lighting  purposes,  subject  to  all  the  provisions  and 
restrictions  contained  in  the  ordinance  of  the  township,  and  a^ 
pecially  of  a  certain  ordinance  entitled  'An  ordinance  regulat- 
ing the  erection  of  telegraph,  telephone  and  electric  light  poles 
in  the  township  of  East  Orange,'  adopted  October  11,  1886: 
provided,  however,  that  no  poles  shall  be  erected  within  the 
lines  of  any  accepted  street  within  the  township  without  the 
further  consent  of  the  township  committee."    It  is  alleged  by 
complainant,  and  admitted  by  the  defendant,  that  Central  ave- 
nue, along  which  the  wires  in  question  are  suspended,  is  not  an 
accepted  street,  but  is  a  street  within  the  control  and  juris- 
diction of  the  Essex  coimty  park  commission,  subject  to  certain 
reserved  rights  in  the  defendant     Under  this  resolution  the 
wires  in  question  were  strung  upon  the  poles  of  the  telephone 
company,  as  we  have  seen^  by  its  consent    It  was  held  by  Vice 
Chancellor  Emoby  in  Inhahitants  of  Summit   Tp.    v.   New 
York   £   N.    J.    Telephone    Co.,    7    Am-    Electl.    Cas.    — , 
41   AtL    146,    that    the    language    of    the    telephone    act, 
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which  is  substantially  the  same  as  that  of  the  elec^tric 
light  act,  above  cited,  gave  the  telephone  ooirporatiou 
the  right  to  string  wires  over  the  streets  without  the  consent  of, 
and  subject  only  to  proper  regulation  by,  the  municipal  author- 
ities. The  regulation  contained  in  the  ordinan/ce  of  the  de- 
fendant herein  of  October  11,  1886,  provides  only  that  the 
wires  shall  be  strung  a  certain  number  of  feet  above  the  street 
No  other  regulation  has  ever  been  ordained.  The  later  ordi- 
nance of  February  19,  1889,  provides  that  wires  shall  not  be 
suspended  across  any  street  without  first  obtaining  permission 
of  the  township  committee.  That  permission  was  given  by  the 
resolution  of  October  14,  1895.  And  I  am  of  the  opinion  de- 
claimed by  Justice  Heed  in  Hudson  Telephone  Co.  v.  Jersey  City, 
2  Am.  Electl.  Cas.  133,  49  N.  J.  Law,  303,  at  page  307,  that  a 
resolution  was  quite  sufficient  to  give  sudi  a  permission,  and 
that  an  ordinance  was  not  necessary  for  that  purposa 

This  conclusion  renders  it  unnecessary  to  consider  the  de- 
batable questions:  (1)  Whether  or  not  the  authority  given  by 
the  above  recited  ninth  subdivision  of  section  6  of  the  defend- 
ant's supplement  of  March  10,  1873  (P.  L.  p.  324),  authorizing 
it  to  prevent  certain  erections  by  its  true  construction  included 
the  right  to  prev^ant  the  stringing  of  wires  charged  with  elec- 
tricity; or  (2)  whether,  if  such  authority  was  given,  it  was 
not,  in  effect,  repealed  by  the  act  authorizing  electric  light 
cmpanies  to  string  their  wires,  subject  to  proper  regulations  by 
the  municipal  authorities.  Vice  Chancellor  Emoby  in  the  Sum- 
mit Tp.  Case,  above  cited,  held  that  a  right  to  regulate  did  not 
include  a  right  to  absolutely  prevent  the  stringing  of  such 
wares.  It  is  urged  against  the  value  of  the  permissive  resolu- 
tion of  October  14,  1895,  that  it  is  entirely  general  in  its  char- 
acter, and  inefficient,  because  it  does  not  designate  any  street  in 
which  the  wires  shall  be  strung.  The  answer  to  this  is  that  the 
provision  of  the  act  requiring  such  designation  applies  only  to 
the  erection  of  poles,  and  not  to  the  stringing  of  wires.  This 
is  the  necessary  result  of  the    decision    of    Vice    Chancellor 
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Emebt^  above  referred  to.  In  support  of  this  poeition,  however, 
the  defendant  cites  the  case  of  Meyers  v.  Electric  Co.,  7  Am. 
ElectL  Cas.  — ,  60  N.  J.  Law,  350.  But  that  case  relates  en- 
tirely to  the  erection  of  poles,  and  varies  from  this  in  that  it  was 
a  suit  by  the  State,  on  the  relation  of  property  owners,  to  set 
aside  an  ordinance  of  the  city  which  had  authorized  an  electric 
company  to  set  poles  generally  in  any  and  ail  of  the  streets 
without  designating  any  particular  streets,  and  under  that 
authority  the  electric  company  proposed  to  set  poles  along  the 
lands  of  the  prosecutors.  The  ordinance  was  set  aside  as  against 
the  prosecutors. 

It  is  also  urged  that  the  resolution  adds  nothing  to  the  force 
of  the  provisions  of  the  act  of  the  legislature  giving  general 
authority  to  the  complainant  corporation  to  string  wires  over 
streets.  This  is  true,  and  it  is  only  necessary  to  add  that  the 
permission  given  by  the  act^  as  we  have  seeiD,  is  quito  sufficient 
of  itself  to  authorize  the  mere  act  of  suspending  wires  across 
the  street  No  action  on  the  part  of  the  municipal  authorities 
was  necessary  to  authorize  it.  The  true^  proper,  and  only  of- 
fice of  the  permissive  resolution  in  question  was  to  countera/ct 
and  suspend,  in  favor  of  the  complainant^  the  restrictive  effect, 
whatever  that  may  have  been,  of  the  ordinance  of  Februaiy 
19,  1889.  No  right  was  reserved  to  the  township  authorities 
in  the  resolution  of  October  14,  1895,  to  revoke  the  same,  nor 
was  any  limitation  fixed  upon  the  time  during  which  the  wires 
strung  under  it  should  remain.  A  resolution  rescinding  that 
rBBolution  was,  after  the  stringing  of  the  wires,  passed  by  the 
municipal  authorities,  and  it  is  claimed  by  the  defendant  that 
it  was  authorized  to  make  such  rescission,  and  that^  when 
rescinded,  the  authority  of  the  complainant  to  maintain  its 
wires  was  destroyed.  This  argument  is  based  upon  the  ground 
that  the  permission  was  a  mere  license,  revocable  at  the  pleasure 
of  the  licensor.  I  am  unable  to  adopt  that  view.  Considering 
it  as  a  mere  license,  it  is  sUll  a  license  which  has  been  acted 
upoD^  and  may  not  be  revoked  at  the  pleasure  of  the  licensor. 
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In  support  of  this  proposition  I  refer,  witboat  citing  at  length, 
to  the  clear  and  forcible  language  and  reasoning  of  Justice 
Reed  in  the  case  of  Hudson  Telephone  Co.  v.  Jersey  City,  2 
Am.  Electl.  Cas.  133,  49  K  J.  Law,  303,  at  pages  305,  306. 
Moreover,  the  complainant's  right  to  string  the  wires  does  not 
depend  alone,  if  at  all,  upon  the  consent  of  the  municipal 
authorities ;  it  relates  back  to  the  legislative  authority  to  string 
and  maintain  the  wires  upon  certain  conditionB.  No  time  i« 
fixed  by  the  legislative  authority  for  the  oontinuance  of  the 
exercise  of  the  franchise^  and  the  grant  must  be  presumed  to  bo 
perpetual,  subject^  it  may  be,  as  it  probably  is,  to  the  right  of 
the  legislature  to  exercise  upon  it  its  police  powers  from  time 
to  time,  as  it  in  its  wisdom  may  see  fitb 

It  is  further  urged  by  the  defendant  that  the  original  grant 
to  the  telephone  company  of  the  right  to  erect  poles  was,  by  im- 
plication, restricted  to  the  right  to  use  them  for  the  purpose  of 
sustaining  telephone  wires  whidi  are  of  a  more  harmless  diar- 
acter  than  electric  light  wires.  It  is  urged  that  the  latter  are 
dangerous  in  their  nature,  and  that  the  grant  to  erect  the  poles 
should  be  construed  as  restrictive  in  that  respect  I  am  unable 
to  adopt  that  view.  The  dangerous  character  of  the  wires  must 
be  presumed  to  have  been  in  the  mind  of  the  legislature  when 
it  gave  the  general  power  above  referred  to.  The  poles  are  the 
private  property  of  the  telephone  company,  and  they  have  a 
right  to  use  them  as  they  choose,  so  long  as  they  do  not  maintain 
a  public  nuisanca  If  they  are  too  small  to  bear  the  weight  that 
is  put  upon  them,  or  have  become  weak  from  age,  it  is  probably 
within  the  power  of  the  municipality  to  order  them  to  be  re- 
placed, and  made  safa  And  the  case,  in  my  judgment^  must  b^ 
viewed  precisely  as  if  those  poles  stood  upon  private  ground, 
as  was  the  fact  in  the  Summit  Tp.  Case,  above  cited.  The 
rights  of  the  owners  of  the  soil  which  supports  ^e  poles  upon 
which  the  wires  in  question  are  strung  are  not  here  brought  in 
question.  They  are  quite  distinct  from  the  rights  of  the  public 
in  the  street^  and  cannot,  in  my  judgment,  be  invoked  by  the 
defendant  in  support  of  its  proposed  action,  for  the  simple  and 
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all-sofficient  reason  that  it  is  not  within  the  scope  of  the  power 
of  the  defendant  to  enforce  those  rights.  The  proposed  action 
of  the  common,  coimcil  is  probably  excited  by  a  desire  to  compel 
the  electric  light  company  to  place  its  wires  under  ground.  It 
is  not  intended  by  this  decision  to  intimate  any  opinion  as  to 
the  power  of  municipal  authorities^  under  the  present  state  of 
the  law,  to  bring  about  that  result  by  proper  municipal  action* 
I  will  advise  an  order  tliat  an  injuncticoi  do  issue  pending  the 
suit 


NoiK.— See  note  2  at  end  of  Part  L 


Wtahdottb  Elsotbio  Lioht  Company  v.  Citt  of  Wtaw- 

DOTTE. 

Michigan  Supreme  Court,  May  16,  1900. 

(124  Mich.  43.) 

EiaCTBIC    UOHT   OOMPANY — ^RkVOOATION    OF    FSANCHIBB. 

Wbero  a  municipality  had  granted  to  an  electric  light  company  the  right 
to  erect  and  maintain  poles  and  wires  in  its  streets,  and  the  company 
had  operated  under  such  franchise  for  several  years,  the  municipality 
was  estopped  to  revoke  its  franchise  upon  the  ground  that  the  company 
had  not  been  incorporated  under  the  electric  lighting  act  and  that  the 
municipality  had  no  power  to  grant  the  franchise  originally. 

Gsses  of  this  series  cited  in  opinion:  Michigan  Teleph  Co.  v.  8i.  Joseph, 
▼oL  7,  p  1;  Mich.  Teleph  Co.  v,  Benton  Harbor,  vol.  7,  p.  9;  Detroit  City 
Bg.  Co.  V.  Mills,  vol.  3,  p.  333. 

Appeal  by  defendant  from  a  decree  of  the  Circuit  Court  of 
Wayne  county,  granting  plaintiff  an  injunctioiL 

The  complainant  was  organized  September  19,  1889,  with 
four  incorporators.  Its  articles  of  association  recited  that  ii 
was  incorporated  under  Act  Na  232,  Pub.  Acts  1885,  as 
amended  by  Act  No.  170,  Pub.  Acts  1889,  entitled  "An  act  to 
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revise  the  laws  praviding  for  tlie  incarporation  of  all  manu- 
faoturing  companies  (except  such  bb  are  contemplated  by  Act 
No.  42  of  the  Session  Laws  of  1867,  which  provides  for  the 
incorporation  of  persons  or  corporations  engaged  in  the  manu- 
facture of  salt),  and  mercantile  companies  or  any  union  of  the 
two,  and  to  fix  the  duties  and  liabilities  of  such  corporations/' 
Its  declared  purpose  was  the  manufacture  and  supply  of  elec- 
tricity for  power,  heating,  and  lighting  purposes.     Its  capital 
was  $25,000,  and  its  term  of  existence  fixed  at  thirty  years. 
On  September  25th  it  addressed  to  the  mayor  and  common 
council  of  the  city  of  Wyandotte  the  following  communication : 
''(Gentlemen :  We,  the  undersigned,  a  body  corporate  under  tlie 
laws  of  the  State  of  Michigan,  do  most  respectfully  request  yooir 
honorable  body  to  grant  us  a  franchise  to  erect  and  maintain 
poles  and  wires  through  the  streets  of  Wyandotte  under  the  di- 
rection of  the  committee  on  streets^  and  your  petitioners  will 
ever  pray,"  etc    The  records  of  the  common  oouncil  show  that 
"on  motion  of  Alderman  Gartner,  the  prayer  of  petitioner  was 
granted,  by  the  following  vote:  Ayes,  7;  nays,  nona*'    Under 
the  franchise  thus  conferred  the  complainant  had,  until  the 
filing  of  this  bill,  September  12,  1898,  continued  to  enjoy  its 
plant,  and  extend  its  services  to  the  inhabitants  of  defendant 
city.    This  extension  had  been  made  by  the  acquiescence  of  thp 
city,  without  any  further  action  or  any  attempt  upon  its  part 
to  control  the  location  or  erection  of  poles.     Complainant  then 
had  about  1,700  lights,  and  was  engaged  in  extending  its  poles 
and  wires  quite  extensively  to  other  parts  of  the  city.     On 
August  4,  1898,  the  common  council  passed  a  resolution  direct- 
ing the  city  clerk  to  notify  complainant  to  remove  from  the 
streets  and  other  public  places  of  the  city  all  unused  electric 
wires,  all  unused  hoods,  appliances  for  electric  lis:hts,  and  all 
other  unused  electric  wiring  appliances  within  ten  days  from 
the  date  of  the  passage  of  the  resolution.    It  further  instructed 
the  clerk  to  notify  complainant  to  romove  all  electric  wires  that 
are  not  properly  insulated,  and  all  from  which  the  insulation 
had  been  worn  or  removed,  within  ten  days  from  the  T>flswi.^ 
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of  the  resolution.  This  notice  was  served  on  August  5th.  At 
the  time  this  action  was  taken,  oomplainant  was  engaged  in  re- 
numng  these  unused  wires,  hoods,  and  appliances*  It  oon- 
tbued  8uch  removal  after  receiving  such  notice,  and  claims  lo 
have  complied  therewith  as  far  as  practicable.  On  August  17, 
1898,  the  common  council  adopted  a  resolution  revoking  and 
cancding  "all  previous  licenses,  permissions,  or  other  rights  of 
said  oonmion  council  giving  complainant  permission  or  author- 
ity to  erect  poles,  wires,  etc.,  in  the  streets,  alleys,  and  other 
public  places  of  the  city,  until  it  secures  from  the  common 
otmncil  a  franchise  or  ordinance,  giving  it  permission  and 
authority  so  to  do."  This  notice  was  duly  ser\^ed.  Complain- 
ant replied,  insisting  upon  its  rights;  that  the  action  of  tlic 
common  council  was  null  and  void,  but  saying  that,  if  the 
council  would  present  the  terms  of  the  proposed  new  agreement 
it  would  be  glad  to  consider  it^  in  the  hope  that  the  matter  would 
be  disposed  of  satisfactorily  to  both  parties.  To  this  commu- 
nication the  defendants  made  no  answer,  and,  after  waiting  ten 
days,  complainant  filed  this  bill,  claiming  that  it  had  a  contract 
with  the  city  co-extensive  with  its  life,  subject  to  the  reasonable 
regnlations  of  the  common  council  with  reference  thereto,  and 
praying  for  an  injunction  restraining  the  proposed  action  of 
the  defendanta  The  defendants  answered,  claiming  the  bene- 
nts  of  a  cross  bill,  insisting  that  the  petition  and  action  of  the 
common  council  in  1889  created  a  mere  license,  revocable  at  the 
will  of  the  defendants;  that  such  license  was  revoked  by  the 
resolution  of  August  4th,  and  praying  that  complainant  be  de- 
creed to  remove  its  poles  and  wires  from  the  streets,  and  be  re- 
atrained  from  any  further  use  thereof.  The  case  was  heard 
npon  pleadings  and  proofs,  taken  in  open  court,  and  decree  en- 
tered for  the  complainant. 

Charles  H.  Marr  (Elliott  0.  Stevenson  and  Robert  F,  El- 
dredge,  of  counsel),  for  appellants. 

Edwin  F.  Conely  and  Orla  B.  Taylor,  for  appellee. 
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Ghakt,  J.  (after  stating  the  facts) :  There  is  one  oontroll* 
iii^  question  in  the  case.  Upon  its  determination  depend  the 
rights  of  the  parties.  It  can,  perhaps^  be  better  stated  by  stat- 
ing the  several  contentions.  The  defendants  contend  that  com- 
plainantj  by  organizing  under  the  general  manufacturers'  act, 
obtained  uo  franchise  direct  from  the  legislature  to  use  the 
streets  and  highways,  such  as  it  would  have  acquired  under 
the  electric  light  companies'  act.  Their  second  contention 
results  from  the  first,  namely,  that  the  city  had  no  authority 
to  grant  the  franchise  claimed  by  complainant  The  com- 
plainant contends:  (1)  That  the  defendant  city  cannot  make 
this  collateral  attack  upon  its  act  of  incorporation;  that  the 
State  had  for  nine  years  recognized  the  validity  of  its  incor- 
poration, and  that  the  State  alone  is  the  party  which  can  com- 
plain. (2)  That  the  city  is  estopped  to  claim  in  this  suit  that 
the  complainant  ought  to  have  been  organized  imder  some  othor 
statute,  or  ought  not  to  have  exercised  the  franchise  of  manu- 
facturing and  vending  electric  light  to  its  inhabitants.  If 
complainant  were  organized  under  chapter  190,  Comp.  Laws, 
entitled  ''Gaslight  Companies,"  it  would  be  clearly  entitled  to 
the  relief  asked.  It  would  come  within  the  doctrine  enun- 
ciated in  Michigan  Telephone  Co.  v.  City  of  St.  Joseph^  7  Am. 
ElectL  Caa  — ,  121  Mich.  602  (80  K  W.  383,  47  L.  R  A.  87), 
and  Michigan  Telephone  Company  v.  City  of  Benton  Harbor, 
7  Am.  Electl.  Cas.  — ,  121  Mich.  612  (80  K  W.  386,  47  L.  R. 
A.  104).  Sfiction  7141,  Comp.  Laws,  expressly  gives  to  electric 
light  companie>8  the  autliority  "to  lay,  construct  and  maintain 
conductors  for  conducting  electricity  through  the  streets,  alleys 
and  squares  of  any  such  city,  town  or  village,  with  the  consent 
of  the  municipal  authorities  thereof,  under  such  reaso<nal>le 
regulations  as  they  may  prescribe;  and  such  corporation  may 
make  all  such  contracts  and  by-laws  as  may  be  deemed  necessary 
and  proper  to  carry  into  effect  the  foregoing  powers."  By  this 
statute  electric  light  companies  are  given  the  same  rights  in  the 
streets  as  are  telephone  companies  when  the  assent  of  the  mii- 
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nicipality  is  obtained.     An  incorporation  under  this  act,  a  pe 
titlon  to  the  city  to  erect  poles  and  wires,  or  for  a  franchise  for 
4at  purpose,  and  the  grant  of  the  same  by  the  city,  would  makf 
a  contract  binding  for  the  life  of  tte  corporation.    It  would  b*^ 
immaterial  that  no  time  for  the  existence  of  the  right  of  the 
franchise  was  specified.     The  grant  in  such  case  would  be  lim- 
ited to  the  period  of  existence  fixed  by  the  charter.     If  a  rail 
road  company  were  organized  for  a  period  of  thirty  years,  and 
a  party,  natural  or  corporate,  should  grant  it  a  right  of  way 
without  specifying  the  time  of  user,  the  grant  would  be  for  the 
lifetime  of  th«  corporation.     The  law  would  imply  that  both 
parties  oontaracted  with  rBfeanaifle  to  its  period  of  existence. 
The  same  rule  is  applicable  hera    8L  Clair  County  TumpHcf 
Co,  V.  Illinois,  96  U.  S.  63,  68.    The  purposes  for  which  com- 
plainant was  oi^ganized  are  precisely  these  covered  by  the  elec- 
tric lighting  act     It  could  not  carry  on  its  proposed  business 
withoat  the  use  of  the  streets,  and  immediately  applied  to  the* 
city  for  sudi  usa    The  city  so  understood  it.    That  the  inhabi- 
tauts  of  a  municipality  should  be  supplied  with  light  is  as  es- 
sential as  that  they  should  be  supplied  with  water  and  tele- 
phones.    They  are  all  recognized  by  the  law  as  necessary,  made 
80  by  modem  methods  of  living  and  business.     The  people  of 
the  State,  throu^  their    legislature^,  have  so    determined  by 
authorizing  the  formation  of  corporations  for  these  purposes. 
Whether  the  defendant  city  knew  imder  what  act  complainant 
^a»  oi^anized  does  not  appear.     Why  complainant  organized 
under  this  act  is  unexplained.     No  good  reason  appears  or  is 
"oggested  for  its  doing  sa     The  only  reasonable  excuse  is  that 
8«nebody  blundered.    Whether  the  act  under  which  it  was  or- 
S^Jiized  would  permit  its  incorporation,  we  need  not  determine. 
The  State  for  nine  years  recognized  its  incorporation  as  valid. 
The  defendant  city  dealt  with  it  for  the  same  time  as  a  valid 
^^ration,  granted  it  the  franchise  as  requested,  permitted  it 
*^  erect  and  maintain  an  extensive  plant ;  and  now,  when  the 
^^  haa  gon-e  into  the  businees  of  municipal  and  commeoroial 
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lighting,  seeks  to  crush  it,  to  utterly  destroy  its  property,  and 
compel  its  patrons  to  become  the  patrons  of  the  city,  which 
charges  more  for  its  service  than  does  complainant  It  is  need- 
less to  say  that  defendants  are  without  equity,  and  that  their 
contention  ought  not  to  prevail,  if  the  courts  of  equity  have 
the  power  to  prevent  it  We  are  of  the  opinion  that  the  defend- 
ants are  not  in  a  position  to  raise  tiie  question  of  lack  of  powtfr 
in  tlie  complainant,  and  tliat  that  question  is  one  which  the 
State  alone  can  raise  Detroit  City  Railway  v.  Mills,  3  Am. 
Electl.  Oas.  333,  85  Mich.  634  (48  N.  W.  1007),  and  author- 
ities cited  in  paragraph  2  of  the  opinion,  page  647.  Where 
national  banks  have  exceeded  their  authority  in  taking  securi- 
ties, the  United  States  Supreme  Court  held  that  the  parties  in- 
terested could  not  complain  so  long  as  tlie  government  did  not. 
Bank  v.  Maithews,  98  U.  S.  621 ;  Bank  v,  Whitney,  103  U.  S. 
99.  Applying  the  same  rule  to  this  case^  defendants  cannot 
rx>mplain  so  long  as  tlie  State  does  not  The  contract  is  not 
ultra  vires  the  ex)rporation,  but,  on  the  contrary,  is  one  ex- 
pressly authorized  by  the  statute  above  cited  and  the  charter  of 
the  city.  It  now  seeks  to  interpose  a  mere  technicality  to  de- 
stroy a  valuable  property.  This  courts  of  equity  will  not  per- 
mit "A  court  of  equity  is  always  reluctant  to  the  last  degree 
to  make  a  decree  which  will  effect  a  forfeiture."  Bank  v: 
Matthews,  98  U.  S.  621.  The  common  council  are  authorized 
to  enact  reasonable  rules  and  regulations  for  the  erection  and 
maintenance  of  the  poles  and  wires,  and  to  compel  the  removal 
of  those  that  are  dangerous.  This  authority  is  fully  defined  in 
the  telephone  cases  above  cited. 

Decree  affirmed.    The  other  justices  ooncurred* 

Note. — See  note  2  at  end  of  Part  L 
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The  State,  Samuel  I.  Meyers  et  ai*.,  Pbosectjto^s,  ▼.  The 
HuDsoir  County  Eijbgtbio  Company  and  the  City  of  Bay- 

yeio  /erfey  Supreme  Cewrt,  June  Z,  1897. 
(60  N.  J.  L.  350.) 

DlbCTUO  light  FKAITOHIBB — ^DBSIGNATIOir  OF  8TBIE1TS. 

(Head-Dote  by  the  Court) : 
Ceetuse of  the  act  of  April  21,  1896  (Pamph.  L.  p.  322),  electric  light  com- 
P**"^  cannot  lawfully  erect  poles  in  any  street  of  a  city,  for  either 
pobkc  or  private  lighting,  without  first  obtaining  from  the  city  a  par- 
ticultr  detignation  of  tha  streets  in  which  the  same  are  to  be  placed. 

'(^n  Buskirk  £  Parker  and  C.  L.  Oorbin,  for  prosecutors. 

•' •  N,  McCarier,  Jr.,  for  defendant  Hudson  Oounty  Electric 

Company, 

^'  f .  Noonan,  Jr.,  for  defendant  City  of  Bayonnei 

I^ON,  J. :  The  object  in  suing  out  this  writ  of  certiorari  is 
to  test  the  right  of  the  Hudson  County  Electric  Company  to 
place  poles  along  Thirty-third  street  and  Avenue  C,  on  the  land 
^  4e  prosecutors,  for  the  purpose  of  supplying  electricity  to 
^'^^  electric  lights  on  the  northeasterly  corners  of  Avenue  C 
^d  Thirty-second,  Thirty-third,  and  Thirty-fourth  streets,  in 
the  city  of  Bayonne,  pursuant  to  a  resolution  of  the  city  council 
P«8aed  November  8,  1896.  The  prosecutors  insist  that  these 
P^lfiB  cannot  lawfully  be  erected,  because  the  city  has  never 
aesipuited  Thirty-third  street  and  Avenue  C  as  streets  in  which 
^4  poles  might  be  placed,  as  required  by  the  act  relating  to 
^«tac  lights  heat,  and  power  companies,  approved  April  21, 
^6  (P.  L  1896,  p.  322).  That  no  such  designation  has  ever 
^  obtained  is  dear.    The  control  of  the  streets  is  vested  in 

VOI~  VI I. 
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die  city  ocrancil,  and  the  only  act  of  that  body  which,  it  is  sug- 
gested, might  be  deemed  a  designation  under  the  statate  cited 
or  its  predeceeeors  (P.  L.  1884,  p.  881,  and  P.  L.  1893,  p.  412), 
is  an  ordinance  approved  January  15,  1895,  purporting  to 
authorize  the  Hudson  County  Electric  Company  to  erect  poles 
"in  all  the  public  roads,  public  places,  highways,  streets,  ave- 
nues and  alleys  of  the  city"  for  electric  light,  heat>  and  power 
purposes.  If  circumstances  should  exist  in  which  an  electric 
company  proposed  to  erect  poles  at  once  throughout  every  pub- 
lic street  in  a  city  for  the  purposes  stated,  such  an  ordinance  as 
this  might  be  considered  a  sufficient  compliance  with  this  stat- 
utory prerequisite.  But  when,  as  in  the  case  before  us,  neither 
the  city  nor  the  company  intended  the  immediate  prosecution 
of  so  general  a  work,  an  ordinance  of  this  character  was  a  mere 
evasion  of  the  law.  To  give  it  effect  would  be  to  authorize  the 
company,  instead  of  the  city,  to  designate  the  streets  in  which 
poles  were  to  be  placed,  whenever,  in  the  judgment  of  the  com- 
pany, a  proper  occasion  should  arise.  If,  then,  a  designation  of 
streets  by  the  city  under  this  law  was  a  necessary  preliminary  to 
the  erection  of  these  poles  by  the  company,  we  must  conclude 
that  this  resolution,  which  leaves  the  whole  plan  of  construction 
to  the  discretion  of  the  city  city  surveyor,  is  illegal 

The  defendants  contend  that  the  law  only  requires  a  designa- 
tion of  streets  by  the  city  when  poles  are  to  be  erected  for  pri- 
vate lighting,  and  that  when,  as  here^  the  purpose  is  to  light  the 
public  streets,  this  statute  does  not  apply.  We  cannot  concur 
in  this  view.  It  presupposes  an  expectation  on  the  part  of  the 
legislature  that  these  companies  would  generally  erect  one  line 
of  poles  for  public  lighting,  and  another  for  private  lighting. 
Such  an  expectation  would  be  antagonized  by  common  exper- 
ience, and  we  find  no  adequate  reason  for  believing  it  was  enter- 
t^iined.  The  language  of  the  statute  on  this  point  is  unambigu- 
ous, and  in  its  plain  meaning  leads  to  no  absurd  or  even  unreas- 
onable result,  and,  therefore,  that  meaning  should  be  enforced. 
Rex  V.  Commissioners,  6  AdoL  &  E.  7 ;  Water  Commissioners  v. 
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Brewster,  13  Vroom,  125,  and  cases  there  cited ;  Earle  v.  Willets 
&  Co,j  27  id.  334.  Our  opinion  is  that  no  company  of  the  class 
mentioned  in  this  statute  has  any  lawful  power  to  erect  its  elec- 
tric poles  in  any  public  highway,  except  in  accordance  with  the 
terms  of  this  act 

But  the  defendants  further  wrge  that  the  resolution  can  be 
wpported  on  the  "Act  authorizing  the  lighting  of  public  streets 
^d  places  in  the  cities,  towns,  townships,  boroughs,  and  vil- 
Isgies  of  the  State,  and  to  erect  and  maintain  tlie  proper  ap- 
pliances," approved  May  22,  1894.    Pamph.  L.  p.  477.     This 
statute  relates  wholly  to  municipal  corporations,  and  it  is  mani- 
fest diat  the  authority  granted  by  it  cannot  be  curtailed  by  the 
act  of  April  21,  1886,  which,  both  in  its  tide  and  in  its  enacting 
clauses,  is  confined  to  electric  li^t^  heat,  and  power  companies. 
But  this  statute  is  not  applicable  to  the  present  question.    The 
power  which  it  delegates  is  conferred  only  on  the  municipal 
bodies  described  in  it     If  the  city  of  Bayonne,  by  its  own 
agents,  were  erecting  its  own  poles  in  these  streets,  for  tlie  pur- 
pose of  lighting  streets,  tlie  statute  of  1894  would  be  in  point; 
but  it  cannot  be  invoked  as  legal  sanction  for  any  attempt  on 
the  part  of  the  city  to  authorize  an  electric  light  company  to 
e*!^  its  poles  in  the  streets,  without  complying  with  the  act  of 
1896.   The  poles  to  be  erected  under  the  act  of  1894  are  public 
property,  to  be  used  only  for  public  purposes.     The  poles  to  be 
erected  under  the  act  of  1896  are  private  property,  to  be  used 
for  public  or  private  purposes.    The  ordinance  of  January  15, 
1895,  is  illegal,  and  must  be  set  aside,  except  so  far  as  it  has 
been  acted  upon  by  the  Hudson  County  Electric  Company,  with 
the  acquiescence  of  the  city  and  the  owners  of  the  soil  ajBFected. 
The  resolution  of  November  8,  1896,  is  also  illegal,  and  must  be 
set  asidcL 

The  prosecutors  attack  a  contract  made  January  8,  1895, 
between  the  city  and  the  United  Gas  Improvement  Company, 
>*'hich  was  executed  also  by  the  Hudson  County  Electric  Com- 
PUiy  and  others.     It  is  doubtful  whether  the  certiorari  brings 
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this  contract  tinder  re\'iew,  but,  even  if  it  docB,  some  of  the 
parties  interested  in  it  axe  not  before  us ;  aiid,  as  it  imposes  no 
obligation  on  the  city  in  the  matter  now  complained  of,  its 
legality  need  not  and  should  not  be  considered. 
The  prosecutors  are  entitied  to  costa. 

Note — See  note  2  at  end  of  Part  L 


Michigan  Telephone  Company  v.  City  of  Charlotte. 

XJ.  B.  Circuit  Court,  W,  D.  Michigan,  8.  D.,  April  11,  1899. 

Telephone  pbivileqes  of  post  boads  act  subject  to  local  police  power 
— City  cannot  deprive  ftbelf  of  such  power  bt  contract. 

A  telephone  company  claiming  that  its  contract  right  to  use  streets  is  rio- 
lated  by  a  subsequent  municipal  ordinance,  presents  a  Federal  question 
of  which  this  court  has  jurisdiction. 

The  privileges  conferred  upon  telegraph  companies  by  the  post  roads  act 
of  Congress  are  subject  to  the  police  powers  of  the  city  whose  streets 
they  occupy,  in  the  interest  of  the  public  safety. 

So  is  any  contract  made  by  a  municipality  with  an  electrical  company 
using  its  streets,  and  such  permission  may  be  modified  or  the  location 
of  the  lines  directed  changed. 

An  ordinance  requiring  the  removal  of  telephone  lines  in  a  certain  street, 
but  offering  another  location  which  is  a  reasonable  substitute,  is  legiti- 
mate, and  not  unconstitutional. 

In  equity.    On  motion  for  preliminary  injunctioiL 
Wells,  Angell,  Boynion  &  McMillan,  iot  complainants 
James  M.  Powers  and  Oarry  C.  Fox,  for  defendant. 

Sevebns,  D.  J. :  The  bill  in  this  caae  waa  filed  by  the  com- 
plainant, the  Michigan  Telephone  Company,  against  the  city 
of  Charlotte,  to  restrain  it  from  enforcing  an  ordinance  re- 
quiring the  company  to  transfer  its  poles  and  wires  from  where 
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4ey  stand,  in  front  of  blocks  24  and  31,  on  Main  street,  in  said 
city,  to  the  alley  next  adjoining  said  street,  and  running  parallel 
therewiti.  This  ordinance  was  passed  upon  the  grounds  that 
*Jie  poles  now  standing  and  supporting  the  wires  along  8ai»i 
street  are  decayed  to  such  an  extent  that  they  have  become  inad- 
^uate  to  tlie  support  of  the  system  of  wires  which  they  carry, 
™  also  that  tiie  oompany  has  accumulated  on  said  poles  a  great 
ttumber  of  wires^  which  it  employs  in  the  conduct  of  its  busi- 
11688,  and  to  soch  an  extent  as  to  endanger  the  life  and  safety 
of  the  citizens  of  said  city,  and  others  occupying  the  bnildings 
Ott  said  street  or  traveling  therein.  The  power  of  the  oommon 
c^'^l  to  order  sucdi  a  transfer  is  denied  by  the  complainant, 
™ch  alleges  that  while  its  poles  are  defective,  and  the  system 
iw8  repair  in  that  respect^  it  proposes  to  substitute  new  and 
sufficient  poles  in  place  of  the  old,  and  in  this  re8X)ect  stands 
^ij  to  comply  with  the  requirement  of  the  ordinanca  But 
^  OMnplainant  denies  that  the  wires  strung  upon  its  poles  con- 
stitute any  menace  to  tte  lives  or  safety  of  the  public,  and  al- 
^^  that  the  transfer  of  its  poles  and  wires  to  the  adjoining 
^^y  ^^oald  be  attended  with  considerable  expense  and  incou- 
^^enoe^  and  that  the  conmion  council  transcended  its  authority 
^01  it  ordered  such  transfer.  In  addition  to  its  answer,  the 
^fy  has  submitted  several  affidavits  in  support  thereof;  and  thb 
substance  of  tiie  case  set  up  in  its  bdialf  is  not  only  that  the 
poles  are  inadequate,  but  also  that,  independently  of  this,  tlir* 
Diultitude  of  wires  strung  thereon  creates  a  condition  of  danger 
^aich  it  ia  the  duty  and  right  of  the  oommon  council  to  ob- 
^«te  by  directing  the  transfer  of  the  company's  lines  to  the 
adjoining  alley,  which  is  much  less  frequented  by  tte  public, 
^^  ^here  the  danger  would  be  greatly  minimized, 
•^he  company  introduced  its  telephone  system  into  the  city  of 
"*i*lotte  in  the  year  1888,  under  the  authority  of  section 
*  lod,  3  Hq,^  Krm.  St,  which  reads  as  follows : 

^^  such  corporation  shall  have  power  to  construct  and  maintain  lines 
^^  oi*  other  material,  for  use  in  the  transmission  of  telephonic  messages 
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along,  over,  across,  or  under  any  public  places,  streets  and  highways,  and 
across  or  under  any  of  the  waters  in  this  State,  with  all  necessary  erections 
and  fixtures  therefor;  provided,  that  the  same  shall  not  injuriously  inter- 
fere with  other  public  uses  of  the  said  places,  streets,  and  highways,  and 
the  navigation  of  said  waters." 

The  charter  of  the  city  of  Charlotte  contained  the  following 
provision  del^ating  the  supeon^ision  and  control  of  its  streetB 
to  the  citj : 

''The  common  council  shall  have  supervision  of  all  public  highways, 
bridges,  streets,  avenues,  alleys,  sidewalks,  and  public  grounds  within  the 
city,  and  shall  cause  the  same  to  be  kept  in  repair  and  free  from  nuisance." 
Loc.  Acts  1895,  p.  198,  sec.  170. 

This  clause  of  the  charter  was  in  force  at  the  time  when  the 
complainant  introduced  its  system  into  the  city,  and  still  i^ 
mains  operative.  It  is  sufficiently  shown  that  the  city  gave  its 
consent  to  the  original  •oonstruction  of  the  telephofie  (System 
along  the  streets  of  the  city, — among  them.  Main  sti-eet^  where 
the  poles  and  lines  have  since  continued.  It  is  also  dear  enough 
that  the  proposed  transfer  from  Main  street  to  the  alley  ooold 
be  made  without  any  very  considerable  expense;  the  change  in- 
volving eight  or  ten  additional  poles,  increasing  the  length  'if 
ihe  wires  to  the  extent  of  crossing  about  two  blocks,  and  per- 
haps some  minor  incidental  material  for  making  oonnection^ 

The  defendant^  the  city  of  Charlotte,  contends  that  no  case 
is  stated  by  the  bill  which  brings  it  within  the  jurisdiction  of  the 
Federal  court  Several  grounds  for  jurisdiction  are  relied  upon 
by  the  complainant^ — among  them,  this:  That  the  introductio-i 
of  the  telephone  system  and  service  by  the  complainant  into  the 
city  of  Charlotte^  with  the  acquiescence  and  concurrence  of  the 
city,  and  the  incurring  of  the  cost  of  the  construction  and  main- 
tenance of  the  system,  created  a  contract  that  the  company 
might  take  and  retain  possession  of  the  streets  which  it  used, 
and  that  this  contract  was  impaired  by  the  passage  of  the  ordi- 
nance complained  of.  This  is  the  claim  made  by  the  complain- 
ant^ and,  if  made  in  good  faith,  it  affords  sufficient  ground  for 
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tlie  ezercifie  of  jurisdiction  under  tliat  clause  of  the  oon&titu- 
tioD  of  the  United  States  which  forbids  the  impairment  of  the 
obligation  of  oontracts  by  State  legislation.  City  of  New  Or- 
leans V.  New  Orleans  WaterwarJes,  142  U.  S.  79 ;  City  Railway 
Co.  f.  Citizens'  St.  R.  Co.,  166  U.  S.  557.  And  there  is  no 
reftsoQ  to  doubt  the  bona  fides  of  the  company  in  making  this 
daiffl. 

Coonsel  for  the  complainant  suppoorta  its  daim  upon  the 
meritB  on  several  distinct  groonds : 

1.  It  is  insisted  that  tlie  action  taken  by  the  common  council 
WoIateB  the  provisions  of  section  5263  of  the  Revised  Statutes 
of  die  United  States^  which  provides  that  auy  telegraph  com- 
pany sball  have  the  right  to  oonstruct,  maintain,  and  operate 
lines  of  telegraph  over  and  along  any  of  the  post  roads  of  the 
United  States,  or  which  may  hereafter  be  declared  such  by  law, 
and  such  lines  of  telegraph  shall  be  so  constructed  and  main- 
tained as  not  to  interfere  with  the  ordinary  travel  on  such  poet 
itNids;  and  it  is  claimed  that  Main  street^  in  the  city  of  Char- 
lotte^ is  such  post  road,  and,  further,  that  this  company  is  a 
teiegra]^  company,  within  the  meaning  of  the  statute, — citing 
in  support  of  this  latter  proposition  City  of  Richmand  v. 
Southem  Bell  Telegraph  &  Telephor^  Co.,  28  O.  C. 
A.  650,  85  Fed.  19,  and  the  cases  relied  upon  by 
^e  court  in  deciding  that  case.  It  is  urged  that  this 
provision  of  law  confers  upon  the  complainant  the  right 
to  occapy  any  street  in  the  city  of  Charlotte  which  is  a 
post  ix)ed,  without  let  or  hindrance  from  the  common  oounr 
^  But  in  my  opinion  the  statute  has  no  such  effect.  It  is 
Pwniissive  merely,  and  the  power  is  given  subject  to  other  law- 
fully existing  rights, — among  them,  that  of  the  State  and  its 
munidpalitiCT  to  exercise  police  powers  for  the  safety,  health, 
and  convenience  of  the  public  In  my  opinion,  it  was  not  the 
^JiteBitioii  of  Congress  to  arbitrarily  disturb  or  interfere  with 
tke  exeircise  of  the  police  powers  of  the  Stata  A  statute  giv- 
-^  such  authority  would  be  anomalous^  and,  indeed,  of  doubt- 
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ful  validity.  It  is  a  rule  of  general  applicadoii  that  legislation 
by  Congress  in  respect  to  all  such  matters,  oonf  erring  rights  and 
privileges,  is  deemed  to  be  subjec^t  to  local  legislation,  enacted 
for  the  purpose  of  regulating  the  exercise  of  such  rights  and 
privileges  so  as  to  protect  the  citizens  of  the  State  in  respect  to 
those  matters  which  fall  within  the  scope  of  the  police  power. 
Of  course,  it  is  not  intended  to  say  that  the  local  authority  may 
arbitrarily  interfere  with  such  righte  and  privileges,  and,  under 
the  guise  of  its  conceded  authority,  enact  legislation  which  is 
really  designed  to  accomplish  some  ulterior  purpose  beyond  the 
scope  of  its  legitimate  power. 

2.  It  is  further  contended  that  the  action  of  the  oominon 
council  of  the  city  oonstitutes  an  unlawful  interference  with 
commerce  between  the  several  States.  Assuming  that  this  role 
applies  to  telephonic  communication  as  a  means  of  such  oom- 
merce,  it  is  to  be  observed  that  the  clause  in  the  constitutLon 
which  gives  to  Congress  the  control  of  interstate  commerce  does 
not  preclude  the  exercise  of  power  in  the  State  to  impose  regu- 
lations designed  for  the  safety  of  the  local  public.  Sherlock  \ 
Ailing,  93  U.  S.  99;  Smith  v.  Alabama,  124  U.  S.  465;  Kidd 
V.  Pearson,  128  U.  S.  1 ;  Plumley  v.  Massachusetts,  155  U.  S. 
461;  Patapsco  Quano  Co.  v.  North  Carolina  Board  of  Agri- 
culture, 171  U.  S.  346. 

8.  It  is  also  urged  that  the  ordinance  of  ihe  common  council 
amounts  to  an  impairment  of  the  obligation  of  the  contract  be- 
tween the  complainant  and  the  city.  But  here,  again,  assuming, 
as  we  do,  that  the  contract  exists,  it  is  well  settled  that,  with 
respect  to  contracts  of  this  character,  they  are  subject  to  such  in- 
cidental modification  as  results  from  legislation  required  in  tiie 
public  interest  It  is  a  fundamental  proposition  that  the  legis- 
lature cannot  deprive  itself,  by  contract,  of  the  power  to  pass 
such  laws  as  are  necessary  for  the  general  welfare  of  the  public. 
Prominent  among  the  kinds  o^  legislation  which  may  be  enacted 
for  that  purpose  are  sudi  as  are  designed  for  the  public  safety 
and  eonvenienca    New  York  &  N.  E.  R.  Co.  v.  Town  of  Bristol, 
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151  U.  S.  556;  Wabash  R.  Co.  v.  City  of  Defiance,  167  U.  S. 
88 ;  Chicago,  B,  £  Q.  R.  Co.  v.  Nebraska,  170  U.  S.  57. 

4.  It  is  also  said  that  the  action  of  the  comman  council  de- 
prives the  complainant  of  ita  property  without  due  procesaof  law. 
This  assumes  that  the  complainant  has  a  vested  right  to  occupy 
this  particular  street.  But  tliis  position  is  untenable.  The  city 
«&s  required,  when  it  admitted  the  complainant  to  its  streets, 
to  consider  the  public  interests,  in  defining  in  what  particular 
streets  the  lines  might  be  located.  The  then  existing  conditiona 
might  have  made  it  proper  that  this  street  should  be  so  used. 
But  the  construction  of  buildings  on  the  street^  and  the  multi* 
plicati(m  of  wires^  may  have  rendered  it  now  imprudent  that 
thej  should  remain.  The  same  duty  of  provident  supervision 
on  the  part  of  the  city  continues  to  rest  upon  it  If  there  was 
uiy  Tested  right  in  the  privilege  which  was  accorded  by  the  city 
to  ooDstract  and  maintain  telephone  lines  in  the  streets,  it  is  a 
privilege  which  must  continue  in  subordination  to  the  strictly 
legislative  action  of  the  city  which  it  exercises  in  respect  to  the 
matters  delegated  to  it  by  the  legislature  for  the  public  welfare. 
J^orlhwestem  Fertilizing  Co.  v.  Village  of  Hyde  Park,  97  U. 
S.  659;  Railroad  Co.  v.  Gibbes,  142  U.  S.  386-393;  Banking 
Co.  V.  SmUh,  128  U.  S.  179 ;  Coates  v.  Mayor,  etc.,  7  Cow.  685. 

Indeed,  each  and  every  of  the  grounds  upon  which  the  com- 
plainaLt  relies  is  negatived  by  the  application  of  one  general 
proposition,  which  is  that  the  city,  being  vested  by  the  legish- 
ture  with  liie  power  of  supervision  and  control  of  its  streets  in 
the  manner  and  to  the  extent  in  which  that  power  is  given  by 
Its  charter,  has  the  authority  to  make  such  a  requirement  as  it 
^e  by  the  ordinance  in  question,  provided  it  was  made  in 
good  faith,  and  can  fairly  be  seen  to  be  directed  to  a  legitimate 
purpose  falling  within  the  purposes  of  the  delegated  authority. 
^  lias  been  already  said,  if  this  action  of  the  common  council 
^w  purely  arbitrary,  and  had  no  fair  tendency  in  the  direction 
rf  the  public  safety,  the  result  would  have  been  different  If 
P^6r  exists,  and  the  exercise  of  it  is  not  clearly  in  disregard  of 
^^  proper  bounds,  the  court  is  not  authorized  to  determine  the 


58  AMERICAN  ELECTRICAL  CASES.       [voi.  7 

Inhabitants  of  Summit  t.  Telephone  Cow 


validity  thereof  by  its  own  senfle  of  the  wisdom  or  expediency 
of  the  action  taken,  nor  weigh  in  a  nice  balance  tlie  question  of 
its  justice  in  a  general  senseL  7  Am.  &  Eng.  Enc  Law  (2d  Ed.) 
p.  676,  and  cases  tlierein  cited.  In  my  judgment,  there  is  no 
sufficient  ground  upon  which  the  oourt  would  be  warranted  in 
holding  that  tbe  common  council  in  this  instance  transcended 
its  power.  It  does  not  esdude  the  telephone  company,  but  reg- 
ulates the  details  of  its  operations  in  tlie  service  rendered,  by 
requiring  it  to  change  tlie  location  of  this  line  to  a  near-by  place 
in  the  city.  And  this  does  not  impose  a  duty  so  burdensome  as 
to  excite  any  apprehension  that  serious  hardship  is  inflicted. 
It  may  be  that  llie  city  cannot  compel  tbe  company  to  erect  its 
poles  and  stretch  its  wires  in  tlie  alley;  but  it  has  the  power, 
if  the  necessity  therefor  exists,  to  compel  tlie  discontinuance  of 
the  use  of  Main  street,  and  in  doing  tliis  it  is  bound  to  provide, 
if  practicable,  a  reasonable  substitute  therefor.  This  it  haa 
done.  The  result  is  that  the  motion  must  be  denied.  Lei  an 
order  be  entered  accordingly: 

NoTS. — See  note  2  at  end  of  Part  L 


The  iNHABrTANTS  OF  THB  ToWNSHIP  OF  SuMMIT  V.  Th»  N«W 

YoBK  &  New  Jsbset  Telephone  Company. 

New  Jersey  Court  of  Chancery,  August  12,  1898. 
(67  N.  J.  £q.  123.) 
Telephons  Luncs. — ^Municipal  ooNTBOEh 

Under  a  statute  authorizing  telephone  companies  to  use  streets  and  high* 
ways  "subject  to  such  regulations  and  restrictions  as  may  be  imposed  by 
the  corporate  authorities  of  incorporated  cities  and  towns/' 

Heldf  (1)  That  the  township  of  Summit  is  an  incorporated  town;  but  (2) 
That  an  ordinance  prohibiting  the  stretching  of  wires  across  streets  with- 
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out  the  oonaent  of  the  township  authorities  is  not  a  regulation  within 
the  meaning  of  the  statute. 

The  case  of  American  Union  Tel.  Co.  v.  Town  of  Harrison,  1  Am.  Electl.  Gas. 
291,  is  oontrolling  upon  the  proposition  that  under  the  statute  in  ques- 
tion a  telegraph  company  erecting  its  poles  on  private  property,  with 
the  consent  of  the  owners,  has,  in  the  absence  of  a  municipal  regulation, 
t  legal  right  to  cross  the  streets  with  its  wires  at  a  proper  elevation. 

Other  cases  of  this  series  cited  in  opinion:  Broome  v.  N  Y.  d  N,  J.  TelepK 
Co.,  vol.  2,  p.  259. 

Application  for  pTeliminary  injunctioii. 

C.  N.  Williams  and  R.  V.  Lindabury,  for  complainant. 

C.  L  Corhin,  for  defendants 

Emiet,  V.  C. :  The  bill  in  this  case  is  filed  by  the  inhabitants 
of  the  township  of  Summit  to  enjoin  a  telephone  company  from 
r^iJMiiiig  its  wireB  over  certain  of  the  public  streets  of  the  town- 
stip^  The  poles  upon  which  the  wires  are  suspended  are  not 
located  in  the  public  streets,  but  upon  private  property,  by  oon- 
8ent  of  the  owners;  and,  as  appears  by  the  defendant's  affida- 
^ta,  where  the  wires  cross  streets  the  consent  thereto  of  the  own- 
^  of  the  land  abutting  on  the  street  at  the  place  of  crossing  has 
been  obtained.  The  wires  crossing  the  street  are  suspended  at 
wi  elevation  which  does  not  interfere  with  public  travel  on  the 
Btreets.  The  present  application  is  for  a  preliminary  injunction 
straining  the  further  erection  of  poles  or  suspension  of  wires 
^ro88  the  street  pending  the  hearing,  and  also  for  a  mandatory 
injunction  requiring  the  removal,  pending  hearing,  of  the  wires 
^ready  erected,  but^  on  the  motion,  mandatory  injunction  was 
^  asked.  The  right  of  the  township  to  enjoin  the  suspension 
^f  wires  across  the  public  streets  is  based  upon  the  claim  that, 
^der  the  statute  relating  to  telephone  companies  and  the  ordi- 
^^ce  passed  by  the  township  authorities  under  its  authority, 
^e  telephone  company  has  no  right  to  suspend  its  wires  across 
Republic  streets  without  the  consent  of  the  township  committee, 
^d  that  this  consent  has  not  been  given.  If  the  statute  does  re- 
^nire  sach  prervious  consent,  then,  under  the  decisions  of  this 
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oourt^  this  stSitvLtorj  right  may  be  afisured  to  the  township  by  a 
preliminary  injunction,  which  is  the  only  method  of  enforcing 
it  Franklin  Tp.  v.  Nutley  Water  Co.,  53  N.  J.  Eq.  601: 
Stockton  V.  Railroad  Co.  (McGill,  CL;  1896)  53  N.  J.  Eq. 
418. 

The  main  question  on  this  application  is  whether  the  com- 
pany is  required,  either  by  statute  or  ordinances  made  there- 
under, to  obtain  the  previous  consent  of  the  township  authorities 
to  suspend  its  wires  across  the  streets.  The  "act  relating  to  tele 
phone  companies"  (Gen.  St.  pp.  3458,  paragraphs  9,  24;  3461), 
provides  that: 

''Any  telephone  company  organized  under  the  act  shall  have  full  power  to 
use  the  public  roads  and  highways  in  the  State  on  the  line  of  their  route, 
for  the  purpose  of  erecting  posts  or  poles  on  the  same  to  suspend  the  wires 
and  other  fixtures,  upon  first  obtaining  the  consent  in  writing  of  the 
owner  of  the  soil;  provided,  however,  no  posts  or  poles  shall  be  erected 
in  any  street  of  any  incorporated  city  or  town  without  first  obtaining  from 
the  incorporated  city  or  town  a  designation  of  the  streets  in  which  the 
same  shall  be  placed  and  the  manner  of  placing  the  same,  and  that  the  same 
shall  be  so  located  as  in  no  way  to  interfere  with  the  safety  or  convenience 
of  persons  traveling  on  or  over  the  said  roads  and  highways,  and  that  the 
use  of  the  public  streets  in  any  of  the  incorporated  cities  and  towns  of  this 
State  shall  be  subject  to  such  regulations  and  restrictions  as  may  be  im- 
posed by  the  corporate  bodies  of  said  cities  or  towns." 

The  ordinance  passed  by  the  tovniship  committee  in  rela- 
tion to  wires  provides  that: 

"No  wire  shall  be  stretched  across  any  public  street,  avenue  or  highway 
in  said  township,  nor  laid  under  the  soil  of  any  public  street,  avenue  or 
highway,  without  the  permission  o^  the  township  committee." 

No  ordinance  has  been  passed  regulating  in  any  other  man- 
ner the  use  of  the  streets  of  the  township  for  wires.  Two  ques- 
tions arise  under  this  statute  and  ordinance:  First,  whether  the 
complainant  is  an  incorporated  town,  within  the  meaning  of  the 
statute  giving  to  such  towns  the  right  of  regulation  of  the  use  of 
the  streets;  and,  if  so,  then,  second,  whether  the  ordinance  in 
queBtion  is  a  regulation  of  the  use  of  the  streets,  within  the 
meaning  of  the  btatiita     Both  questions  must  be  answered  in 
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the  affinaative  in  order  to  sustain  oomplainant's  right  to  an  in- 
junction, for  the  case  of  American  Union  Teleph.  Co.  v.  Town 
ofHamson  (Van  Fleet,  V.  C. ;  1879),  1  Am.  Elecd.  Cas.  291, 
31  K  J.  £q.  627,  is  a  controlling  decision  in  this  oourt,  made 
direody  npon  the  pointy  and  to  the  effect  that  under  this  statute, 
and  in  the  aheenoe  of  a  regulation  by  the  municipal  authorities 
for  the  nse  of  wires  across  streets,  a  telegraph  company  erecting 
its  poles  on  private  property,  with  the  consent  of  the  owners,  has 
a  legal  right  to  cross  the  street  with  its  wires,  at  a  proper  eleva- 
tion abo7e  the  street 

The  township  of  Summit  was  created  hj  special  act,  March 
23, 1869  (P.  L.  538) ;  and  its  inhabitants,  on  incorporation, 
^^  invested  with  the  general  powers  of  other  townships  in  the 
wunty  of  Union.    No  special  powers  other  than  those  conferred 
Qpon  to<wnships  in  general  have  been  granted,  and  the  defendant 
therBfore  contends  that  the  township  cannot  be  oonsidered  an 
^'inoorporated   town,"    imder   the    statute   in    question.     The 
Supreme  Oourt^  however,  in  a  case  where  the  point  was  directly 
involTed,  and  was  the  preliminary  question,  held  that  the  word 
''town,''  as  used  in  this  act^  should  receive  an  interpretation 
brood  enough  to  include  municipalities  formally  styled  town- 
ships, boroughs,  or  villages,  where  the  public  highways  were  in 
fact  streetB,  as  distinguished  from  country  roads.     Broome  r. 
Telegraph  Co.   (1887),  2  Am.  Electi.  Cas.  269,  49  N.  J.  Law, 
624.    The  judgment  in  this  case  was  affirmed  on  error,  but  th  j 
oonrt^  in  affirming,  expressly  reserved  decision  upon  this  point. 
50  M".  J.  Law,  432,  434.     This  reservation,  by  the  appellate 
aoQTt  is  relied  on  by  defendant's  counsel  as  limiting  the  con- 
trolling effect  of  the  judgment  of  the  Supreme  Court  now  in 
queBtion,  bat  I  cannot  so  regard  it    The  reservation  undoubt- 
edly has^  and  was  intended  to  have,  the  effect  of  leaving  the 
appellate  court  itself  free  to  examine  the  question  de  novo  here- 
Hfter,  when  thought  necessary;  but  the  correctness  of  the  de- 
cision below  was  not  expressly  questioned  or  declared  to  be  doubt- 
h\  and  therefore,  as  it  seems  to  me,  the  decision  of  the  Supreme 


63  AMERICAN  ELECTRICAL  CASES-       [vox.   7 


lohAbitants  of  Summit  t.  Telephone  Oo. 


Ocmrt  must  by  this  court  still  be  considered  83  a  decision  by  a 
court  of  co-ordinate  jurisdiction  directly  upon  a  point  involved. 
Under  the  general  rule  of  comity  of  our  courts,  such  decision  of 
a  court  of  coK>rdinate  jurisdiction  should  be  followed  (Palmer 
V.  Johnson  [Brett,  M.  R.;  1884];  13  Q.  B.  Div.  351,  865)  ; 
and  there  is  nothing  in  the  present  case  to  withdraw  it  from  the 
operation  of  this  general  rula  For  the  purposes  of  the  present 
application,  I  shall  therefore  apply  the  test  laid  down  by  the 
Supreme  Court  in  Broome  v»  Telegraph  Co.  as  to  the  character 
of  the  complainant  corporation.  The  affidavits  sufficiently  show 
that  the  highways  of  the  township  of  Summit,  or  at  least  the 
highways  now  involved,  axe  streets  of  a  town,  and  not  country 
roads;  and  I  therefore  hold  that  the  township  has  the  power 
under  this  act  to  regulate  the  use  of  these  streets  at  the  crossings 
in  question. 

The  second  question  raised  is  whether  the  ordinance  requir- 
ing  the  previous  consent  of  the  township  committee  to  the  sob- 
pension  of  wires  across  the  streets  is  a  regulation  of  ike  use  of 
the  streets,  within  the  statuta  The  statute  itself,  which  is  the 
only  foundation  of  the  right  of  the  township  to  pass  any  ordi- 
nance on  the  subject,  has  not  imposed  the  condition  requiring 
such  previous  consent,  nor  does  it  expressly  confer  upon  the 
township  the  right  to  prohibit  or  prevent  the  use  of  the  streets, 
A  right  to  prevent  the  use  of  the  streets  for  suspending  wires, 
unless  previous  consent  is  obtained,  if  such  a  right  be  lawfully 
conferred,  authorizes  a  refusal  to  consent  at  discretion,  and  con- 
fers a  virtual  power  of  prohibition.  The  right  to  the  use  of  the 
streets  has  been  expressly  granted  by  the  legislature^  and  the 
power  to  prohibit  or  interdict  this  use  so  granted  cannot  be 
inferred  from  the  declaration  in  the  proviso  annexed  to  the 
grant  that  the  use  should  be  subject  to  such  regulations  and  re- 
strictions as  may  be  imposed.  The  restrictions  intended  in  such 
a  proviso  must  be  held  to  be  restrictions  in  the  nature  of  regula- 
tions, and  not  restrictions  which  shall  prohibit  the  use  or  impose 
new  conditions  to  the  power  to  exercise  the  franchise    A  power 
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to  '^regolate  and  oontrol"  the  driving  of  cattle  in  streets  does  not 
give  power  to  prevent  it  altogether.  McConvill  v.  Jersey  City 
(Sup.;  1876),  39  N.  J.  Law,  38,  44.  Such  power  of  prohibi- 
tion or  of  imposing  conditions  upon  which  the  franchise  should 
be  exercised  at  all  was  not  vested  in.  the  township  authorities  by 
tbe  statute,  nor  can  the  township  committee,  bj  its  own  ordi- 
Banoe^  confer  upon  itself  this  power,  or  the  absolute  right  of  pre- 
nous  consent  An  ordinance  imposing  a  new  condition  upon 
which  the  telephone  company  may  use  its  franchise  in  or  over 
the  public  streets,  granted  by  the  legislature,  is  an  entirely  dif- 
ferent thing  from  an  ordinance  regulating  and  restricting  tlio 
manner  of  erection  and  use  in  or  over  the  streets.  The  effect  of 
such  ordinance  is  to  interdict  the  enjoyment  by  the  company  of 
its  franchise,  except  upon  terms  and  conditionB  which  ike  legis- 
lature^ in  its  charter,  has  not  imposed.  This  is  the  language  of 
Mr.  Justice  Depux  in  North  Hudson  Co.  By.  Co.  v.  Hoboken, 
^l  N.  J.  Law,  71,  76,  in  reference  to  an  ordinance  requiring  i 
license  hom  the  city  as  a  condition  of  running  cars,  where  no 
authority  to  require  such  license  has  been  conferred ;  and  the 
Bune  principle  seems  to  me  to  be  applicable  hera  Counsel  for 
the  complainant  rely  upon  the  opinion  of  Mr.  Justice  Dixon  in 
Borne  Teleph.  Co.  of  New  Brunswick  v.  Common  Council  of 
New  Brunswick,  as  indicating  that  in  reference  to  the  construc- 
tion of  a  local  system  of  telephones,  such  as  is  involved  in  this 
<^  the  municipal  authorities  have  an  absolute  discretion.  But 
this  decision  was  upon  the  question  whether,  under  the  tele- 
graph and  telephone  act,  the  municipal  authorities  could  be 
compelled  to  make  a  designation  of  public  streets  in  which  the 
poles  could  be  located  for  a  local  system.  The  court  held  that 
8ach  designation  of  streets  to  be  used  was  compulsory  only  for 
the  through  route  of  the  company,  but  the  decision  does  not,  in 
^7  jndgment,  reach  tlie  present  question.  In  the  present  case 
the  telephone  company,  having  erected  its  poles  for  its  local  sys- 
^  not  on  the  public  streets,  but  on  private  property,  and  with 
the  consent  of  the  owners  of  the  soil,  does  not  require  any  desig- 
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nation  or  use  of  the  public  streets  for  tlie  erection  of  its  poles. 
The  right  of  the  company  to  the  use  of  the  streets  for  the  mere 
suspension  of  wires  over  them  is  based  on  the  authority  expressly 
given  by  the  legislature  to  use  the  highways  for  erecting  poles 
to  sustain  wires,  and  the  consent  of  the  owner  of  the  soil ;  and 
this  use  is  not  by  the  statute  made  subject  to  the  mere  discretion 
of  the  municipal  authorities.     They  can  only  regulate  and  re- 
strict it  by  reasonable  regulations.    Another  case  (Consolidaied 
Traction  Co.  v.  East  Orange  Tp.,  61  N.  J.  L.  202),  was  also 
relied  on  to  sustain  the  ordinance  as  a  regulation    In  this  case 
an  ordinance  which  provided  that  "no  person  should  trim,  cut 
or  break  any  tree,  limb  or  twig  thereof,"  etc,  "without  first 
obtaining  permission  of    the    township    committee,    or    their 
authorized  agant^"  was  sustained  as  valid  and  reasonable.     But 
the  township  in  this  case  had  express  legislative  authority  "to 
authorize  and  prohibit  the  removal  or  destruction  of  trees,"  and 
the  ordinance  against  removal  or  destruction  without  previous 
consent  was  therefore  no  extension  of  their  power  of  prohibition, 
but  a  limitation  of  it;  and,  besides,  the  subject-matter  of  the 
ordinance,  viz.,  the  removal  of  trees,  etc,  was  one  of  such  char- 
acter that  the  provision  for  the  consent  of  the  committee  or  its 
authorized  agent^  in  each  particular  case  of  removal,  was  a  reas- 
onable regulation,  and  perhaps  the  only  practical  regulation 
that  could  be  mada    ^N'either  of  these  considerations,  on  which 
the  decision  was  based,  is  applicable  in  the  present  case.    I  con- 
clude, therefore,  that  this  ordinance  in  question  is  not  a  "regula- 
tion and  restriction,"  under  the  statute,  and  that  the  complain- 
ant has  therefore  failed  to  show  any  right  to  a  preliminary 
injunction,  on  the  basis  of  the  protection  of  a  statutory  right  of 
previous  consent     There  being  no  interference  with  the  public 
travel  or  use  of  the  streets,  there  can  be  no  preliminary  injunc- 
tion upon  that  ground,  and  the  application  is  therefore  denied. 


Note. — See  note  2  at  end  of  Part  L 
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Stati  ex  BEL.  New  Tobk  &  New  Jersey  Telephone  C5om- 

PAITT  V.  MaYOB  Ain)    COMMOlf     OoUWCrL    OF    BOBOUGH     OF 

BoTOD  Bbook. 

Vew  Jersey  Supreme  Oavri,  March  11,  1901. 

DlBIORATIOV  or   TELEPHONE   BOUTB. — DELIOATION   OF   LEGISLATIVE    POWER. 

(Head-note  by  the  Court) : 
A  delegation  of  power  bj  the  legislatare  to  the  Circuit  Court  to  designate 

*  roate  for  a  telephone  line  through  a  municipality,  in  case  the  municipal 

aathorities  do  not  upon  application  make  the  designation  within  fifty 

dtjB,  ia  improper  and  void. 
An  application  for  the  designation  of  a  route  for  a  telephone  line  part  way 

through  a  municipality,  where  the  part  applied  for  connected  other  parts 

^  a  throQgh  line,  is  within  the  acts  of  the  legislature  of  1880,  1887,  and 

1888,  relating  to  telegraph  companies. 
"•  «t  of  1900   (P.  L.  p.  74),  does  not  confer  any  discretion  upon  the 

nnoicipaliiy  upon  application  to  designate  a  route  lor  a  through  line. 

Application  for  mandamus. 

CorUn  &  Corbin,  for  relator. 

^iliam  F.  VossUr  and  Alan  H.  Strong,  for  defendant, 

Ci^ABfiETsoN^  J. :  This  is  an  application  for  a  mandamus  upon 
ftfi  mayor  and  council  of  Bound  Brook  to  designate  a  route  for 
*  telephone  line  through  the  borough.     In  the  case  of  Home 
TekpK  Co.  V.  City  of  New  Brunswick^  62  N.  J.  Law,  172, 
wh&re  an  application  was  made  for  a  route  through  various 
gtreets  of  the  city,  the  court  says:  "If  we  could  regard  the  peti- 
tion as  requesting  merely  the  designation  of  a  continuous  route 
for  a  line  through  the  city,  we  would  have  no  doubt  of  the  duty 
of  ooancil  to  grant  it."    "The  basis  on  which  such  a  duly  is 
claimed  to  rest  is  found  in  the  telegraph  companies  acts,  ap- 
proved March  11,  1880,  April  1,  1887,  and  April  27,  1888 
(Qen.  St  p.  3459)."    "Of  theses,  we  think  the  last  only  is  now 
vol*  VII. — 5. 
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operative ;  for,  in  our  judgmeat,  it  has  superseded  the  previous 
statutes.''  "The  first  secstion  of  the  act  of  1887  was  plainly  but 
a  substitute  for,  and  aztensioin  of,  the  first  Be&tiooi  of  the  act  of 
1880 ;  for,  except  as  it  broadened  the  soope  of  the  law,  it  adopted 
the  very  words  of  the  earlier  ac%  and  covered  the  same  grcrajid. 
Then  came  the  aot  of  1888,  which  is  in  terms  ani  amendment  of 
the  act  of  1887,  and  so,  of  course,  takes  its  placa'^ 

It  is  admitted  by  the  counsel  of  the  complainant  that  the  dele- 
gation of  power  to  ike  Circuit  Court  in  the  act  of  1887  to  desig- 
nate a  route,  in  case  the  common  council  does  not  make  the  des- 
ignation within  fifty  days,  is  improper  and  void,  and  for  that 
reason  application  for  mandamus  is  made  to  this  court.     The 
counsel  for  the  borough  claim  that  this  delegation  of  power  to 
the  Circuit  Court  is  void,  and  renders  the  entire  act  unconstit;n- 
tional.     We  think  that  the  act  of  1888  contains  an  improper 
delegation  of  power  to  the  Circuit  Court,  and  in  that  respect  is 
void  (Mayor,  etc.  v.  Lord,  61  N.  J,  Law,  136),  but  we  do  not 
think  that  this  renders  the  rest  of  the  act  unconstitutionaL     In 
the  case  of  Home  Teleph.  Co.  v.  City  of  New  Brunswick,  supra, 
it  is  to  be  noticed  that  it  did  not  appear  to  be  claimed  that  the 
company's  remedy  for  the  city's  failure  to  act  was  by  applica- 
tion to  the  Circuit  Court,  but  that  requirement  was  diwegarded^ 
and  application  made  to  the  Supreme  Court  for  a  mandamus^ 
In  that  case  the  court  holds  that  the  purposes  of  these  acts  is  to 
impose  upon  the  local  authorities  the  duty  of  designating  streerts 
for  the  erection  of  poles,  etc,  only  in  order  that  a  through  line 
may  be  constructed.    Applying  that  construction  to  the  present 
case,  we  think  that  the  application  is  within  it     The  line  was 
already  in  existence  as  a  through  line,  but  was  built  in  the  bor- 
ough of  Bound  Brook,  in  part  upon  private  property  by  permis- 
sion,  which  might  at  any  time  be  withdrawn,  and  the  through 
line  be  interrupted ;  and  the  application  was  for  the  designation 
of  streets  which  would  fill  up  this  interval,  and  connect  the  parts 
of  an  already  existing  through  route^  built^  so  far  as  appears, 
under  lawful  authority.    The  designation  applied  for  was  a  part 
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of  a  tbrough  line,  and,  although  the  route  aaked  for  extended 
only  part  way  through  the  borough,  jet  it  ooimected  other  parts 
of  a  through  line^  and  we  think  waa  within  the  legislation  abo^e 
referred  ta 

It  is  urged  that  an  act  amendatory  of  the  telegraph  act  of 
1875,  approved  March  19,  1900  (P.  L.  p.  74),  afFeets  the  legisr 
lation  above  referred  to  so  aa  by  the  eighth  section  to  give 
a  discretion  to  the  municipal  autboritieB  to  consent  to  or  refuse 
the  erection  of  poles  by  a  telephone  company ;  but  it  is  only  nee- 
esaaiy  to  say  that  whatever  power  is  given  to  the  municipal 
authorities  by  this  section  they  already  had  by  the  act  of  1875, 
for  it  is  simply  a  r&enactment  in  that  respect  of  section  8  of  the 
law  of  1875,  which  was  in  force  when  the  acts  of  1880,  1887, 
and  1888,  supra,  were  passed.  The  present  case  is  not  affected 
by  the  act  of  1900.  The  New  York  &  New  Jersey  Telephone 
Company  appears  to  be  a  company  duly  incorporated,  under  the 
act  of  1875,  to  incorporate  and  regulate  telegraph  companies. 
It  was  originally  incorporated  under  that  act  as  the  New  Jersey 
Telephone  Company,  and  subsequently  changed  its  name  to  tib3 
New  York  &  New  Jersey  Telephone  Company,  as  it  might  do 
under  the  general  corporation  scL  The  writ  of  mandamus  will 
be  allowed. 


Nor.— 8ee  note  2  at  end  of  PArt  L 


The  City  of  Utica,  Sespondent^  v.  TTttca  TELEPHomc  Com- 
pany, Appellant. 

Vmf  York  Supreme  Court,  AppeUaie  Dwiaum,  Fourth  Department,  Decern- 

her,  1S97. 

(24  App.  Diy.  861.) 

UmncoFAL  coHTwiL  or  iklephonb  nxTUBES  nr  monwAT. 

^  right  giTen  by  ti^e  transportation  corporations  law  (Laws  1890,  chap. 
M6,  see.  102),  to  any  telegraph  or  telephone  company  "to  erect,  construct^ 
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and  maintain  the  necessarj  fixtures  for  its  lines  upon,  aver  or  under  any 
of  the  public  roads,  streets  and  highways"  is  subordinate  to  the  power 
to  control  the  streets  and  remove  and  prevent  encroachment,  imposed  by 
its  charter  upon  the  municipal  authorities  of  the  city  of  Utica,  as  a  police 
power. 

A  permission  given  a  telephone  company  to  stretch  wires  across  streets  and 
along  house-tops,  with  the  owner's  consent,  confers  no  authority  to  put 
structures  in  the  streets  to  support  such  wires. 

Gases  of  this  leries  cited  in  prevailing  opinion:  People  v.  Metropolitan 
Teleph.  Co.,  vol.  1,  p.  604;  American  Rapid  Transit  Co.  v.  Hess,  vol.  3,  p, 
142;  Eels  v.  American  Tel.  d  Teleph,  Co.,  vol.  6,  p.  92;  Hudson  River 
Teleph.  Co.  v.  Watervliet  T.  d  R.  Co.,  vol.  3,  p.  387,  vol.  4,  p.  276;  Mon- 
ongahela  City  v.  Monongahela  Eleo.  Li.  Co,,  vol.  4,  p.  63. 

Appeal  from  order  of  Supreme  Court,  Onondaga  Special 
Term,  denying  motion  to  vacate  temporary  injunction  restrain- 
ing  defendant  from  erecting  poles  and  eetablishing  a  telephone 
line  in  the  city  of  Utica. 

Action  for  permanent  injunction.  Complaint  alleges  erec- 
tion  and  maintenance  of  poles  and  wires  in  streets^  obstructing 
thedr  free  and  public  use,  without  permission  of  the  municipal 
authorities.  Defendant  was  incorporated  under  the  transporta- 
tion corporations  law  (L.  1890,  ch.  556,  art  8).  It  had  suc- 
ceeded by  purchase  to  the  rights  of  a  previous  corporation, 
which  had  permission  from  the  city  to  "string  wires  across  the 
streets  of  the  city,  also  from  house  tops  at  such  points  as  may 
be  necessary,  and  at  which  owners  of  property  may  give  their, 
consent.  Such  wires  to  be  so  erected  as  not  to  interfere  with  the 
full  and  free  use  of  the  streets,  and  to  be  erected  subject  to  tho 
approval  of  the  city  surveyor."  Said  former  company  had  not 
only  strung  wires,  but  had  erected  poles  in  the  streets.  When 
defendant  succeeded  to  its  rights,  it  sought  from  the  common 
council  confirmation  therein  and  the  right  to  furnish  telephoDe 
communication  in  the  city.  The  request  was  refused,  but  the 
defendant  was  proceeding  to  remove  the  decayed  poles^  substi- 
tute new  ones,  and  otherwise  to  establish  and  operate  its  liiLe, 
when  interrupted  by  the  injunction.  The  streets  were  already 
more  or  less  oocupied  by  the  structures  of  other  telephone,  tele- 
graph and  electrical  companies. 
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A.  If.  Milh,  for  tlie  appellant 

John  Brandegeej  for  the  respondent 

Ward,  J. :  The  defendant  claims  the  right  to  constract  and 
operate  its  telephone  line  without  the  consent  of  the  city,  under 
secticm  102  of  chapter  566  of  the  Laws  of  1890,  heing  the 
Transportation  Corporations  Law,  which  provides: 

''Sndi  corporatioii  (telegraph  and  telephone)  may  erect,  construct  and 
nAintain  the  necessary  fixtures  for  its  lines  upon,  over  or  under  any  of  the 
public  roads,  streets  and  highways ;  and  through,  across  or  under  any  of 
the  waters  within  the  limits  of  this  State,  and  upon,  through  or  over  any 
other  land,  subject  to  the  right  of  the  owner  thereof  to  full  compensation 
for  the  same." 

It  also  claims  that,  having  acquired  the  right  of  ihe  ^'Baxter 
Overland  Telephone  and  Telegraph  Co.,"  it  can,  under  die  fran- 
chise of  that  company,  construct  and  operate  its  telephone  lines. 
He  last  claim  will  be  disposed  of  first.     The  right  of  that 
oompanj,  as  the  foregoing  statement   shows,   was  limited   to 
stretching  wires  across  the  streets  and  along  the  housetops  where 
the  owners  consented*    It  conferred  no  authority  to  put  struc- 
tores  in  the  streets  or  do  any  of  the  acts  complained  of  by  the 
city  in  this  section,  and  is,  therefore,  no  protection  to  the  de- 
fendant in  doing  any  act  beyond  the  limited  permission  given  to 
the  old  company  by  the  common  council. 

The  serioos  question  is  whether,  under  the  statute  cited,  the 
legislature  intended  to  permit  any  telephone  or  telegraph  cor- 
poration that  might  be  organized  under  the  Transportation  Cor- 
porations Act  to  occupy  the  streets  of  the  city  of  Utica,  and 
leave  the  city  powerless  to  prevent  it  If  this  is  so,  any  com- 
pany may  invade  the  streets  to  the  absolute  interference  with  the 
bofiiness,  travel  and  comfort  of  its  citizens. 

The  learned  counsel  for  the  defendant  cites  several  cases 
which  have  been  decided  by  the  courts  of  this  State  that  he 
claima  sustain  his  contention.  They  are  People  v.  Meiropoliia/n 
Telephone,  etc.,  Co.,  1  Am.  Electl.  Cas.  604, 11  Abb.  K  C.  804, 
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S.  G.y  31  Hun,  596 ;  American  Rapid  Transit  Co.  v.  Hess,  3 
Am.  ElectL  Caa.  142,  126  N.  Y.  641 ;  Eels  v.  A.  T.  &  T.  Co., 
5  Am.  ElectL  Oas.  92, 143  N.  Y.  133 ;  Hudson  River  Telephone 
Co.  V.  W.  T.  &  R.  Co.,  3  Am.  ElectL  Oasw  387,  4  Am.  Electl. 
Cas.  275, 135  N.  Y.  396 ;  121  i<L  397. 

An  ezamination  of  iheee  casee  fails  to  ahow  any  judicial  sanc- 
tion for  the  particular  contention  hera  Indeed,  tkere  is  much 
in  thoee  cases  whidi  tends  to  overtlirow  that  contentioik  Wc 
will  not  review  them  in  detail,  but  refer  to  them  to  some  extent 
hereafter. 

We  have  not  been  referred  to  any  case  where  this  daim  has 
been  asserted  of  the  right  contended  for  under  the  statute  cited. 
The  question  is,  therefore,  n^iw,  and  must  be  decided  upon  a 
consideration,  not  only  of  this  statute^  but  of  the  powers  and 
duties  of  the  plaintiff  as  a  municipal  corporation  with  reference 
to  the  streets  of  the  city,  as  created  by  the  charter  and  the  ordi- 
nances of  the  city,  and  by  the  principles  governing  the  rights  of 
the  public  in  the  streets  and  highways  as  well  as  corporations 
exercising  special  privileges  in  the  streets^ 

By  the  charter  of  the  city  of  Utica  the  common  council  was 
given  the  power  to  perform  the  duties  and  be  subject  to  the 
liabilities  of  commissioners  of  highways  in  towns;,  with  the  ex- 
ceptions and  modifications  contained  in  the  charter  itself.  It 
should  also  have  the  power  to  ^^lay  out,  open,  make;,  amend, 
repair,  alter,  extend,  widen,  contract  and  discontinue  streets, 
lanes  and  highways,  walks,  bridges,  drains  and  sewers  in  the 
city,''  and  to  require  the  removal  of  any  building,  fence  or  other 
obstruction  upon  the  line  of  any  street 

Section  35  of  the  charter  provided  that  the  common  council 
^^shall  have  the  care,  management  and  control  of  the  property 
of  the  city  and  its  finances ;  it  shall  have  power  to  ordain,  alter, 
modify  and  repeal  ordinances  not  repugnant  to  the  constitution 
and  laws  of  the  State,  such  as  it  shall  deem  expedient  for  the 
good  government  of  the  city,  the  preservation  of  peace  and  good 
order,  the  suppression  of  vice  and  inmiorality,  the  benefit  of 
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trade  and  oommeroe  and  ilia  health  of  tlie  inhabitazLtB  thereof  , 
and  anch  other  ordinances^  rales  and  regulationfi  s&  may  be  n£e- 
essaiy  to  carry  such  power  intx>  effect  It  is  also  particularly 
authorized  to  enact  ordinances  for  the  following  purpoees^" 
among  which  are  the  following:  ^^To  detennine  what  are  nuis- 
anceSy  and  to  pre^ent^  abate  and  remove  Ihem;  *  *  *  to 
ascertain,  establish  and  settle  the  boundaries  of  the  city  and  all 
streets^  alleys^  and  highways  therein,  and  to  remove  and  pre- 
vent aU  encroachments  thereon/* 

By  an  amendment  to  the  Utica  charter  in  May,  1894,  chapter 
437  of  the  laws  of  that  year,  the  legislature  provided  (see.  99)  : 
^'The  common  council  shall  have  power  to  cause  any  street,  high- 
way, lane  or  alley  in  said  city  to  be  graded,  leveled,  paved,  or 

repaved,  macadamized  or  telf orized,  and  to  cause  such  cross- 

walks,  sidewalks^  drains  and  sewers  to  be  made  therein  aa  it 

shall  deem  neceBsary,  and  the  same  to  be  repaired,  mended  or 

relaid  as  it  shall  deem  necessary." 
This  amendment,  it  will  be  observed,  was  enacted  several 

years  after  the  revision  of  the  Transportatian  Corporations  Law 

in  1890,  whereby  the  legblature  again  affirmed  the  right  of  the 

city  to  control  its  streets. 
In  parsuance  of  the  power  given  the  city  under  section  35  of 

die  charter  above  quoted,  the  city  adopted  ordinances  which 

were  in  force  when  the  injunction  in  this  action  was  granted 

iorindding  the  placing  in  any  street  of  any  obstruction  thereof 

without  permission  of  the  mayor,  etc 
Forbidding  the  placing  in  any  street  of  any  wood,  lumber  or 

other  material  or  property  of  value. 
Forbidding  any  person  to  take  up  any  pavement  in  any  street 

or  side  or  crosswalk,  or  dig  any  hole  or  ditch  in  any  street  with- 

cot  permission  of  the  mayor,  etc 
Providing  that  no  person  should  place  in  any  street  any  ashes 

or  any  other  obstruction  to  the  use  of  the  same  by  wagons, 

slei^s,  etc 
Providing  that  the  sidewalks  and  crosswalks  of  the  city,  be- 


n  AMERICAN  ELECTRICAL  CASES.       [vol.  7 


City  of  Utica  t.  Tdephone  Go. 


ing  intended  for  the  public  accommodation  and  convenience^ 
should  be  kept  and  reeerved  free  from  all  obstruction. 

Providing  that  all  telegrajA  and  telephone  wires  should  be 
placed  beneath  the  fire  alarm  telegraph  of  the  city.  There  is  no 
dispute  but  that  this  last  ordinance  was  violated  by  the  defend- 
ant Penalties  were  attached  to  the  violation  of  theee  ordi- 
nances. 

These  provisions  of  the  charter  and  of  the  ordinances  are 
ample  for  the  protection  of  the  streets  and  the  public  tliat  use 
til  era.  The  legislature  had  authorized  them,  and  had  consti- 
tuted the  city  the  agency  to  enforce  them.  They  are  neoessary 
powers,  and  without  tliem  the  city  streets  would  be  subject  to  all 
kinds  of  encroachments  and  their  usefulness  impaired  if  not 
destroyed. 

The  right  to  invade  the  streets  with  telephone  lines  secured 
by  the  Transportation  Corporations  Act  must  necessarily  be 
subordinate  to  the  right  and  duty  of  the  city  to  keep  its  streets 
and  sidewalks  free  and  sufficient  for  the  public  usa  Some 
power  or  jurisdiction  must  be  the  judge  as  to  whether  the  pro- 
posed line  will  impair  the  usefulness  of  the  streets.  That  powesr 
is  given  to  the  city  where  it  must  necessarily  reside. 

Take  the  case  in  hand;  several  corporations  were  already 
occupying  the  streets  of  Utica  with  their  poles  and  appliances, 
when  the  defendant  applied  to  the  common  council  for  leave  to 
construct  and  operate  its  plant.  The  question  for  the  common 
council  to  meet  was,  whether  the  defendant's  structures  would 
impair  the  usefulness  of  the  streets  already  incumbered  with 
similar  lines. 

In  deciding  that  question  they  were  acting  in  a  qiLOsi  judicial 
or  discretionary  character,  with  which  the  courts  will  not  ordi- 
narily interfere.  Hines  v.  City  of  Lockport,  60  N.  Y.  236; 
Mills  V.  The  City  of  Brooklyn,  32  id.  489 ;  Monongdhela  CUy 
V.  Morvongahela  EL  Light  Co.,  4  Anu  Eleetl.  Gas.  53. 

The  Transportation  Corporations  Act  gave  the  defendant  no 
interest  in  the  streets  of  the  city  of  Utica.    It  was  only  intended 
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to  protect  telegraph  and  telephone  oompanies  from  indictment 
for  maintaining  public  nuisances  in  putting  their  poles  in  the 
streets. 

The  legislature  in  the  exercise  of  its  police  powers  may  regu- 
late the  use  of  the  streets  of  a  city  and  may  prohibit  their  use 
for  any  purpose  inconsistent  with  general  street  purposes.  It 
may  also  authorize  their  use  for  public  purposes  not  inconsistr 
ent  with  their  use  as  streets.  Eels  v.  American  Telephone  <(• 
Telegraph  Co.,  20  N.  Y.  Supp.  600;  affd.,  6  Am.  Elextl.  Gas. 
92,  143  N.  Y.  133 ;  Cohen  v.  The  Mayor,  113  id.  632,  and 
Bee  Judge  Adams'  opinion  in  D.  L.  £  W.  B.  R.  Co.  v.  City  of 
Buffalo,  4  App.  Div.  662,  664. 

Section  102  of  the  Transportation  Corporations  Act^  above 
cited,  first  appeared  in  thQ  statutes  of  this  State  in  chapter  265 
of  the  laws  of  1848.  Section  6  of  that  act  contained  the  pro- 
vision we  are  considering.  There  was  an  amendment  to  that 
chapter  in  1863.  (Chap.  471.)  Prior  to  the  revision  of  1890, 
flection  6  read  as  does  section  102  of  the  Transportation  Corpor- 
ations Law,  except  that  it  was  provided  that  the  lines  should  not 
be  80  constructed  as  to  incommode  the  public  use  of  the  roads  or 
highways.  This  last  provision  was  omitted  from  the  revision 
of  1890,  and  it  is  suggested  by  the  learned  counsel  for  the  appel- 
lant that  the  omission  of  these  words  in  the  revision  is  significant 
of  the  intention  of  the  legislature  to  permit  the  telephone  lines 
to  be  constructed  in  the  streets  and  highways  whether  they  in- 
oonunode  the  public  use  of  the  streets  and  roads  or  not 

We  cannot  suppose  that  the  legislature  intended  such  an  ex- 
traordinary result  by  this  omission ;  that  contention  is  answered 
emphatically  in  the  case  of  H.  R.  T.  Co.  v.  W.  T.  &  R.  Co,, 
8  Am.  Electl.  Oas.  387,  4  Am.  Electl.  Oas.  276,  136  K  Y.  393,  r 
407,  where  the  Court  of  Appeals  says:  "The  primary  and  domi- 
nant purpose  of  a  street  is  for  public  passage,  and  any  appro- 
priation of  it  by  legislative  sanction  to  other  objects  must  be 
deemed  to  be  in  subordination  to  this  use  unless  a  contrary 
intent  is  clearly  expressed.'' 
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There  is  no  coiatrary  intent  expressed  in  the  Transportation 
Corporations  Law. 

The  counsel  makes  it  an  inference  only  from  the  omission, 
which  is  not  supported  hj  reaaon  or  authority. 

The  Utica  city  chaxter  is  a  local  law,  and  we  are  not  to  prer 
sume  that  the  legislature  intended  by  the  General  Telephone  Act 
to  repeal  or  nullify  the  pnmsions  of  the  charter  governing  the 
admission  of  telephone  and  telegraph  lines  into  the  city  in  the 
absence  of  any  legislative  declaration  to  that  effect  And  the 
provisions  of  the  Telephone  Act  axe  not  so  far  inconsistent  to 
the  city  charter  as  to  create  such  a  repeal  by  implication. 

We  cannot  better  oonclude  the  discussion  of  this  branch  of  the 
case  than  with  a  quotation  from  Monongahela  City  v.  Monorir 
gahela  EL  Light  Co,,  supra:  "AU  legislative  grants  to  corpora- 
tions •  .  .  simply  to  occupy  the  streets  .  .  •  are 
made  subject  to  the  police  powers  of  the  municipality.  •  • 
Where  the  legislature  has  given  ...  a  general  grant  to 
enter  the  streets  of  a  city,  still  the  city,  in  the  exercise  of  its 
police  powers,  can  supervise  and  control  the  erection  and  main- 
tenance of  its  poles  and  wires.  'To  say  that  a  corporation  jr 
individual  who  has  the  right  ...  to  erect  poles  in  the 
public  highways,  can  do  so  without  any  restraint  whatever,  and 
without  any  liability  to  have  the  exercise  of  that  right  regulated 
with  reference  to  the  rights  of  other  persons  exercised  upon  the 
same  highway,  or  to  the  rights  of  the  municipality,  appears  to 
me  to  be  the  assertion  of  a  proposition  which  would  practically 
take  the  control  of  the  streets  out  of  the  hands  of  the  city  and 
place  them  in  the  hands  of  individuals  or  corporations.' '' 

The  appellant's  counsel  makes  the  point  that  the  plaintiff  is 
seeking  to  enforce  the  ordinances  of  the  city  by  injunction, 
which  cannot  be  done^  and  that  the  remedy  is  at  law  for  the  col- 
lection of  the  penalty.  If  the  action  was  simply  to  enforce  the 
ordinances  and  realize  penalties,  the  objection  would  have  force. 
But  this  action  goes  far  beyond  such  narrow  bounds.  It  is 
sought^  in  this  action,  to  restrain  acts  that  cannot  be  oompen- 
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sated  hj  damageSb  It  is  sought  to  preveoit  irreparable  mischief ; 
the  mischief  which  it  seeks  to  guard  against,  if  consummated, 
vmii  find  no  adequate  remedy  at  law.  The  ordinances  are 
simply  referred  to  as  indicating  the  power  of  the  city  in  regard 
to  its  streets^  and  the  exercise  of  that  power  to  some  extent  in 
the  creation  of  its  ordinances.  ISTo  penaltieB  are  sought  to  be  re- 
covered.  This  is  purely  an  equitable  action,  and  the  right  to 
maintain  it  upon  the  record  presented  to  us  upon  this  appeal 
wodd  seem  to  be  dear. 

The  order  appealed  from  should  be  affirmed,  with  ten  dollars 
coats  and  disbursements. 

All  concurred,  except  Habdiit,  F.  J.,  and  Adams,  J.,  dissent- 
ing, each  of  whom  wrote  an  opinion. 


Kots.-^  note  2  at  end  of  Part  L 


JoRn  A.  Babhitib,  Appbli-ant,  v.  The  Home  Telephone 
Company  of  Rochestek,  N.  Y.,  and  Others,  Respon- 
dents. 

Vew  York  Bnpreme  Court,  Appellate  Division,  Fourth  Department,  March, 

1900. 

(SO  App.  Diy.  25.) 

TkLEFHoinB  nuNOHisB. — ^Municipal  contbol. 

Tbe  simple  fact  that  one  man  or  set  of  men  of  doubtful  or  unknown  finan- 
cial credit  offers  to  bid  more  than  a  competing  company  for  a  contract, 
e.  g.,  a  franchise  to  a  telephone  company,  that  is  to  be  of  permanent 
benefit  or  detriment  to  the  citizens,  does  not  require  the  municipal  author 
ities  to  accept  that  offer,  nor  must  they,  in  absence  of  charter  provisions, 
necessarily  make  public  sale  at  auction  of  the  franchises. 

Tbe  right  of  telegraph  and  telephone  companies  to  use  streets  and  high- 
wijs  for  the  construction  and  maintenance  of  their  lines,  conferred  by 
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■ection  102  of  the  transportation  corpora tions  law,  does  not  require  th< 
consent  of  municipal  authorities.  It  is  a  franchise  fr<Hn  the  legislature 
directly  to  the  company.  All  that  the  municipal  authorities  have  is  the 
control,  by  virtue  of  their  police  power,  of  the  manner  of  exercise  by  the 
company  of  its  legislatire  grant,  the  location  of  its  poles,  stringing  of  its 
wires,  etc. 


I. 


I 


Appeal  from  interlooutcwry  judgment  of  Supreme  Court,  Mon- 
roe County,  Bustaining  demurrer. 

John  A.  Barhite y  for  the  appellant 

Oeorge  F.  Yeoman,  for  the  respondeat^  The  Home  Telephone 
Company. 

Porter  M.  French,  Corporation  Counsel,  for  the  other  re- 
spondenta 

Spring,  J. :    The  plaintiff  is  a  taxpayer  of  the  city  of  BocheB- 

ter,  and  oommienced  this  action  April  21,  1899,  pursuant  to 

chapter  301  of  the  Laws  of  1892,  amending  chapter  531  of  the 

Laws  of  1881,  and  section  1925  of  the  Code  of  Civil  Procedure, 

to  obtain  a  judicial  determination  that  the  contract  set  forth  in 

the  complaint  and  a  reeolution  of  the  common  council  authoriz- 

i|  ing  the  same  were  illegal,  and  to  enjoin  the  defendants  from 

'i  carrying  out  the  same.     The  complaint,  which  is  very  volumi- 

I  nous^  sets  forth  that  the  common  council  of  the  city  of  Kochester, 

on  the  11th  day  of  April,  1899,  adopted  a  resolution  granting  to 
the  defendant  telephone  oompajiy  a  franchise  for  its  system  in 
said  city,  and  empowering  and  directing  the  mayor  to  execute  a 
contract  which  had  been  prepared  therefor,  and  a  copy  of  which 
1 1  is  contained  in  the  complaint;  that  in  compliance  with  sucJi 

authority  and  direction  said  contract  was  duly  executed  and  de- 
livered by  said  mayor  and  said  telephone  company,  and  that  said 
J  telephone  company  has  already  begun  to  carry  out  the  same; 

that  while  said  subject  was  pending  before  said  common  council, 
one  Fred  Gleason  presented  to  said  body  his  petition  in  which 
he  purported  to  represent  others,  mainly  citizens  of  Kochester, 
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who  ¥ere  associated  together  in  the  eaterprise  outlined  therein 
and  offered  for  the  said  franchise  which  it  was  then  intended  to 
grant  to  the  said  Home  Telephone  Company  the  sum  of  $15^000, 
and  to  accept  and  perform  the  said  contract  Said  petition  fur- 
ther contained  an  offer  to  bid  for  said  franchise  in  the  event  that 
said  common  council  determined  that  more  than  said  sum  could 
be  obtaLned  for  such  franchise;  and  further  agreeing  to  support 
its  offer  by  'Tx>nd,  cheque  or  deposit  of  money''  for  the  faithful 
performance  of  any  agreement  entered  into  by  said  petitioner 
and  his  associates.  The  complaint  avers  that  Gleason  person- 
ally and  by  attorney  supplemented  his  petition  by  appearance 
before  the  committee  having  the  special  charge  of  the  considera- 
tion of  the  granting  of  the  said  franchise  and  solicited  the  grant- 
ing of  the  same  to  him  and  his  associates,  and  that  said  fran- 
chise should  be  sold  to  the  highest  bidder  therefor.  The  com- 
plaint further  charges  that  said  common  council  and  the  said 
special  committee  "wrongfully,  unlawfully,  fraudulently  and 
collusively,  and  in  violation  of  their  duties  as  oflScials  of  the 
3ity  of  Rochester,  .  •  •  ignored  the  said  petition  .  • 
.  .  and  refused  to  grant  a  franchise  to  said  Gleason,  and 
refused  to  grant  said  franchise  to  the  person,  persons  or  corpora- 
tion who  would  pay  the  largest  sum  therefor  to  said  city,  and 
wasted  the  property  and  funds  of  said  city  for  the  purpose  of 
favoring  the  defendant,  The  Home  Telephone  Company,  of 
Bodiester,  N.  Y. ;''  that  while  said  lamp  committee  had  said 
matter  under  consideration  it  "vnrongfuUy  and  unlawfully'' 
permitted  the  mayor  of  said  city  and  others  to  be  present  at  its 
sessions,  and  to  urge  the  execution  of  said  contract  with  said 
defendant  telephone  company,  and  allowed  said  mayor  to  vote  as 
a  member  of  said  committee  upon  tbe  question  of  granting  said 
franchise,  although  not  a  member  of  said  committee;  that  the 
construction  and  operation  of  said  telephone  system  will  be  at- 
taoded  with  danger  to  the  citizens  and  their  property  for  reasons 
set  forth  in  said  complaint*  It  is  further  alleged  that  the  recom- 
mendation of  said  lamp  ccwnmittee  was  "illegally,  fraudulently 
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and  coUusively  adopted  hy  said  comiium  council,  and  withcmt  a 
knowledge  of  the  contoata  of  said  contract  on  the  part  of  many  of 
the  members  of  said  council  who  voted  in  faror  thereof,  and  that 
said  resolntioa  and  aaid  contract  were  and  are  ill^al,  fraudulent 
and  void,  and  that  the  conatmction,  maintBuanoe  and  operation 
of  a  telephone  system  under  and  in  pursuance  of  said  conbract 
would  waste  and  injure  the  property  and  funds  of  the  city  of 
Rochester;"  that  aaid  resolution  was  adopted  hurriedly  and 
without  the  two  weeks'  notice  oi  such  acbiim  provided  for  in  the 
rules  of  said  ciHnmon  council,  unless  the  same  is  by  the  unani- 
mous consent  of  said  board,  which  waa  not  given  <m  the  passage 
of  the  reeoluti<HL;  that  the  reeolutioo  and  contract  were  illegal 
and  void  and  contrary  to  law,  and  against  public  policy. 

This,  in  condensed  form,  is  the  complaint,  and  it  is  a[^arent 
it  is  meager  o£  facts  (m  which  to  hinge  the  diai^  of  fraud.  The 
comm<»i  council  of  the  city  is  ita  legislative  body,  and  within  its 
sphere  of  action  its  legislative  «^;nizance  is  supreme  and  cannot 
be  fettered  or  obstructed  by  judicial  interferencek  Kittinger  v. 
Buffalo  Traction  Co.,  160  N.  Y.  877;  PeopU  ex  rel.  Btwgis  v. 
Fallon,  152  id.  1,  11. 

Judge  Cooley,  in  his  work  on  Conatitutifmal  Limitaticns  (6th 
ed.),  in  discussing  the  independence  of  a  legislative  body  fnnn 
interference  by  the  courts,  says  at  page  229 :  "Restraints  <hi 
the  legislative  power  of  control  must  be  found  in  the  oMiatitutiMi 
of  the  State,  or  the^  must  rest  altme  in  the  legislative  discretion. 
If  the  l^slative  action  in  these  cases  operates  injuriously  to 
the  municipalities  or  to  individuals,  the  remedy  is  not  with  the 
courts.  The  courts  have  no  power  to  interfere,  and  the  people 
must  be  looked  to^  to  right  through  the  ballot-box  aU  these 
wrongs." 

The  charter  of  the  city  is  the  offspring  of  the  legislature;  It 
veets  the  municipal  body  with  legislative  authority,  because 
that  del^ation  is  deemed  wise  and  practical  on  the  assumpti<m 
that  the  citizens  of  the  maoicipality  and  its  (^cers  can  better 
legislate  for  its  inhabitants  than  the  State  legislature.     It  ia  in 
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furtherance  of  home  nile^  and  is  a  normal  product  of  the  princi- 
ple of  self-goremment.  The  transmissioin  of  this  power  vests  in 
the  local  legislative  body,  within  its  restricted  range,  the  same 
plenaiy  force  as  if  retained  and  executed  by  the  legislature  itself, 
but  it  must  be  borne  in  mind  that  the  power  vests  only  by  explicit 
warrant  As  was  said  in  People  ex  reh  Waheley  v.  Mclntyre 
(154  N.  T.  628),  in  construing  a  cognate  delegation  of  author- 
ity: ''Within  the  limits  of  this  delegated  power  the  board  of 
supervisors  is  clothed  with  the  sovereignty  of  the  State,  and  is 
authorized  to  legislate  as  to  all  details  precisely  as  the  legisla- 
ture might  have  done  in  the  premises."  People  ex  rel.  O'Con- 
fm  V.  Supervisors,  163  N.  Y.  370 ;  City  of  Buffalo  v,  N.  T.,  L. 
E.  £  W.  B.  B.  Co.,  152  id.  276. 

There  is  a  class  of  cases  where  the  authority  exercised  by  the 
conunon  council,  though  delegated  by  the  legislature,  is  purely 
administrative  in  its  character,  where  a  different  rule  prevails. 
See  Weston  v.  City  of  Syracuse,  158  N.  Y.  274. 

If  courts,  even  in  a  case  of  palpable  fraud,  possess  the  power 
to  interfere  and  restrict  a  body  executing  its  legislative  authority 
within  its  prescribed  compass,  that  power  will  be  exercised  only 
in  an  extraordinary  case,  and  when  public  -poUcy  imperatively 
requires  it  If  the  courts,  on  every  general  charge  of  fraudu- 
lent, collusive  conduct  against  the  members  of  a  municipal  body 
T^ith  delegated  legislative  power,  should  intervene  to  restrain  the 
execution  of  its  normal  duties  thus  delegated,  the  clashing  be- 
tvireen  the  two  coordinate  branches  would  be  fraught  with  im- 
measurable harm.  The  policy  of  our  constitution  is  to  keep 
tliese  two  branches  distinct,  each  to  be  supreme  in  its  own  do- 
main, and  transgression  upon  the  province  of  the  one  would 
invite  a  like  trespass  upon  the  other  until  the  barriers  separatirg 
the  two  would  be  wholly  removed. 

In  the  present  case  the  only  fact  upon  which  the  charge  of 
frand  hinges  is,  that  the  common  council  declined  to  accept  the 
proposition  of  Mr.  Gleason,  involving,  as  it  is  claimed,  loss  to 
the  city  of  $16,000.     The  petition  presented  did  not  apprise 
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that  body  what  the  occupatioiiy  residence  or  responsibility  of  the 
petitioner  ^as.  It  was  significantly  silent  as  to  the  names  of 
his  associates  and  their  ability  to  undertake  and  perform  this 
contract  of  so  great  importance  to  the  city  of  Eocheeter.  The 
defendant  telephone  company  was  a  body  corporate,  and  that  it 
possessed  the  financial  strength  to  execute  successfully  the  obli- 
gation to  be  imposed  by  the  contract  was  probably  known  to  the 
members  of  the  common  counciL  That  body  was  intrusted  with 
an  important  duty  and  in  its  performance  had  a  wide  discretion. 
The  simple  fact  that  one  man  or  set  of  men  of  doubtful  or  un- 
Jmown  financial  credit  offered  to  bid  more  than  a  competing  com- 
pany for  a  contract  that  was  to  be  of  permanent  benefit  or  detri- 
ment to  the  citizens  of  the  city,  did  not  require  the  common 
council  to  accept  that  offer  if  its  judgment  favored  another  com- 
pany. The  larger  sum  bid  in  this  case  was  not  the  all-control- 
ling, determining  factor.  Other  circumstances  entered  into  the 
question,  and  the  body  intrusted  with  the  granting  of  this  fran- 
chise, in  the  fulfillment  of  its  obligations  to  its  constituency,  was 
bound  to  weigh  all  the  various  considerations  and  then  to  decide 
what  was  for  the  beet  interests  of  the  city,  and  when  that  deci- 
sion was  reached  and  made  effectual  by  the  agreement,  its  action 
could  not  be  disturbed.  There  is  nothing  in  the  city  charter 
making  a  sale  at  public  auction  obligatory  upon  the  common 
council.  The  manner  of  the  sale  is  wholly  in  the  discretion  of 
that  body  whenever  it  possesses  the  right  to  sell.  To  be  sure, 
the  complaint  imputes  fraud  and  collusion  to  this  body,  but  an 
analysis  of  the  facts  upon  which  the  sweeping  condemnation  is 
based  fails  to  support  it  As  was  said  by  Chief  Judge  Pareeb, 
im  Kittinger  v.  Buffalo  Traction  Co.  (160  N.  T.,  supra,  at  p. 
387),  in  regard  to  a  similar  averment:  "Impressive  as  this  alle- 
gation is  when  first  read,  it  will  be  found  on  analysis  not  to 
allege  a  single  fact  which  would  legally  support  a  conclusion  that 
any  member  of  the  common  council  was  bribed,  or  that  he  voted 
in  favor  of  the  consent  through  promise  of  gain  to  himself  or 
others." 
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The  bare  allegation  that  the  conduct  of  the  oommon  coancil 
WBA  fraadiilaiit>  or  that  the  contract  was  illegal,  does  not  state 
an  iaanable  fact    TaUoU  v.  City  of  Buffalo,  125  N.  Y.  280. 

It  is  a  conclasLon  entirely  proper  to  be  stated  in  summing  up 
an  array  of  facts  which  support  the  general  charge;  but>  inde- 
pedent  of  any  fact  to  uphold  it^  it  is  of  no  weight 

It  is  oontraided  that  the  allegation  that  the  request  of  Mr. 
Gleaaon  was  ignored  ''for  the  purpose  of  favoring  the  def endant. 
The  Home  Telephone  Company  of  Bocheeter,  N.  Y./'  is  an 
arerment  of  a  distinet  fact  upon  which  the  charge  of  fraud  or 
edluaion  can  be  hinged.  It  is  a  bald  statement  without  any 
ooincident  fact  to  justify  it^  and  the  ''favor"  may  have  been 
from  the  worthiest  of  motives.  It  is  inadequate  in  any  event  to 
warrant  a  judicial  investigatioii  into  the  reasons  actuating  a 
mimicipal  body  in  granting  a  franchise  on  the  diarge  it  was 
inapiied  by  corrupt  motivetf— -a  field  the  courts  are  chary  in  en- 
teniig  The  averment  that  the  mayor  attended  the  meeting  of 
tha  lamp  committee  and  voted  thei^at  is  of  no  consequence  as 
the  power  was  veeted  with  and  esereised  by  the  common  council. 
Erea  if  the  interfereiice  of  the  ma^or  were  unauthorized  there 
is  BO  suggestion  he  continued  to  exert  his  influence  over  the 
oooncil  itself,  and  no  fact  is  alleged  in  the  complaint  from  which 
we  can  spell  out  any  improper,  corrupt  intermeddling  with  the 
granthig  of  this  franchise  to  the  defendant  telephone  company. 

But  beyond  this  we  are  decidedly  of  the  opinion  that  the  city 
of  Bochester  had  no  franchise  to  selL  As  has  been  suggested, 
the  tendency  of  modem  legislation  is  to  transmit  to  the  local 
authorities  the  exclusive  dominion  over  the  streets  of  the  respec- 
ti?e  municipalities,  but  the  transmission  of  that  authority  must 
be  endenced  by  ^ecific  warranty  for  the  power  is  in  the  State 
primarily.  (Shaneateles  W.  W.  Co.  v.  Village  of  Skaneateles, 
161  K  Y.  164,  165 ;  Ohee  v.  Northern  Union  Oas  Co.,  158  id. 
510;  AdatMon  v.  Nassau  Electric  B.  B.  Co.,  89  Hun,  261.) 

In  every  instance,  so  far  as  I  have  been  able  to  discover, 
where  the  consent  of  a  municipal  body  has  been  held  to  be  a 
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neceesaxj  preJiminary  to  the  occupation  of  itB  Btreeto  by  a  cor- 
poration,  that  consent  has  been  based  upon  the  delegation  of 
power  by  the  legislature.  In  the  Transportation  Corparationa 
Law  (chap.  566,  Laws  of  1890),  pipe  line  corporations  (sees. 
45,  46),  gas  and  electric  light  corporations  (sea  61,  subd.  1), 
waterworks  corporations  (sec.  80),  and  others  enumerated  in 
this  act,  are  required  to  procure  the  consent  or  permit  of  the 
street-goveming  body  before  any  right  to  the  use  of  the  street 
eodsts  in  the  corporatioiL 

By  the  same  act  (sec  102),  the  right  of  telegraph  and  tele- 
phone corporations  to  use  the  public  streets  and  highways  for  the 
construction  and  maintenance  of  its  lines  is  given  in  unmis- 
takable language  and  the  consent  of  the  local  body  is  not  re- 
quired. This  franchise^  therefore^  comes  directly  from  the  leg- 
islature to  the  corporation. 

By  amendment  to  the  charter  of  the  city  of  Bochester,  enacted 
in  1894  (chap.  28,  sec  8,  amdg.  subd.  7  of  sec  40  of  said  char- 
ter), authority  is  given  to  the  common  council  ^'to  regulate  and 
'   I  control  the  erection,  construction,  laying,  stringing,  maintaining 

and  removing  of  all  wires^  cables,  poles,  conduits  and  subways 
upon,  over  and  under  the  streets,  avenues,  lanes,  squares^  parks, 
bridges,  aqueducts  and  public  places  within  said  city.'' 

This  provision  does  not  relate  to  the  right  to  the  use  of  the 
streets.  It  is  no  infringement  upon  the  power  vested  in  the 
State  legislature  to  grant  the  franchise  to  telephone  corpora- 
tions. When  a  corporation  of  this  kind  is  to  avail  itself  of  the 
l^slative  grant,  the  manner  of  its  exercise,  the  location  of  its 
poles,  the  stringing  of  its  wires,  etc,  axe  within  the  control  and 
regulation  of  the  local  legislative  body.  That  is  one  of  the  police 
functions  committed  to  the  municipality.  This  right  of  regula- 
tion  is,  however,  entirely  distinct  from  the  original  granting  of 
the  privilega  It  is  subordinate  to  that  right  The  local  body 
has  no  authority  to  intervene  until  the  corporatioin  is  seeiking  to 
exercLse  tlie  privilege  accorded  it  by  the  State,  and  then  not  oo 
enjoin  such  exercise  if  within  the  letter  of  its  authority,  or  to 
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exajct  compensation  for  the  franchise^  but  to  protect  the  citizeDfi 
and  the  publia  It  may  inteircede  to  reduce  to  a  Tnim'Tnum  this 
interference  with  tlie  public  user,  to  require  that  the  privilege 
shall  be  exercised  most  beueficiallj  to  all  people  intereeted,  or 
for  any  other  purpose  involving  "control  and  regulation"  by  the 
local  authorities.  But  this  intervention  recognizes  the  fran- 
diifle  as  exiatjug  in  the  oorparation. 

The  interlocutory  judgment  sustaining  demurrers  should  be 
afiSnned,  with  coeitB  of  this  appeal  to  each  respondent  and  with 
leave  to  amend. 

All  concurred ;  Lauohlin^  J.,  concurring  in  result  only. 

Interlocutory  judgment  affirmed,  wiUi  costs  of  this  appeal  to 
each  respondenL  • 


KoB.— See  note  2  at  end  of  Part  I. 
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SouTHEBN  Bell  Telephone  Company  v.  Citt  op  Eiohmond. 

United  Btates  Circuit  Court  of  Appeals,  Fourth  Circuit,  July  9,  1900. 
Telephone  appliances  in  stbebts. — Municipal  oontbol. 

A  Virginia  statute  (Code  1887»  sees.  1287-1290),  which  authorizes  tele- 
graph and  telephone  companies  to  construct  and  maintain  their  lines 
"along  or  o^er  the  streets  of  any  city  or  town  with  the  assent  of  the 
eonndl  thereof/'  but  does  not  define  the  conditions  of  such  occupation  and 
rcqiiires  the  municipal  consent  to  both  construction  and  maintenance. 

^cU^  to  delegate  to  the  city  councils  power  to  attach  conditions  to  their 
cottsent,  especially  as  to  a  city  whose  charter  gives  its  council  general 
aathority  over  the  streets  and  forbids  their  occupation  without  its  con- 
Mnt 

Sdd,  also,  that  in  an  ordinance  granting  to  a  telephone  company  the  privi- 
lege of  using  certain  streets,  a  provision  reserving  the  right  of  repeal 
vu  yalid  and  binding  on  the  company  accepting  the  grant,  even  although 
tbc  eooneil  had  authority  to  grant  cnly  a  privilege  without  condition. 
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Appeal  from  the  Circuit  Court  of  the  United  States  for  the 
Eastern  District  of  Virginiai. 

This  case  comee  up  on  appeal  from  a  decree  of  the  Circuit 
Court  of  the  United  States  for  the  Eaatem  District  of  Virginia. 
98  Fed.  671.    The  bill  was  filed  bj  the  Southern  Bell  Telef^one 
&  Telegraph  Company,  for  the  purpose  of  securing  an  injunc- 
tion against  the  city  of  Richmond,  in  these  words:  ^'That  said 
city,  and  all  others,  its  agents  and  employees,  may  be  restrained 
and  enjoined  from  removing  or  interfering  with  its  polee  and 
wires  in  said  city,  and  from  interfering  with  the  right  of  your 
orator  to  use  said  poles  and  wires,  and  that  all  proceedings  by 
said  city  or  its  agents,  and  all  others,  to  prenrent  your  orator 
from  continuing,  reuewing,  repairing,  and  extending  its  lines, 
wires,  and  poles  in,  along,  and  over  the  streets  and  alleys  of  the 
said  city;  and  to  inflict  fines  and  penalties  on  your  orator  for 
so  doing,  may  be  restrained  and  enjoined ;  that  the  right  of  your 
orator  to  use  said  poles  and  wires,  and  to  carry  on  its  business 
along  and  over  the  streets  of  the  said  city,  be  declared  and  de- 
fined ;  that  the  ordinance  of  the  said  city  of  the  14:th  of  Decem- 
ber, 1894,  and  of  the  10th  of  September,  1895,  so  far  as  they 
undertake  to  prevent  your  orator  from  maintaining  and  using 
its  lines,  poles,  and  wires  over  and  along  the  streets  and  alleys 
of  the  city  of  Bichmond,  from  repairing,  renewing  and  extend- 
ing its  said  poles,  wires,  lines,  and  routes  as  its  business  may  re- 
quire, may  be  declared  null  and  void ;  that  your  orator  may  have 
such  other,  further,  general,  and  complete  relief  as  may  be 
agreeable  to  equity  and  the  nature  of  its  case."    The  bill  claimed 
that  the  complainant  had  entered  upon  and  had  secured  the  use 
of  the  streets  and  alleys  of  the  city  of  Richmond  for  its  poles  and 
wires,  under  the  authority  of  the  act  of  Congress  July  24,  1866 
(14  Stat  221,  c.  230),  and  that  under  this  act  it  was  and  is  on- 
titled  to  maintain  and  operate  its  lines  through  and  over  the 
streets  and  alleys  of  the  city  of  Richmond,  without  regard  to  the 
consent  of  the  said  city.    The  act  of  1866  applies  to  telegraph 
companies,  and  the  complainant  claimed  the  privileges  there- 
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under  beeaxuse  a  telephone  oampany  was  embraced  and  included 
in  the  tenn  "telegraph  oompanj.''     This  contention  was  sus- 
tained hj  the  Circuit  Ckmrt^  which,  without  passing  upon  the 
r^ts  claimed  by  the  complainant  oompany  under  the  laws  of 
Yii^ginia  and  the  ordinances  of  the  city  of  Bidunond,  adjudged 
that  the  oomplainaiit  company  had,  in  accordance  with  the  terms 
and  proYisions,  and  under  the  protectioai  of  the  act  of  Congress 
of  the  United  States  approved  July  24, 1866,  which  is  an  author- 
itjT  panunoont  and  superior  to  any  State  or  city  ordinance  in 
conflict  therewith,  the  li^t  to  construct^  maintain,  and  operate 
itB  line  orer  and  along  the  streets  and  alleys  of  the  city  of  Bich- 
nuHid    Upon  this  ground  the  injunction  prayed  for  was  granted. 
The  case  then  came  up  by  appeal,  with  assignments  of  error, 
into  this  oonrt^  whereupom  this  courts  coneurring  with  the  Cir- 
cuit Court  in  the  opinion  that  the  complainant  company  was  en- 
titled to  the  privileges  and  was  under  the  protection  of  the  act 
of  OoDgress  of  1866,  after  modifjdng  the  decree  in  certain  par- 
ticulars, not  necessary  to  be  mentioned  now,  confirmed  its  con- 
dnsion  and  sustained  the  injunction.    The  cause  was  removed 
by  certiorari  into  the  Supreme  Court  of  the  United  States^  That 
ooort  reversed  the  oondusion  reached  by  this  courts  declaring 
that  the  complainant  company,  being  a  telephone  company,  did 
not  come  within  the  provisions  of  the  act  of  1866,  which  granted 
[tfivileges  and  protection  to  telegraph  companies,  because  tele- 
phone companies  were  in  no  sense  telegraph  companies.     The 
opinion  filed  by  the  Supreme  Court  ends  thus :  ^'What  rights  the 
appellee  (the  Southern  Bell  Telephone  Company)  had  or  has 
nnder  the  laws  of  Virginia  and  the  ordinances  of  the  city  of 
Biehmond  is  a  question  which  the  Circuit  Court  did  not  decide, 
hat  expressly  waived.     It  is  appropriate   that   that   question 
dioold  be  first  considered  and  determined  by  the  court  of  origi- 
nal jnriadictian.''    174  U.  S.  778,  19  Sup.  Ct  784,  43  L.  Ed. 
1169.  The  decretal  order  is  as  follows :  ^'The  cause  is  remanded, 
^th  directions  for  such  further  proceedings  in  the  Oiimdt 
(^^'^  as  may  be  in  conformity  with  this  opinion  and  eonsisteiit 
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with  law."  li  The  opinion  of  this  oouxt^  while  adjudging 
that  oomplainant  company  had  all  the  privileges  and  protec- 
tion granted  bj  tihe  act  of  1866^  had  also  adjudged  that  such 
rights  and  privileges  weore  to  be  enjoyed  in  subordination  to  pub- 
lic use  and  private  rights^  and  subject  to  any  lawful  exeorcise  of 
the  police  power  belonging  to  the  State  or  one  of  its  municipali- 
ties.  This  was  approved  and  afiSimed  by  the  Supreme  Court 
in  its  opinion.  The  cause,  having  been  remanded,  was  heard  in 
the  Circuit  Court  That  oourt  held  that,  under  the  laws  of  Vir- 
ginia and  the  ordinances  of  the  city  of  Richmond,  the  Southern 
Bell  Telephone  &  Telegraph  Company  has  no  right  to  use  the 
streets  of  that  city.  For  this  reason  it  denied  the  relief  asked, 
dissolved  the  injunction  theretofore  granted,  and  dismissed  the 
bilL  Leave  to  appeal  was  granted  upon  assignments  of  error, 
and  the  cause  is  here  upon  these. 

A.  L.  Holladay  and  Hill  Carter  f^Oeorge  H.  Fearans,  on  the 
brief),  for  appellant 

Henry  R.  Pollard,  City  Atty.,  for  appelleei 

Before  Simonton^  Circuit  Judg^  and  Brawley,  and  Pub- 
NELL,  District  Judges. 

SiMONTON,  Circuit  Judge  (after  stating  the  facts  as  above) : 
The  question  before  this  court  is  that  sent  down  by  the  Supreme 
Court  to  the  Circuit  Court:  what  rights  have  or  had  the  South- 
ern Bell  Telephone  &  Telegraph  Company,  under  the  laws  of 
Virginia  and  the  ordinances  of  the  city  of  Richmond,  to  con- 
struct, maintain,  and  operate  its  lines  in  the  streets  and  alleys 
of  that  city  ?  The  statute  law  of  the  State  of  Virginia  in  rela- 
tion to  telegraph  and  telephone  companies  is  found  in  chapter 
54  of  the  Code  of  1887  (sees.  1287,  1288,  1289,  1290).  Sec- 
tion 1287  is  as  follows: 

"Right  of  Telegraph  and  Telephone  Companies  to  Construct  and  Operate 
Lines. — ^Every  telegraph  and  every  telephone  company  incorporated  by  this 
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or  any  other  State,  or  by  the  United  States,  may  construct,  maintain  and 
operate  its  line  along  any  of  the  State  or  county  roads  or  works  and  over 
the  waters  of  the  State,  and  along  and  parallel  to  any  of  the  railroads  of 
the  State,  provided  the  ordinary  use  of  such  roads,  works,  railroads  and 
waters  be  not  thereby  obstructed;  and  along  or  over  the  streets  of  any 
eify  or  town  with  the  consent  of  the  council  thereof.'' 

It  may  be  noted  in  paissing  that  when  the  legiaLatare  is  grant- 
ing the  use  of  any  of  the  State  or  county  roads  or  works,  and 
over  the  wateirB  of  the  State,  and  along  or  parallel  to  its  rail- 
roads, it  states  the  conditions  in  f ulL  When  the  legislature 
oomes  to  the  use  of  streets  of  a  city  or  town,  it  refers  these  con- 
ditions to  the  council  of  such  city  or  town.  Section  1288  pro- 
vides for  contracts  for  rights  of  way.  Section  1289  provides, 
when  compensation  cannot  be  agreed  on,  how  ascertained ;  what 
title Ihe  company  acquires.    Section  1290  provides  as  follows: 

"Hight  of  Repeal  by  General  Assembly. — The  three  preceding  sections 
shall  be  subject  to  repeal,  alteration  or  modification,  and  the  rights  and 
prml^ges  acquired  thereunder  shall  be  subject  to  revocation  or  modification 
liy  the  general  assembly,  at  its  pleasure.'' 

Sections  1291,  1292,  1293,  and  1294,  relate  to  the  transac- 
tion of  the  business  of  telegraph  and  telephone  companies  after 
their  lines  are  up. 

Section  7  of  the  charter  of  the  city  of  Eichmond  is  as  fol- 
lows: 

To  doee  or  extend,  widen  or  narrow,  lay  out  and  graduate,  pave  and 
otherwise  improve  streets  and  public  alleys,  in  tbe  city,  and  bave  tbem 
properly  lighted  and  kept  in  good  order;  and  they  shall  have  over  any 
street  or  alley  in  the  city,  which  has  been  or  may  be  ceded  to  the  city,  like 
ftuthority  as  over  other  streets  or  alleys.  They  may  build  bridges  in, 
aodcolTerts  under,  said  streets;  and  may  prevent  or  remove  any  structure, 
obsimetion  or  encroachment  over  or  under,  or  in  a  street  or  alley,  or  any 
sidewalk  thereof,  and  may  have  shade  trees  planted  along  the  said  streets ; 
&od  no  company  shall  occupy  with  its  works  the  streets  of  the  city  with- 
ODt  tlie  consent  of  the  council."    Laws  1860-70,  p.  124. 

The  Southern  Bell  Telephone  &  Telegraph  Company  is  a  cor- 
poration of  the  State  of  New  York.  On  the  26th  of  June,  1884, 
tbe dty  council  of  Richmond  passed  the  following  ordinance: 
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"Qranting  the  right  of  way  throughout  the  city  to  the  Southern  Bell 
Telephone  k  Tel^^raph  Ckimpany. 

"Section  1.  Permiseion  ie  hereby  granted  the  Southern  B^l  Telephone 
Jt  Telegraph  Company  to  erect  poles  and  run  suitable  wires  thereon  for 
the  purpose  of  telephonic  communication  throughout  the  city  of  Richmond, 
on  the  public  streets  thereof,  on  such  routes  as  may  be  specified  and 
agreed  on  by  a  resolution  or  resolutions  of  the  conunittee  on  streets,  from 
time  to  time,  and  upon  the  conditions  and  under  the  provisions  of  this  ordi- 
nance. 

"Sec.  2.  On  any  route  conceded  by  the  committee  on  streets,  and  accepted 
by  the  company,  the  said  company  shall,  under  the  direction  of  the  city  en- 
gineer, so  place  its  poles  and  wires  as  to  allow  for  the  use  of  the  said  poles 
by  the  fire  alarm  and  police  telegraph,  in  all  cases  giving  the  choice  of 
position  to  the  ci^s  wires,  wherever  it  shall  be  deemed  advisable  by  the 
council  or  the  proper  committee  to  extend  the  fire  alarm  and  police  tele- 
graph over  such  route. 

"Sec  3.  The  telephone  company  to  furnish  telephone  cxehange  service  to 
the  city  at  a  special  reduoti<«  of  ten  dollars  per  annum  for  each  municipal 
station. 

''See.  4.  No  shade  trees  shall  be  disturbed,  eut  or  damaged  by  the  said 
company  in  the  prosecution  of  the  work  hereby  authorized  without  the  per- 
mission of  the  city  engineer  and  consent  of  the  owners  of  property  in  front 
of  which  such  trees  may  stand,  first  had  and  obtained;  and  all  work  author- 
ized by  iJiis  ordinance  shall  be,  in  every  respect^  subject  to  the  city  engi- 
neer's supervision  and  control. 

"Sec.  6.  This  ordinance  may  at  any  time  be  repealed  by  the  council  of  the 
city  of  Richmond;  such  repeal  to  take  effect  twelve  months  after  the  ordi- 
nance or  resolution  repealing  it  becomes  a  law." 

And  on  the  14:tli  of  Deoember^  1894:,  that  ordinance  was  re- 
pealed,  as  follows: 

"Repealing  an  ordinance  approved  June  26, 1884,  coneeming  the  Southern 
Bell  Telephone  and  Telegraph  Company. 

"Be  it  ordained  by  the  council  of  the  city  of  Richm^^nd,  that  the  ordinance 
approved  June  26,  1884,  granting  the  right  of  way  throughout  the  city  to 
the  Southern  Bell  Telephone  and  Telegraph  Company  be,  and  the  same  is 
hereby,  repealed;  that,  in  accordance  with  the  fifth  section  of  said  ordi- 
nance, all  privileges  and  rights  granted  by  said  ordinance  shall  cease  and  be 
determined  at  the  expiration  of  twelve  months  from  the  approval  of  this 
ordinance  by  the  mayor." 

The  appellants  contend:  That  all  their  rights  are  derived 
from  the  legislative  enactment.  That  they  have  no  right  to  use 
the  roads,  etc.,  of  the  State,  and  the  streets  of  the  cities  and 
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townSy  except  by  reason^  primarily,  of  that  enactment  That 
the  consent  of  the  counxdl  of  the  municipality  must  be  had  be- 
fore the  right  to  use  the  streets  which  is  granted  by  the  act  of 
assembly  can  be  exercised.  But,  such  consent  having  been  ob- 
tained, the  right  to  use  the  streets  is  referred  to  the  act  of  assem- 
bly, and  not  to  the  ordinance.  So  that  the  legislature  reserved 
to  itself  the  right  to  repeal,  alter,  and  modify  section  1287  and 
succeeding  sections,  and  to  revoke  and  modify  the  rights  and 
privileges  acquired  thereunder.  The  rights  and  privileges  of  the 
complainant  c<Hnpany,  including  that  of  constructing,  maintain- 
ing, and  operating  their  lines  on  the  streets  of  Richmond,  hav- 
ing been  acquired  under  the  act  of  assembly,  cannot  be  revoked 
or  modified  except  by  the  action  of  the  general  assembly ;  this 
right  having  been  expressly  reserved  by  it  This  being  so,  the 
attempt  of  the  city  council,  in  the  ordinance  of  1884,  to  reserve 
to  itself  the  right  to  repeal  that  ordinance  and  withdraw  the 
privileges  granted  thereunder,  is  ultra  vires  and  void. 

The  learning  of  the  counsel  for  the  appellant  has  brought  to 
the  attention  of  the  court  four  decisions  in  cases  of  this  charac- 
ter in  courts  of  last  resort  in  Pennsylvania,  Connecticut,  New 
Jersey,  and  Maryland.  In  Appeal  of  City  of  Pittsburg,  116 
Pa.  St  4,  7  Atl.  778,  an  act  of  assembly  gave  the  right  to  a 
corporation  to  enter  upon  any  public  lane;,  street,  alley,  or  high- 
way for  the  purpose  of  laying  down  pipes,  altering,  inspecting, 
and  repairing  the  same^  in  such  way  as  to  do  as  little  damage  as 
possible  to  the  highway,  and  to  impair  as  little  as  possible  the 
free  use  thereof,  and  subject  to  such  regulations  as  the  councils 
of  cities  should  by  ordinance  adopt  Another  section  of  the  act 
provided  that  new  companies  should  not  enter  upon  or  lay  down 
pipes  in  any  streets,  etc,  of  any  borough  or  city,  without  the 
assent  of  the  councils  thereof,  duly  passed  and  approved.  It 
was  held  that,  inasmuch  as  the  act  of  assembly  gave  detailed 
instructions  as  to  ihe  use  of  these  pipes,  the  only  thing  the  coun- 
cils could  do  was  to  assent  or  dissent  to  the  entry  of  a  company 
on  its  streets,  and  that  it  must  give  such  assent  without  condi- 
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tioDB  oneoraus  in  tiheinseilveB  and  tending  to  defeat  the  benevolent 
purposes  of  the  ax;t,  and  that^  having  once  assented^  they  oould 
not  revoke  the  consent 

In  State  v.  Mayor,  etc.,  of  City  of  Jersey  City  (N.  J.  Sup.), 
8  Atl.  123,  the  act  of  the  legislature  of  New  Jerseiy  provided : 

'That  any  telegraph  company  organised  by  virtne  of  this  act  [a  general 
act]  shall  have  full  power  to  use  the  public  roads  and  highways  in  the 
State  on  the  line  of  their  route  for  the  purposes  of  erecting  posts  or  poles 
on  the  same  to  suspend  wires  and  other  fixtures,  upon  first  obtaining  the 
consent  in  writing  of  the  owner  of  the  soil ;  provided,  however,  no  posts  or 
poles  shall  be  erected  on  any  street  of  an  incorporated  city  or  town  without 
first  ob.taining  from  the  incorporated  city  or  town  a  designation  of  the 
streets  in  which  the  same  shall  be  placed  and  the  manner  of  placing  the 
same." 

In  aocordanoe  with  this  act,  Jersey  City,  on  the  application  of 
the  Hudson  Telephone  Company,  designated  certain  streets  in 
that  city  in  which  its  poles  could  be  placed,  and  the  manner  of 
placing  the  sam&  The  company  complied  with  the  designation, . 
and  proceeded  to  place,  and  had  placed,  many  poles  in  the  streets 
designated.  The  city  council  then  repealed  the  ordinance  grant- 
ing the  permission.  The  court  held  that  this  repeal  was  inef- 
fective; the  company,  under  the  act,  having  obtained  a  vested 
rights  of  which  it  could  not  be  stripped  by  the  ordinance.  . 

In  Mayor,  etc.,  of  Baltimore  v.  BadecJce,  49  Mi  217,  these 
were  the  facts:  In  1866  Eadecke  applied  to  the  city  council  for 
permission  to  erect  and  use  on  his  premises  a  steam  engine  for 
the  purpose  of  his  business.  This  application  was  granted  by 
the  passage  of  a  resolution  containing  a  provision,  in  accord- 
ance with  a  city  ordinance  on  the  subject,  that  the  engine  was  to 
be  removed  after  six  months'  notice  to  that  effect  from  the 
mayor.  Eadecke  erected  his  engine  and  used  it  until  some  time 
in  1873.  He  then  received  a  notice  to  remove  it  He  refused  to 
do  so,  and  suit  was  entered  for  the  fine  in  such  case  provided. 
The  court  held  that  ample  power  had  been  given  to  the  city 
council  to  legislate  upon  the  subject  of  the  erection  and  use  of 
steam  engines  in  the  city ;  that,  as  to  the  necessity  for  municipal 
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legifilation  on  this  subjeet^  the  mayor  and  city  council  are  the 
exclusive  judges,  while  the  means  and  manner  of  enforcing  such 
legislation  are  committed  to  their  sound  discretion ;  that  this  dis- 
cretion, though  broad,  is  not  absolutely  and  in  all  cases  beyond 
judicial  control,  for  there  may  be  a  case  in  which  aa  ordinance 
passed  under  a  grant  of  power  like  this  is  so  clearly  unreason- 
able, so  arbitrary,  oppressive,  or  partial,  as  to  raise  the  presump- 
tion that  the  legislature  never  intended  to  confer  the  power  to 
pass  it,  and  to  justify  the  courts  in  interposing  and  setting  it 
aside  as  a  plain  abuse  of  authority ;  that  the  ordinance  in  quesr 
tioD,  requiring  the  removal  of  steam  engines  after  notice  from 
the  mayor,  did  not  prescribe  regulations  for  their  construction, 
location,  or  use,  but  committed  to  the  unrestrained  will  of  a 
single  public  officer  a  power  over  the  use  of  steam  within  the 
limits  Qf  Baltimore  practically  absolute,  so  that  he  may  prohibit 
it  altogether;  that  this  power  may  be  exercised  from  enmity  or 
prejudice,  from  partisan  zeal  or  animosity,  from  favoritism, 
and  other  improper  motives,  easy  of  concealment  and  difficult  of 
detection,  hardly  falls  within  the  domain  of  law,  and  is  void. 

Southport  V.  Ogden,  23  Conn.  128,  held  that,  when  an  act  of 
assembly  forbade  the  taking  of  oysters  during  certain  months 
of  the  year  in  any  waters  of  the  State,  a  municipal  ordinance 
forbidding  the  taking  of  oysters  within  the  bounds  of  the  muni- 
pality  for  certain  months  within  the  prescribed  period,  but  for 
fewer  months,  is  null  and  void,  as  in  conflict  with  the  act  of 
assembly,  and  as  making  a  party  liable  for  two  prosecutions  for 
the  same  act 

It  will  be  observed  that  in  the  Pittsburg  case,  the  legislature 
dealt  directly  with  the  company,  and  prescribed  its  duties.  But 
a  single  act  was  required  from  the  municipal  corporations.  That 
was  to  consent  or  refuse.  By  consenting  they  admitted  the  com- 
pany into  their  streets,  and  thenceforward  they  were  under  the 
provisions  set  out  at  large  in  the  act  of  assembly.  In  the  New 
Jersey  case,  also,  but  a  single  act  was  required  of  the  city  coun- 
cil,— the  selection  and  designation  of  the  streets  in  which  under 
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the  act  of  the  legislature,  the  campanj  set  up  its  poles^  strung  its 
wires,  and  conducted  its  business.  This  the  city  council  did. 
Thenceforward  the  telephone  company  proceeded  under  the  act 
of  the  legislature,  and  actually  put  up  its  poles.  It  was  too  late 
for  the  city  council  to  recede.  The  Connecticut  case  has  but  a 
remote  bearing  on  the  case  at  bar.  To  say  that  theore  is  a  con- 
flict between  the  State  l^slature  and  the  city  ordinance  would 
^  1'>6gSi^  the  question.  The  Maryland  case  will  be  commeiLted 
upon  hereafter. 

It  becomee  necessary  to  inquire,  what  are  the  rights  and  priv- 
ileges acquired  by  the  Southern  Bell  Telephone  &  Telegraph 
Company  under  this  act  of  the  general  assembly  of  Virginia  ? 
It  has  the  right  to  construct,  maintain  and  operate  its  line  along 
any  of  the  State  or  county  roads  or  works,  and  over  the  waters 
of  the  States  and  along  and  parallel  to  any  of  the  railroads  of  the 
State,  upon  one  condition  only ;  and  that  is  that  the  ordinary 
use  of  such  roads,  works,  railroads,  and  waters  be  not  obstructed. 
Thus  the  exercise  of  the  police  power  is  expressly  reserved.  And 
it  has  the  right  to  construct,  maintain,  and  operate  its  line  along 
or  over  the  streets  of  any  city  or  town  upon,  one  condition 
only, —  that  this  right  be  exercised  with  the  consent  of  the  connr 
cil  thereof.  So  the  entire  exercise  of  the  police  power  is  dele- 
gated to  the  municipality.  The  consent  of  the  council  is  an  in- 
dispensable condition,  as  well  to  the  construction  aa  to  the  main- 
tenance and  the  operation  of  the  line.  These  words,  ^^maintain 
and  operate^"  include  a  series  of  continuous  acts, — ^the  constant 
and  daily  use,  the  keeping  up  of  the  efficiency,  of  the  line.  To 
all  these  the  consent  of  the  council  is  necessary,  and  must  always 
be  given.  Had  the  act  of  assembly  simply  required  the  consent 
of  the  council  to  the  construction  of  the  line^  perhaps,  the  con- 
sent once  having  been  given,  the  line  could  then  have  been  main- 
tained and  operated  under  the  act,  subject  only  to  the  police 
power.  But  the  condition  requires  the  consent  of  the  council, 
not  only  to  the  act  of  construction,  but  to  the  continuous  and  con- 
tinuing acts  of  maintaining  and  operating  the  line.     Nor  is  this 
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inoonsiatemt  with  prior  legislative  action.  The  charter  of  Bicb 
mandy  ior  instance,  had  placed  its  streets  and  alleys  under  the 
sole  control,  Tegnlatio%  and  disposition  of  the  dty  counciL  The 
legislatoie  coald  not,  without  repealing  this  clause  of  its  charter, 
have  disposed  of  the  njse  of  the  streeta  and  alleys  without  its 
consent  It  is  true  that  the  legislature,  under  section  1290, 
could  have  repealed,  altered,  or  modified  all  the  provisionB  relate 
ing  to  telegraph  and  telephone  companies,  and  could  have  re- 
voked (^  modified  the  rights  and  privileges  acquired  hy  them, 
and,  it  may  be|,  can  authorize  the  use  of  the  streets  and  alleys 
wiAout  the  consent  of  the  council,  although  this  would  be  an 
enlargement  of  the  privileges  of  these  companies^  and  not  a  mod- 
ification. This  word,  properly,  is  to  qualify  or  restrict.  But 
to  do  this  the  general  assembly  must  not  only  repeal,  alter,  or 
amend  this  act,  but  also  the  charter  of  the  city.  Nor  can  it  be 
said  that  a  telephone  com;>any  owes  its  right  to  construct,  main- 
tain and  operate  its  lines^  within  the  UmitB  of  a  municipality, 
solely  to  the  action  of  the  general  assembly.  The  condition 
precedent  tx>  its  use  of  the  streets  and  alleys  of  the  municipality 
is  the  consent  of  the  counciL  Without  this  consent  it  can  do 
nothing.  And  the  most  reasonable  construction  is  that,  so  far 
aa  the  use  of  the  streets  and  alleys  is  concerned,  the  legislature 
has  del^ated  to  the  council  the  sole  right  of  bestowing  the  right 
and  privilege  upon  the  company.  When  the  company  use  these 
streetfi  and  alleys,  it  does  so,  not  because  the  general  assembly 
authorized  it^  but  because  the  council  has  consented  to  it  With- 
out sudi  consent,  it  can  set  up  no  authority  under  the  act  The 
distinction  between  the  cases  quoted  above  and  that  before  the 
court  lies  just  hereu  In  those  cases  but  one  thing  was  to  be  con- 
sented to  by  the  municipality, — ^the  laying  of  the  pipes  in  the 
streets  of  Pittsburg;  the  designation  of  such  streets  for  the  erec- 
tion of  poles  in  Jersey  City.  When  consent  for  this  was  given,  the 
condition  of  the  act  of  assembly  was  fulfilled.  In  the  case  be- 
fore the  court  the  city  council  must  consent  not  only  to  the  con- 
struction, but  to  the  maintenance  and  to  the  operation  of  the 
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line, — a  conseat  to  the  inception,  the  operatiog:^  the  oontinu- 
OU8  existence  of  the  Una  The  case  of  Mayor,  etc.,  of  Baltimore 
V,  Radecke,  49  Md.  217,  is  very  nearly  on  all  foars  with  the  case 
before  the  oourt  There  the  ordinance  distinctlj  notified  Rad- 
ecke that  he  erected  and  kept  np  his  steam  engine  subject  to  the 
right  of  the  mayor  to  revoke  the  privilega  The  oourt  (a  State 
court),  construing  an  ordinance  passed  under  the  supposed 
authority  of  the  legislature^,  declared  the  ordinance  unreaBonable 
and  void.  A  State  court  may,  perhaps,  have  the  power  to  do 
this.  We  doubt  very  much  if  this  lies  within  the  province  of  a 
Federal  court  The  construction  of  the  ordinance  in  question 
here  involves  no  Federal  question.  Its  validity  is  not  attacked 
as  repugnant  to  the  construction  or  application  of  the  constitu- 
tion of  the  United  States.  It  would  be  a  grave  stretch  of  author- 
ity in  a  Federal  court  to  sit  in  judgment  upon  and  criticise  the 
motives  of  a  body  established  purely  for  local  goveroment 

When  the  Southern  Bell  Telephone  &  Telegraph  Compaiiy 
applied  to  the  city  council  of  Richmond  for  its  consent  to  the 
construction,  maintenance,  and  operation  of  its  line  in  the 
streets  and  alleys  of  that  city,  the  ordinance  of  1884  was  passed. 
This  ordinance  gave  the  consent  desired,  and  expressed  the 
terms  on  which  such  consent  was  granted.  It  is  in  five  sections, 
and  each  section  specifies  the  conditions  on  which  the  consent  is 
given.  These  conditions  were  accepted  by  the  telephone  com- 
pany in  the  most  direct  and  satisfactory  way.  The  company 
acted  upon  them,  and  under  the  ordinance  constructed,  main- 
tained, and  operated  its  line.  Ko  question  is  made  as  to  the  fi^t 
four  conditions.  The  fifth  is  in  these  words :  "This  ordinance 
may  at  any  time  be  repealed  by  the  council  of  the  city  of  Rich- 
mond." Then  are  added  words  which  are  dearly  a  concession 
to  the  company :  "Such  repeal  to  take  effect  twelve  months  after 
the  ordinance  or  resolution  repealing  it  becomes  a  law/'  Under 
the  act  of  the  general  assembly,  the  council  could  consent  or 
refuse.  It  states  to  the  company  the  terms  on  which  it  will  give 
its  consent  These  terms  were  accepted  by  the  oompany^  ond 
the  ordinance  discloses  the  contract  between  them.     If  the  terms 
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were  distasteful  to  the  company,  it  could  have  refused  ^em,  or, 
at  the  least,  protested  against  them.    It  is  contended  that  under 
the  act  of  the  legislature  the  city  council  could  give  only  a  catcr 
gorical  answer  to  the  request  for  ite  consent,  "Yes"  or  "No," 
without  terms  or  conditions.     But  as  the  act  itself  expressed  no 
regulations  to  be  observed  by  a  telegraph  or  telephone  company 
in  its  use  of  the  streets  or  alleys  of  a  municipality,  although  it 
had  done  this  to  the  use  of  county  and  State  roads,  etc,  clearly 
in  referring  such  a  company  to  a  municipal  council,  it  was  in- 
tended that  the  council  could  state  the  proper  measures  for  pro- 
tecting the  streets,  alleys  and  the  public     Especially  is  this  so 
when  the  consent  must  be  obtained,  not  only  to  construct,  but 
to  maintain  and  operate,  the  lines.     Again,  it  is  contended  that 
under  the  provisions  of  the  act  of  assembly  the  city  council  of 
Richmond  had  authority  only  to  consent  or  refuse  permissioTi 
to  the  Southern  Bell  Telephone  &  Telegraph  Company  to  con- 
struct, maintain,  and  operate  its  line  in  that  city,  and  that  such 
consent  or  refusal  must  have  been  given  without  any  qualifica- 
tion or  condition  whatever.     It  must  have  been  a  categorical 
"Yes"  or  "No."     But  the  city  council  did  in  fact  express  con- 
ditions and  qualifications  in  giving  its  consent.     It  may  safely 
be  assumed  that,  without  such  qualifications  and  conditions,  con- 
sent would  not  have  been  given ;  that  they  were  the  reasons  and 
motive  cause  for  the  consent.     Then,  if  the  city  council  could 
not  have  given — ^had  no  authority  to  give — a  conditional  or 
qualified  consent,  its  attempt  to  consent  was  unauthorized,  tdtra 
vire^,  and  void,  and  in  fact  it  never  has  consented  in  the  only 
way  in  which  complainants  maintain  it  could  consent     From 
this  point  of  view,  the  condition  precedent  of  the  act  of  the 
general  assembly  has  not  been  performed.     In  order  to  maintain 
and  operate  its  line  in  Bichmond,  the  telephone  company  is  witbr 
out  the  consent  of  the  council,  and  must  obtain  it     We  see  no 
error  m  the  judgment  of  the  Circuit  Court     Its  decree  is 
affirmed. 


NoiK. — See  note  2  at  end  of  Part  I. 
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State  xz  bjel.  Spokakx  &  British  Coltjitbia  Txlefhons  & 
txlsoraph  compakt  v.  citt  of  spokanx  xt  al. 

Wa9hingt<m  Supreme  Oourtf  February  IS,  1001. 
TBUEPHOini  APPUAiroBB  nr  uTiiirm    MmraoiPAi.  ooktbol 


The  refasal  of  municipal  authorities,  empowered  by  statute  to  authorise  or 
prohibit  the  use  of  electricity  in  streets,  to  permit  a  certain  company  to 
erect  wires  in  the  streets  does  not  render  exclusive  the  right,  previously 
given  to  another  company,  and  so  is  not  obnozioQS  to  a  ocmstitutional 
provision  prohibiting  the  grant  of  such  exclusive  privileges. 

A  constitutional  provision  that  any  corporation  shall  have  the  right  to 
eonstruct  telephone  lines  within  the  State,  and  that  all  such  companies 
are  oommon  carriers  and  shall  have  the  right  of  eminent  domain,  and  that 
the  l^^lature  shall  provide  reasonable  regulations  to  give  effect  to  the 
section,  is  not  self -operative,  and  hence,  in  the  absence  of  legislative  regu- 
lation, does  not  confer  on  tdephone  companies  the  right  to  use  the  streets 
of  a  city. 

Under  a  statute  authorizing  the  eonstmction  of  all  necessary  telephone 
lines  for  public  service  along  and  on  any  public  street  or  highway,  out 
which  provides  that,  where  the  right  of  way  is  within  the  corporate  limits 
of  a  city,  the  consent  of  the  dty  eouncil  shall  be  obtained  before  the  line 
can  be  erected^ — 

Held,  that  a  city  has  power  to  refuse  to  allow  a  telephone  company  to  use 
its  streets  and  that  its  authority  is  not  limited  to  a  reasonable  regula- 
tion of  the  method  of  using  streets  for  such  purposes;  the  power  to  re- 
fuse being  correlative  to  the  power  to  consent. 

Oases  of  this  series  cited  in  opinion;  Cincinnati  /nol.  PI,  By,  Co,  v.  Bubur- 
ban  Tel,  Aesn,,  vol.  3,  p.  443 ;  Hudson  River  Teleph,  Co.  v,  WaiervUet  T.  d 
Jnhahitanie  of  Summui  Tp,  v,  N,  7,  d  N,  J,  Teleph  Co,,  vol.  7,  p.  68;  So, 
BeU  Teleph,  Co,  v,  Biohmond,  voL  7,  p.  88. 

Appeal  from  judgment  of  Superior  Courts  Spokane  County, 
quashing  a  writ  of  mandamus  to  compel  the  respondentB  to  oon- 
sent  to  the  use  of  the  streets  of  the  city  of  Spokane  by  relator 
for  the  erection  of  telephone  lines. 

8toU  dk  Macdonald,  nerdey,  Eellam  <6  LindsUy,  and  W.  8. 
Dawson,  for  appellant 

Fred  M,  Dudley,  for  respondents. 


WASHINGTON,  1901.  97 

State  V.  City  of  Spokane. 

RBAYiSy  C.  J.:     The  appellant  (plaintiff)  is  a  oorporation 
created  under  the  laws  of  the  State  for  the  purpose  of  oonstruct- 
ing  and  operating  a  telephone  line  and  Bystem  within  this  State 
between  the  Canadian  boundary  on  the  north  and  the  city  of 
Spokana  on  the  south.     It  made  application  to  the  city  of  Spo- 
kane for  the  city's  consent  to  erect  its  telephone  poles  and  con- 
struct its  wires  through  the  streets  of  the  city.     In  its  applica- 
tion it  offered  to  submit  to  audi  reasonable  rules  and  regulations 
as  might  be  imposed  by  the  city.     Upon  consideration  of  the 
application  by  the  city  council,  such  consent  was  refused.     Ap- 
pellant thereafter  instituted  proceedings  in  the  nature  of  man- 
damus to  compel  the  city  to  give  its  consent  to  the  construction 
and  operation  of  appellant's  telephone  system,  and  that  the 
city  be  required  to  prescribe  reasonable  rules  and  regulations 
therefor.     The  affidavit  upon  which  the  application  was  based 
states  that  appellant  was  willing  to  abide  by  and  conform  to  any 
reasonable  rules  and  regulations  imposed  by  the  city ;  that  it  had 
built  and  was  operating  and  maintaining  a  system  of  telephone;: 
between  the  town  of  Northport  and  the  cily  of  Spokane^  a  branch 
line  from  the  town  of  Meyers  Falls  to  the  town  of  Bepublic,  and 
another  line  from  Bossbui^  to  the  boundary  line  between  the 
United  States  and  Canada,  connecting  with  towns  in  the  province 
of  British  Columbia;  that  it  was  under  contractual  relations 
with  another  company  owning  and  operating  telephones  in  the 
province  of  British  Columbia  by  which  it  was  required  to  deliver 
the  messages  of  the  foreign  company  within  this  State,  and  espe- 
cially within  the  city  of  Spokane;  that  in  1896  it  had  entered 
into  a  contract  with  the  Inland  Telephone  &  Telegraph  Ex- 
chane,  in  the  city  of  Spokane,  owning  and  operating  lines  of 
telephone  in  Idaho,  Oregon,  California,  and  elsewhere  in  this 
State ;  that  under  the  terms  of  such  contract  the  wires  of  appel- 
lant were  connected  with  the  central  office  of  the  Inland  Tele- 
phone &  Telegraph  Company  in  the  city  of  Spokane,  and,  as 
ooftasion  required,  were  connected  with  the  system  of  the  Inland 
Telephone  Company  and  the  telephones  of  its  nimaerous  sub- 

voL.  vn — 7. 
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scribers  in  the  city  of  Spoikane;  that^  by  reaBon  of  such  contract, 
appellant  had  procured  a  large  and  lucrative  business^  which 
produced  an  income  of  many  thousand  dollars  per  month,  and 
was  rapidly  increasing;  that  in  Jime,  1899,  the  Inland  Tele- 
phone Company  terminated  its  contract  with  appellant  and  sev- 
ered its  Unes  from  its  office,  rendering  impossible  any  oommuni- 
oation  from  appellant's  lines  to  those  of  the  Inland  Company, 
and  making  communication  impossible  between  the  customers 
and  patrons  of  appeUant  and  persons  having  telephones  in  offices 
or  residences  in  the  city  of  Spokane;  and  that^  to  enable  appel- 
lant to  properly  transact  its  business  and  give  proper  service  to 
the  public  as  a  common  carrier,  it  became  neoessajy  for  appel- 
lant to  establish  an  exchange  at  the  city  of  Spokane.  An  alter- 
native writ  of  mandamus  was  issued  from  the  Superior  Court. 
The  respondent  city  appeared  and  demurred  to  the  writ,  and 
moved  that  the  same  be  quashed.  The  demurrer  was  sustained. 
Pertinent  to  the  issues  involved  in  the  controversy  axe  the 
following  provisions  of  the  constitution  of  Washington: 

"No  law  shall  be  paaaed  granting  to  any  citizen,  class  of  citizens,  or  por- 
poration,  other  than  municipal  privileges  or  immunities  which,  upon  the 
tame  terms,  shall  not  equally  belong  to  all  citizens  or  corporations."  Ar- 
ticle 1,  sec.  12.  "Any  association  or  corporation,  or  the  lessees  or  managers 
thereof,  organized  for  the  purpose,  or  any  individual,  shall  have  the  right  to 
construct  and  maintain  lines  of  telegraph  and  telephone  within  this  State, 
and  said  companies  shall  receive  and  transmit  each  other's  messages  with- 
out delay  or  discrimination,  and  all  of  such  companies  are  hereby  de- 
clared to  be  common  carriers  and  subject  to  legislative  control.  Railroad 
corporations  organized  or  doing  business  in  this  State  shall  allow  telegraph 
and  telephone  corporations  and  companies  to  construct  and  maintain  tele- 
graph lines  on  and  along  the  rights-of-way  of  such  railroads  and  railroad 
companies,  and  no  railroad  corporation  organized  or  doing  business  in  this 
State  shall  allow  any  telegraph  corporation  or  company  any  facilities, 
privileges,  or  rates  for  transportation  of  men  or  material  or  for  repairing 
their  lines  not  allowed  to  all  telegraph  companies.  The  right  of  eminent 
domain  is  hereby  extended  to  all  telegraph  and  telephone  companies.  The 
legislature  shaU,  by  geperal  law  of  uniform  operation,  provide  reasonable 
regulations  to  give  effect  to  this  section."    Article  12,  sec.  19. 

Paragraph  7,  section  739,  Ballinger's  Ann.  Codes  &  St,  vests 
cities  of  the  first  class,  of  which  respondent  is  one,  with  power 
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''to  lay  out,  establish,  opeI^  alter,  widen,  extend,  grade,  pave, 
plank,  establish  grades,  or  otherwise  improve  streets,  alleys^  ave- 
nues, sidewalks,  wharves,  parks,  and  other  public  grounds ;  and 
to  regulate  and  control  the  use  thereof,  and  to  vacate  the  same, 
and  to  authorize  otr  prohibit  the  use  of  electricity  at,  in  or  upon 
any  of  said  streets,  or  for  other  purposes^  and  to  prescribe  the 
terms  and  conditions  upon  which  the  same  may  be  so  used,  and  to 
regulate  the  use  thereof/'    Section  4369,  id.,  provides: 

''Any  tdegraph  or  telephone  corporation  or  eompany,  or  the  lessees  there- 
of, doing  business  in  this  State,  shall  have  the  right  to  construct  and  main- 
tain all  necessary  lines  of  telegi-aph  or  telephone  for  public  traffic  along  and 
upon  any  public  road,  street,  or  highway,  along  or  across  the  right-of-way  of 
any  railroad  corporation,  and  may  erect  poles,  piers,  or  abutments  for  sup- 
porting the  insulators,  wires  and  any  other  necessary  fixtures  of  their  lines, 
in  such  manner  and  at  such  points  as  not  to  incommode  the  public  use  of  the 
railrt»ad  or  highway,  or  interrupt  the  navigation  of  the  waters;  provided, 
that  when  the  right-of-way  of  such  corporation  has  not  been  acquired  by  or 
through  any  grant  or  donation  from  the  United  States,  or  this  State,  any 
county,  city  or  town  therein,  then  the  right  to  construct  and  maintain  such 
lines  shall  be  secured  only  by  the  exercise  of  the  right  of  eminent  domain, 
as  provided  by  law;  provided  further,  that  where  the  right-of-way,  as 
herein  contemplated,  is  within  the  corporate  limits  of  any  incorporated  city, 
the  consent  of  the  city  council  thereof  shall  be  first  obtained  before  such 
tdegraph  or  telephone  lines  can  be  erected  thereon." 

1.  The  issue  involved  is  succinctly  stated  by  counsel  for  appel- 
lant: "Has  the  city  council  the  power  to  refuse  the  use  of  its 
streets  to  a  corporation  competent  and  qualified  to  erect  a  tele- 
phone exchange  within  the  city  ?"  Counsel  have  first  addressed 
themsdves  to  constitutional  rights,  and  maintain  that  section 
12,  art  1,  of  the  constitution,  supra,  inhibits  municipalities 
from  granting  exclusive  franchises,  and  that,  as  such  franchise 
has  been  granted  to  one  telephone  company  by  the  dly,  the  re- 
fusal to  grant  another  to  appellant  in  fact  constitutes  the  first 
grant  an  exclusive  one;  and  well-considered  authority  is  cited 
to  sustain  the  principle  that  neillier  the  city  nor  the  legislature 
may  grant  exclusive  privileges.  Among  them  are  Norwich  Oas- 
light  Co.  V.  Norwich  City  Oas  Co.,  25  Conn.  18;  Attorney 
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General  v.  Cincinnati  Oaslight  A  Coke  Co.,  18  Ohio  St.  262. 
The  argument  againfit  the  power  to  grant  an  ezclnaive  privilege 
is  sound,  aixd  is  fully  sustained  in  the  rule  announced  bv  this 
court  in  North  Springs  Water  Co.  v.  City  of  Tacoma,  21  Wash. 
51?.  But  the  question  of  the  power  to  grant  an  exclusive  privi- 
lege cannot  arise  here.  If  the  city  had  attempted  to  grant  such 
privil^es  to  a  telephone  company,  so  as  to  disable  itself  from 
consenting  to  the  constructioiii  of  another  telephone  system 
through  its  streets,  such  attempt  would  be  void  and  beyond  its 
power.  The  city  cannot  by  ordinance  or  contract  disable  itself 
to  consent  to  the  erection  of  telephone  lines  upon  its  streets.  The 
volition  to  consent  or  refuse  is  one  of  the  powers  vested  by  the 
legislature  in  cities  of  the  first  class,  and  this  continuing  power 
cannot  be  devested  without  the  sanction  of  the  legislatur&  The 
legislature,  within  constitutional  limitations,  has  sovereign  con- 
trol of  the  streets  and  highways  of  the  State  and  the  cities.  The 
primary  purpose  for  which  highways  and  streets  are  established 
and  maintained  is  for  the  convenience  of  public  traveL  The  use 
of  such  highways  and  streets  for  water  mains,  gas  pipes,  tele- 
phone and  telegraph  lines  is  seoondary  and  subordinate  to  the 
primary  use  for  travel,  and  such  secondary  use  is  permissible 
only  when  not  inconsistent  with  the  primary  object  of  the  estab- 
lishment of  such  ways.  Cincinnaii  InclinedrPlane  Ry.  Co.  v. 
City  £  Suburban  Tel  Ass'n  (Ohio,),  3  Am.  ElectL  Gas.  443,  27 
N".  E.  890;  Hudson  River  Tel.  Co.  v.  Watervliet  Turnpike  <6  R. 
Co.  (N.  Y.),  4  Am-  ElecU.  Cas.  275,  32  N.  E.  148;  Halsey  v. 
Railway  Co.  (N.  J.  Ch.),  3  Aul  ElectL  Cas.  283,  20  Atl.  859. 
It  would  seem  that,  within  the  fundamental  limitations  men- 
tioned, the  legislative  control  of  ways  and  streets  for  the  secr 
ondajy  use  is  absolute,  and  that  the  legislative  discretion  in  this 
regard  is  not  subject  to  judicial  intervention.  That  the  legisla- 
ture may  delegate  to  municipalities  such  powers  and  act  through 
their  instrumentality  is  unquestioned.  2  DilL  Mun.  Corp.  (3d 
ed.)  sees.  705,  724;  Pacific  R.  Co.  v.  City  of  Leavenworth,  18 
Fed.  Cas.  953  (No.  10,649).     The  city  streets  are  limited  in 
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dimenfiion^  It  is  apparent  that  the  secondary  nsee  of  the  streets 
axe  physically  restricted.  When  such  limit  is  approached  or 
reached  must  be  determined  by  some  competent  authority.  The 
inconvenience^  too,  of  the  obstruction  of  the  streets  for  any 
secondary  uses,  and  also  the  brealdng  up  of  the  solid  surface, 
which  is  frequently  of  stone  and  other  expensive  material,  all 
suggest  the  propriety  of  the  control  of  such  uses  in  the  discretion 
of  the  municipality.  It  is  further  urged  that  section  19,  art  12, 
of  the  constitution  declares  the  right  of  any  corporation  or  indi- 
vidual to  construct  and  maintain  lines  of  telegraph  and  tele- 
phone within  the  State^  and  that  such  lines  are  declared  to  be 
common  carriers^  and  the  right  of  eminent  domain  was  extended 
to  them.  It  may  be  observed  that,  in  the  absence  of  such  consti- 
tutional provision,  telegraph  and  telephone  oompaniee  oould 
derive  such  rights  from  the  legislature,  and  it  may  also  be  seen 
that  the  same  section  imposes  the  duty  on  the  legislature  to  pro- 
Tide  by  general  law  reasonable  regulations  to  give  effect  to  the 
section.  The  important  feature  of  the  section  seems  to  be  the 
duty  imposed  on  the  right  of  way  of  railroad  corporations.  The 
section  of  the  constitution,  however,  is  not  self -operative,  but 
requires  the  action  of  the  legislature  to  give  it  effect  There  is 
no  prescription  of  rights  referable  to  the  roads,  highways,  and 
streets  of  the  State.  The  obvious  construction  of  this  pro- 
vision is  that  all  such  rights  were  left  to  the  discretion  of  the  leg- 
islature. The  only  right  absolutely  declared  is  to  maintain  lines 
of  telegraph  and  telephone  within  the  State. 

2.  It  may  be  observed,  then,  that  section  4369,  Ballingeor'fl 
Ann.  Codes  &  St,  is  pursuant  to  the  constitutional  declaration 
upon  the  subject  of  telegraphs  and  telephones.  The  statute 
authorizes  the  construction  and  maintenance  of  all  necessary 
lines  of  telegraph  and  telephone  for  public  service  along  and 
upon  any  public  road,  street,  or  highway.  But  when  the  right 
of  way  has  not  been  acquired  b^  grant  or  donation  from  the 
United  States  or  the  State,  or  any  county,  city,  or  town,  the  right 
must  be  secured  by  liie  exercise  of  eminant  domain;  and  it  is 
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further  declared  ''that  where  the  right  of  way,  as  herein  caateci- 
plated,  is  within  the  corporate  limits  of  any  incorporated  citVy 
the  oonsent  of  the  city  council  thereof  shall  be  first  obtained  be^ 
fore  such  telegraph  or  telephone  line  can  be  erected  tfaareoik" 
The  contention  of  counsel  for  appellant  that  the  statute  limits 
the  authority  of  the  city  council  to  reasonable  and  proper  regula- 
tionsy  and  to  prescribing  the  method  in  which  telegraph  and  tele- 
phone companies  shall  construct  and  operate  their  lines,  cannot 
be  conceded.    As  has  been  seen,  by  another  statute,  the  authority 
to  regulate  and  of  complete  control  of  such  lines  has  been  given. 
The  power  to  refuse  is  correlative  with  the  power  to  consent,  and 
such  power  is  plainly  authorized  by  the  statuta    The  first  clause 
of  the  section  grants  the  easement  along  any  public  road,  street^ 
or  highway,  and  across  the  right  of  way  of  any  railroad  corpora- 
tion, in  such  manner  ss  not  to  incommode  the  public  use  of  the 
railway  or  highway.     This  provision  reserves    the   necessary 
power  of  police  regulation  everywhere  in  the  State,  and  it  has 
been  seen  that  the  same  power  to  regulate  and  control  the  use 
of  the  street  was  in  apt  terms  conferred  upon  cities  of  the  first 
class.    The  authorities  cited  by  appellant  in  Inhabitants  of  Sum- 
mit Tp.  V.  New  York  £  N.  J.  Teleph.  Co.  (N.  J.  Ch.),  7  Am. 
Eleca  CaA.  58,  41  AiL  146,  and  Atlantic  City  Waterworks  v. 
Consumers^  Water  Co..  (N.  J.  Ch),  15  Atl.  583,  construe  differ- 
ent grants  of  power  and  upon  different  states  of  fact  from  those 
appearing  in  the  case  at  bar  and  under  our  statute.    In  addition 
to  the  reasons  suggested  heretofore  for  imposing  the  powers  and 
duties  upon  municipalitieB  to  control  the  streets,  it  is  pertinjent 
to  refer  to  the  long  usage  in  this  country  for  vesting  such  author- 
ity in  mimicipalities.    Such  usage  is  historical,  and  is  expressed 
in  many  statutes  in  the  different  States  and  in  the  mother  coun- 
try.   The  people  of  a  municipality,  who  incur  and  pay  the  ex- 
penses for  the  construction  and  maintenance  of  their  streets^  and 
who  largely  use  them,  are  usually  most  capable  of  exercising 
discretion  in  the  secondary  and  subordinate  purposes  for  which 
their  streets  shall  be  used.    A  recent  case  from  the  Circuit  Court 
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of  Appeals  of  llie  Fourth  Circiiit  (Southern  Bell  Telephone  A 
Telegraph  Co.  v.  City  of  Richmond,  7  Am.  ElectL  Cas.  83,  103 
Fed.  31)  I  in  wiiioh  the  statute  of  the  State  of  Virginia  upon  the 
particular  controversy  involved  is  substantiallj  the  same  as  our 
statute,  is  veiy  much  in  point  hora  Under  the  Viiginia  statute 
llie  power  of  the  city  council  to  withhold  oonsent  or  attach 
any  conditions  thereto  was  fully  sustained.  The  judgment  is 
affirmed. 

DuNBAB  and  Andebs,  JJ.,  concur. 


KoiK. — See  note  2  at  end  of  Part  L 
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WtMooruin  Supreme  Court,  April  4,  1899. 

(102  Wis.  604.) 

Tblephonk  Lms — ^Municipal  contbol. 

The  right  of  a  telephone  company  to  occupy  streets  with  its  appliances  is 
subject  in  the  exercise  of  such  right  to  the  provisions  of  a  city  charter 
that  no  obstructions  shall  be  placed  in  streets  without  the  direction  and 
consent  of  specified  municipal  officers;  and  the  fact  that  no  ordinance 
vpon  the  subject  of  obstructions  has  been  enacted  is  immaterial. 

The  ooort  wiU  not  usurp  the  power  of  the  municipal  authorities  to  grant 
pennission  to  place  poles  in  specified  streets. 

Gases  of  this  series  cited  in  opinion:  Wieoonein  Teleph.  Co.  v.  Oahkoeh, 
▼ol.  1,  p.  687;  RohertB  v.  Wiaoonain  Teleph.  Co.,  vol.  3,  p.  471;  Hudeon 
River  Teleph.  Co.  v.  WaiervUet,  do.  Ry.  Co.,  vol.  4,  p.  275;  XJtioa  v.  Utioa 
Teleph.  Co.,  vol.  7,  p.  67 ;  Monongahela  City  v.  Monongahela  Eleo.  Light 
Co.,  Tol.  4,  p.  63;  State  «.  Janeetfille  8t.  Ry.  Co.,  voL  4,  p.  289. 

Appeal  by  defendant  from  order  of  Circuit   Courts   Wood 
coontj^  denying  motion  to  dissolve  preliminary  injimction. 
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The  defendant^  the  Wisoonsiii  Telephone  Com^Bnjy  is  a  cor- 
poration organized  under  the  laws  of  this  State,  and  is  author- 
ized by  its  charter  to  build  tselephone  lines  and  to  conduct  a  tele- 
phone business  in  this  Stata  It  maintains  75  differeoit  tele- 
phone exchanges  in  the  citiee  and  towns  of  Wisconsin,  with 
wires,  strung  on  poles^  connecting  said  exchanges  with  each  other 
and  with  exchanges  in  other  States.  It  has  constructed  a  line 
from  the  city  of  Stevens  Point,  westerly,  to  the  city  of  Chippewa 
Falls,  passing  just  outside  the  northerly  limits  of  the  city  of 
Mardifield,  which  was  completed  in  the  spring  of  1898.  It  was 
desirous  of  establishing  a  public  station  in  said  city,  and  pro- 
posed to  construct  a  line  of  poles  along  Central  avenue  to  some 
convenient  point  where  the  station  was  to  be  located.  Central 
avenue  is  the  main  business  street  of  the  city,  and  has  been  pavod 
along  the  business  portion  thereof,  and  upon  it  the  greater  por- 
tion of  the  travel  and  business  of  the  city  is  dona  It  has  been 
the  policy  of  the  city  to  keep  that  portion  of  this  street  between 
D  and  Sixth  streets  clear  of  all  obstructions^  and  for  more  than 
five  years  it  has  uniformly  denied  to  all  persons  the  privilege 
of  placing  telephone^  telegraph,  electric  light  or  other  poles 
in  or  along  the  sama  In  February,  1898,  the  city  granted  to  R. 
L.  Kraus  and  K.  W.  Doege  an  exclusive  permit  of  15  years  to 
erect  and  maintain  a  system  of  wires  and  poles  upon  the  streets 
of  said  city,  for  the  purpose  of  establishing  a  telephone  exchange 
therein,  upon  certain  conditioDS,  specified  in  the  ordinanoe,  and 
under  the  direction  of  the  board  of  public  works^  On  October 
14, 1898,  the  defendant  with  a  force  of  men  commenced  the  erec- 
tion of  a  run  of  poles  from  the  intersection  of  its  main  line  with 
Central  avenue,  southerly  along  said  avenue,  towards  the  central 
and  main  portion  of  the  city,  and  placed  and  set  a  number  of 
poles  therein,  without  permission  of  any  of  the  city  authorities. 
The  latter  objected  to  this  procedure,  and  under  their  direction 
the  poles  so  set  were  chopped  down  and  removed.  Thereupon 
the  eify  commenced  this  action  to  restrain  defendants  from  plac- 
ing any  poles  on  Oontral  avenue^  or  in  any  of  the  streets  of  the 
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dty,  except  uxider  the  direction  and  with  the  consent  of  the 
board  of  public  works;  claiming  that  the  digging  up  of  the  soil 
and  pavement^  and  the  placing  of  poles  in  said  street^  would  be 
a  permanent  injury  and  obstruction  theretcx  A  temporary  in- 
junction was  obtained  and  served.  Thereupon  defendants  ob- 
tained an  order  to  show  cause  why  the  injunctional  order  should 
noi  be  vacated.  On  the  hearing  the  defendants  submitted  a 
modified  motion^  to  the  effect  that^  if  the  court  should  be  of  opin- 
ion that  the  defendants  should  be  restrained  from  constructing 
their  line  upon  Central  avenue,  then  that  the  order  be  so  modi- 
fied as  to  permit  ihe  line  to  be  constructed  upon  some  other 
streets  in  said  city.  Both  motions  were  denied,  and  the  original 
order  was  allowed  to  stand.  This  appeal  is  to  review  the  order 
denying  the  motion  to  dissolve  the  injunction. 

Miller,  Noyes,  MUler  <6  WM,  for  appeUant 

P.  A.  WUliamB,  for  respondent; 

Bakdsxn,  J.  (after  stating  the  facts) :  Both  parties  admit  the 
public  character  of  the  streets  of  a  city  and  the  almost  omnipo- 
tent control  of  the  legislature  over  their  use.  The  city  does  not 
own,  and  cannot  alien,  its  streets.  It  cannot  rightfully  author- 
ize obstructions  therein  without  legislative  authority.  Its  duties 
and  obUgatioDB  with  respect  thereto  are  defined  in  its  charter. 
The  general  law  grants  powers  and  privileges  to  persons  or  cor- 
porations like  Ihe  defendant  company,  to  be  exercised  by  munici- 
pal consent  or  subject  to  municipal  limitations.  Section  1778, 
Rev.  St  1898,  under  the  interpretation  of  this  court,  authorizes 
the  use  of  the  highways  of  this  State  by  corporations  like  the  de- 
fendant, by  their  poles  and  wires,  provided  they  are  so  set  as  not 
Id  obstruct  or  incommode  the  public  use  thereof.  Wis.  Teleph.  Co. 
V.  Oshkosh,  1  Am.  EleetL  Cas.  687,  62  Wis.  32 ;  Roberts  v.  Tele- 
phone Co.,  3  Am.  Electl.  Cas.  471,  77  Wis.  589.  And  see  State 
V.  JaneavUle  81  By.  Co.,  4  Amu  EleetL  Cas.  289,  87  Wis.  72. 
It  is  eonoeded  by  appellant  that  this  section  does  not  deorive 
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citieB  of  tlieir  power  of  police  control  over  the  maimer  in  which 
such  work  shall  be  done,  and  that  they  may  adopt^  by  ordinance^ 
.all  reasonable  regulations  for  the  location  and  use  of  telej^one 
polee  and  wires  in  the  streets.  Section  4,  subd.  4,  c  160,  Laws 
1891  (plaintiff's  chaiter),  provides  that: 

"The  oommon  council  shall  haye  authority  by  ordinances,  resolutions,  In- 
laws or  regulations:  *  *  *  (26)  To  lay  out,  make,  open  and  keep  in 
repair,  alter  or  discontinue,  any  highways,  streets,  lanes  or  alleys,  and  to 
keep  them  free  from  incumbrances  and  to  protect  them  from  injury.  (27) 
To  establish  and  alter  the  grades  ol  streets,  and  to  regulate  the  manner  of 
using  the  streets  in  said  city,  and  to  protect  the  same  from  injury  by  ve- 
hicles used  thereon." 

Construing  similar  provisions  in  the  charter  of  the  city  of 
Janesville,  this  oourt^  in  87  Wis.  72,  before  cited,  said :  ''There 
can  be  no  question,  at  this  late  day,  but  that  our  municipal  cor- 
porations may  make  all  reasonable  regulations  for  the  locatioQ 
and  use  of  electric  wires  in  the  streets^  and  require  all  reasonable 
safeguards  for  the  sama  The  question  is  virtually  settled  in 
this  State  by  our  own  decisions.''  The  author'. tics  and  decisions 
there  cited  seem  fully  to  warrant  that  conclusion.  That^  in  the 
exercise  of  this  power,  the  city  authorities  may  go  so  far  as  to 
prohibit  the  incumbering  by  telephone  poles  of  certain  of  its 
streets,  in  the  exercise  of  a  reasonable  discretion^  is  equally  dear. 
Such  right  necessarily  follows  from  the  grant  of  the  power  to 
regulata  It  is  also  implied  from  the  fact  that  the  dominant 
purpose  of  a  street  is  for  public  passage,  and  any  appropriation 
of  it  by  a  legislative  sanction  to  other  objects  must  be  deemed 
to  be  in  subordination  to  this  use^,  unless  a  contrary  intent  is 
clearly  expressed.  Hudson  River  Teleph,  Co.  v.  Watervliet 
Turnpike  &  Railway  Co.,  4  xim.  Electl.  Cas.  276,  136  N.  T. 
393 ;  City  of  Vtica  v.  Utica  Teleph.  Co.,  7  Am.  ElectL  Cas.  67, 
24  App.  Div.  361.  Or,  to  state  the  rule  in  another  way:  "All 
legislative  grants  to  private  corporations  to  occupy  streets  with 
electrical  appliances  are  impliedly,  if  not  expressly,  subject  to 
police  powers  of  the  municipality,  both  to  dictate  and  to  change 
location  of  such  plant"  Monongahela  City  v.  Monongahela  Elec- 
tric Light  Co.,  4  Am.  Electl.  C5as.  63. 
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But,  it  is  said,  the  city  of  Marshfield  has  never  passed  any 
ordinance  or  by-law  regulating  the  placing  of  poles  in  its  streets, 
and  it  is  argued  that,  as  defendants  were  not  violating  any  regu- 
lation in  that  respect,  this  action  cannot  be  maintained*  Section 
7,  c.  11,  of  the  charter  provides: 

"No  bailding  shall  be  moved  through  the  streets  or  obstnictiom  be 
placed  therein  without  a  written  permit  therefor  granted  hy  the  board  of 
public  works.  Said  board  shall  have  the  power  to  determine  the  time  and 
manner  of  using  the  streets  for  laying  or  changing  water  pipes,  or  placing 
and  maintaining  electric  lights,  telegraph  and  telephone  poles;  provided, 
however,  that  the  decision  of  said  board  in  this  regard  may  be  appealed  to 
the  oonunon  council." 

This  provision  gives  to  the  board  of  public  works  ample  power 
to  exercise  control  over  the  streets  of  the  city,  subject  to  appeal 
to  the  oounciL  Whether  it  gives  them  the  power  to  totally  pro- 
hibit the  incumbering  of  the  streets  of  the  city  by  telephone 
poles  is  not  necessary  to  decida  The  city  makes  no  sudi  claim^ 
but  it  does  insist  that  its  streets  shall  not  be  so  incumbered  ex- 
cept under  the  direction  of  the  proper  officers.  The  record  shows 
that  die  defendant  Gallagher,  representing  the  company,  went 
to  Mr.  Hoffman,  the  diairman  of  the  board  of  public  works, 
about  11  o'clock  a.  m.  of  October  14th,  and  said  he  was  ready 
with  a  crew  of  men,  and  wished  the  consent  of  the  board  to  set 
a  line  of  poles  along  Central  avenuei^  from  its  main  line  to  the 
business  part  of  the  city.  He  was  informed  that  the  chairman 
had  no  power  to  give  such  consent,  that  some  of  the  members 
were  out  of  the  city,  but  that  a  meeting  of  the  board  would  be 
called  not  later  than  the  evening  of  that  day  to  act  upon  such  re- 
quest Gallagher  replied  that  he  was  ready  with  his  men  to  set 
the  poles,  and  would  not  wait  for  such  meeting;  that  his  instru';- 
tions  were  to  set  the  poles  immediately,  and  he  would  do  so,  in- 
dependent of  the  board  or  the  other  city  authorities,  which  he 
forthwith  proceeded  to  do  imtil  forced  to  stop.  It  is  such  con- 
duct as  this  that  creates  and  fosters  feelings  of  prejudice  against 
corporations.  It  was  in  utter  disregard  of  the  city's  rights.  The 
cdty  had  theretofore  granted  a  franchise  for  a  local  exchange. 
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Under  it  tlie  local  company  liad  a  right  to  use  certain  of  the 
streets  for  its  poles,  under  the  direction  of  the  board.  It  cuts  no 
figure  in  this  case  that  the  franchise  was  exclusive  for  a  limited 
tima  If  it  was  wrong,  it  did  not  justify  the  defendant  in  com- 
mitting another  wrong.  The  fact  that  the  common  council  had 
adopted  no  ordinances,  or  the  board  of  public  works  had  passed 
no  regulations,  in  relation  to  pole  setting,  affords  the  defendant 
no  justification  for  its  procedure.  While  it  is  true  the  city 
might  have  enacted  ordinances  on  the  general  subject  of  the  in- 
cumbering of  the  street,  yet  from  the  very  nature  of  the  situation 
it  was  impossible  to  anticipate  the  needs  or  desires  of  a  company 
coming  in  sa  the  defendant  did.  Before  the  board  couM 
act  intelligently,  it  was  necessary  for  them  to  know  some- 
thing about  the.  desires  and  intentiona  of  parties  desiring 
to  use  the  streets.  When  the  situation  had  sufficiently  de- 
veloped that  the  board  could  act  understandingly,  it  became 
its  duty  to  to  act,  and  to  act  reasonably.  It  was  likewise  in- 
cumbent upon  the  defendant  to  make  its  purposes  and  wishes 
known  to  the  board,  and  to  give  them  a  reasonable  time  to  take 
action.  The  defendant  had  no  right  to  enter  upon  the  streets  of 
the  city,  even  though  no  prohibitory  ordinances  had  been  passed, 
and  occupy  them  as  it  pleased,  and  set  up  poles  that  were  ob- 
structions, at  will.  Its  right  to  go  upon  the  streets  with  its  struc 
tures  was  limited  by  the  charter  provisions  mentioned,  and  un- 
til it  had  complied  with  their  requirements,  it  was  without  legal 
justification.  Here  was  a  city  of  6,000  people,  with  waterworks, 
electric  lights,  a  local  exchange,  and  paved  streets.  Considera- 
tions of  local  pride  seemed  to  demand  that  their  main  business 
street,  in  the)  business  center,  should  be  kept  clear  of  obstruc- 
tions or  incumbrances.  The  board  had  an  undoubted  rights  in 
the  exercise  of  a  reasonable  discretion,  to  prohibit  the  incumber- 
ing of  Central  avenue  with  wires  and  poles.  The  discretion  of 
that  body  could  be  controlled  by  the  council  on  appeal.  It  was 
not  within  the  power  of  the  council  to  determine  the  time  when  or 
the  manner  in  whidi  defendant  might  set  up  its  line,  except  in 
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the  exearcise  of  its  appellate  jurisdiction  over  the  board.  We  do 
not  BSLj  that  the  city  has  the  right  to  entirely  exclude  the  defend- 
ant from  entering  the  city,  because,  under  the  facts,  that  ques- 
tion is  not  before  ua.  We  do  hold,  however,  that,  before  the 
defendant  can  occupy  any  of  the  streets^  application  should  be 
made  to  the  board  of  public  works,  and  a  reasonable  time  given 
for  that  body  to  act  Its  action  is  subject  to  review  by  the  coun- 
cil on  appeal,  if  not  satisfactory.  In  the  exercise  of  its  powers, 
the  council  may  consider  that  the  rights  of  the  defendant  under 
the  general  law  are  in  subordination  to  the  police  powers  vested 
in  the  city  authorities,  and  may  adopt  all  reasonable  regulations 
necessary  to  prevent  its  streets  from  being  obstructed  or  incum- 
bered.    If  it  acts  contrary  to  law,  no  doubt  an  ample  remedy 


Defendant's  so-called  "modified  motion*'  must  also  faiL  The 
eoort  will  not  assume  to  control  the  action  of  the  board  of  public 
works.  When  a  proper  and  timely  application  has  been  made  to 
the  board,  they  may  be  compelled  to  act  Until  then  the  court 
has  no  right  to  interfera  The  order  of  the  Circuit  Court  is 
affirmed. 


KoTB. — See  note  2  at  end  of  Part  L 


Statx  ex  nEL.  Wisconsin  Telephone  Company  v.  City  of 

Sheboygan  bt  al. 

TVifoofwift  Supreme  Court,  June  20,  1901. 

« 

Tblephons  appliances — ^Municipal  ooirmoL. 

Under  the  statute  allowing  telephone  companies  to  construct  their  lines 
upon  or  along  ^'highways"  and  the  further  statute  construing  the  term 
"highways,"  poles  and  wires  may  he  erected  by  such  ccnnpanies  in  the 
streets  of  a  city,  subject  to  reasonable  police  regulations. 

The  right  to  erect  poles  being  granted  by  the  l^slature,  the  city  cannot 
refuse  its  consent  thereto  on  the  ground  that  such  right  is  a  municipal 
franchise,  or  that  the  streets  are  already  too  much  encumbered. 
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Regulations  adopted  by  the  dty,  under  its  police  power,  should  be  fair  and 
reasonable;  they  may  include  the  location  of  poles  and  wires  at  certain 
places;  but  they  may  not  fix  telephone  charges,  or  compel  the  company 
to  consent  to  sell  its  priyileges  to  the  eity  if  the  city  shall  so  desire,  or 
require  the  company  to  allow  the  city  to  use  its  poles  and  connect  with  its 
eoLchange  free  of  charge. 

Oases  of  this  series  cited  in  opinion:  Wisoarmn  Teleph.  Co.  v,  Othkoeh, 
Tol.  1,  p.  687;  Duke  v.  Cent,  N.  J.  Teleph.  Co.,  yol.  3,  p.  646;  Cumher- 
land  Teleph,  d  TeL  Co.  v.  United  Eleo.  Ry.  Co.,  yol.  4,  p.  296;  Hudeon 
River  Teleph.  Co.  v.  W.  T.  d  Ry.  Co.,  yol.  4,  p.  275;  8o,  BeU  Teleph. 
d  Tel.  Co.  V.  Richmond,  yol.  6,  p.  1 ;  Roberta  v.  Wiaoonein  Teleph.  Co.,  yol. 
3,  p.  471;  Marahfield  v.  Wieconain  Teleph.  Co.,  yol.  7,  p.  103;  Krueger  v. 
Wiaoonain  Teleph.  Co.,  yol.  7,  p.  — ;  Michigan  Teleph.  Co.  v.  Benton 
Harbor,  yol.  7,  p.  9;  8t.  Louia  v.  BeU  Teleph.  Co.,  yol.  2,  p.  44;  N.  W. 
Teleph.  Ewch.  Co.  v.  MinneapoUa,  yol.  7,  p. w 

Appeal  by  plaintiff  from  a  judgment  of  the  Circuit  Oonrt, 
Shebojgan  county^  overruling  demurrer  to  return  in  mandamufl 
proceeding. 

The  relator,  the  Wisconfiin  Telephone  Oompany,  presented  to 
the  Circuit  Court  of  Sheboygan  county  its  petition  for  an  alter- 
native writ  of  mandamufl>  setting  out  the  following  facts:  The 
relator  is  a  Wisconsin  corporation,  organized  in  1882,  conduct- 
ing a  telephone  business  and  maintaining  telephone  lines  and 
ezdianges  in  this  Stata  The  defendant  city  of  Sheboygan  is  a 
municipal  corporation,  and  the  other  defendants  mayor,  derk, 
and  aldermen  of  said  city.  The  petition  sets  out  the  charter  pro- 
visions regarding  control  and  regulation  of  city  streets,  and 
that  in  1893  the  council  adopted  an  ordinance  providing  that  the 
location  and  erection  of  all  poles,  etc.,  should  be  subject  to  the 
approval  of  the  city  authorities,  and  that  the  occupation  of  all 
streets  not  already  occupied  should  be  upon  a  plan  submitted  and 
approved  by  the  common  council.  In  1882  the  relator  estab- 
lished an  exchange  in  the  city  of  Sheboygan,  which  was  a  part  of 
its  State  system,  and  connected  with  other  exchanges  east  of  the 
Mississippi  and  north  of  the  Ohio  rivers.  The  exchange  was 
established  without  any  grant  of  authority  or  permission  from 
the  city,  but  its  poles  were  put  up  and  wires  strung  with  its 
knowledge  and  consent,  and  without  objection,  until  1893,  when 
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a  competiiig  line  was  built  under  an  ordinance,  a  copy  of  which 
was  attached.    Since  that  time  the  city  has  insisted  that  relator 
had  no  right  to  plaoe  any  additional  poles  upon  any  of  its  streets 
without  permission,  has  refused  to  consent  to  the  location  of  any 
poles,  or  to  the  extension  of  its  system,  has  used  force  to  prevent 
the  same,  and  has  seriously  interfered  with  the  making  of  neces- 
sary repairs.    Since  1893  relator's  exdiange  has  not  been,  and  is 
not  now,  in  accord  with  the  most  approved  plan  of  telephone 
construction,  in  particulars  fully  set  out^     There  are  many 
places  in  the  city  which  cannot  be  supplied  with  telephones  as 
the  lines  are  now  located,  and  cannot  be  reached  without  setting 
up  additional  poles.    Relator  has  been  and  is  now  desirous  of 
perfecting  its  system,  extending  its  lines,  and  making  the  same 
according  to  the  most  approved  plan  of  telephone  construction. 
On  September  11,  1899,  the  relator  presented  to  the  mayor 
and   common   council   a  petition   stating  its  desires,    and   a 
willingness  to  conform  to   any   and   all   reasonable  require- 
ments or  changes  thought  necessary  or  desirable  in  its  pro- 
posed plan.     Attached  to  the  petition  was  a  map  of  the  city 
showing  the  locati(»i  of  its  poles,  the  changes  proposed,  and  ex- 
tensions contemplated.     The  city  authorities  were  asked  to  ap- 
prove the  plan  and  grant  permission  for  the  proposed  extensions 
and  changes,  and,  if  the  plan  was  not  approved,  to  suggest  sudi 
changes  therein  as  were  deemed  for  the  best  interests  of  the  city. 
Such  petition  was  referred  to  a  special  committee  of  the  council 
After  a  conference  with  the  representatives  of  the  company,  the 
committee  reported  that  the  latter  refused  to  accept  a  franchise 
on  the  same  conditions  granted  to  the  ITorthwestem  Telephone 
Company,  which  was  the  competing  company  before  referred  to, 
and  recommending  that  action  on  the  petition  be  temporarily 
postponed.    Such  report  was  adopted,  and  no  further  action  on 
said  petition  has  been  taken.     The  petition  herein  f  urtlier  sets 
out  that  relator  was  willing  to  accept  a  franchise  which  ooh- 
formed  to  the  one  mentioned  except  so  much  of  the  same  as  as- 
sumed to  regulate  the  rate  of  telephone  charges,  and  except  as  to 
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the  following  requireananta:    A  provision  that,  should  Ihe  city 
doBire  tx>  purchafle  the  exchange  at  a  price  to  be  fixed  by  apprais- 
ers, it  would  oonyej  its  exchange  to  the  city ;  the  uae  of  the  top 
30  inches  of  all  poles  for  the  police  and  fire  alarm  or  other 
electric    system,    free    of    charge;     a    condition    that,     in 
case    the    company    failed    to    maintain    and    operate    its 
exdiange,    its    rights    should    be    forfeited,    and    its    prop- 
erty   and    poles    therein    used    by    the    city    should    become 
the  property  of  the  city;  and,  lastly,  in  case  the  city  should 
conetruct  an  exchange  for  the  use  of  its  officials,  and  not  for  pri- 
vate use,  the  city  should  have  the  right  to  connect  its  exchange 
with  that  of  relator's,  and  have  the  same  right  to  use  its  tele- 
phones in  connection  with  relator's  as  are  given  to  its  patrons, 
free  of  charge.    The  refusal  of  the  city  to  approve  the  plan  pre- 
sented prevents  the  relator  from  maldng  the  changes  and  ez- 
teosions  desired,  and,  unless  the  city  be  required  to  take  action 
thereon,  relator  has  no  remedy  in  the  premises.    An  alternative 
writ  of  mandamus  was  issued,  to  which  the  defendants  made  due 
return.  After  many  additions  and  denials,  the  return  sets  out  that 
tlie  petition,  map  and  plan  of  relator  before  referred  to  was  in- 
tended by  relator  to  constitute,  and  would  in  law  constitute^  if 
approved  by  the  city,  a  grant  or  franchise  to  use  the  streets  and 
alleys  named  for  its  purposes,  and  tliat  no  application  for  such 
franchise  had  ever  been  published  in  the  official  paper  of  the 
city,  as  required  by  section  940b,  Rev,  St  1898 ;  that  the  action 
of  the  council  on  said  petition  was  not  based  solely  upon  the  re- 
fusal of  relator  to  accept  a  franchise  fixing  rates,  but  was  based 
upon  the  power,  authority,  and  discretion,  of  the  common  coun- 
cil to  require  and  enact  reasonable  regulations  and  by-laws,  such 
as  were  contained  in  the  franchise  granted  to  the  other  company, 
and  embodying  the  conditions  hereinbefore  mentioned.    The  re- 
turn also  sets  out  that  the  streets  of  the  city  are  now,  and  since 
1896  have  been,  incumbered  and  obstructed  to  a  great  extent  by 
the  poles  of  the  different  telephone,  telegraph,  electric  lights  and 
electric  street  railway  companies,  and  by  poles  belonging  to  the 
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city  used  for  its  fire  alarm  system ;  and  that  a  prudent  esercue 
of  the  power  vested  by  law  in  the  council  requires  that  a  change 
be  made  in  the  mode  of  running  wires,  and  that  they  be  required 
to  nm  underground  as  soon  as  practicabla    It  also  sets  out  that 
relator  has  not  and  oanaot  obtain  the  consent  of  lot  owners  to 
place  poles  in  the  streets,  and  has  not  the  power  of  eminent  do- 
main, and  that  the  granting  of  the  petition  would  be  vain  and 
nugatory.     Further,  that  the  relator's  exchaoge   was   erected 
without  right;  is  defective  and  inadequate;  a  source  of  annoy- 
ance and  a  nuisance  to  the  inhabitants;  is  being  maintained  to 
create  a  monopoly ;  and  to  compel  the  other  company  to  either 
raise  its  rates,  go  out  of  business,  or  consolidate  with  relator,  and 
to  that  end  has  refused  to  submit  to  any  regulation  fixing 
charges  and  has  offered  its  telephones  free  of  charga    The  field 
is  limited  as  to  patroaagei,  and  a  franchise  to  relator  without  reg- 
ulatton  as  to  charges  would  result  in  impairing  the  efficiency  of 
service,  or  in  the  insolvency  or  consolidation  of  the  oompanies. 
It  was  to  prevent  this  disastrous  condition  of  afairs^  and  because 
the  oonneil  did  not  wish  to  legalize  the  present  unlawful  struo- 
tures  of  relator  in  the  streets^  that  the  petition  of  relator  was  re- 
fused.   The  right  to  deny  the  petition  as  a  matter  of  discretioTi 
was  also  daimeKL     By  furtiier  allegations  the  defendants  dis- 
claim the  right  to  control  through  or  long-distauoe  business  of 
the  oompaDy,  but  insist  that  local  business  may  be  continued 
under  reasonable  regulations.    The  return  sets  out  an  ordinance 
adopted  in  1893  regulating  the  erection  of  poles  and  the  string- 
ing of  wires  for  the  transmission  of  electricity,  being  sections 
183  to  216.    Section  187  provides  that  the  exact  location  of  all 
poles  shaU  be  subject  to  the  approval  of  the  proper  city  authori- 
ites,  and  that  the  occupation  of  all  streets  not  already  occupied 
shall  be  upon  a  plan  to  be  approved  by  the  common  counciL    A 
demurrer  to  the  return  on  the  ground  that  it  did  not  state  facts 
sufficient  to  constitute  a  defense  to  the  issuance  of  the  writ  was 
overruled.    In  a  lengthy  written  opinion,  the  trial  judge  bases 
his  ruling  largely  upon  non-compliance  with  section  940b.    The 
relator  appeals  from  the  order  overruling  the  demurrer. 

VOL.  VII. — 8. 
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Miller,  Noyes  &  Miller,  for  appeillaiiit 

T.  M.  Bowler,  City  Attamery,  for  respondeoitsi 

Babdxxk^  J.  (after  statiiig  the  facts)  :  The  relator  is  a  Wis- 
oonain  corporation  organized  for  the  purpose  of  establishing, 
mainitaining^  and  operating  a  system  of  telephones  in  this  State. 
It  has  such  powers,  and  is  subject  to  such,  reetrictions  and  regu- 
lationsy  as  are  granted  and  prescribed  by  law.  Its  authority  tx> 
use  and  occupy  the  streets  and  highways  of  the  State  is  granted 
by  section  1778,  Be7.  St  1898,  whidi  came  into  existence  in 
1848.  So  far  as  is  material  to  this  litigation  such  section  reads 
as  follows: 

"  Any  corporation  formed  under  this  chapter  to  huild  and  operate  tele* 
phones,  or  conduct  the  business  of  telegraphing,  may  construct  and  main- 
tain any  such  lines  with  all  necessary  appurtenances,  from  point  to  point 
upon  or  along  or  across  any  public  road,  highway  or  bridge  or  any  stream 
or  body  of  water,  or  upon  the  land  of  any  owner  consenting  thereto,  and 
from  time  to  time  extend  the  same  at  pleasure ;  .  .  •  but  no  such 
telegraph  line  or  any  appurtenance  thereto  shall  at  any  time  obstruct  or 
incommode  the  public  use  of  any  road,  highway,  bridge,  stream  or  body 
of  water." 

The  right  of  a  telephone  company  to  organize,  to  erect  lines^ 
and  to  do  business  under  our  laws,  and  especially  under  section 
1778,  was  first  challenged  in  the  case  of  Wisconsin  Teleph.  Co.  v. 
City  of  Oshhosh,  1  Am.  ElecU.  Cas.  687,  62  Wis.  32.  Tliat 
right  was  vindicated  in  an.  opinion  by  the  present  chief  justice, 
and  which  has  been  cited  with  approval  in  many  jurisdictionsw 
DuJce  V.  Telephone  Co.,  8  Am.  ElectL  Cas.  546,  63  N.  J.  Law, 
341 ;  Cumberland  Telephone  &  Telegraph  Co.  v.  United  Electric 
Ry.  Co.  (C.  O.),  4  Am.  ElectL  Cas.  296,  42  Fed.  273,  12  L.  R. 
A.  544 ;  Hudson  River  Teleph:  Co.  v.  Watervliet  Turnpike  & 
Ry.  Co.,  4  Am.  Electl.  Cas.  276, 135  N.  T.  898 ;  Southern  Bell 
Telephone  &  Telegraph  Co.  v.  City  of  Richmond  (C.  C),  6  Am. 
Electl.  Cas.  1,  78  Fed.  868.  This  court  has  sanctioned  the  doc- 
trine stated  in  Roberts  v.  Teleph.  Co.,  8  Am.  Electl.  Cas.  471,  77 
Wis-  589 ;  CUy  of  Marshfield  v.  Wisconsin  Teleph.  Co.,  7  Am. 
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ElectL  Cas.  103, 102  Wia  604 ;  Kreuger  v.  Same,  7  Ahl  Elecd. 
Cas.  — ,  106  Wia.  96.  The  exact  nature  and  scope  of  the  power 
thus  conferred  has  at  no  time  been  definitely  treated.  In  the 
City  of  Oshkoeh  case  this  court  held  that  a  telephone  oompajiy 
might  lawfully  organize  under  chapter  86,  and  coDBtruct  and 
operate  its  lines  under  section  1778,  and  it  was  there  said  that 
the  company  was  occupying  the  street  ^^not  only  by  express  grant 
of  the  legislature,  but  by  express  permission  of  the  city  authori- 
ties.'' In  the  Roberts  case  the  contest  was  whether  poles  set  by 
the  company  were  unlawful  stnictureB  in  a  highway.  In  dispos- 
ing of  this  question  Cole^  C.  J.,  remarks:  '^as  it  lawful  to 
place  these  poles  in  the  highway  ?  The  statute  authorizes  any 
corporation  formed  to  build  and  operate  telegraph  lines  or  oon- 
duct  the  business  of  telegraphing  to  construct  and  maintiain  its 
lines,  with  all  necessary  appurtenances,  along  a  public  highway.'' 
Section  1778.  And  in  Wisconsin  Teleph.  Co.  v.  City  of  Oshr 
hosK  1  Am.  ElectL  Ca&  687,  62  Wis.  32,  it  was  held  that  ''the 
statute  included  telephone  companies,  although  such  companies* 
were  not  specificaUy  mentioned  therein.  The  poles,  then,  were 
not  unlawful  structures  in  the  highway,  but  were  authorized  by 
law  to  be  set  therein."  In  the  City  of  Marshfield  case  we  said  the 
secdoai  in  question  authorized  the  use  of  the  highways  of  the 
State  by  poles  and  wires,  provided  they  were  set  so  as  not  to  ob- 
struct or  incommode  the  public  use  thereof.  In  the  Kreuger 
case  we  held  the  statute  granted  no  power  to  use  the  street  ex- 
cept as  against  the  public  Under  it  the  public  were  foreclosed 
of  the  right  to  object  to  tha  poles  being  in  the  street^  but  the  lot 
owner  might  pursue  his  legal  remedies.  Several  of  these  cases 
related  to  the  right  to  place  poles  in  the  city  streets,  and  it  was 
assomed  that  the  word  '^highway"  wbb  broad  enough  to  and  did 
cover  the  streets  of  a  city.  That  proposition  is  now  disputed  by 
the  defendants.  We  will  not  pursue  their  argument.  Section 
4971  is  to  the  effect  that  in  the  construction  of  statutes  the  word 
'lii^way"  may  be  construed  to  include  any  road  laid  out  by  the 
enthority  of  any  town,  city,  or  villaga    In  view  of  the  course  of 
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decisioiiB  and  the  importaiiee  of  the  righta  inyolved,  we  see  no 
good  reason  for  turning  from  the  positioii  tacitlj  assumed  in  the 
cafies  noted.  We  therefore  hold  that  the  word  '^ghway/'  as 
used  in  section  1778,  covers  the  streets  and  ways  of  a  city,  as 
well  as  rural  highways^  We  find  support  in  this  conclusion  in  a 
recent  case  in  the  Federal  courts  construing  a  somewhat  similar 
statute  of  Minnesota.  Abbott  v.  City  of  Duluth  (C.  C),  104 
Fed.  833.  A  still  more  recent  and  extended  discussion  of  the 
same  statute  by  the  Supreme  Court  of  that  State  may  be  found  in 
Northwestern  Teleph.  Exch.  Co.  v.  Ciiy  of  Minneapolis,  86  N. 
W.  69,  where  the  same  conclusion  is  reached*  The  right  to  con- 
struct and  maintain  poles  in  city  streets  is  as  ample  and  positive 
as  to  build  in  the  country  highways,  except  that  it  may  be  subject 
to  stricter  police  r^ulation,  as  will  be  more  fully  discussed  in  a 
subsequent  portion  of  this  opinion.  Koi  one  of  the  cases  re- 
ferred to  can  be  justified  except  upon  the  theory  that  the  statute 
in  question  grants  to  corporatioiis  of  this  kind  a  franchise, — a 
special  privilege,  which  could  not  be  legally  exercised  without 
l^islative  authority.  Under  it,  great  corporations  have  been  or- 
ganized, vast  sums  of  money  have  been  expended,  thousands  of 
miles  of  poles  and  wires  have  been  erected,  and  the  systems  are 
being  extended  until  the  remotest  hamlet  in  the  State  may  com- 
municate with  the  business  centers  with  the  utmost  easa  So  far 
as  we  are  aware,  this  is  the  only  statute  from  which  the  authority 
and  power  mentioned  arises.  It  came  from  the  ultimate  source 
of  power,  the  legislature,  and  passed  directly  to  such  organiza- 
tions as  come  within  its  terms.  The  trial  court  reached  a  some- 
what different  conclusion.  His  reasoning  runs  thus :  The  ri^t 
to  use  the  streets  is  a  franchise.  'So  franchise  can  be  enjoyed  or 
held  which  is  not  derived  from  iiie  Stata  The  legislature  may 
delegate  to  municipal  corporations  power  to  make  by-laws  and 
ordinances  which  shall  have  the  force  of  legislative  acts.  The 
charter  of  the  city  of  Sheboygan  gives  the  common  council 
authority  to  control  its  streets,  to  make  ordinances  for  the  gov- 
ernment and  good  order  of  the  city  and  for  the  benefit  of  trade 
and  coDMnerca 
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In  tiiie  City  of  Marshfield  ca^  this  court  held  that  section 
1778  did  not  deprive  cities  of  their  power  of  police  control  over 
the  manner  in  which  the  work  of  such  corporations  shall  be  donc^ 
or  of  the  power  to  regulate  the  location  and  use  of  poles  and  wires 
in  1^  streeta.    The  city^  therefore^  having  the  power  to  regulate, 
oontrol;  and  to  prevent  the  incumbering  of  certain  of  its  streets 
in  the  exercise  of  a  reasonable  discretion^  when  called  upon  to 
esercise  these  powers^  or  take  action  as  requested  by  relator's 
petition,  was  granting  a  f  ranchisa    Section  940b,  Hev.  St  1898, 
provides  that  no  franchise  shall  be  granted  by  any  village  board 
or  oonmion  council  until  the  application  therefor,  oontaimng  the 
substance  of  the  privileges  asked  for,  shall  be  filed  with  the  vil- 
lage or  city  derk,  and  be  published  in  the  official  paper.    The 
relator  failed  to  comply  with  these  requirements^  and  hence  the 
retnm  states  a  good  defensa     In  reaching  this  conclusion  the 
court  failed  to  keep  in  mind  the  distinction  between  the  rights 
or  franchises  granted  by  the  State  and  the  power  of  police  con- 
trol possessed  by  the  city.    As  we  have  already  seen,  the  power 
to  exist  as  a  corporation,  and  to  exercise  the  franchise  of  the 
use  of  highways  and  streets,  as  against  the  public,  was  already 
possessed  by  the  relator.    The  city  had  no  power  to  add  to  or  de- 
tract therefrom  except  in  the  exercise  of  its  police  power.    The 
franchise  existed  by  express   legislative   grant     Its    exercise 
might  be  controlled  only  in  recognition  of  its  existence,  and  in 
conformity  with  a  just  and  reasonable  administration  of  the 
police  power  in  the  interests  of  the  city  and  its  inhabitants.    In 
a  senset,  the  city  was  called  upon  to  grant  a  privilege.    It  had  the 
power  to  regulate  the  use  of  its  streets.    It  might  deem  it  im- 
proper to  allow  poles  to  be  set  along  some  of  the  streets  included 
in  the  proposed  extensions.    It  might  designate  other  streets,  and 
thus  exercise  a  reasonable  discretion   in   the  interests   of   its 
people    But  such  privileges  was  controllable  only  in  harmony 
with  the  rights  both  possessed.    In  no  proper  sense  was  the  privi- 
lege sought  a  franchise,  within  the  meaning  of  section  940b. 
The  consent  of  the  city  was  only  required  or  asked  in  view  of  its 
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right  to  regulata  Having  that  power,  it  waa  its  plain  legal 
duty,  when  a  plan  had  bean  submittad  as  its  ordinanioe  required, 
to  take  such  action  thereon  as  reason  and  a  proper  regard  for  the 
interests  and  legal  rights  of  all  concerned  would  seem  to  suggest. 
It  was  no  answer  for  the  city  to  say,  as  it  did  in  general  terms  in 
its  return,  that  the  streets  of  the  city  were  already  incumbered 
by  poles  and  wires,  and  that  a  due  regard  for  the  safety  and  con- 
venience of  its  people  rendered  it  prudent  that  a  change  be  made 
^^as  soon  as  possible"  in  the  manner  of  running  wires  used  for 
electric  purposes  from  poles  to  an  underground  system.  If  the 
time  had  arrived,  and  the  exigencies  were  such,  that  such  a 
change  was  necessary,  it  was  its  duty  to  act,  and  to  adopt  such 
plan  as  reason  and  enlightened  judgment  might  suggest.  In  the 
first  case  in  whicli  this  court  was  ever  called  upon  to  oonsider  the 
reciprocal  rights  of  the  company  and  the  city,  a  line  was  blazed 
with  accuracy,  and  has  since  been  followed  in  all  the  cases.  The 
charter  of  Oshkosh  contained  a  provision  broader  in  terms  than 
any  contained  in  defendant's.  It  gave  the  common  council 
authority  ^'to  regulate,  control  and  prohibit  the  location,  laying, 
use  and  management  of  telegraph,  telephone  and  electric  light 
and  power  wires  and  poles."  In  disposing  of  the  question  raised, 
this  court  said :  ''But  we  do  not  think  this  was  designed  as  giving 
to  the  municipality  absolute  authority  to  exclude  such  com- 
panies altogether  from  carrying  on  or  operating  their  business 
^Htliin  the  corporate  limits  of  the  city,  but  simply  to  regulate 
the  same,  and  to  prohibit  such  location  in  improper  places;  oth- 
erwise the  municipalities  of  the  State  would  have  the  power  to 
nullify  what  the  legislature  had  expressly  authorized.  Undoubt- 
edly, the  common  council,  under  the  charter,  had  a  right  to  regu- 
late, in  order  to  guard  and  secure  the  public  safety  and  con- 
venience; but  their  regulations,  to  be  valid,  should  have  been 
reasonable  and  fair,  and  not  have  gone  to  the  extent  of  confisca- 
tion,  nor  of  wholly  excluding  the  plaintiff  from  the  city."  Wis- 
consin Teleph,  Co.  v.  City  of  Oshkosh,  1  Am.  Electl.  Cas.  687, 
62  Wis.  32-40.    The  police  power  possessed  by  the  city,  as  said 
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in  Chicago,  M.  &  8t  P.  By.  Co.  v.  City  of  Milwtmkee,  97  Wia. 
418,  Qictesids  to  the  protection  of  the  lives,  health,  and  property 
of  citizenfi,  and  to  the  promotion  of  good  order  ajid  good  morals. 
It  is  not  easy  of  exact  definition,  or  possible  to  fix  upon  it  exaxst 
limitations  or  restrictions.    '^It  is  easier  to  perceive  and  realize 
the  existence  of  this  power  than,  to  make  its  boundaries,  or  to 
prescribe  limits  to  its  exercise."  Com.  v.  Alger,  7  OusL  68.    It 
arises  under  what  has  been  termed  ^^the  law  of  overruling  neces- 
sity."   But  it  has  its  limitations.    Certainly,  its  exercise  must 
be  reasonable,  and  calculated  to  promote  the  ends  suggested. 
Hayes  v.  City  of  Appleton,  24  Wis.  544 ;  Barling  v.  West,  29 
Wi&  307.    Neither  the  city  nor  the  State  can  destroy,  or  essen- 
tially modify,  corporate  franchises,  except  as  the  power  is  re- 
served in  the  original  grant  or  by  the  constitution.    They  may 
regulate  the  mode  of  doing  business  with  reference  to  the  com- 
fort, welfare,  and  safety  of  society,  but  cannot,  under  the  pre- 
tense of  regulating,  take  away  any  of  the  essential  rights  and 
privileges  whidi  the  charter  confers.    In  the  exercise  of  its  po- 
lice power  to  control  and  regulate  its  streets,  the  city  passed  an 
ordinance  providing  that  the  location  of  poles  should  be  subject 
to  the  approval  of  the  proper  authorities,  and  that  the  further 
occupation  of  its  streets  should  be  upon  a  plan  to  be  approved  by 
the  counciL     This  was  reasonable,  and  the  relator  cannot  and 
does  not  object  to  it    In  the  petition  presented  to  the  council  it 
signified  its  readiness  to  conform  to  all  reasonable  requirements, 
and,  if  the  plan  presented  did  not  meet  with  approval,  it  was 
ready  to  change  the  same  to  meet  the  wishes  of  the  authorities. 
But  the  city  seelks  to  go  mudi  further.    It,  in  effect,  says  to  re- 
lator that:  ^'Before  you  can  make  any  changes,  or  extend  your 
system,  you  must  consent  to  an  ordinance  fixng  rates  of  charges 
to  patrons.    You  must  consent  to  sell  your  privileges  at  an  ap- 
praised value  in  case  the  city  shall  desire  to  purchasa     Tou 
must  consent  to  the  free  use  by  the  city  of  the  top  thirty  inches 
of  all  poles  for  its  police  and  fire  alarm  system.     In  case  you 
Bhall  fail  to  operate  and  maintain  your  exchange,  any  poles  or 
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property  in  any  way  used  by  the  city  skall  become  its  property. 
Andy  finally^  if  the  city  shall  construct  and  operate  an  eocchaDge 
for  the  UBe  of  its  officers  and  departmentB^  it  shall  have  the  right 
to  connect  with  your  exchange;  and  have  the  rights^  privileges^ 
and  service  given  other  subscribers,  free  of  all  rental  charges." 
These,  in  brief,  are  the  conditions  insisted  upon  by  the  city  that 
shall  be  accepted  by  the  relator,  and  are  set  up  in  the  return  as 
an  excuse  for  not  obeying  the  writ.  The  relator  insists  that  the 
city  hafi  no  power  to  impose  any  such  conditiona.  None  of  thsm 
can  be  justified  unless  they  can  be  said  to  fairly  come  within  the 
purview  of  police  regulations.  The  argument  in  behalf  of  the 
city  is  based  entirely  upon  the  power  of  the  city  to  regulate  and 
remove  encroachmentfi  on  ita  streets  and  to  regulate  trade  and 
oommerca  The  fixing  of  maximum  charges  for  use  of  telephone 
service  in  the  city  is  said  to  be  a  lawful  police  regulation  to  pre- 
vent extortion.  That  is  based  upon  the  assumption  that  the 
power  of  police  control  poesessed  by  the  city  is  unlimited.  Such 
is  not  the  fact  Such  power  is  inherent  in  the  State,  and  is  a  nec- 
essary attribute  of  sovereignty.  It  does  not  paas  to  the  minor 
divisions  of  government  except  by  express  grant,  or  by  neces- 
sary implication  from  other  powers  granted.  Every  citizen 
holds  his  property  subject  to  the  proper  exercise  of  this  power 
either  by  the  State  legislature  directly,  or  by  public  or  municipal 
corporations  to  which  the  legislature  may  delegate  it  1  Dill. 
Mun.  Corp.  sec  141.  Speaking  on  the  general  proposition,  the 
same  learned  author  states  the  rule  thus :  ^^It  is  a  general  and  un- 
disputed proposition  of  law  that  a  municipal  corporation  pos- 
sesses and  can  exercise  the  following  powers,  and  no  others: 
First,  those  granted  in  express  words;  second,  those  necessary 
or  fairly  implied  in  or  incident  to  the  powers  expressly  granted ; 
third,  those  essential  to  the  declared  objects  and  purposes  of  the 
corporation,  not  simply  connected,  but  indispensabla  Any  fair, 
reasonable  doubt  concerning  the  existence  of  power  is  resolved 
by  the  courts  against  the  corporation,  and  the  power  is  denied.'' 
Section  89.     That  rule  has  been  substantially  adopted  and  ap- 


WISCONSIN,  1901.  121 


state  T.  City  of  Sheboygan. 


proved  in  this  Stata  Hayes  v.  City  of  Appleton,  24  Wis.  542 ; 
CHlman  v.  City  of  MilwavJeee,  61  Wis.  588;  Bell  v.  City  of 
PlattevUle,  71  Wis.  139;  KUvington  v.  City  of  Superior,  83 
Wis.  222,  18  L.  R  A.  45 ;  Becker  v.  City  of  La  Crosse,  99  Wis. 
414.  Whatever  power  a  municipality  possesses  over  the  wires 
and  poles  of  a  telephone  company  in  its  streets  must  be  granted 
it  by  the  legislatura  Section  698.  The  charter  of  the  dty  of 
Sheboygan  empowered  it  to  enact  proper  ordinances  and  regula- 
tions for  the  government  and  good  order  of  the  city,  for  the  ben- 
efit of  trade  and  commerce,  for  the  suppression  of  vioe  and  the 
prevetntion  of  crime,  to  prevent  the  incumbering  of  streets,  to 
provide  for  the  removal  of  obstructions  therein^  to  regulate  the 
manner  of  using  streets,  and  to  protect  them  from  injury.  As 
we  have  already  seen,  this  grant  of  power  does  not  authorize 
the  city  to  wholly  prevent  the  relator  from  doing  business  within 
its  limits.  No  express  authority  is  given  the  city  to  regulate 
charges  for  telephone  service,  nor  is  there  any  express  grant  of 
power  from  which  such  authority  can  necessarily  be  implied. 
Construing  the  charter  and  the  statute  in  the  light  of  the  rules 
of  law  stated,  the  cil^  has  authority  to  exercise  its  police  power 
to  protect  the  public  from  unnecessary  obstructions,  inconven- 
ience, and  danger,  and  to  determine  in  what  manner  the  relator 
may  erect  its  poles  so  as  to  accomplish  this  result  Michigan 
Teleph,  Co.  v.  City  of  Benton  Harbor  (Mick),  7  Am.  Elect!. 
Caa  9,  80  N.  W.  387.  It  has  no  authority  to  impose  other  con- 
ditions. That  power  rests  in  the  legislature.  The  power  to  reg- 
ulate charges  was  not  included  in  or  incidental  to  the  power  to 
regulate  the  manner  of  using  streets.  There  is  not  the  remotest 
relation  between  them.  The  attempt  of  the  city  to  justify  its 
position  on  that  ground  must  fail.  City  of  SL  Louis  v.  Bell 
Teleph.  Co.,  2  Am.  Electl.  Oas.  44,  96  Ma  623.  The  case  of 
City  of  Allegheny  v.  Millville,  E.  &  8.  8t  By.  Co.,  159  Pa.  411, 
cited  by  defendants,  has  no  application  hera  It  was  based  upon 
the  ground  that  under  the  constitution  of  Pennsylvania  no 
street  railway  shall  be  constructed  within  the  limits  of  a  city 
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without  the  oonsent  of  the  local  authoritieflL  For  that  reaBon  tlie 
imposition  of  a  conditian  regulating  rateB  of  fare  was  justified. 
Neither  does  thje  power  oome  to  the  city  under  the  general 
authority  to  pass  ordinances  for  the  govermnent  and  good  order 
of  the  city  and  for  the  benefit  of  trade  and  commerca  To  say 
that  under  this  general  power  the  city  may  fix  rates  for  tele- 
phone service  would  be  going  entirely  too  fax.  The  charter  oth- 
erwise points  out  the  cases  in  which  the  cily  may  exact  licenses 
and  fix  rates,  and  any  attempt  to  extend  the  power  would  be 
running  directly  in  the  face  of  the  rule  laid  down  by  this  court, 
in  the  City  of  Oshkosh  case.  What  has  been  said  applies  with 
almost  equal  force  to  the  other  conditions  insisted  on  by  the 
city.  We  do  not  see  how,  under  the  power  it  now  possesses,  the 
city  can  rightfully  withhold  action,  or  base  affirmative  action  on 
the  condition  of  financial  benefits  to  itself.  Such  conteiiition 
must  rest  largely  upon  the  supposed  exercise  of  power  to  grant 
or  refuse  the  right  to  use  the  streets.  This,  of  courset,  the  city 
has  no  right  to  do  except  when  the  situation  is  brought  within  the 
rule  stated  in  the  City  of  Marshfield  case.  We  need  not  repeat 
what  was  there  said  relative  to  the 'right  of  the  city  to  prohibit 
the  erection  of  poles  on  certain  of  its  streets.  Such  right  must 
be  exercised  in  the  light  of  reason;  not  with  a  view  of  prohibit- 
ing the  company  doing  business  in  any  given  locality,  but  reason- 
ably to  protect  the  public  against  unnecessary  obstructions,  in- 
convenience, and  dangers,  for  the  general  welfare  and  common 
protection  of  alL  The  right  to  purchase  relator's  exchange,  if 
granted,  would  be  a  contract  right  of  great  value.  So,  also^  as  to 
the  right  to  use  the  tops  of  the  poles  for  the  fire  alarm  system, 
and  the  agreement  as  to  the  forfeiture  of  property  to  the  city  in 
case  of  nonusa  Such  rights  have  no  relation  to  the  legitimate 
exercise  of  the  power  of  police  regulation.  To  permit  the  city 
to  base  its  action  upon  considerations  of  financial  benefit  to  itself 
would  be  allowing  it  to  put  its  powers  up  for  sale  to  the  highest 
bidder.  Nothing  could  be  more  vicious.  Very  soon  ^e  interest 
of  the  public  would  be  at  the  mercy  of  local  boards.    The  com- 
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pany  willing  to  yield  the  greater  number  erf  privileges  or  pay 
the  most  money  would  get  the  greatest  favors.  The  embarrass- 
ments growing  out  of  a  reoognition  of  the  existence  of  this  right 
are  so  manifcBt  and  so  manifold  that  we  need  spend  no  time 
in  discussing  them.  We  say  without  hesitation  that  the  city  has 
no  right  to  barter  with  the  police  powers^  or  exact  for  itself 
financial  benefits  as  a  condition  for  its  exercise.  Such  power 
must  be  exercised  for  the  public  good  and  public  welf are^  and 
not  for  public  gain. 

The  further  contention  that  the  city  may  refuse  action  on  the 
ground  that  ruinous  oompetition  in  telephone  rates  would  result, 
cannot  be  sustained.  The  city  has  no  express  or  implied  power 
to  legislate  on  this  subject  Ito  power  to  regulate  trade  and 
commerce  does  not  extend  to  controlling  competition.  Such 
power  as  it  possesses  must  be  exercised  within  the  lines  already 
suggested,  and  cannot  be  extended  to  cover  municipal  fears  or  to 
control  mere  mattersof  localcompetition.  Thecourse  followed  by 
relator  is  substantially  that  mapped  out  by  this  court  in  the  City 
of  M arshfield  casa  It  presented  its  petition  with  a  plan  of  its 
proposed  improvements  and  extensions.  It  signified  its  willing- 
ness to  submit  to  such  changes  as  were  deemed  for  the  best  in- 
terest of  the  city.  It  then  became  the  duty  of  the  city  to  take 
affirmative  action.  What  that  action  should  be  the  court  has  no 
power  to  dedara  It  can  only  say,  ^^Act,  and  let  such  action  be 
in  haimony  with  the  powers  granted  in  the  charter  as  herein 
construed.''  Considering  the  return  as  a  whole^  we  do  not  think 
it  presents  any  question  of  fact  for  trial^  or  any  legal  justification 
for  failing  to  obey  the  commands  of  the  writ  The  order  ap- 
pealed from  is  reversed,  and  the  cause  is  remanded,  with  direc- 
tions to  sustain  the  demurrer  to  the  reftmm,  and  for  further 
proceedings  according  to  law. 


KoiB.— See  note  2  at  end  of  Part  L 
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The  State  y.  Wiixiah  Towiss,  Stiuset  Oommissioneb. 

Oonne€tiout  Supreme  Court  of  Error,  March  30«  1890. 

(71  Corm,  667.) 

Telephoite  subways — ^Municipal  contbol. 

The  etatute  incorporating  a  telephone  oompanj  empowered  it  to  lay  its 
wiree  underground,  provided  it  interfered  with  no  street  use  and  that  in 
excavating  it  should  conform  to  the  regulations  of  the  common  council. 
The  city  charter  gave  the  common  council  exclusive  control  of  excava- 
tions in  streets.  Application  for  mandamus  to  compel  the  eitj  to  give 
the  company  permission  to  excavate  streets  for  conduits: 

Held,  properly  denied,  the  return  showing  that  the  city  had  under  considera- 
tion the  matter  of  putting  underground  all  the  wires  possible,  and  ws's 
investigating,  and  devising  means  to  accomplish  it  with  the  least  interfer- 
ence with  street  uses. 

ApplicatLon  by  the  State's  attorney  for  Hartford  oonnty  for 
a  writ  of  maQdamus  raquiring  the  street  commissioner  of  llic- 
city  of  New  Britain  to  give  his  written  oonsent  to  the  ezcaya 
tion  of  a  certain  street  for  the  purpose  of  laying  telephone 
diiortB  and  wires,  brought  to  the  Superior  Court  of  Hartford 
county,  and  tried  by  the  courts  Thayeb,  J.,  upon  demurrer 
to  the  respondent's  return,  the  court  overruled  the  demurrer 
and,  upon  refusal  of  the  relator  to  plead  further,  rendered 
judgment  denying  the  application  and  the  relator  appealed  for 
alleged  error  of  the  court    No  error. 

The  application  referred  to  the  charter  of  the  Soulihem  New 
England  Telephone  Company,  as  found  in  volume  IX,  p.  605, 
Special  Laws,  and  to  an  amendment  of  its  charter,  as  set  forth 
in  volume  10,  p.  837,  Special  Laws ;  and  alleged  that  the  said 
company  had  done,  and  was  ready  to  do,  all  those  things  which, 
under  itB  said  charter  and  the  amendments,  entitled  it  to  havt:, 
and  made  it  the  duty  of  the  defendant  to  issue  to  it,  his  written 
consent  to  lay  its  ^^wires,  and  conduits  for  its  wires,  in,  through 
and  under  any  public  street^'  in  the  city  of  New  Britain,  and 
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that  the  said  oompany  had  made  requeBt  to  the  defendant  to  give 
his  writtrai  canseoit  therefor,  which  he  ref ruaed.  The  State's  at- 
tomey  moved  the  court  to  issue  a  writ  of  mandamus  requiring 
the  defendant  to  give  his  written  consent  as  aforesaid.  The 
court  issued  an  alternative  writ,  which  was  duly  served;  and, 
on  the  day  named,  the  parties  appeared  in  oourt^  and  the  de- 
fendant made  return  as  follows:  '^Said  William  Towers,  street 
commissioner  of  the  city  of  New  Britain,  in  obedience  to  a  rule 
of  this  court  ordering  him  to  give  his  written  consent,  as  such 
street  oommissionQr,  to  the  Southern  New  England  Telephone 
Company,  for  the  opening  and  excavating  by  said  company  in 
Church  street,  in  said  city  of  New  Britain,  on  the  north  side 
thereof,  between  Elm  and  Main  streets,  in  order  that  said  the 
Southern  New  England  Telephone  Company  may  put  into 
auch  openings  and  ezcavatioiDS  a  conduit,  underground, 
for  the  purpose  of  laying  and  holding  therein  ducts 
and  telephone  wires,  and  may  also  build  and  maintain 
manholea  to  said  oonduita^  and  may  also  put  in  said 
openings  and  ezcavatiosia  lateral  ducts,  or  small  con- 
duits, running  from  the  main  conduits  to  the  curb,  or  signify 
cause  to  the  contrary  thereof  to  this  court  on  the  first  Tuesday 
of  December,  A.  D.  1898,  now  appears  in  court^  and,  for  cause 
why  his  written  consent  should  not  be  given  as  above  stated, 
shows  as  follows,  to  wit:  (1)  The  city  of  New  Britain  was  in- 
corporated by  an  act  of  the  genial  assembly  of  this  State  ap- 
proved July  16,  1870,  which  act  was  duly  accepted  by  a  major- 
ity of  the  freemen  of  the  borough  of  New  Britain  at  a  meeting 
held  on  the  13th  of  January,  1871,  which  acceptance  was  rati- 
fied by  an  act  of  said  general  assembly  approved  June  16,  1871. 
(2)  Said  dty  was  redneorporated  by  an  act  of  the  general  as- 
sembly, approved  April  14,  1885,  which  act  was  in  full  force 
from  the  date  of  said  approval  until  June  6,  1895.  (3)  Said 
city  was  reincorporated  by  an  act  of  flie  general  assembly,  ap- 
proved June  6,  1896 ;  and  by  the  provisions  of  said  act,  as  well 
a8  by  the  provisions  of  the  act  approved  April  14,  1885,  the 
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common  ooimcil  of  said  city  had,  and  there  is  still  vested  in  it, 
the  sole  and  exclusive  authority  and  control  over  all  streets  and 
highways,  and  over  all  parts  of  streets  and  highways,  within  the 
limits  of  said  city.  (4)  And  by  the  provisions  of  such  act,  as 
well  as  by  the  provision  of  the  act  approved  April  14,  1885,  the 
common  council  of  said  city  was  authorized  tx>  pass  orders  and 
ordinances  concerning  the  excavation  or  opening  of  streets, 
highways,  or  public  grounds  in  said  city  for  public  or  private 
purposes,  and  the  location  of  any  work  therein,  whether  tempor- 
ary or  permanent,  upon  or  under  the  surface  thereof.  (5) 
Chapter  21,  sec  8,  of  the  ordinances  of  said  city,  passed  by  the 
oonmion  council  of  said  city  pursuant  to  the  power  given  it  by 
the  provisions  of  said  act  of  1895,  provides  ''that  every  person 
who  shall  without  the  consent  of  the  street  commissioner  or  of 
the  coimnon  council,  dig  up  or  excavate  any  portion  of  the 
streets,  highways^  sidewalks^  or  gutters  of  said  city,  or  shall 
place  therein  any  earth,  stones,  rubbish,  or  other  obstruction  to 
the  public  use  or  travel,  or  shall  assist  or  abet  in  any  of  said 
acts,  shall  be  guilty  of  a  misdemeanor,  and  shall  for  such  offense 
pay  a  penalty  of  ten  dollars  ($10.00)  ;  and  said  ordinance  was 
in  force  on  and  prior  to  the  8th  day  of  May,  1898,  and  has  ever 
since  been,  and  now  is,  in  full  force  and  effect;  and  this  defend- 
ant denies  that  section  9,  a  21,  of  the  ordinances  of  said  city 
referred  to  in  the  alternative  writ,  is  the  only  ordinance  of  said 
city  concerning  the  opening  of  streets  for  the  purpose  of  laying 
pipes,  wires,  or  sewers  therein,  but  the  only  ordinances  confer^ 
ring  any  power  upon  the  street  oommissioner  to  give  his  consent 
to  opening  or  excavating  streets  for  said  purposes  are  in  chapter 
21,  sees.  8,  9.  (6)  The  street  commissioner  of  said  city  is  ap- 
pointed by  the  common  council  thereof,  and  is  subject  to  the 
orders  and  directions  of  said  common  oounciL  (7)  The  said 
Southern  New  England  Telephone  Company  has  never  obtained 
the  consent  of  the  city  of  New  Britain,  or  of  the  common  council 
thereof,  to  lay  and  maintain  underground  wires,  conduits,  and 
ducts^  or  any  underground  work  whatever,  in  Churdi  street^  in 
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Bald  city,  between  Elm  and  Main  streets,  and  for  that  purpose 
to  make  excavations  and  openings  in  said  street,  or  any  portion 
thereof;  but,  on  the  contrary,  on  the  8th  day  of  May,  1898,  said 
telephone  company  applied  to  the  common  council  of  said  city 
for  permission  to  open  the  surface  of  Church,  street  from  its 
interseotiogi  with  Elm  street  to  its  intersection  with  Main  street^ 
for  the  purpose  of  laying  ducts,  building  manholes,  handholes, 
and  curb  lateral  ducts  to  contain  the  wires  of  said  company,  and 
permission  was  refused  by  said  council ;  and  no  further  appli- 
cation has  been  made  to  said  council  for  like  permission  since 
the  refusal  of  the  application  of  May  8th,  1898.     (8)  The  por- 
tion of  Church  street  referred  to  in  said  application  of  May  8th 
to  the  ccHumon  council  of  said  city  was  the  same  portion  referred 
to  in  the  application  made  to  this  defendant  on  the  4th  of  No- 
vember, 1898 ;  and  the  permission  sought  of,  and  refused  by, 
said  cmnmon  council,  were  for  the  same  work  for  which  per- 
mission was  asked  of  this  defendant  in  the  application  of  'No- 
vember  4th.     (9)  The  city  of  New  Britain  has  a  population  of 
twenty-five  thousand  and  upward;  and  there  are  in  and  along 
the  streets  of  said  city,  including  Church  street,  between  Main 
and  Elm  streets,  other  than  the  wires  of  said  telephone  com- 
pany, overhead  wires  for  telephonic,  telegraphic,  fire  alarm, 
and  electric  lighting  purposes.    Church  street  is  one  of  the  main 
thoroughfares  of  said  city,  especially  between  Main  and  Elm 
streets;  and  that  portion  of  said  street  has,  at  much  expense, 
been  macadamized  by  said  city,  and  is  extensively  used  for  pub- 
lic travel.     (10)  Said  city  desires,  so  far  as  practicable,  to  get 
underground  all  the  overhead  wires  now  in  use  in  said  city ;  but 
it  desires  to  attain  that  end  by  a  plan  whereby  there  shall  be  as 
few  conduits  and  ducts  as  possible,  and  whereby  public  travel 
upon  the  streets  and  highways^  and  the  sewers  and  gas  aufl 
water  pipes  under  the  surface  of  said  streets,  shall  be  the  least 
interfered  with ;  and  the  common  council  of  said  city  does  not 
deem  it  for  the  best  interests  of  said  city  or  of  the  public  that 
tiie  Southern  New  England  Telephone  Company  shall  lay  its 
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ocmduitB  and  ducts  for  its  exclusiva  use,  and  under  its  esdusive 
oontrol,  without  any  regaid  tx>  a  uniform  system  tliat  may  be 
adopted  for  all  the  wires  in  said  city,  or  the  greater  part  thereof. 
On  or  about  the  16th  of  February,  1898,  the  common  council  of 
said  city  appointed  from  its  own  body  a  oommittee  to  inveeti- 
gate  the  subject  of  the  provision  by  the  city  of  a  conduit  or  sub- 
way in  the  central  portion  of  the  city,  into  which  should  be 
placed  the  wires  of  the  various  telegraph,  telephone,  and  eleotric 
lighting  companies^  as  well  as  the  city  fire  alarm ;  and  on  the 
16th  of  March,  1898,  said  Southern  Kew  England  Telephone 
Company  made  application  to  said  council  for  permission  to 
open  certain  streete  in  the  central  part  of  said  city,  including 
Church  street,  between  Main  and  Elm  streets,  for  the  purpose 
of  laying  oonduits  and  ducts  for  its  wires,  and  said  application 
was  heard,  by  the  committea  Said  common  council,  through  its 
said  cosnmittee,  signified  to  said  telephone  company  its  willing- 
ness to  consider  and  adopt,  under  reasonable  regulations,  plans 
relating  to  said  underground  wires,  and  the  laying  of  oonduits 
and  ducts  for  the  uae  of  the  wires  of  said  company,  and  for 
overhead  wires^  in  said  city,  but  said  telephone  oompaDy  in- 
sisted that^  under  the  said  amendment  to  its  charter,  it  has  the 
absolute  right  to  lay  oonduits  and  ducts  for  its  exclusive  use, 
and  under  its  exclusive  control,  and  refused  to  submit  to  any 
regulations  that  might  be  made  by  said  council  whereby  other 
overhead  wires  should  be  taken  into  the  conduits  and  ducts  of 
said  company,  or  whereby  the  wires  of  said  company  should  be 
taken  into  the  conduits  built  by  said  city.  Wherefore  said  ooon- 
cil,  acting,  as  it  claims,  in  the  interest  of,  and  under  the  power 
given  it  over  the  streets  and  highways  of,  said  city,  on  the  4th 
of  May,  1898,  refused  the  application  of  said  telephone  com- 
pany, and  refused,  also,  a  subsequent  application  of  said  com- 
pany made  on  or  about  May  8th,  1898,  to  open  Church  street^ 
between  Main  and  Elm  streets,  for  the  purpose  of  building  oon- 
duits and  ducts  for  its  wires.  Said  telephone  company  insisted 
that  its  application  made  to  this  defendant  on  the  4th  of  Novem- 
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ber,  1898,  ahonld  be  granted  without  any  regulations  restricting 
the  exclusive  ufle  and  control  by  it  of  its  conduits  and  ducts. 
(11)  Said  common  council,  since  the  said  application  of  said 
telephone  company,  has  had,  and  still  has,  under  consideration 
the  matter  of  underground  wires  in  said  city,  and  is  by  a  proper 
committee  investigating  the  plans  and  methods  in  use  in  other 
(dties,  and  intends,  within  a  reasonable  time,  which  has  not  yet 
jxpirad,  to  make,  by  a  proper  ordinance,  reasonable  regulations 
for  putting  underground  as  many  as  possible  of  the  overhead 
wires  now  in  use  in  said  city,  in  such  a  manner  as  to  interfere 
as  little  as  possible  with  the  use  of  the  streets  for  public  travel 
and  other  purposes.  (12)  Wherefore,  for  each  and  all  the 
causes  and  reasons  herein  set  forth,  the  defendant  insists  that  a 
writ  of  peremptory  mandamus  should  not  issue  as  prayed  for  in 
said  application,  and  prays  the  judgment  of  the  court  that  ho 
may  be  hence  dismissed."  To  this  return,  a  demurrer  was  filed, 
assigning  various  reasons  therefor.  Upon  hearing,  the  court 
overruled  the  demurrer,  found  the  issue  for  the  defendant  and 
that  the  return  was  sufficient,  and,  there  being  no  further  plead- 
ings, adjudged  that  a  peremptory  writ  be  denied.  The  State's 
attorney  appealed  to  this  court  The  only  error  assigned  is  that 
th.e  court  erred  in  overruling  the  said  demurrer^    No  error. 

John  W.  Ailing  and  James  T.  Moran,  for  appellant 

Frank  L.  Hungerford,  for  appellee, 

Ain>B£W8^  0.  J.  (after  stating  the  facts  as  above) :  The  ap- 
plication in  this  case  is  brought  in  the  name  of  the  State's  attor- 
ney aJona  It  would  have  been  in  better  form  had  the  telephone 
company  been  named  as  the  relator.  The  injury  complained  of 
was  one  which  affected  that  company  only.  It  did  not  affect  any 
persons  in  common,  nor  the  public  generally  In  such  cases  the 
party  injured  is  properly  named  as  the  relator.  The  writ  of 
mandamus  is,  in  this  State,  so  much  of  a  prerogative  writ  that 
it  ought  regularly  to  issue  only  in  the  name  of  the  State  (Lyon 

vol*.  VIL — 9. 
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V.  Rice,  41  ConiL  246;  Peck  v  Booth,  42  Cooil  271),  or  by 
special  authority  of  tbe  State,  as  in  Woodruff  v.  Railroad  Co., 
59  Conn.  63.  But  it  is  issued  in  cases  wkere  there  is  a  private 
right  to  have  a  public  duty  performed,  and  where  there  is  no 
other  adequate  remedy.  Bassett  v.  Aiwaier,  65  Comu  355,  361 ; 
Brainard  v.  Stauby  61  Conn.  570.  In  these  caees  the  party  ag- 
grieved should  be  the  relator.  High  on  Ex.  Bem«  sea  430.  The 
point  is  not  of  any  consequence  in  this  casa  The  telephone 
company,  although  not  named  as  such  in  the  application,  has 
been  treated  and  spoken  of  as  the  relator  during  the  whole  pro- 
ceeding.   And  we  have  followed  the  same  terms. 

It  is  undoubtedly  the  true  rule  that,  wherever  the  perform- 
aiDce  of  some  municipal  duty  is  sought  to  be  compelled  by  a  writ 
of  mandamus,  the  writ  should  be  directed  to  that  officer  or  board 
of  municipal  government  which  is  specially  charged  with  the 
performance  of  the  thing  ordered  to  be  dona  Farrell  v.  King, 
41  Conn.  448 ;  Staters  Attorney  v.  Selectmen  of  Branford,  59 
Conn.  402 ;  Staie  v.  County  Com'rs,  68  Conn.  16 ;  Williams  v. 
City  of  New  Haven,  68  Conn.  263 ;  State  v.  Williams^  68  Conn. 
131.  If  the  municipal  corporation  has  no  such  officer  or  board, 
then  the  writ  may  be  directed  to  the  municipality,  by  its  corpor- 
ate name.  Williams  v.  City  of  New  Haven,  68  Conn.  263 ;  Dill. 
Mun.  Corp.  see.  861,  and  note. 

But  mandamus  confers  no  new  authority,  and  it  must  appear 
from  the  record  that  the  party  to  be  coerced  has  power  to  per- 
form the  act  commanded  {Brownsville  v.  Loague,  129  IT.  S. 
493,  501 ;  and  without  such  power  1iiQ  writ  ought  not  to  issua 
In  looking  through  the  present  record,  we  do  not  find  that  Mr. 
Towers,  as  the  street  commisisoner,  was  charged  with  any  duty, 
or  had  any  authority,  to  give  to  the  relator  any  written  consent 
to  do  in  Church  street,  in  said  city,  those  things  which  the  r^ 
lator  claims  the  right  to  do  there.  The  alternative  writ  does  not 
show  such  power,  while  the  return  expressly  denies  that  ]Mt. 
Towers  had  any  such  authority,  or  any  authority  at  all  in  the 
premises,  independently  of  the  common  council,  whose  servant 
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he  iBf  and  alleges  that  the  commoai  council  had  refused  pennis- 
man  to  the  relator  to  put  its  wLreB  into  said  street  The  conduct 
of  liie  relator  itself  in  this  behalf  would  indicate  that  its  legal 
advisers  did  not  quite  believe  that  the  present  defendant  had  the 
power  to  give  it  the  permission  it  asked.  It  made  application  in 
the  first  place  to  the  common  council  for  permission  to  lay  its 
pipes  in  Church  street^  and  was  refused.  It  then  applied  to  the 
present  defendant  The  defendant  is  the  servant  of  the  council, 
and  has  no  authority  except  such  as  that  board  gives  him.  The 
council  had  not  given  him  authority  to  coDsent  to  the  relator's 
daim. 

The  amendment  to  tiie  diarteir  of  the  relator,  under  which  it 
makes  its  claim,  is  this: 

"Section  1.  The  Soathem  New  England  Telephone  Company,  a  corpora- 
tion organized  under  an  act  of  the  general  aasemblj  of  Connecticut  (ap- 
proved April  19,  1882),  is  hereby  authorized  to  lay  and  maintain  its  wires, 
and  conduits  for  its  wires,  in,  through,  and  under  any  public  street  or  high- 
way in  any  city,  borough,  or  town  in  which  said  company  now  maintains, 
or  may  hereafter  maintain,  its  telephones  and  wires,  and  it  may  construct 
snd  maintain  manholes  and  Tentilating  shafts  in  connection  with  such 
conduits,  provided  such  wires,  conduits,  manholes,  and  shafts  are  so  con- 
structed that  when  completed  they  will  not  interfere  with  the  ordinary 
use  of  such  streets  and  highways  by  the  public,  and  provided  that  in  the 
construction  of  such  conduits  and  the  laying  of  such  wires  no  gas  or  water 
pipes  and  no  sewer  shall  be  removed  or  changed  in  such  manner  as  to  inter- 
fere with  the  uses  for  which  such  pipes  and  sewers  have  been  laid. 

"Sec.  2.  Whenever  said  company  shall  enter  upon  or  open  any  street  or 
highway  under  the  provisions  of  the  foregoing  section,  it  shall  conform  to 
such  r^^lations  of  the  common  council  of  any  city,  the  warden  and  bur- 
gesses of  any  borough,  or  the  selectmen  or  other  authorities  of  any  town, 
as  they  may  prescribe  concerning  the  opening  of  streets  for  the  purpose  of 
laying  pipes,  wires,  or  sewers  therein;  and  when  the  work  of  laying  such 
wires  and  conduits  has  been  completed  in  any  town,  borough  or  city,  it 
shall  be  the  duty  of  said  company  to  restore  the  streets  or  highways  in 
which  such  wires  or  conduits  have  been  laid  to  as  good  a  condition  as  they 
were  when  said  streets  were  so  opened,  for  said  purposes,  by  said  company, 
to  the  satisfaction  of  the  authorities  thereof."    Laws  1889,  p.  837. 

The  relator  insisted  that^  under  the  aforesaid  amendment  to 
its  charter,  it  had  the  absolute  right  to  lay  oonduits  and  ducts, 
for  its  exclusive  use,  and  under  its  exclusive  control,  in  the 
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streets  of  New  Britain,  and  especially  in  Church  street^  and 
fused  to  submit  to  any  regulations  that  might  be  made  by  the 
common  council  of  said  city  whereby  other  overhead  wires 
should  be  taken  into  the  conduits  and  ducts  of  said  company, 
or  whereby  the  wires  of  the  said  company  should  be  taken  into 
the  conduits  built  by  the  dty.  The  relator  said  that^  by  the 
proper  construction  of  its  amended  charter,  it  had  the  right  to 
so  insist,  and  that  it  was  the  duty  of  the  authorities  of  the  said 
city  to  give  it  permission  so  to  do^  without  any  regulation  re^ 
stricting  its  exclusive  use  and  control  of  its  conduits,  wires,  and 
ducts.  We  are  not  able  to  agree  with  the  relator  in  this  con- 
structioxL  While  the  relator  is  a  public  corporation,  in  tiie 
sense  that  it  must  give  all  persons  the  same  measure  of  service 
for  the  same  measure  of  money,  yet,  in  the  sense  that  it  per- 
forms any  public  duty  or  any  public  service^  it  is  not  a  public 
corporation.  It  renders  no  service  for  which  it  does  not  require 
full  pay.  It  is  not  seeking  to  put  its  wires  underground  in 
Church  street,  in  the  city  of  Kew  Britain,  or  in  any  other  street, 
from  any  public  motiva  It  is  seeking  to  make  gain.  It  is  act- 
ing, not  upon  compulsion,  but  for  its  corporate  profit  It  seeks 
to  increase  its  private  income.  If  it  does  any  public  benefit, 
that  is  merely  incidental.  The  right  which  it  has  to  lay  its 
wires  underground  in  the  highways,  however  it  is  to  be  exer- 
cised, is  to  it  a  valuable  franchise,  for  which  it  has  paid  nothing. 
It  is  a  franchise  the  granting  of  which  encroached  to  some  ex- 
tent upon  the  rights  of  the  public  in  the  highways.  All  such 
grants  must  be  strictiy  construed  against  the  grantea  Wiscon- 
sin Cent.  R.  Co.  v.  U.  S.,  164  U.  S.  202 ;  End.  Interp.  St  354. 
The  primary  purpose  for  which  a  street  is  laid  out  and  main- 
tained is  for  a  highway, — a  place  common  to  all  for  passing  and 
repassing,  on  foot  and  in  vehicles,  at  their  pleasure,  or  as  their 
needs  may  requira  The  State  imposes  the  duty  to  lay  out  all 
necessary  highways,  and  to  maintain  them  in  a  reasonably  safe 
condition,  on  towns  and  such  other  municipalities  as  have  the 
care  of  highways.  And,  to  enforce  the  performance  of  this 
duty,  a  statutory  liability  rests  upon  the  town  or  municipalitv. 
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This  duty  and  liability  rested  on  the  city  of  New  Britain,  in 
respect  to  Church  street^  both  by  its  charter  and  by  the  public 
law.    Every  time  a  street  is  excavated  to  lay  therein  a  sewer,  a 
gas  pipe,  or  a  water  main,  or  any  other  underground  pipe  or 
conduit,  for  the  time  being  that  part  of  the  street  is  made  un- 
safe for  public  travel.    Every  time  these  pipes  or  conduits  need 
to  be  repaired,  and  every  time  a  householder  on  the  street  de- 
sires to  make   a  connection  with    any   one  of   these  pipes, 
the   street  must  be   dug   up;    and    for   a   limited   time   the 
street  is  made  unsafa     If,  in  respect  to  any  of  these  excava- 
tions, the  municipal  authoritieB  should  be  negligent  in  respect 
to  guarding  them  or  waging  travelers  of  their  existence,  the 
municipality  may  be  compelled  to  pay  damages  to  any  one  in- 
jured thereby.    Of  course^  the  greater  number  of  these  under- 
ground pipes  or  wires  there  are,  the  greater  is  the  burden  of  the 
municipality,  and  the  greater  the  vigilance  which  the  authori- 
ties must  exercisa    The  city  of  Kew  Britain  is,  in  respect  to  its 
highways,  like  every  other  town  in  the  Stata    It  rests  under  an 
obligation  to  keep  all  its  highways  in  reasonable  repair.     All 
the  towns  aiB  compelled  to  act  in  this  behalf  without  compensa- 
tion or  pecuniary  profit     The  sole  motive  is  the  public  good. 
So  long  as  the  legislature  leaves  this  duty  and  liability  in  respect 
to  hi^ways  resting  upon  towns,  as  it  now  does,  it  is  not  to  be 
supposed  that  any  right  will  be  given  to  the  relator,  or  other 
like  corporation,  to  do  anything  in  a  highway  whereby  the  bur- 
den of  that  duty  and  liability  will  be  increased,  except  that  such 
right  is  exercised  under  the  control  and  regulation  of  those 
officers  in  the  town  or  city  who  are  charged  with  the  duty  of 
taking  care  of  the  highways.    So  long  as  this  liability  remains, 
the  authority  of  the  town  in  respect  to  its  highways  must  be 
deemed  to  be  superior  to  any  other.     We  think  the  amend- 
ment of  the  relator's  charter  should  be  construed  in  the  light  of 
the  considerations  we  have  mentioned.     So  construed,  it  does 
not  take  away  from  the  town  authorities  their  superior  right  of 
control  over  the  highways.    So  construed,  it  does  not  give  to  the 
relator,  in  respect  to  highways,  the  power  which  it  claims. 
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The  refcium  satB  forth  that  there  are  in  the  streets  of  'Sesv 
Britain,  other  than  the  wires  of  the  relator,  overhead  wires  far 
telephonic,  telegraphic,  fire  alarm,  and  electric  lighting  pur- 
poses; that  said  city  desires,  so  far  as  is  practicable,  to  get  un- 
derground all  the  overhead  wires  now  in  use  in  said  city,  but  it 
desires  to  attain  that  end  by  a  plan  whereby  there  shall  be  as 
few  conduits  and  ducts  as  possible,  and  whereby  public  travel 
upon  the  streets  and  highways,  and  the  sewers  and  gas  and 
water  pipes  under  the  surface  of  said  streets,  shall  be  the  least 
interfered  with;  that  the  common  council  of  the  said  city, 
through  itB  proper  committee,  signified  to  the  relator  its  willing- 
ness to  consider  and  adopt,  under  reasonable  regulations,  plans 
relating  to  said  underground  wires  of  the  relator,  and  the  laying 
of  conduits  and  ducts  for  the  passage  of  such  wires.  It  further 
sets  forth  that  the  common  council  of  the  city  has  had,  and  still 
has,  under  oooosideration  the  matter  of  underground  wires  in 
said  city,  and  is,  by  a  proper  committee,  investigating  the  plan 
and  methods  in  use  in  other  cities,  and  intends,  within  a  reason- 
able time,  which  has  not  yet  expired,  to  make,  by  a  proper  ordi- 
nance, reasonable  regulations  for  putting  underground  as  many 
as  possible  of  the  overhead  wires  now  in  use  in  said  city,  in  such 
manner  as  to  interfere  as  little  as  possible  with  the  use  of  the 
streets  %r  public  travel.  All  these  things  are  admitted  by  th« 
relator,  by  its  demurrer,  to  be  tni&  It  seems  to  us  that,  in  do- 
ing the  things  so  set  forth,  the  common  council  is  acting  dearly 
within  its  authority,  and  that  there  is  nothing  in  the  amend- 
ment of  the  charter  of  the  relator  by  which  it  can  be  required  no 
do  otherwise.  We  think  the  return  shows  a  dear  right  to  the 
defendant  to  refuse  obedience  to  the  alternative  writ.  And  we 
thing  it  shows  an  equally  clear  right  to  refuse,  if  the  alt^ema- 
tive  writ  had  been  addressed  to  the  city  or  to  its  common  coun- 
cil, instead  of  to  the  present  defendant  There  is  no  error. 
The  other  judges  concurred. 


Note. — See  note  to  Commonwealth  v.  Wanviok,  post;  also  note  at  end 
of  Part  I. 
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Ths  Che8afxaxs  and  Potomac  Telsfhonb  OoMPAirr  and 
Potomac  Txlsphonb  Company  of  Bai<timobb  Citt  y.  Thb 
Mayob  and  City  Council  of  Baltimobb  bt  aju 

Maryland  Court  of  Appeals,  June  22,  1899. 

189  Hd.  689.) 
Tklephoux  wdobs  m  covdutsb. — Obdik anob  oontbaot,  not  ugensb. 

A  municipal  ordinance,  enacted  with  legislatiYe  authority,  permitted  the 
two  telephone  companies,  plaintiff,  to  construct  and  use  conduits  for  their 
wires,  provided  thej  should  comply  with  certain  conditions.  Two  subse- 
quent statutes,  with  reference  to  the  construction  and  use  of  conduits, 
expressly  recognized  and  excepted  from  their  operation  the  said  ordi- 
nance and  the  rights  and  priirileges  thereby  granted. 

Held,  that  the  ordinance  was  a  contract  and  not  a  license,  and  could  not 
be  repealed  or  modified  to  the  prejudice  of  the  plaintiffs,  who  had  com- 
plied with  all  its  conditions,  there  being  no  public  necessity  for  such  re- 
peal or  modification  in  the  proper  exercise  of  the  police  power  of  the 
municipality. 

Injunction  is  a  proper  remedy  to  prevent  the  enforcement  of  an  invalid 
ordinance.    ''Telegraph"  in  a  statute  includes  telephone. 

Appeal  from  decree  of  Circuit  Court  of  Baltimore  dty,  re- 
fusing injunctioEL 

A,  W.  Machen  and  Bernard  Carter,  iot  appeUanta. 

John  V.  L,  Findlay,  for  appellees. 

Peabce,  J.,  delivered  the  opinion  of  the  court:  The  appel- 
lants, being  the  plaintiffs  below,  filed  a  bill  in  the  Circuit  Court 
of  Baltimore  city  for  the  purpose  of  enjoining  the  city  authori- 
ties from  preventing,  obstructing,  or  in  any  way  interfering 
with  the  construction  by  the  plaintiffs,  under  the  supervision  of 
the  city  commissioner,  of  underground  conduits  upon  certain 
streets  named  in  the  bill,  according  to  the  plans  of  location  and 
constmction  filed  with  the  bill,  or  with  the  maMng  of  the  neoes- 
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Baxy  excavatians  for  such  oonduita,  or  witii  the  use  thereof  for 
the  laying  aad  using  of  telephone  wires  therein.    The  material 
facts  of  the  caae  may  be  condensed  as  follows:  The  Chesapeake 
&  Potomac  Telephone  Company  is  a  corporation  of  the  State 
of  New  York,  authorized  to  oonstruct  and  operate  telegraph  lines 
partly  in  and  partly  out  of  the  State  of  New  York,  including  all 
the  cities,  towns,  and  villages  of  Maryland,  and  has  ever  since 
its  inoorporatLon,  in  1883,  exercised  its  franchises  both  in  the 
State  of  New  York  and  in  Baltimore  city.   The  Chesapeake  & 
Potomac  Telephone  Company  of  Baltimore  City  was  incorpor- 
ated under  the  laws  of  Maryland  in  March,  1884,  its  stock 
being  owned  by  the  Chesapeake  &  Potomac  Telephone  Com- 
pany.    It  is  authorized  to  construct  telegraph  lines  upooi  any 
roads,  highways,  or  streets  within  the  State,  by  erecting  the  nec- 
essary poles  and  fixtures,  and  to  acquire  the  property  of  any 
telegraph  companies  then  or  thereafter  existing;  and  it  did  thus 
acquire  various  telegraph  lines.    By  the  decisionfi  of  this  courts 
telephone  lines  are  included  within  the  term  ^^telegraph  lines;" 
and  by  chapter  161,  Laws  1886,  now  section  254,  art  23,  of 
the  Code  of  Public  General  Laws^  all  corporations  formed  as 
the  Chesapeake  &  Potomac  Telephone  Company  of  Baltimore 
City  was  formed,  and  then  in  practical  operation  in  Baltimore 
city,  were  authorized  to  lay  any  part  of  their  lines  underground 
on  any  route  where  they  were  authorized  to  construct  such  lines 
above  ground ;  but  all  corporations  not  in  practical  operation  at 
the  adoption  of  the  Code  of  1888  were  obliged  to  obtain  a  special 
grant  for  this  purpose  from  the  State,  and  the  assent  and  ap- 
proval of  the  mayor  and  oity  counsel,  before  using  either  the 
surface  or  the  subsurface  of  the  streets.     Prior  to  1889  tiiert 
were  no  underground  conduits  in  Baltimore  city  for  the  use  of 
telegraph  or  telephone  lines,  but  during  that  year  the  plaintiffs 
established  a  teleplione  exchange  in  a  new  building  upon  tiie 
comer  of  St.  Paul  street  and  Bank  Land,  a  thickly-settled  bosi- 
mess  location  in  the  central  portion  of  the  city ;  and  on  May  9th, 
1889,  the  mayor  and  oity  council  enacted  Ordinance  No.  41, 
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entitled  "An  ordinance  to  provide  for  laying  the  wirea  of  the 
Cbes^Kake  and  Potomac  Telephone  Company  of  Baltimore 
City,  or  the  ChesapeaJce  and  Pobnnac  Telephone  Company,  or 
both  of  said  cconpanies,  in  undergrouiul  condoits  in  the  city  of 
Baltimore,"  The  preamble  of  this  ordinance  sets  forth  that, 
if  the  orerhead  system  of  wires  is  wholly  continued,  the  n\mi- 
bv  of  Buch  wires  along  the  street  leading  to  the  exchange  mnst 
be  la^ly  increased,  that  such  increase  and  ctmcentration  at  so 
caotral  a  point  are  not  desirably  and  that  the  public  conTenience 
requirea  that  su<^  wires,  so  far  as  practicable,  should  be  laid  in 
cables  undet^ound.  It  then  proceeds  to  enact  and  ordain  that 
tbe  said  two  telephone  companies,  acting  separately  or  in  con- 
jnnction,  be  authorized  "to  lay  tbedr  wires  to  be  used  in  oonne<;- 
ticHt  with  said  exchange"  iu  suitable  conduits,  "under  the  sur- 
face of  the  streets,  alleys,  or  highways,  in  said  city  now  trav- 
ersed, or  to  be  so  traversed  by  their  respective  wires,"  provided 
said  Msiduits  be  so  constructed  as  no*  to  injury  any  vault,  sewer, 
water,  or  gas  pipe;  and  provided,  further,  that  "the  grant" 
above  mentioned,  should  oot  be  deemed  an  exclusive  grant, 
and  that  the  same  should  cease  and  detemune  unless  three 
milee  of  such  conduits  should  be  constructed  within  two  years 
from  May  9th,  1S89,  and  that  after  said  two  years,  and  as  rap- 
idly as  said  wires  should  be  laid  in  said  conduits,  all  poles  of 
»aid  cmnpanies  along  all  streets  upon  which  their  conduits  were 
so  laid  should  be  removed,  and  should  not  be  replaced,  except 
whoD  necessary  to  make  oonnecticHis  with  the  buildings  to  bo 
sOTved  by  such  conduits  and  wires.  It  further  ordained  that 
Baid  teJej^ooe  omnpauiee,  "in  oomsideration  of  the  rights  and 
priTiloges  granted  to  them  by  this  ordinance,"  before  constructs 
ii^  any  portion  of  said  ooiiidnit«  should  ccsnply  with  the  fol- 
lowing  requiremesitB:  (1)  To  esecute  an  agreement,  in  form 
and  with  security  to  be  aipproYed  by  the  mayor  and  city  council, 
to  pay  to  the  city,  annnaUy,  80  cents  for  each  lineal  yard  of  the 
fint  four  miles  of  conduits  so  oonetructed,  and  SO  cents  per 
lineal  yard  for  all  over  four  miles :  provided,  no  annual  payment 
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should  be  less  tiban  $3,000 ;  aJao  before  constracting  any  portixni 
of  audh  conduita^  to  file  witib  the  city  cominisaioner  a  plaa  show- 
ing the  location  and  character  of  all  conduits  next  proposed  to 
be  constructed,  which  construction  should  always  be  under  the 
supervision  of  the  city  commissioner,  and  to  replace  all  paving 
removed  in  said  construction,  to  the  satisfaction  of  said  com- 
missioner. (2)  To  provide,  in  every  conduit  so  constructed, 
space,  free  of  cost  or  rent,  for  the  laying  therein  by  the  fire 
commissioners  of  the  city  of  a  cable  for  th^e  exclusive  and  official 
use  of  the  police  and  fire  alarm  tdegraph,  and  the  police  and  pa- 
trol wires.  (3)  Before  exercising  any  privileges  under  said 
ordinaDce,  to  execute  a  bond  in  the  sum  of  $10,000,  with  ap- 
proved security,  conditioned  for  the  faithful  performance  of  all 
requirements  of  said  ordinance  on  the  part  of  the  said  com- 
panies. 

The  bill  avers  that  liie  plaintiffs  accepted  the  provisions  of 
this  ordinance^  and  that  much  more  than  three  miles  of  con- 
duits were  constructed  within  two  years  from  its  approval  It 
sets  forth  in  detail  compliance  by  the  plaintiff  with  each  and 
every  requirement  of  the  ordinance,  and  charges  that  said  ordi- 
nance, so  enacted  and  so  accepted,  constitutes  a  contract  reason- 
able in  its  terms,  which  the  city  was  competent  to  make^  and 
which  is  binding  on  both  parties  thereto.  In  1892  the  legisla- 
ture of  Maryland,  by  chapter  200  of  the  acts  of  that  session, 
authorized  the  mayor  and  city  council  of  Baltimore  to  provide 
a  series  of  conduits  under  the  streets,  lanes,  and  alleys  of  said 
city,  either  by  couBtructing  the  same^  or  by  authorizing  their 
construction  by  any  person  or  corporation,  but  expressly  pro- 
vided therein  ''that  nothing  herein  contained  shall  be  deemed  c^ 
taken  to  modify  or  change  in  any  manner  the  provisions  of  ordi- 
nance number  forty-one  (41),  or  the  rights  and  privileges 
granted  thereby."  In  1898  the  legislature,  by  chapter  123  of 
the  acts  of  that  session,  enacted  the  new  charter  of  Baltimore 
city,  being  a  repeal  and  re-enactment,  with  amendments,  of  ar- 
tide  4  of  the  Code  of  Public  Local  Lawa     In  sectioa  6  of 
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article  4,  hb  Uiiis  amended,  under  the  subhead  '^Streets,  Bridges, 
and  Highways/'  the  general  powers  of  the  mayor  and  city  coun- 
cil in  relation  thereto  are  enumerated  and  prescribed.  Among 
these  is  the  power  to  regulate  the  use  of  streets,  highways,  and 
roads^  and  to  prevent  encroachmeiut  thereon  or  obstruction  of 
the  same^  and  to  regulate  the  opening  of  street  surface  for  the 
purposes  authorized  by  law  or  ordinance;  to  regulate  the  use 
of  streets,  lanes,  or  alleys  by  telegraph,  telephone,  or  other 
wii^  in,  under,  over,  or  upon  tlie  same,  and  to  require  all  such 
wires  to  be  placed  underground  after  such  reasonable  notice  as 
it  may  prescribe ;  and  to  provide  for  a  series  of  conduits, — using 
in  this  last  connection  the  exact  language  of  tlie  act  of  1892,  and 
then  adding,  also  in  the  exact  language  of  that  act^  except  that 
the  word  ^'article"  is  also  substituted  for  the  word  '^act^''  that 
^'nothing  herein  contained  shall  be  deemed  or  taken  to  modify 
or  change  in  any  manner  the  provisions  of  ordinance  number 
forty-one  (41)."  The  bill  then  avers  that,  in  reliance  upon  the 
rights  and  privil^es  secured  by  ordinance  No.  41,  the  plaintiffs 
constructed  during  1889  and  1890,  in  the  streets  of  Baltimore, 
more  than  eleven  miles  of  underground  conduits,  in  all  of 
which  space  was  provided,  free  of  cost  or  rent,  for  the  laying*  of 
a  wire  for  the  exclusive  use  of  the  city,  and  in  most  of  which 
sudi  wire  was  laid,  and  has  been  used  by  the  city  from  the  con- 
struction of  the  conduits  down  to  the  present  time;  that  in  the 
year  1898  the  plaintiffs  found  it  necessary  for  the  aooommoda- 
tioa  of  their  increasing  business  to  construct  additional  under- 
ground conduits  in  the  northern  and  western  part  of  the  city, 
in  accordanjce  with  plans  submitted  to  the  city  commissioner, 
and  they  obtained  a  permit  therefor  on  August  8,  1898,  in  pur- 
suance of  which,  and  under  the  supeiTision  of  the  city  commis- 
sioner, they  proceeded  with  the  construction  of  said  conduits, 
and  the  laying  of  cables  therein,  until  the  middle  of  November, 
1898,  and  that  said  last  mentioned  cables  and  conduits,  con- 
structod  at  a  cost  of  over  $29,000,  are  now  used  in  connection 
^th  said  exchange;  and  that  in  all  of  them  provision  is  made 


140  AMERICAN  ELECTRICAL  CASES.       [vol.  7 

Telephone  Co.  v.  Baltimore  City. 

for  a  wire  for  the  exdtisive  use  of  the  dty  of  Baltimora  The 
bill  further  avers  that^  while  under  ordinance  No.  41  no  permit 
is  required  for  the  construction  of  said  conduits,  yet  by  ordi- 
nance No.  2  of  1892  it  is  provided  that  no  person  or  corparation 
shall,  for  any  cause  whatever,  dig  up  or  uncover  auj  of  the 
streetB,  lanes,  or  alleys  of  ihe  city  without  a  written  permit 
therefor  from  the  city  commissioner,  approved  by  the  mayor, 
and  that  the  plaintiffs^  being  willing  to  comply  with  the  regula- 
tion, and  having  need  to  construct  underground  conduits  upon 
Kobert^  Madison,  aud  other  streets^  on  the  24th  of  April,  1899, 
applied  in  writing  for  a  permit^  filing  at  the  same  time  plans  of 
the  location  and  character  of  such  proposed  conduits,  as  re- 
quired by  the  ordinances^  but  that  on  April  28th,  1899,  the  city 
commissioner  refused  to  issue  the  permits  applied  for,  or  either 
of  them,  without  assigning  any  reason  for  such  refusal;  and 
plaintiffs  then  charge  that  the  true  reason  therefor  was  the  pas- 
sage by  the  mayor  and  city  council  on  April  18th,  1899,  of  an 
ordinance  (a  copy  of  which  was  filed  with  the  bill)  purporting 
to  repeal  ordinance  No.  41,  and  providing  that  such  repeal  shall 
not  interfere  with  the  use  and  control  of  conduits  constructed 
under  ordinance  Na  41  before  January  1,  1898 :  provided,  such 
conduits  do  not  interfere  with  the  future  use  of  the  streets  upon 
which  the  same  are  constructed.  The  bill  further  charges  that, 
the  permit  applied  for  having  been  wrongfully  refused,  the 
plaintiffs  are  entitled  to  proceed  without  such  permit^  and  are 
desirous  to  do  so,  but  they  aver  that  they  have  good  reason  to 
believe,  and  that  they  do  believe,  that  the  mayor  intends  to  use 
his  official  authority,  and  his  influence  with  the  police  directed 
by  the  marshal  thereof,  to  prevent  by  force  the  construction  of 
such  conduits^  and  they  therefore  pray  for  an  injunction  against 
the  mayor  and  city  council  of  Baltimore,  William  T.  Malster, 
mayor  of  the  city  of  Baltimore,  and  Samuel  T.  Hamilton,  mar^ 
shal  of  the  police  of  said  city,  enjoining  Ihem  and  their  agents 
from  interfering  in  any  manner  with  the  construction  of  said 
conduits  upon  the  streets  named  in  the  prayer  of  the  bilL     The 
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billy  witii  eodiibits  sustainiiig  its  allegations^  was  filed  May  ly 
1899;  and  was  inunediately  laid  before  the  coart  (Judge 
WiCKBs),  who  on  the  same  day,  "upon  eonsideration  of  the 
foregoing  bill  of  complaint,"  passed  a  decree  refusing  the  in- 
junction, from  which  decree  this  appeal  is  brought 

The  defendant  has  moved  to  dismiss  the  appeal  upon  the 
ground  that  it  appears  upon  the  face  of  the  record  that  its  ob- 
jecst  is  to  obtain  from  this  court  a  preliminary  ruling  on  an  ex 
parle  statement  of  a  question  involving  public  interests  of  great 
magnitude,  without  notice  to  defendant  or  those  to  whom  is  con- 
fided the  duty  of  protecting  these  interests.  But  this  motion 
cannot  prevaiL  Section  29  of  article  5  of  the  Code  of  Public 
General  Laws  provides  that,  whenever  any  court  ha.ving  equity 
jurisdiction  shall  refuse  to  grant  an  injunction  according  to  the 
prayer  of  the  bill,  an  appeal  may  be  taken  from  such  refusal. 
This  section  had  its  origin  in  the  act  of  1832,  c.  197,  which 
authorized  an  application  to  the  judges  of  the  Court  of  Appeals, 
or  one  of  them,  when  an  injunction  should  have  been  refused  by 
die  County  Court.  Under  that  act  only  the  bill  and  the  exhibits 
were  submitted  to  the  judge  of  the  Court  of  Appeals,  and  the 
original  papers  were  forthwith  transmitted  by  the  derk.  In 
Steigerwdld  v.  Winans,  17  Md.  62,  the  court  held  that  a  com- 
plainant has  the  right  to  demand  a  decision  on  his  bill,  and,  if 
the  injunction  be  refused,  to  appeal  directly  to  this  court,  but 
if  he  elects  to  postpone  his  appeal  till  proof  is  taken,  and  the 
cause  decided  on  it,  his  right  of  appeal  xmder  this  section  is 
gona  In  Bell  v,  Purvis,  15  Md.  22,  it  had  been  previously  de- 
cided that  where  an  answer  comes  in  before  injunction  ordered, 
and  so  denies  the  equity  of  the  bill  as  to  authorize  dissolution  of 
llie  injunction  on  motion  to  dissolve,  the  injunction  ought  not 
to  be  granted ;  and  the  same  was  also  held  in  Bamum  v.  Gordon, 
28  Md.  97.  In  that  case  the  court  said  that  the  judge  to  whom 
an  application  for  an  injunction  is  made  may  with  perfect  pro- 
priety take  Idme  for  consideration,  and  give  notice  to  the  parties 
to  be  affected  by  the  injunction,  and  afford  them  an  opportunity 
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to  be  heard,  in  any  oase  in  which  he  may  believe  the  purposee  of 
juBtice  may  be  thereby  subeenrecL  But  it  is  obviouB  that  this  is 
a  matter  neceBsarily  within  the  discaretion  of  the  court^  and 
this  discretion  must  in  the  present  case^  as  in  all  others,  be 
deemed  to  be  exercised  with  as  much  wisdom  and  propriety  in 
forbearing  to  give  as  in  giving  such  notica  The  caae  last  men- 
tioned was  decided  in  1867,  and  evidently  in  consequence  of 
these  decisions  chapter  102  of  1868  was  enacted,  which  added  to 
section  29  of  article  5  the  provision  that  the  right  of  appeal  thus 
given  shall  not  be  prejudiced  by  the  filing  of  an  answer,  nor  by 
the  taking  of  depositions  with  reference  to  the  allegations  of 
the  bill,  and  that  the  bill  shall  be  heard  on  a  transcript  of  the 
bill  or  petition,  with  such  other  papers  in  the  cause  as  may  be 
necessary,  so  soon  as  conveniently  may  be  after  such  transcript 
shall  have  been  filed  in  the  Court  of  Appeals.  The  act  of  1868 
therefore  changed  the  rule  previously  declared.  In  O'Brien  v. 
Bait,  Belt  B.  B.  Co.,  74  Md.  863,  the  answer  was  filed  before 
injunction  ordered,  and,  being  in,  was  entitled  to  be  considered, 
but  could  not,  per  se,  defeat  the  right  of  appeal  In  Bonaparte 
V,  Bait.,  Hampden  and  Lake  Boland  Co.,  76  Md.  340,  Mr. 
Bonaparte  sought  an  injunction  to  restrain  defendant  from 
constructing  its  railroad  across  an  avenue  by  which  he  had  ac- 
cess to  his  premises ;  alleging  that  defendant's  charter  was  void, 
and  work  thereunder  was  being  prosecuted  without  lawful 
authority.  When  the  bill  was  filed,  and  a  preliminary  injunc- 
tion was  asked  for,  instead  of  granting  the  injunctian  at  once 
and  outright,  the  judge  set  a  day  for  hearing,  and,  until  that 
hoaring  could  be  had,  passed  a  restraining  order.  The  defend- 
ant conteaidod  that  this  restraining  order  was  a  preliminary  in- 
junction, and  that  the  order  passed  after  hearing  was  the  disso- 
lution of  the  injunction  already  granted,  and  it  therefore  moved 
to  dismiss  the  appeal;  but  the  court  said  it  was  evident  the 
judge  below  desired  to  know  whether  a  case  was  made  for  pre- 
liminary injunction,  and  therefore  ordered  a  hearing  on  the 
application  made  by  the  bill,  and  the  motion  to  dismiss  was 
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accordingly  overruled.  The  iufen-eDoe  from  Uu»  is  too  plain  for 
controverey, — that  the  judge  might,  had  he  seen  fit,  have 
granted  the  injunctdcm  without  hearing,  and  that  in  such  case 
there  would  have  been  a  ri^t  of  appeal  Wo  therefore  think 
the  plaintiffa,  in  the  course  parsued,  were  in  the  ezeroiae  of  their 
legal  right  to  present  the  question  raised  by  the  appeal  and  tlie 
motioa  to  dismiss  will  therefore  be  overmled. 

It  is  ctHitended  on  the  part  of  the  defendant  that  ordinance 
No.  41  has  none  of  the  elements  of  a  contract,  but  that  it  is 
limply  a  license,  revocable  whenever  tiie  public  int«reet8  require 
its  revocation, — saving,  of  course,  any  ri^ts  which  plaintiffs 
have  acquired  up  to  the  time  of  revocation,  aa  attempted  by  the 
repealing  ordinance, — while  on  the  part  of  the  plaintiffs  it  is 
ecmtended  that  the  passage  of  ordinance  No.  41  was  a  propoei- 
don  to  the  plaintiffs  to  enter  into  a  contract  securing  to  them 
valuable  righta  and  privileges  upon  valuable  considerations 
moving  irom  them,  and  that  upon  acceptance  by  plaintiffs  of 
the  provisions  of  said  ordinance  and  compliance  by  them  with 
all  its  stipulations,  a  valid  contract  was  made  and  concluded, 
and  that,  after  the  constroctiiHi  thereunder  o£  three  milee  of  con- 
duits within  two  years,  the  contract,  by  its  terms,  became  irrevo- 
cably and  the  repealing  ordinance  is  for  this  reason  inoperative 
and  void.  The  defendant  relies  lai^ly,  in  support  of  its  con- 
tinition,  upon  the  decision  in  the  Lake  Roland  Elevated  Ry. 
Case,  17  Md,  352.  In  that  case  an  elaborate  and  learned  opin- 
ion was  delivered  by  Judge  Bktan,  holding  that  the  ordinance 
of  the  mayor  and  city  council  of  Baltimore  authorizing  the  rail- 
road to  lay  down  double  tracks  on  certain  streets  in  the  city  was 
not  irrevocable,  and  that  a  subsequent  ordinance  repealing  that 
part  of  the  previous  ordinance  which  authorized  double  tracks 
on  Lexington  street,  but  permitting  a  single  track  upon  certain 
eonditionfl,  was  a  valid  exercise  of  power  by  the  mayor  and  citv 
council;  but  we  have  not  been  able  to  discover  any  expression  of 
opinion  or  any  intimation  therein,  or  in  the  opinion  delivered 
bj  Judge  Ai,VAT  in  overruling  a  motion  for  reargument,  that 
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the  grant  was  regarded  merely  as  a  lioense,  as  was  argued  by  de- 
fendant's counsel  in  his  brief  in  this  case.  The  proof  was  that, 
if  double  tracks  were  permitted  on  Lexington  street,  t^eir  ex* 
istenoe  would  be  incompatible  with  the  use  of  that  part  of  the 
street  by  yehides  of  any  description,  and  that  the  sidewalks 
alooe  would  be  available  for  use  by  the  general  publico  Judge 
Bbtan  said  it  was  the  duty  of  the  city  authorities  to  preeenre 
the  streets  for  their  primaiy  legitimate  purposes,  and  that  it  was 
not  competent  for  them,  by  such  a  grant,  to  defeat  these  pur- 
poses. The  whole  opinion  went  uponihe  ground  that  such  con- 
tracts are  made  upon  the  implied  condition,  understood  and  ac- 
cepted by  the  grantee,  that  if  the  safety,  health,  or  morals  of  the 
public  shall  require  the  rescission  or  modification  of  such  con- 
tract, it  may  be  rescinded  or  modified,  under  the  police  power  of 
the  State  or  of  the  city,  where  the  city  has  been  vested  by  the 
State  with  such  power.  In  illustration  of  the  application  of  this 
rule  of  law,  we  may  cite  the  case  of  N.  Y.  &  N.  E.  R.  R.  Co.  v. 
Bristol,  151  n  S.  556,  in  which  the  removal  of  a  grade  croesing 
constructed  imder  the  diartar  was  ordered,  and  an  overhead 
croesing  was  required  at  the  cost  of  the  railroad.  The  action 
of  the  legislature  was  sustained,  the  court  saying  that  the  inhi- 
bitions of  the  constitution  of  the  United  States  upon  the  im- 
pairment of  the  obligation  of  contracts  are  not  violated  by  the 
Intimate  exercise  of  legislative  power  in  securing  the  public 
safety,  health  or  morals.  And  in  the  later  case  oi  C.  B.  d  Q.  R. 
Co.  V.  Omaha,  170  XJ.  S.  67,  where  the  State  undertook  to  alter 
the  terms  of  a  contract  under  which  a  viaduct  had  been  built  at 
the  joint  expense  of  the  city  and  the  railroad,  it  was  said  that, 
where  the  subject  matter  of  the  contract  is  one  which  affects  the 
safety  and  welfare  of  the  public,  it  is  held  to  be  within  the  su- 
pervising power  of  the  legislature,  when  exercised  to  protect  the 
public  safety,  health  or  morals,  and  that  clause  of  the  Federal 
constitution  which  protects  contracts  from  legislative  action* 
cannot  in  every  case  be  successfully  invoked.  "The  presump- 
tion is  that,  when  such  contracts  are  entered  into^  it  is  with  the 
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buxwledge  that  partiee  cannot,  by  making  agreemjenta  on.  suhr 
jects  involving  the  rights  of  the  public,  withdraw  such  subjects 
from  the  power  of  the  legislature."  It  was  upon  the  same  prin- 
ciple that  this  court  proceeded  in  Rittenhouse  v.  The  Mayor  afid 
City  Council,  25  Md.  886,  in  sustaining  repeal  of  an  ordinance 
providing  for  the  erection  of  an  almshouse,  and  in  annulling  a 
contract  with  Eittenhouse  for  its  erection,  but  providing  for  an 
equitable  settlement  for  work  done  under  the  contract  The 
site  of  the  building  having  been  found  to  be  unhealthy,  due  re- 
gard for  the  safety  of  the  inmates  and  for  the  public  welfare 
required  that  the  site  should  be  abandoned,  and  work  upon  the 
bnilding  discontinued.  We  cannot  agree  with  the  counsel  for 
defendant  that  Judge  Alvey^  in  his  opinion  on  the  motion  for 
reargument  in  the  Lake  Roland  case,  treated  the  grant  of  the 
privilege  of  the  streets  to  the  railroad  as  a  licensa  We  think 
he  dealt  with  it  aa  a  contract  liable  to  rescission  or  alteration 
only  by  reajson  of  the  duty  of  the  city  to  keep  the  streets  safe  for 
their  ordinary  uses,  and  that  his  reference  to  compenBation  '^in 
accordance  with  a  well-established  principle  in  the  case  of  the* 
revocation  of  an  executed  license"  wps  but  a  legal  analogy  alto- 
gether appropriate  for  the  illustration  of  his  argument. 

We  think  the  result  of  ordinance  No.  41,  and  of  its  acceptance 
by  the  plaintiffs,  was  the  creation  of  a  valid  contract^  and  that 
there  is  no  evidence  or  suggestion  in  the  record  of  any  danger 
to  tiiie  public  health,  safety,  or  convenience  which  would  warrant 
its  rescission  by  the  mayor  and  city  council  in  whole  or  in 
part  On  the  contrary,  the  recitals  of  that  ordinance  show  that 
both  the  public  safety  and  the  public  convenience  were  controll- 
ing ocmsiderations  with  the  mayor  and  city  council  in  its  enact- 
ment^ and  in  the  body  of  the  ordinance  the  public  interests  were 
sedulously  guarded  by  the  following  provisions:  (1)  That  the 
right  to  lay  underground  conduits  riiould  not  be  deemed  an  ex- 
clusive grant,  so  as  to  create  a  monopoly;  (2)  that  the  rights 
granted  should  be  forfeited  unless  a  permanent  underground 
system  was  assured  by  the  construction  of  at  least  three  miles  of 

vol*  vn. — 10. 
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coDiduits  within  two  years  theireaiter ;  (8)  that  all  poles  or  lines 
where  conduits  were  laid  should  forthwith  be  removed,  except 
when  required  for  house  connection ;  (4)  that  an  annual  diarge 
of  from  30  to  20  cents  for  every  lineal  yard  of  conduit  laid 
should  be  paid  to  the  city;  (5)  that,  in  each  conduit  laid,  space 
should  be  provided,  free  of  cost  or  rent>  for  a  wire  for  the  exclu- 
sive use  of  the  city  authorities;  and  (6)  that  an  adequate  bond 
should  be  given  for  the  faithful  performance  of  all  these  re- 
quirements. Chapter  200  of  the  acts  of  1892  and  the  new  char^ 
ter  (chapter  123)  of  1898  both  afford  evidence  that  there  has 
been  no  change  in  the  views  entertained  by  the  public,  as  repre- 
sented by  the  charter  conmiission'  and  the  legislatures  of  1892 
and  1898,  as  oompared  with  the  views  of  the  mayor  and  city 
council  by  whom  ordinance  No.  41  was  enacted,  since  both  acts 
of  the  legislature  give  authorily  to  the  city  to  provide  a  series 
of  conduits  throughout  the  streets  and  alleys^  by  construing  or 
authoriziug  the  construction  of  the  same  by  any  person  or  corpo- 
ration, and  to  require  all  telegraph  and  telephone  wires  to  be 
placed  in  such  conduits.  "No  public  interest  embraced  within 
the  police  power  could  be  served  by  repealing  ordinance  Na  41, 
and  thus  compelling  the  plaintiffs  either  to  resort  again,  so  far 
as  relates  to  all  these  conduits  laid  since  January  1,  1898,  and 
to  all  future  extensions  of  their  wires,  either  to  the  inferior  pole 
service,  which  may  at  any  time  be  prohibited  by  the  city,  or  to 
put  all  such  wires  in  the  conduits  to  be  constructed  or  authorized 
by  the  city,  and  upon  new  and  other  terms  than  those  prescribed 
in  ordinance  No.  41.  The  city  mighty  it  is  true,  thus  secure  a 
much  larger  annual  payment  from  the  plaintiffs — one,  perhaps, 
more  fairly  proportioned  to  the  value  of  the  franchise  granted 
by  the  ordinanca  But  this  wish  or  motive  will  not  justify  the 
repeal  proposed.  In  City  Water  Co.  v.  Bridgeport  Hydraulic 
Co,,  55  Conn.  1,  the  consideration  was  pressed  upon  the  court 
that  a  decision  in  behalf  of  defendant  would  be  the  protection  of 
a  monopoly,  and  that  a  monopoly  is  odious.  In  rendering  its 
decision  for  defendant,  the  court  said :    *'  This  argument  forgets 
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the  fact  that  it  is  tiie  judicial  duty  to  preeerve  contracts  inviolate, 
rather  than  to  deetroj  monopolies.  Conununities  may  endure 
monopolies,  but  cannot  endure  the  violation  of  contracts." 

But^  apart  from  the  fact  that  the  attempted  repeal  of  ordi- 
nance No.  41  cannot  be  brought  within  lie  exercise  of  the  police 
power,  so  as  to  justify  the  repeal  upon  that  ground,  there  is 
another  and  a  conclusive  reason  why  it  is  beyond  the  power  of  the 
mayor  and  city  council  in  any  mode  to  effect  its  repeal  or  impair 
its  operation.  By  chapter  200  of  the  Acts  of  1892  the  legisla- 
ture of  Maryland,  after  three  years'  trial  of  ^he  policy  inaugu- 
rated by  the  mayor  and  city  council  upon  their  own  authority, 
in  the  contract  with  the  plaintiffs,  authorized  the  mayor  and  city 
council  either  to  construct,  or  to  authorize  any  person  or  corpo- 
ration to  contract,  conduits  throughout  the  city  for  the  use  of 
telegraph,  telephone  and  electric  light  wires,  to  require  all  such 
wires  to  be  placed  in  said  conduits,  and  to  prescribe  reasonable 
rentals  for  the  use  thereof ;  thus  establishing  a  geneoral  and  uni- 
form policy  under  th«  sanction  of  the  State,  similar  to  the  special 
poli<7  inaugurated  under  the  sanction  of  the  mayor  and  city 
council  with  the  plaintiffs.  But  to  this  general  grant  of  author- 
ity there  was  annexed  a  proviso  ^'  that  nothing  contained  in  this^ 
act  shall  be  deemed  or  taken  to  modify  or  change  in  any  manner 
the  provisions  of  ordinance  No.  41  approved  May  8th,  1889,  or 
the  rights  and  privileges  thereby  granted.'^  Whether  the  mayor 
and  iAty  council  had  the  power  to  grant  these  rights  and  privi- 
leges at  tiie  time  that  contract  was  made,  it  is  not  neoessaiy  to 
inquire,  because  chapter  200  of  the  Acts  of  1892  must  be  taken 
as  a  legislative  ratification  and  confirmation  of  that  contract, 
with  all  its  rights  and  privileges.  Cooley,  in  his  work  on  Con- 
stitational  Limitations  (6th  Ed.,  486),  speaking  of  contracts  by 
municipal  corporutions^  which,  when  made,  were  in  excess  of 
their  authority,  but  subsequently  have  been  confirmed  by  legis- 
lative  action,  says :  '^If  the  contract  is  one  which  the  legislature 
might  originally  have  authorized,  the  right  of  the  legislature  to 
confirm  it  must  be  recognized.     In  Bait  &  Potomac  R.  R.  Co. 
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V.  Beany,  42  McL  117,  the  act  of  1870,  chapter  80,  nchile  oom- 
tfMTiiTig  no  ecspress  terms  of  ratificatioa  of  tiie  ordinaiice  under 
which  a  timxiel  had  been  built  by  the  railroad,  used  in  one  flection 
^^terms  equivalent  to  terms  of  express  ratification,"  and  Judge 
Ax.yET  said :  ''The  authority  given  by  the  city  to  make  the  tunnel 
is  recognized,  and  there  is  power  given  to  charge  additional 
profits  and  tolls  for  its  own  usa  This  is  a  clear  ratification  or 
grant  of  authority,  at  least  by  implication,  and  it  is  settled  that 
such  authority  may  be  granted  by  implication.  Inhabitants  of 
Springfield  v.  Conn.  B,  B.  Co,,  4  Cush.  63."  See,  also,  0' Brian 
V.  Co.  Com,,  51  Md.  24,  to  same  effect  In  Pompton  v.  Cooper 
Union,  101  U.  S.  202,  the  question  was  whether  certain  bonds 
of  the  town  of  Pompton  were  issued  with  proper  legal  authority. 
Subsequent  to  their  issue  the  l^islature  abolished  the  commis- 
sioners of  Pompton  township,  and  devolved  upon  a  township 
committee  certain  duties  of  the  commissioners,  including  the  pro- 
viding of  necessary  funds  and  the  payment  of  interest  on  these 
bonds.  It  was  held  that  this  act  was  a  recognition  of  Pompton 
as  one  of  certain  towns  authorized  to  issue  such  bonds,  and  the 
court  said:  ''In  cases  like  this,  legislative  ratification  is  the 
equivalent  of  original  authority,  and  what  is  clearly  implied  in 
a  statute  is  as  effectual  as  what  is  expressed."  Upon  the  prim- 
ciple  last  above  stated,  the  act  of  1892  not  only  operateB  as  a  rati- 
fication of  ordinance  No.  41  as  of  the  date  of  its  approval,  and 
of  all  that  had  been  done  thereunder,  but  it  also  operates,  from 
its  own  date  of  approval,  as  a  legislative  grant  for  the  future  of 
the  rights  and  privileges  thus  ratified,  and  as  a  legislative  prohi- 
bition against  any  interference  by  the  city  therewith.  The  body 
of  that  act  authorized  the  city  to  require  all  companies  using  any 
kind  of  electric  wires  to  place  them  in  the  conduits  constructed 
or  authorized  by  the  city ;  but  the  proviso  excepted  out  of  this 
grant  of  power  the  plaintiffs'  companies,  and  in  express  language 
declared  that  their  rights  and  privileges  should  not  be  modified 
or  changed  in  any  manner,  and  the  exceptian  was  thus  not  osily 
a  grant  of  power  thereafter  to  enjoy,  under  the  protection  of  the 
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State^  the  rights  and  priyilegas  they  had  theretofore  eajoyed 
under  the  protectioii  of  the  city,  but  it  was  also  the  equiyalent  of 
an  express  denial  of  power  to  the  citj  to  compel  them  at  any 
future  time  to  surrender  these  privileges^  in  virtue  of  the  general 
powers  conferred  upon  the  city  to  deal  with  electric  companies 
in  this  regard.  The  new  charter,  approved  March  24, 1898,  con- 
tained die  same  proviso  as  the  act  of  1892,  and  all  we  have  said 
as  to  the  legal  effect  of  that  act  is  applicable  to  the  new  charter, 
without  repetition.  Inasmuch  as  the  new  charter  repealed  the 
whole  of  article  4  of  the  Public  Local  Laws  of  the  Stat^  relating 
to  the  cit^  of  Baltimore,  and  embracing  the  act  of  1892,  it  was 
necessary  to  incorporate  into  the  charter  the  proviso  of  that  act> 
in  order  to  give  to  the  plaintiffs  the  oontinued  assurance  that 
their  rights  and  privileges  were  beyond  the  control  of  the  mayor 
and  city  council,  and  to  remove  all  doubt  upon  that  subject  from 
the  minds  of  all  persons  interested  in,  or  dealing  with,  said  com- 
panies. We  hold,  therefore,  that  from  the  moment  the  plaintiffs 
were,  bj  the  proviso  of  the  act  of  1892,  taken  under  the  protect- 
ing s^is  of  a  legislative  grant,  the  mayor  and  city  council  were 
powerless  to  destroy,  change^,  or  modify  their  existing  rights  and 
privileges,  and  the  ordinance  of  April  18,  1899,  is  wholly  inef- 
f ectaaL  The  possible  unfavorable  effect  of  such  a  decision  upon 
other  corporations  using  electric  wires>  or  upon  the  revenues  of 
the  city,  however  much  deprecated  by  others^  are  considerations 
which  we  are  not  at  liberty  to  entertain ;  and  we  may  here  repeat 
the  language  of  this  court  in  the  Ldke  Roland  Elevated  Ry. 
Co/s  Case,  77  Md.  882 :  ^'We  say  once  more  for  all  that  we 
are  dealing  only  with  the  case  before  ua  Franchises  and  privi- 
leges granted  by  the  legislature  cannot  be  annulled  by  an  ordi- 
nance of  the  mayor  and  city  council."  Whether  it  is  competent 
for  the  State  to  repeal  that  part  of  the  new  charter  which  con- 
firms the  rights  and  privil^es  conferred  upon  the  plaintiffs  by 
ordinance  No.  41  is  a  question  which  does  not  arise  in  this  ap- 
peal The  State  has  not  attempted  such  repeal,  and  until  it  does 
so  it  would  be  premature  and  unauthorized  to  pass  upon  its  right 
and  poweor  to  do  so. 
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The  remaining  question  is  as  to  the  jurisdiction  of  the  court 
to  interfere  by  injunction  in  this  case.  The  rule  is  thus  stated 
in  2  Beach,  Inj.,  sec  1279 :  "Equity  will  interfere  to  protect 
and  secure  the  enjoyment  of  a  franchise  secured  by  statute,  be- 
cause it  affords  the  only  plain  and  adequate  remedy.  So  it  will 
protect  rights  of  a  like  character  acquired  under  a  lawful  muni- 
cipal ordinance."  This  rule  is  supported  by  numerous  cases 
both  in  the  State  and  Federal  courts,  among  which  are  City  of 
Quincy  v.  Bull,  106  111.  337 ;  Springfield  R.  Co.  v,  Springfield, 
85  Mo.  676 ;  Boston  R.  Co.  v.  Easton,  133  Pa.  St  505 ;  Osbom 
V.  Bank  of  United  States,  9  Wheat  842 ;  and  Walla  Walla  v. 
Walla  Walla  Water  Co.,  172  U.  S.  1,  where  fhe  court  said:  'It 
has  been  repeatedly  decided,  in  affirmance  of  the  general  propo- 
sition, that  the  remedy  at  law,  in  order  to  exclude  a  ooncurreiit 
remedy  at  equity,  must  be  as  complete,  as  practical,  and  as  effi- 
cient to  the  ends  of  justice  and  its  prompt  administration,  as  the 
remedy  in  equity."  In  Holland  v.  Mayor,  etc.,  11  Md.  197,  it 
was  held  that  a  municipal  corporation  will  be  restrained  by  in- 
junction when  attempting  to  enforce  an  invalid  ordinance;  and 
that  case  was  confirmed  in  Page  v.  Mayor,  etc.,  34  Md.  567.  In 
Hooper  v.  City  Passenger  R.  R.  Co.,  85  Md.  509,  it  was  held 
that  the  company  was  entitled,  under  its  l^slative  grant^  to  use 
electricity  upon  any  of  its  lines,  and  that  this  right  could  not  be 
destroyed  by  the  refusal  of  the  mayor  to  issue  a  permit  for  the 
erection  of  tbe  poles ;  and  the  injunction  which  had  been  granted 
by  the  court  below  restraining  the  city  authorities  from  interfer- 
ing with  the  erection  of  poles,  was  sustained  by  this  court  That 
case  is  not  distinguishable  in  any  material  point  from  the  case 
before  us,  and  in  view  of  that  decision  the  majority  of  the  court 
is  of  opinion  that  the  proper  remedy  is  by  injunction.  The 
writer  of  tbis  opinion  regards  mandamus  as  the  proper  remedy, 
and  a  memorandum  will  be  filed,  briefly  stating  the  ground  of 
this  view.  We  think,  however,  that,  in  a  matter  of  so  much  mo- 
ment to  the  parties,  the  purposes  of  justice  wUl  be  advanced  by 
permitting  further  proceedings  in  the  cause,  and  that  an  oppor- 
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tnnitv-  ahoold  be  given  ihe  defendants  to  answer,  and  for  a  heax- 
ing  upon  ihe  meSs;  and  the  cause  wiU  IherefoU  be  renianded, 
under  article  6,  §  36^  of  the  Code^  without  affirming  or  reversing 
the  decree  of  the  Circuit  Court  for  Baltimore  city.  Cause  re- 
manded, without  affirming  or  reversing  the  decree,  for  f urtiier 
pitx;eedings  in  conformity  with  this  opinion;  costs  above  and 
below  to  abide  tlie  final  result  of  tlie  causa 
PsABCE,  J.y  also  delivered  a  separate  opinion. 


NoTK. — See  note  to  second  following  case;  also  note  to  Oammonwedlih  o. 
Waruriok,  po9t;  also  note  2  at  end  of  Part  L 


ThB  ChIESAFEAXE  AlJTB  FoTOMAO  TELEPHONE  COMPAlTr  OF  BaL- 

TiMOBB  Crrr  v.  The  Matob  ajod  City  Council  of  Balti- 

KOSE  ET  AL. 

MitryUmd  Court  cf  Appeals,  February  14,  1900. 

(00  Md.  638.) 

UllDiBKBOUITO    TKLEPHONE    WiUKS. — ^INJUNCTION. 

Where  a  tdephone  company,  acting  in  accordance  with  the  terms  of  a 
city  ordinance,  the  acceptance  of  which  by  the  company  has  been  declared 
hy  the  eourts  to  constitute  a  valid  contract  and  which  contract  has  been 
Tatified  and  perpetuated  by  the  legislature,  proceeds  to  file  with  the 
city  commissioner  plans  for  the  construction  of  conduits  for  its  wires 
and  to  express  its  willingness  to  construct  them  under  the  supervision 
of  said  commissioner,  a  new  ordinance  adopted  by  the  city  does  not 
operate  to  repeal  the  former  one  and  the  city  will  be  restrained  from  in- 
terference with  the  construction  of  the  conduits  during  such  time  as  the 
work  is  properly  done  under  the  direction  of  the  city  commissioner  and 
in  aocordanoe  with  reasonable  regulations  adopted  by  him. 

Appeal  by  plaintiff  from  order  of  Circuit  Court  of  Baltimore 
city,  refusing  injunction. 
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Arthur  W,  Machen  and  Bernard  Carter  (with  whom  was  Wnu 
8.  Bryanj  Jr.,  on  the  brief  )y  for  appellant 

John  V.  L.  Findley,  John  E.  Semmes  and  Leon  E.  Oreen- 
baum,  for  appellees. 

* 

Bbisgoe,  J.y  delivered  the  opinion  of  the  court     The  bill  in 
this  case  was  filed  for  an  injunction  to  restrain  the  appelleeBy 
the  mayor  and  city  council  of  Baltimore  and  its  officers^  from 
preventing^  obstructing^  or  in  any  way  interfering  with  the  con- 
structioUy  under  the  supervision  of  the  city  commissioners  of 
Baltimore^  of  underground  conduits  upon  parts  of  certain  desig- 
nated streets  in  that  city^  according  to  plans  of  location  and  con- 
struction submitted  by  the  appellants,  or  for  making  the  neces- 
sary excavations  for  the  conduits,  or  from  interfering  with  their 
use  for  the  laying  and  using  of  telephone  wires  therein.     The 
injunction  prayed  for  was  on  the  Ist  of  May,  1899,  denied  by 
the  Circuit  Court  of  Baltimore  city,  and  on  the  same  day  an  ap- 
peal was  directed  to  this  court     The  case  was  heard  on  bill  and 
exhibits,  and  our  decision  of  the  case  upon  the  record  then  before 
us  will  be  found  reported  in  89  Md.  689.     In  the  opinion  then 
filed  we  carefully  considered  and  passed  upon  the  questions  of 
law  presented  in  the  case,  but  stated  that  in  a  matter  of  so  much 
moment  to  the  parties  the  purposes  of  justice  would  be  advanced 
by  permitting  further  proceedings  in  the  cause,  and  that  an  op- 
portunity should  be  given  the  defendants  to  answer,  and  for  a 
hearing  upon  the  merits.     The  case  was  then  remanded,  under 
article  5,  §  36,  of  the  Code,  without  affirming  or  reversing  the 
decree  of  the  court  below.     The  case  is  now  before  us  upon  bill, 
answer,  and  proof,  and  the  second  appeal  is  from  a  pro  forma 
order,  refusing  the  injunction  as  prayed  for. 

The  appellees  contend  that  the  appellants  are  not  entitled  to 
relief  for  the  following  reasons :  First^  because  of  the  inequitr 
able  and  illegal  acts  of  the  appellants;  second,  because  an  in- 
junction is  not  the  proper  remedy;  third,  because  the  ordinance 
which  is  the  foundation  of  their  rights  is  not  an  irrepealable  con- 
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tract ;  fourth,  because  the  said  ordinaiice  was  subject  to  repeal,  in 
the  exercise  of  the  police  power,  and  was  repealed  in  the  exercise 
of  this  power ;  fifth,  because  there  has  been  no  legislation  of  the 
general  assembly  of  Maryland  which  has  converted  the  said  ordi- 
nance into  an  act  of  assembly.  Now,  we  do  not  think  that  any 
usefid  purpose  will  be  served  by  repeating  axid  elaborating  the 
reasons  which  controlled  us  in  the  decision  of  the  questions  of 
law  raised  on  the  former  appeal.  We  entertain  no  doubt  as  to 
their  correctness,  and  will  briefly  state  them:  First,  that  in- 
junction is  a  proper  remedy  to  enforce  the  rights  of  the  appellant 
oompanieB;  second,  that  the  result  of  ordinance  'No,  41,  and  of 
its  acceptance  by  the  company,  waa  the  creaUun  of  a  valid 
contract;  thirdly,  that  Act  1892,  c.  200,  and  Act  1898, 
c  128  (the  new  charter),  are  legislative  ratification  and 
confirmation  of  that  contract,  and  they  not  only  operate  as 
a  ratification  of  ordinance  Na.  41  as  of  the  date  of  their  ap- 
proval, and  of  all  that  had  then  been  done  thereunder,  but  they 
aldo  operate  from  their  date  of  approval  as  a  legislative  grant 
for  the  future  of  the  rights  and  privileges  thus  ratified,  and  as  a 
legislative  prohibition  against  any  interference  by  the  city  there- 
with ;  fourthly,  that  the  mayor  and  city  council  could  not  destroy, 
change,  or  modify  the  plaintiff's  rights  and  privileges  granted  by 
Act  1892,  a  200,  and  Act  1898,  a  123,  and  that  the  ordinance  of 
April,  1899,  did  not  work  a  repeal  of  the  rights  acquired  and 
granted  by  ordinance  No,  41 ;  and,  fifthly,  that  whether  it  is  com- 
petent for  the  State  to  repeal  the  legislation  which  confirms  the 
rights  granted  by  ordinance  No.  41  is  a  question  which  does  not 
arise  on  this  appeal  We  deem  it  right  and  proper,  however,  to 
state  that  it  is  in  no  sense  the  duty  of  this  court  to  question  the 
wisdom  or  policy  of  the  legislation  which  is  attacked  by  the  ap- 
pellees in  this  casei  If  constitutional,  it  is  our  plain  duty  to 
sustain  it  If,  on  the  other  hand,  it  is  invalid,  it  would  have 
beBD  so  declared  on  the  former  appeal.  We  are  not,  however, 
to  be  understood  as  intimating  that  the  ordinance  and  statutes 
heretofore  referred  to  are  beyond  legislative  controL 
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The  queetions  of  law,  then,  having  been  Bettled  by  us  in  tba 
former  case,  we  oome  to  a  consideration  of  the  facte  as  the  case 
now  stands.  We  have  carefully  read  and  considered  the  evi- 
dence contained  in  the  voluminous  record  before  us^  and  fail  ix> 
find  sufficient  evidence,  under  the  pleadings  in  the  cause,  to  sus- 
tain the  contention  of  the  appellees.  It  will  be  seen  that  a  large 
part  of  this  testimony  hrs  no  relation  to  the  conduit  construc- 
tions in  question,  or  to  the  questions  at  issue  in  this  casa  The 
questions  here  involved,  as  appears  from  the  allegations  of  the 
bill,  relate  solely  to  the  construction  of  certain  underground  con- 
duits to  be  laid  by  the  appellants  under  the  supervision  of  the 
city  commissioner  of  Baltimore  upon  parts  of  the  following- 
named  streets:  Upon  Robert  street,  Pennsylvania  avenue, 
Laurens  street,  Fremont  avenue,  and  Winchester  street,  and  also 
upon  parts  of  Madison  avenue,  Preestman  street^  Morris  allqr, 
Druid  Hill  avenue,  and  North  avenu^  according  to  plans  of  lo- 
cation and  construction  submitted  by  the  appellants  to  the  city 
conmiissioner.  It  is  not  claimed  nor  oontended  upon  the  part 
of  the  appellants  that  any  other  streets  of  the  city  are  involved  in 
this  controversy,  so  it  is  with  the  use  of  these  streets  in  the  pro- 
posed conduit  construction  by  the  appellant  campanies^  and  with 
these  streets  only,  we  are  concerned  and  have  to  deal.  The  con- 
trolling question,  then,  comes  to  this:  Have  the  appellants  com- 
plied with  the  terms  and  provisions  of  ordinance  'Na  41,  as  to 
the  proposed  conduit  constructions  in  the  streets  now  in  contro- 
versy, as  entitles  them  to  the  equitable  relief  by  injunction 
against  the  city  authorities  ?  The  object  and  purpose  of  the  or- 
dinance^ as  declared  by  its  title,  is  to  provide  for  laying  the 
wires  of  the  appellant  companies  in  underground  conduits  in  the 
city  of  Baltimore.  It  provides  that  such  conduits  and  manholes 
shall  be  constructed  in  such  manner  as  not  to  injure  any  vault, 
sewer,  water  pipe,  or  gas  pipe,  and  such  conduits  and  manholes 
shall  be  constructed  by  either  or  both  of  said  companies^  as  parts 
of  one  system,  at  their  or  their  respective  cost  and  expense  And 
after  directing  certain  things  to  be  done  before  constructing  any 
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ooindtiits^  it  specially  provides  that  they  shall  file  with  the  city 
oommissioner  a  plan  showing  the  location  and  character  of  the 
portion  or  portions  of  the  conduit  or  conduits  next  proposed  to 
be  constructed,  and  every  such  conduit  or  part  thereof  shall  be 
constructed  under  the  supervision  of  the  city  oommissioner,  and 
all  paving  which  may  be  temporarily  removed  by  the  companies 
or  company  hereinbefore  mentioned  in  tlie  course  of  the  con- 
struction of  any  conduit  or  conduits  so  authorized  shall  be  re- 
stored or  replaced,  under  tlie  direction  and  superintendence  of 
the  city  oommissioner,  by  the  companies  or  company  construct- 
ing said  conduit  or  conduits,  and  at  their  or  its  expense,  in  a 
manner  satisfactory  to  said  oommissioner.  In  pursuance  of  the 
provisions  of  this  ordinance,  tlie  appellants^  on  the  1st  of  May, 
1899,  filed  two  applications  for  permits  to  construct  conduits  in 
the  streets  mentioned  tlierein,  according  to  certain  plans  accom- 
panying those  applications;  and  to  these  plans  showing  the  char- 
acter of  the  conduits  tliere  is  annexed  the  following  statement : 
''Plan,  dimensions,  and  situation  of  conduits  to  be  shown 
above^  except  where  conditions  may  necessitate  modifications 
sanctioned  by  the  city  commissioner."  We  quote  from  a  por- 
tion of  one  of  these  applications  addressed  to  the  city  commis- 
sioner of  Baltimore  by  the  president  of  the  appellant  companies : 
"I  herewith  deliver  to  you  a  plan  marked  'G.  S.  C.  Na  165,' 
bhowing  the  location  of  said  conduits  on  the  streeto,  and  the  re- 
fcpective  sides  tliereof,  subject  to  sudi  change  in  the  location  of 
the  conduits  in  Uie  said  streets  as  may  be  required  or  approved 
by  the  city  commissioner,  the  position  of  said  conduits  in  rela- 
tion to  the  curb  line  of  said  streets  respectively  to  be  such  as  shall 
bo  approved  of  by  the  city  commissioner."  "I  also  deliver  to 
you  a  plan  marked  'G.  S.  C.  Na  166,'  showing  the  character, 
dimensions  and  situations  of  said  conduits.  All  of  these  wires  to 
be  laid  in  said  conduits  will  be  used  in  connection  with  telephone 
exchange  belonging  to  the  companies  in  the  telephone  build- 
ing at  the  comer  of  St  Paul  street  and  Bank  lane  in  the  city  of 
Baltimore^  space  being  reserved  in  said  conduits  for  the  laying 
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herein  by  tlie  fire  ooimnifisianerB  of  the  oily  of  Baltimore  of  a 
oable  for  the  use  of  die  police  and  fire  alarm  telegraph  and  police 
and  patrol  wires.  All  of  the  work  under  tliis  applicatiosi  will 
be  done  under  the  auporviaion  of  the  city  eommisaioiier,  and  sub- 
ject to  his  approval  I  respectfully  ask  tlxa;t  a  permit  be  issued 
by  you,  etc  These  applications  were  refused  by  the  city  com- 
missioner for  tiie  reasons  stated  in  the  following  letter:  '^Re- 
ferring to  your  communication  of  the  22d  inst  forwarding  two 
(2)  applications  of  your  company  for  laying  certain  conduits  in 
the  city  of  Baltimore^  said  applications  bearing  date  April  22d, 
1899,  and  being  accompanied  by  plans  marked  'G.  Sw  C,  Nos. 
163,  164y  165  and  166/  under  instructions  from  the  city  solici- 
tor, the  only  answer  that  I  can  give  to  your  request  for  said 
granting  of  permits  is  tliat  I  must  decline  to  issue  the  said  per- 
mits applied  for  in  said  application."  It  appears,  then,  from  the 
foregoing  recitals  from  the  plans  and  specifications  filed  by  the 
appellant  companies,  that  not  only  the  location  and  diaracter  of 
the  proposed  conduits  were  submitted  and  left  to  the  determina- 
tion of  the  city  commissioner,  but  the  execution  and  construe* 
tion  of  the  whole  work  was  to  be  done  under  his  supervision, 
according  to  tlie  positive  terms  of  the  ordinanoa  And  it  is  con- 
ceded in  the  brief  of  the  appellants  ''that  the  right  and  duty  to 
exercise  tliis  supervision  involves  the  right  and  duty  to  forbid 
any  mode  of  construction  which,  in  his  judgment,  would  be  an 
unreasonable  exercise  of  the  right  granted  by  ordinance  No.  41.'' 
Nor  is  the  right  and  duty  of  the  mayor  and  city  council  of  Bal- 
timore to  adopt  reasonable  regulations  for  the  proper  protection 
of  its  interests,  consistent  with  the  protection  and  exercise  of  the 
rights  and  privileges  of  the  appellant  companies  under  the  ordi- 
nance^ in  any  manner  denied  or  questioned  by  the  appellants. 
This  right  of  reasonable  regulations  is  fully  sustained  by  the 
Supreme  Court  of  the  United  States  in  tlie  following  cases: 
Baltimore  v.  Baltimore  Trust  Co.,  166  U.  S.  673 ;  Laclede  Chs 
Co.  V.  Murphy,  170  U.  S.  78.  The  city  commissioner  is  thus 
made  by  tlie  ordinance  the  representative  of  the  city  as  to  the 
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examination  of  the  plans,  which  can  be  modified  by  him  as  the 
necessities  of  the  case  arise^  and  also  as  to  the  supervision,  execu- 
tion and  construction  of  the  work.  His  reasonable  instructions 
and  directions  as  to  the  whole  work  must  be  obeyed  and  carried 
out  by  the  appellaat  companies.  The  location  and  character  of 
the  conduits,  and  their  position  in  relation  to  the  curb  line  of  the 
streets,  are  to  be  approved  by  him,  including  the  locatiooo^  dimen- 
sions, and  method  of  construction  of  the  manholes.  In  other 
words,  the  broadest  powers  are  given  the  city  commisBioner  to 
protect  the  rights  and  interest  of  the  city  in  the  whole  work  of 
conduit  construction  and  the  location  and  character  of  the  man- 
holes It  is  to  be  done  under  his  direction  and  supervision,  as 
ordained  by  the  ordinance.  Our  conclusion,  then,  is,  without 
appellant  companies  have  filed  with  the  city  commissioner  plans 
setting  forth  the  location  and  character  of  the  conduits  proposed 
to  be  constructed  by  them,  as  required  by  ordinance  'No.  41,  and 
SB  it  is  alleged  that  they  are  willing  to  construct  them  in  the 
streets  named  under  the  supervision  of  the  city  commissioner, 
they  are  entitled,  under  the  pleadings  and  evidence  in  this  case, 
to  the  injunction  against  city  interference,  according  to  the 
prayer  of  their  bill.  The  bill,  however,  will  be  retained  by  the 
court  below,  so  that  the  decree  granting  this  injunction  can  be 
at  any  time  modified  in  case  the  appellants  refuse  to  obey  the 
reasonable  directions  and  regulations  of  the  city  conmiissioner, 
or  the  doing  of  acts  reasonably  prohibited  by  him.  For  these 
reasons  the  pro  forma  order  of  the  Circuit  Court  of  Baltimore 
city,  dated  the  22d  of  September,  1899,  refusing  the  injunction, 
will  be  reversed,  and  the  cause  remanded,  to  the  end  that  an  in- 
junction may  be  granted  in  accordance  with  this  opinion,  the 
court  below  retaining  control  of  the  case  for  the  pxirpoee  indi- 
cated herein. 

Order  reversed,  and  cause  remanded;  costs  to  be  paid  in  both 
courts  by  the  appellees. 


NoTC — See  note  to  next  case;  also  note  to  Oommontoealth  «.  Warwick^ 
pott;  aleo  note  at  end  of  Part  I.  . 
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TxLKPHONB  Company  xt  ax» 

Maryland  Court  cf  AppealOp  Jamtary  20,  1001. 

OORSTBUCnOlf  OF  TELCPHONB  StTBWAT  OBOmAKCB. 

An  ordinance  permitting  the  conBtniction  of  telephone  cimduits  in  streets, 
which  has  been  adjudged  by  the  courts  to  be  a  valid  grant  which  the 
municipal  authorities  could  not  revoke  or  modify,  provided  that  the  tele- 
phone companies  were  to  remove  their  poles  as  fast  as  conduits  and 
cables  should  be  ready  for  use,  and  not  replace  the  poles  except  so  far 
as  necessary  for  the  purpose  of  distribution.  In  an  action  for  an  injunc- 
tion restraining  the  city  from  interfering  with  the  tdephone  companies 
in  the  construction  of  further  conduits, 

Eeld,  (1)  That  the  company  asking  an  injunction  must  show  that  it  has 
done  everything  required  on  its  part  under  the  ordinance.  (2)  That 
since  the  ordinance  confers  upon  the  companies  exceptional  privileges 
and  powers  for  their  own  benefit  and  advantage,  which  interfere  mater- 
ially with  the  authority  of  the  municipality  to  control  its  streets,  it 
must  be  construed  strictly,  and  so  as  to  conserve  the  public  interests. 

(3)  That  according  to  the  ordinance  as  thus  construed,  the  companies 
must  remove  certain  designated  daJBses  of  poles  before  the  court  would 
interfere  in  their  behalf. 

Appeal  by  defeaxdaata  from  decree  of  Circuit  Ooiut;  Balti- 
more County. 

Wnk  Pifikney  Whyie  and  Olin  Bryan,  for  appeUaute. 

Arthur  W.  Machen,  Bernard  Carter  &  Sons,  and  Wm^  8. 
Bryan,  Jr.,  for  appellees. 

Fagb,  J. :  These  parties  have  been  twice  before  this  oourt, — 
once  in  89  Md.  689^  and  again  in  90  Md.  642.  It  is  unnecessary 
for  the  consideration  of  the  questions  involved  in  this  appeal  to 
refer  to  these  cases,  further  Uian  to  say  that  by  the  first  it  was 
held  that  ordinance  Na  41  created  a  valid  and  subsisting  grant, 
which  having  been  aaocdoned  by  .the  legislature  of  iiie  Statev 
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the  mayor  and  city  council  are  powerless  to  destroy  or  change ; 
and  that  by  the  second,  the  telephone  compaides,  having  com- 
plied with  the  terms  and  provisions  of  ordinaace  Na  41,  were 
entitled,  upon  the  case  as  then  presented,  to  an  injunction 
against  the  interference  by  the  city  with  the  construction  of  . 
their  conduits, — subject,  however,  to  the  right  and  power  of  the  i 
city  to  adopt  reasonable  regulations,  etc  After  the  cause  was 
remanded  for  the  second  time,  the  city,  through  its  counsel, 
filed  a  supplemeivtal  answer,  and  it  is  conceded  the  only  ques- 
tions now  before  us  are  those  which  arise  upon  the  issues  it 
teaders.  The  substance  of  the  supplemental  answer  may  be 
thus  briefly  summarized.  The  defendants  allege:  (1)  That  or- 
dinance No.  41,  if  accepted  as  a  contract,  ^Vas  based  primarily 
upon  the  consideration  that  the  telephone  companies,  for  the 
privileges  granted,'*  were  to  remove,  within  the  period  of  two 
years  from  the  date  of  the  approval  of  the  ordinance,  ''as  rap- 
idly as  conduits  were  constructed  and  cables  laid  therein,'^  all 
poles  under  their  control  standing  upon  any  street  along  which 
any  conduits  are  constructed  and  cables  laid,  and  that  said  poles 
should  not  be  replaced,  except  in  so  far  as  such  poles  ''are  neces- 
sary" for  the  purpose  of  making  distributions  and  oonneo- 
tion  with  the  wires  "forming  part  or  parts  of  any  such  cables.'' 
(2)  Thai)  ^e  complaining  companies  "have  not  removed  any  of 
the  poles,"  but^  to  the  contrary,  "they  have  to-day,  in  f  act^  more 
poles  in  the  city,  along  the  same  streets  and  alleys  where  their 
conduits  have  been  laid,  than  they  had  at  the  time  of  the  pas- 
sage of  the  ordinanca"  (3)  That  the  primary  considerationi 
upon  which  the  privileges  set  out  in  the  ordinance  were  granted 
was  to  obtain  the  removal  of  the  overhead  wires,  yet  the  con- 
plainantB  have  not  performed  their  part  of  the  contract,  by  fail- 
ing to  remove  such  poles;  it  being  "now  well  settled"  that  no 
poles  or  overhead  wires  are  necessary  for  distribution  or  for 
house  to  house  connection  where  conduits  are  laid.  And  that  (4) 
the  complainants,  having  thus  failed  to  perform  their  contractual 
obligatioiis^  and  in  fact  having  violated  the  contract  in  lett^ 
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and  in  spirit,  cannot  now  undertake  to  aak  the  interferenoe  oi 
the  CQiart  to  protect  them  against  the  action  of  the  city  authori* 
tiee  in  refusing  to  permit  tham  to  lay  further  conduits.  It  i« 
proper  to  state  that  it  appears^  by  the  map  filed  among  the  pro- 
ceedings^ that  all  of  the  conduits  referred  to  in  the  bill,  and 
mentioned  in  the  petition  to  the  cily  commissioner,  lie  beyond 
Hie  central  part  of  the  city,  and  are  not  within  ithoee  districts 
which  were  called  by  the  counsel  at  the  argument  the  ^'congested 
parts  of  the  city."  The  counsel  for  the  city  at  the  argument 
stated,  also,  that  the  city  did  not  insist  that  the  companies 
should,  under  the  terms  of  the  contract,  be  required  to  reaLOve 
all  Uie  poles  in  streets  devoted  to  residencee,  and  where  many 
wires  were  not  required,  but  only  in  the  central  or  business  parts 
of  the  city,  where  many  telephones  are  used,  and  therefore  many 
wires  required ;  tha4)  the  requirements  of  the  contract,  as  well  as 
of  public  interest,  demand  that  the  companies  should  remove  all 
poles  in  the  congested  parts  of  the  city,  it  being  proved  that  the 
distribution  from  the  conduit  by  poles  has  now  become  obsolete 
and  entirely  unnecessary.  The  contention  thus  presented  in- 
volves the  inquiry  whether  the  companies  have  performed  the 
obligations  imposed  on  them  by  the  ordinance,  and  if  they  have 
not,  whether  noitiwithstanding  they  are  entitled  to  the  relief 
prsiyei  for  in  the  bill.  As  to  the  latter  brandi  of  the  inquiry,  it 
cannot  be  questionfld  that^  whan  the  companies  ask  the  inter- 
vention of  the  court  to  enable  them  to  enjoy  the  privileges  of 
the  contract,  it  is  incumbent  upon  them  to  show  that  they^  have 
performed  everything  that  the  contract  requires  to  be  done  on 
their  part.  This  follows  from  the  application  of  a  plain  prin- 
ciple of  equity, — ^that  one  party  shall  not  be  bound  when  the 
other  is  not  bound, — ^and  is  a  well-settled  rule  of  equity. 
O'Brien  v.  Pentz,  48  Md.  662 ;  Duvall  v.  Myers,  2  Md.  Ch.  402. 
It  being  incumbent,  therefore^  for  the  appellees  to  show  that 
they  have  performed  what  they  agreed  to  perform,  if  it  should 
appear  that  they  have  failed  to  remove  such  poles  as  by  a  proper 
construction  of  their  contract  they  have  agreed  to  remove^  they 
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would  not  be  in  a  poeitian  to  ask  the  intervention  of  llie  oonrt 
to  enable  them  to  exercise  further  privileges  under  the  ordi- 
nancei 

The  main  question  in  this  case,  thereforei,  is^  what  is  the  duty 
of  the  companies  with  respect  to  the  polee  used  for  distribution 
from  wires  forming  parts  of  the  cables  in  the  conduits?  and 
that  depends  upon  the  construction  to  be  given  to  the  contract 
with  the  city,  as  cont<ained  in  ordinance  No.  41.  It  requires 
merely  a  casual  glance  at  the  words  of  thp*  ordinance  to  show 
that  the  ordinance  confers  upon  the  telephone  companies  excep- 
tional privileges  and  powers,  the  exercise  of  which  must  inter- 
fere with  rights  of  the  public  in  and  to  the  streets  of  the  city. 
They  are  authorized  to  dig  up  as  much  oi  the  bed  of  the  streets^ 
alleys,  or  highways  of  the  city  as  may  be  required  for  the  con- 
Btniction  of  their  conduits  under  the  surface,  take  possession  of 
the  space  so  occupied,  and  use  It  at  the&r  pleasura  And  this 
valuable  right  they  can  enjoy  in  perpetuity,  without  interfer- 
ence from  the  mimicipal  authorities,  and  to  the  entire  exclu- 
sion of  the  public.  The  ordinance  therefore  confers  upon  the 
companies  exceptional  privileges  and  powers  for  their  own  ben- 
efit and  advantage,  which  interfere  to  an  important  extent  with 
the  authority  of  the  miinicipality  to  control  its  own  streets.  In 
such  cases  it  is  a  settled  rule  of  construction  that  the  contracti 
must  be  construed  strictly,  and,  if  there  be  found  words  in  it 
capable  of  various  meanings,  that  interpretation  should  be 
adopted  which  will  best  conserve  the  public  interests.  This 
principle  is  so  conformable  to  reason  that  it  can  scarcely  be  nec- 
essary to  cite  authorities,  but,  in  order  to  show  how  it  has  been 
applied,  a  few  examples  will  be  given.  In  the  case  of  Attorney 
General  v.  Fumess  By.  Co.,  47  Law  J.  Ch.  Div.  778,  the  Vice 
Chancellor  said :  "They  (the  railroad  company)  have  a  statutory 
rig^t  to  exercise  the  powers  which  have  been  given  them,  but 
then  they  must  be  held  to  the  strictest  exercise  of  those  rights." 
In  Ftnwich  v.  Railway  Co.,  20  L.  R.  Eq.  549,  the  question  arose 
as  to  the  right  of  the  railway  oompany  to  erect  a  mortar  mill 
VOL.  vn — 11, 
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doee  to  the  plaoe  of  business  of  the  plaintiff^  who  complained  of 
the  injury  and  annoyance  occasioned  by  the  vibration^  etc  The 
railway  clauses  act  gave  them  power  to  do  all  '^other  acts  neces- 
sary for  the  making,"  etc,  "of  the  railway,"  provided  they  shall 
'^do  as  little  damage  as  can  ba"  The  Master  of  the  Eolls,  in  con- 
struing this  act^  after  citing  from  Lord  Chief  Justice  Cogk- 
BUBN  in  Reg.  v.  Wycombe  By.  Co.,  L.  R  2  Q.  B.  820,  that  "we 
are  not  to  look  at  the  convemience  of  the  company  alone^  but  to 
the  accommodation  and  convenience  of  those  who  have  rights 
of  property  which  are  interfered  with;  of  thcNse  who  have  im- 
mediate access  to  the  road,  or  who  use  it  of  necessity  in  the  ordi- 
nary course  of  business," — said  it  was  on  this  principle  that  the 
act  must  be  strictly  construed.  See  End.  Interp.  St.  sec  354, 
and  cases  there  cited ;  also  Moran  v.  Commissioners,  2  Black, 
722 ;  Baxter  v.  Tripp,  12  R  I.  810 ;  BwrharJe  v.  Fay,  65  K  Y. 
67 ;  Lewis  v.  Board,  40  Ch.  Div.  55 ;  Sanderson  v.  Railway  Co., 
11  Beav.  497. 

Bearing  those  principles  in  mind,  we  oome  now  to  the  exami- 
nation of  the  provisions  of  the  ordinance.  It  was  not  contro- 
verted at  the  argument  that  the  object  of  the  ordinance  was  to 
remove  from  the  streets,  as  far  as  possible,  the  great  and  increas- 
ing number  of  overhead  wires.  How  to  secure  that  end  had  even 
in  1889  become  a  serious  problem ;  and  it  had  become  obvious 
also  that  in  the  not  far  distant  future  the  system  of  overhead 
wires  would  be  attended  with  grave  perils  to  persons  and  prop- 
erty, and  would  greatly  disfigure  the  appearance  of  the  streets. 
Firemen  had  already  found  it  dangerous  and  otherwise  difficult 
to  contend  with  fires;  and,  though  telephone  wires  do  not  carry 
a  sufficient  voltage  to  make  them  dangerous  to  human  life^  it  was 
obvious  that  sometimes  the  wires,  becoming  detached,  and  com- 
ing in  contract  with  electric  light  or  railway  wires,  or  other 
wires  carrying  a  greater  voltage,  would  prove  a  source  of  peril 
to  persons  passing  along  the  highway.  In  addition  to  this,  in 
the  congested  parts  of  the  city  the  hundreds  of  wires  crossing 
and  recrossing  each  other  in  apparently  inextricable  confusion 
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formed  objecte  most  unpleasing  to  the  eye  and  offensive  to  the 
sensibilities.     To  get  rid  of  this  objectionable  system  without 
curtaUing  the  oonvenienoes  of  almoet  every  cla^  of  persons  in 
the  use  of  the  telephone,  ordinance  Na  41  was  enacted.    By  its 
provisionfi  the  city,  in  consideration  of  the  prospective  removal 
of  overhead  wires  from  the  street,  agreed  to  accord  to  the  com- 
panies certain  privileges  and  powers  therein  mentioned.     That 
this  was  the  purpose  of  the  act  we  tliink  appears  not  only  from  a 
consideoradon  of  tlie  external  circumstances  existing  at  the  date 
of  its  passage,  but  from  a  consideration  of  the  preamble.    It  is 
there  espressly  stated  that  tlie  exchange,  in  said  location,  ^^will 
neoessajrily  require,  if  the  overhead  system  is  wholly  continued,'* 
a  large  and  increasing  number  of  overhead   wires   along   the 
length  of  the  streets  and  other  public  ways  leading  to  said  build- 
ing, and  such  a  concentration  at  a  point  so  central  as  the  loca- 
tion of  said  building  is  not  desirable^  and  it  would  be  to  the 
public  advantage  that  such  wires  should  be  laid  in  cable  \mder- 
ground,  etc    Now,  even  rigidly  construed,  this  seems  to  be  that 
these  companies,  being  about  to  locate  their  new  buildings 
in  a  central  position  in  the  city,  where  doubtless  there  were  al- 
ready many  other  overhead  wires,  it  would  be  desirable  to  have 
such  wires  as  were  to  be  concentrated  in  the  new  building  in 
cables  undergroimd.     Such  a  disposition  would  not  dispose  of 
all  overhead  wires,  but  would  inaugurate  a  system  by  which 
finally  all  wires  would  be  taken    off   the   street     The   word 
"wholly,"  upon  which  the  appellee's  counsel  laid  so  much  stress, 
refers,  it  would  seem,  not  to  the  wires  of  the  telephone  company 
only,  but  to  any  other  wires  that  might  then  be  on  those  streets, 
or  might  thereafter  be  placed  there  by  other  persons.     It  was 
not,  therefore,  expected  that  the  arrangement  with  the  com- 
panies would  remove  all  the  wires  on  the  street,  but  it  would  at 
least  inaugurate  a  system  which  would  eventually  result  in  the 
removal  of  all  overhead  wires.    Now,  what  were  the  character 
and  limitations  of  the  privileges  granted  by  the  ordinance?  The 
oompanies  were  authorized  to  lay  in  suitable  conduits  under- 
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ground  Buch  wires  as  were  to  be  ujsed  in  connection  with  the  new 
telephone  exchange^  and  ''to  make  necessajy  house  connections 
in  localities  where  the  same  may  be  required,  in  audi  manner  as 
maj  be  best  adapted  to  the  location,  by  means  of  any  wire  or 
'  wires  from  such  cable  or  cables. ''    By  the  second  section  the 
companies  are  required  to  construct  at  least  three  miles  of  con- 
duit within  two  years  from  the  passage  of  the  ordinance,  and 
''after  said  two  years  and  as  rapidly  as  said  conduits  may  be 
constructed,  and  said  cables  are  laid  therein,  all  poles  belonging 
toy  or  xmder  the  control  of,  either  of  said  companies,  standing 
upon  any  street  or  thoroughfare  in  this  city,  along  which  any 
such  conduit  is  constructed  and  cable  laid,  shall  be  removed,  and 
shall  not  be  replaced,  except  in  so  far  as  such  existing  pole  or 
poles  now  standing,  or  hereafter  to  be  maintained  or  erected  by 
such  companies  or  company,  are  necessary  to  be  maintained  or 
erected  by  them,  or  it^  for  the  purpose  of  making  distribution  of 
and  forming  connections  with  any  wire  or  wires,  forming  part 
or  parts  of  any  such  cable  so  laid  in  a  conduit^  with  the  building 
or  buildings  or  place  or  places  intended  to  be  connected  with 
such  wire  or  wires  from  such  cable"  There  is  nothing  in  this 
section  or  in  any  other  that  deprives  the  companies  of  any  right 
theretofore  belonging  to  them  to  extend  their  system  by  means 
of  overhead  wires;  nor  does  the  ordinance  impose  upon  them  tlie 
obligation  to  remove  their  poles  anywhere,  except  those  upon 
streets,  alleys,  and  thoroughfares  along  which  their  conduits  are 
constinicted  and  the  cables  laid.    The  language  employed  is  im- 
perative in  imposing  upon  the  companies  the  obligation  to  build 
at  least  three  miles  of  underground  conduits  within  two  years 
from  the  date  of  its  approval ;  and  thereafter  they  are  to  remove 
as  rapidly  as  possible,  and  not  to  replace,  all  poles  on  the  streets 
upon  which  the  conduits  are  constructed.    This  duty  to  remove 
poles  is,  however,  subject  to  the  exception  by  which  they  are 
not  required  to  remove  such  of  their  poles  then  stranding,  or 
hereafter  erected  by  them,  as  are  "necessary"  "for  the  purpose 
Off  making  distribution  and  forming  comxections"  with  the  wires 
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constituting  parts  of  the  cable  in.  the  conduit  It  is  clear  by  this 
clause  that  the  companies  are  not  bound  to  remove  such  poles  as 
**are  necessary"  for  distribution;  that  is,  for  making  house  to 
house  connection  along  the  street  where  the  conduit  is  laid,  and 
also  for  making  connection  with  wires  on  poles  located  on  other 
streets. 

The  counsel  for  the  ccmipanies  admit  that  the  poles  thus  to  be 
permitted  to  remain  are  those  only  that  are  ^'reasonably  re- 
quired" for  distribution.  The  words  of  the  exception  are,  such 
as  ^'are  necessary  to  be  maintained  or  erected  by  them  or  it^  for 
the  purpose  of  making  distribution  of  and  forming  connections 
with,''  eta  It  is  insisted  that  inasmuch  as  the  mode  of  distribu- 
tion by  poles  not  only  to  subscribers  on,  but  to  subscribers  off, 
the  line  of  the  street  was  the  method  in  use  in  1889,  when  the 
ordinance  was  passed,  that  it  was  contemplated,  and  the  con- 
tract must  be  understood  to  mean,  that  the  companies  are  bound 
only  to  make  distribution  by  poles.  But  to  this  contention  we 
cannot  agrea  The  word  "necessary,"  in  the  connection  in 
which  it  is  used,  we  agree  with  the  appellees'  counsel,  must  be 
understood  as  authorizing  such  poles  as  are  "reasonably  re- 
quired" for  the  purpose  of  distribution.  But  how  must  this  be 
understood?  The  word  "necessary"  must  be  construed  in  the 
connection  in  which  it  is  used.  It  is  a  word  susceptible  of  var- 
ious meanings.  It  may  import  absolute  physical  necessity,  or 
that  which  is  only  "convenient  or  useful  or  essential."  McCul- 
loch  V.  State,  4  Wheat.  413,  4  L.  Ed.  579.  In  the  case  just  cited 
Chief  Justice  Mabshall  said  the  word  %as  not  a  fixed  charac- 
ter peculiar  to  itself.  It  admits  of  all  degrees  of  comparison." 
In  the  present  case  the  object  of  the  ordinance  was  to  get  rid,  as 
far  as  possible,  of  the  overhead  system.  To  secure  that  end  .s 
far  as  was  then  practicable,  the  companies  are  authorized  to  lay 
conduits  and  place  cables  in  them.  At  that  date  the  only  method 
in  use  for  distribution  from  wires  in  cables — ^indeed,  the  only 
method,  and  therefore  the  only  method  that  could  then  "reason- 
ably be  required" — y^as  a  distribution  by  poles.    But  the  ordi- 
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nanoe  did  not  contemplate  that  the  use  of  poles^  as  to  numbeors 
and  locations^  should  be  only  such  as  would  suit  the  oonvenieoce 
or  profit  of  the  companies.  They  were  limited  to  the  use  of  such 
only  as  were  necessary  or  "reasonably"  necessary  for  that  pur- 
pose Not  could  the  intent  have  been  that  the  distribution  by 
poles  should  always  be  employed,  no  matter  what  the  improve- 
ments of  advancing  science  may  have  brought  about  If  such 
had  been  the  intention,  it  would  have  been  easy  to  have  so  stated. 
Instead  of  that,  however,  the  clause  in  question  grants  the  right 
to  maintain  poles  on  the  street  where  the  conduit  is  laid,  upon 
the  condition  of  reasonable  necessity,  and  when  no  such  necess- 
ity exists  they  must  remove  the  poles^  It  would  be  doing  vio- 
lence to  the  clear  intent  of  the  act  to  hold  that  the  companies 
might  retain  obsolete  plans,  when  such  plans  would  go  far  to  de- 
feat the  purpose  for  which  the  ordinance  was  passed.  If  this 
were  true,  the  whole  purpose  for  accomplishing  the  extinction 
of  the  overhead  system  would  prove  a  dismal  failure.  The  cost 
of  the  new  system  is  undoubtedly  to  be  considered,  as  matter  >f 
fact,  in  determining  whether  it  is  reasonable  that  the  companies 
should  adopt  it ;  but  in  itself  it  affords  no  argument  in  the  con- 
struction of  the  ordinanca  In  Fenwick  v.  Railway  Co.,  supra, 
the  court  said :  "The  company  may  buy  mortar  anywhere^'but  it 
may  be  cheaper  and  more  convenient  to  them  to  make  the  mortar 
at  this  placa  ♦  ♦  ♦  But  we  are  not  to  look  at  the  conven- 
ience of  the  company  alone,  but  to  the  accommodation  and  con- 
venience of  those  who  have  rights  or  property  which  are  inter- 
fered with."  The  purpose  of  the  ordinance  was  not  to  save  tho 
companies  expense,  but  to  accomplish  a  public  end ;  and,  while 
exact  justice  must  be  done,  we  should  not  permit  the  considera- 
tion of  cost  to  the  companies  to  be  of  such  weight  as  to  force 
such  a  construction  of  the  Conti'aot  as  will  seriously  and  injur- 
iously affect  the  public  interest.  Lewis  v.  Board,  40  Ch.  Div. 
65 ;  Sanderson  v.  Railway  Co.,  11  Beav.  497 ;  Moron  v.  Commis- 
sioners, 2  Bla/3k,  722 ;  Lessee  v.  Lessee,  826  App.  105.  As  long 
therefore,  as  the  only  feasible  plan  of  distribution  was  by  poles. 
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the  Gompamee  were  authorized^  under  this  contract,  to  use  that 
system.  But  when  a  system  which  does  not  involve  the  retention 
of  poles  along  the  streets  in  which  conduits  are  laid  was  devised, 
by  which  the  old  method  of  distribution  was  not  necessary,  and 
such  new  plan  is  feasible,  and  such  as  in  all  respects  can  reason- 
ably be  required  of  the  companies^  then,  under  their  contract^ 
they  cannot  adhere  to  the  old  system,  but  must  adopt  the  new, 
so  thstt  the  objects  and  purposes  of  the  ordinance  shall  be  carried 
out» 

Without  prolonging  this  opinion,  we  may  say  that  the  evi- 
dence in  the  case  convinces  us  that  poles  on  the  streets  where  the 
conduits  are  laid  are  no  longer  necessary  to  maJce  connection 
with  houses  on  the  line  of  that  street,  nor  with  overhead  wires 
on  the  adjoining  streets.  As  to  the  latter,  connection  may  be 
made  by  underground  methods,  to  poles  standing  elsewhere  than 
on  the  street  where  the  conduits  are  laid.  In  New  York,  Chi- 
cago, and  St.  Louis  the  distribution  at  least  in  the  ^^oongested" 
portion  of  the  city,  is  made  without  the  use  of  poles.  The  ex- 
pert witnesses  who  were  eKamined  agree  that  in  the  construction 
and  maintenance  of  such  a  system  there  is  no  mechanical  difiS- 
cul^.  It  is  objected  by  the  companies  that  the  cost  would  be  so 
great  as  to  i;ender  the  system  impracticable.  But  we  do  not 
think  the  testimony  sustains  this.  There  are  great  differences 
in  the  calculations  made  by  the  officers  and  agents  of  the  com- 
panies and  those  made  by  other  persons  who  have  testified.  But 
there  is  little  division  of  opinion  as  to  the  entire  feasibility  of 
underground  distribution  in  the  congested  parts  of  the  city, 
either  as  to  cost,  construction,  or  physical  difficulties  of  every 
kind  actually  existing.  As  the  proof  shows  that  the  companies 
still  retain  poles  in  the  congested  parts  of  the  city  (that  is,  those 
parts  where  the  houses  are  close  and  many  telephones  in  use), 
we  will  not  pursue  the  question  of  cost  further. 

Our  conclusions  are  (1)  that  ordinance  No.  41  does  not  im- 
pose upon  the  companies  any  obligation  to  construct  undei*- 
gronnd  conduits  in  every  or  any  street  along  which  it  desires 
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to  furnish  telephone  service;  (2)  that  they  are  bound  to  remove 
all  poles  along  the  streets  where  the  conduit  is  constructed  and 
the  cable  laid,  (3)  escept  such  poles  as  are  necessary  for  dis- 
tribution; (4)  tiiat  there  is  a  new  system,  of  distribution^  not 
calling  for  the  use  of  poles,  feasible  as  to  cost  and  mechanical 
construction,  where  many  telephones  are  in  use;  (5)  that  in  the 
congested  parts  of  Baltimore  city  the  new  system  is  practicable 
and  reasonable,  and  all  poles  therein  along  the  streets  contain- 
ing the  conduit  should  be  removed,  before  the  court  will  inter- 
fere to  secure  the  right  to  the  companies  to  make  further  ex- 
tensions of  their  privileges  under  the  ordinanca  Decree  re- 
versed, with  costs,  and  cause  remanded* 


Note. — ^This  and  the  two  preceding  eases  are  different  stages  in  the  same 
litigation.  See  note  to  CommoniMalth  v.  WarwUA,  pot^S  also  note  at  end 
of  Part  L 
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Minnesota  Supreme  Courts  August  6,  1000« 
(81  Minn.  140.) 
Municipal  contbol  op  telephokx  wibes. — Undebgbottnd  wifss. 

(Head-note  hf  the  Court)  x 

The  city  council  or  governing  bodj  of  a  municipality  has  the  undouhted 
right  in  the  exercise  of  the  police  power  to  order  the  placing  of  tele- 
graph and  telephone  wires  under  ground  whenever,  in  the  exercise  of  a 
fair  discretion,  it  decides  that  public  interests  require  it  to  be  done;  but 
it  cannot  act  arbitrarily  in  the  premises. 

An  ordinance  of  a  municipal  corporation  granting  a  telephone  company  the 
right  to  use  its  streets  for  the  erection  of  poles  and  overhead  lines,  under 
conditions  as  to  permits  and  directions  where  the  same  shall  be  placed, 
when  accepted  and  acted  upon  by  the  company,  is  a  contract  which  the 
municipality  cannot  unreasonably  or  arbitrarily  repeal  or  amend  so  as  to 
impair  rights  acquired  under  it. 
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When  Biish  An  ordinance  has  invited  investments  and  expenditures,  made 
in  good  faith  and  in  reliance  upon  it,  the  city  authorities  cannot  arbi- 
trarily impose  by  subsequent  regulations,  without  necessity,  or  the  de- 
mands of  public  convenience,  additional  burdens  upon  the  company 
which  are  clearly  beyond  the  reasonable  exercise  of  the  police  power. 

In  this  case  an  ordinance  of  the  city  of  Minneapolis  construed,  and 

Held,  upon  the  facts  set  forth  in  the  complaint  and  admitted  by  the  de- 
murrer, to  constitute  a  contract  with  the  plaintiff  authorizing  its  use 
of  streets,  subject  only  to  the  reasonable  and  necessary  restrictions  of 
its  exercise  of  the  police  power. 

Cases  of  this  series  cited  in  opinion:  New  Orleans  v,  Ot.  80.  Bell  Teleph.  d 
Tel,  Co»,  vol.  2,  p.  122;  Commonwealth  v,  Warwick,  7  Am.  Electl.  Cas.  — ; 
Rutland  Eleo.  Lt.  Co.  v.  Marble  City  Eleo.  Lt.  Co.,  vol.  4,  p.  256;  Hudson 
Teleph.  Co.  v.  Jersey  City,  vol.  2,  p.  133. 

Appeal  from  judgment  of  IXstrict  CJourt,  Hennepin  county, 
sustaining  demurrer  to  complaint. 

D.  F,  Morgan,  Arthur  H.  Noyes,  and  Oeo.  D.  Emery,  for 
appellant 

Frank  Healy,  for  respondent 

Lovely,  J. :  This  action  was  brought  to  restrain  the  city  of 
Minneapolis,  its  mayor,  chief  of  police,  and  city  engineer,  from 
the  threatened  enforcement  of  certain  ordinances,  as  illegal  in- 
terferences with  the  rights  of  the  plaintiff  in  the  use  of  its  tele- 
phone system  and  exchanges  in  that  city.  A  demurrer  was  in- 
terposed by  the  defendants  denying  the  sufficiency  of  the  com- 
plaint to  state  a  cause  of  action.  The  court  below  sustained  the 
demurrer,  from  which  order  plaintiff  appeals. 

The  complainant  sets  forth  at  length  the  grievances  of  which 
plaintiff  complains,  and  facts  which  justify  its  fears  that  the 
defendants  will,  by  th.e  enforcement  of  two  recent  ordinances, 
practically  destroy  the  value  of  its  property,  and  asks  for  an  in- 
junction to  restrain  the  threatened  invasion  of  its  vested  rights. 
It  is  not  necessary  to  set  forth  the  complaint  in  full,  but  we  shall 
call  attention  briefly  to  the  facts  pleaded,  which  have  led  us  to 
the  eondusion  that  the  demurrer  should  have  been  overruled. 
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The  telephone  exchange  system  of  plaintiff  has  a  central  station 
in  Minneapolis,  with  substations,  switch  boards,  appliances^  and 
many  thousand  miles  of  wire  in  subsurface  conduits^  as  well  as 
upon  110  miles  of  lines  stretched  on  poles  throughout  the  city, 
connected,  through  the  central  station,  with  each  other  and  with 
similar  exchanges  in  other  cities  in  the  State  of  Minnesota,  as 
well  as  the  adjaoent  States  of  Korth  and  South  Dakota,  Iowa, 
and  Wisconsin.  Its  general  system  indudes  numerous  toll  lines 
extending  into  those  States,  and  comprising  more  than  3,500 
miles  of  pole  lines  and  27,000  miles  of  wire,  with  public  stations 
to  the  number  of  600  or  more,  all  of  which  exchanges  and  toll 
stations  are  connected  with  the  central  office  at  Minneapolis  and 
with  each  other,  affording  intercommunication  with  more  than 
12,000  individual  subscribers^  and  is  of  great  beneficial  use  to 
the  public  generally.  This  system  was  completed  and  has  been 
extetnded  from  time  to  time  since  1883,  in  reliance  upon  an  ordi- 
nance of  the  city  wherein  the  municipality  authorized  the  use 
and  occupation  of  its  streets  for  such  purpose,  and  prescribed 
the  conditions  governing  the  sama  Section  1  of  this  ordinance 
provides  that  plaintiff  "is  hereby  authorized  to  erect,  establish, 
and  maintain  within  the  limits  of  the  city  of  Minneapolis  tele- 
phone poles,  and  to  stretch  and  maintain  thereon  the  necessary 
wires  for  a  telephone  exchange  system,  according  to  the  condi- 
tions hereinafter  stated."  Section  2  provides  that  the  plaintiff 
"shall  file  in  the  office  of  the  said  city  engineer  a  statement  of 
the  streets  and  alleys  of  the  said  city  which  it  has  already  occu- 
pied under  permission  of  the  city."  Section  3  provides  that 
the  plaintiff  "diall  file  with  the  city  engineer  written  applica- 
tion for  all  streets  or  alleys  it  may  hereafter  wish  to  occupv 
with  its  poles  and  wires,"  and,  further,  that  "if  such  application 
shall  be  approved  by  the  city  engineer  and  the  chief  engineer  of 
the  fire  department,  such  approval  shall  be  deemed  a  permission 
of  the  city  to  so  occupy  said  streets  and  alleys  for  the  purpose 
above  stated."  Section  5  provides  that  "in  case  of  a  change  of 
grade  of  any  street  or  pavement  so  occupied  by  said  company 
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it  shall  reset  its  poles  so  as  to  conf  onn  to  the  grade  of  such  street 
or  pavement  so  changed,  and  in  such  manner  as  the  city  engineer 
shall  direct;  and  said  poles  and  wires  shall  he  removed  when- 
ever, in  the  opinion  of  the  city  council,  the  public  interest  shall 
so  requira"  After  the  plaintiff  had  ax^cepted  this  ordinance, 
and  had  established  a  large  part  of  its  system,  liie  city,  by  an 
ordinance  approved  December  10th,  1886,  required  the  com- 
pany to  remove  its  poles  throughout  a  certain  district  defined' 
therein,  embracing  business  portions  thereof,  and  including  x 
total  area  of  88-100  of  a  square  mile,  and  to  place  its  wires 
throughout  this  district  in  cables  laid  in  conduits  beneath  ii^e 
surface  of  the  streets,  which  requirement  the  plaintiff  complied 
with  at  an  additional  cost  of  $300,000.  In  May,  1899,  a  fur- 
ther ordinance  was  adopted,  amending  the  last  ordinance, 
whereby  the  original  underground  conduit  district  was  enlarged 
to  ten  times  its  former  area  by  the  addition  of  186  miles  of 
streets  not  previously  included  therein,  in  which  the  plaintiff 
then  maintained  70  miles  of  its  pole  line  system,  carrying  over 
3,000  miles  of  wire,  costing  $125,000,  and  supplying  its  service 
to  more  than  2,000  subscribers  residing  in  that  territory.  The 
complaint  sets  forth  specifically  that  in  the  district  included  in 
the  last  ordinance  the  lines  of  plaintiff  are  so  located  and  con- 
structed as  not  to  interfere  with  or  obstruct  the  safety  or  con- 
venience of  ordinary  travel  upon  such  streets  in  any  way,  and 
that  the  whole  of  plaintiff's  system  as  now  extended  and  located 
therein  is  safe  and  convenient  for  the  public  use;  also  that  the 
new  district  includes  a  large  area  of  the  city,  very  much  of 
which  is  sparsely  populated  and  settled,  wherein  many  of  the 
streets  are  not  opened  or  graded,  and  that  the  expense  of  comply- 
ing with  such  ordinance  is  so  great  that  the  plaintiff  cannot  con- 
form thereto,  but  must  abandon  the  maintenance  of  its  system, 
and  will,  by  the  enforcement  of  tiie  ordinance,  be  prohibited 
from  the  occupation  of  the  streets  within  such  district,  exceot 
in  accordance  with  the  plan  or  mode  prescribed,  which  is  not 
required  or  demanded  by  publio  safety   or   convenience,    and 
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which  is  so  expensive  that  it  cannot  be  adopted^  to  the  loss  of 
that  portion  of  its  system  and  the  value  of  the  business  it  novv 
conducts  therein,  and  to  the  injury  of  the  entire  system  and  the 
public  by  largely  curtailing  its  extent  and  servica  The  com- 
plainant also  alleges  that  in  October,  1899,  the  city  again 
amended  the  underground  ordinance  of  1886,  wherein,  with 
reference  to  this  subject,  it  in  terms  provided  "that  until  the  1st 
of  December,  1903,  the  city  council  of  the  city  of  Minneapolis 
may  permit  the  erection  of  poles,  brackets,  wires  and  fixtures 
within  the  new  territory,  subject  to  the  right  of  the  city  council 
to  cause  the  removal  of  such  poles,  brackets,  wires  and  fixtures 
at  any  time  it  may  order  and  direct  the  same  to  be  removed," 
which  is  claimed  to  be  an  unreasonable  and  arbitrary  discrimi- 
nation in  the  granting  and  refusing  of  privileges  before  granted 
and  provided  for,  without  regard  to  the  places  or  persons  af- 
fected, or  the  public  requiremeoit^  or  the  circumstances  upon 
which  the  same  may  be  desirable.  It  is  alleged  further  that  rti- 
pairs,  extensions,  and  renewals  of  lines  throughout  the  tele- 
phone districts  of  the  city  are  necessary,  and  must  be  made  from 
time  to  time,  to  keep  them  safe  and  efficient  for  public  service. 
It  appears  also  that  after  the  adoption  of  the  last  ordinance  the 
plaintiff  has  requested  from  the  proper  authorities  permission 
to  make  repairs  and  extensions  of  its  lines,  which  privileges 
have  been  refused,  under  the  alleged  authority  of  the  last  two 
ordinances,  and  plaintiff's  servants,  in  attempting  to  make  the 
same,  have  been  arrested,  and  forbidden  under  penalty  of  arrest 
from  making  necessary  repairs,  in  maintaining  such  lines. 

It  is  asserted  by  plaintiff  that  the  action  of  the  city  in  the 
respects  referred  to  and  in  its  requirements  thus  brought  under 
review  constitutes  an  unlawful  impairment  and  interference 
with  its  vested  contract  rights,  and  amounts  to  a  destruction  and 
confiscation  of  its  property  by  a  prohibition  of  the  use  and  en- 
joyment of  its  franchises,  for  which  damages  are  sought  to  be 
recovered,  and  it  is  asked  that  by  injunctional  order  the  defend- 
ant be  restrained  from  further  enforcement  of  the  subsequent 
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restrictions^  or  any  interference  with  its  legal  contract  rights 
and  privileges  secured  under  the  ordinance  of  1883.    In  view  of 
the  disposition  which  we  deem  it  our  duty  to  make  of  this  ap- 
peal we  shall  only  consider  the  effect  of  the  original  ordinances 
under  which  the  plaintiff  was  authorized  to  establish  and  main- 
tain its  system,  in  connection  with  the  ordinances  of  May  and 
October,  1899,  under  which  the  rights  of  the  plaintiff,  as  set 
forth  in  the  complaint,  are  and  will  be  violated  by  the  city  un- 
less restrained  by  injunction.    It  is  claimed  on  the  part  of  the 
defendant  that  under  the  charter  of  the  city  in  the  exercise  of  its 
governmental  powers  it  had  the  right  to  enact  and  enforce  the 
two  ordinances  referred  to  without  reference  to  their  reasonable- 
ness or  effect  upon  the  contract  rights  plaintiff  possesses  by  rea- 
son of  its  prior  acceptance  of  the  ordinance  under  which  its 
syetem  was  established.     On  the    argument    to    support  this 
theory,  counsel  for  defendant  put  the  issue  as  a  contest  betwecii 
the  authority  of  the  common  council  to  rule  the  city  on  the  one 
hand,  and  of  the  telephone  company  to  violate  the  restraints  •>{ 
municipal  control  on  the  other.     Without  discussion  of  prin- 
ciples that  are  fundamental,  it  is  enough  to  say  that  such  an 
issue  is  not  raised  by  this  demurrer.     The  questions  presented 
doubtless  involve  the  authority  of  the  common  council,  but  we 
need  not  cite  authorities  to  support  the  self-evident  elementary 
principles  essential  to  any  government  that  such  authority  must 
not  be  arbitrarily  exercised.     It  is  not  a  question  of  "rule  or 
ruin"  between  the  city  and  the  telephone  company.     Neither 
may  rule  the  other.    Both  are  subject  to  "the  law  of  the  land ;" 
and  if  the  ordinance  of  1883,  which  was  accepted  by  the  plain- 
tiff, and  large  expenditures  of  money  made  in  reliance  thereon, 
is  a  contract  between  the  city  and  the  plaintiff,  the  latter  cannot 
wrongfully,  and  in  disregard  of  justice,  without  right  or  reason 
be  deprived  of  its  vested  rights  obtained  thereby,  without  a 
plain  and  palpable  violation  both  of  the  State  and  Federal  con- 
stitutions.   That  the  effect  of  the  first  ordinance,  and  the  accept- 
ance and  expcnditureB  of  large  sums  of  money  by  plaintiff  in  re- 
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lianoe  thereon,  established  such  contractual  rights  between  the 
parties^  we  have  no  right  to  question  either  upon  principle  or 
authority.  An  ordinance  of  a  municipality,  surrendering  a  part 
of  its  powers  to  a  corporation  to  secure  and  encourage  works  of 
improvement,  which  require  the  ouftlay  of  money  and  labor,  t^ 
subserve  the  public  interests  of  its  citizens^  when  accepted  and 
acted  upon,  becomes  a  contract  between  the  city  and  the  corpor- 
ation who  relied  upon  it^  and  the  grantee  cannot  be  arbitrarily 
deprived  of  the  rights  thus  secured.  They  are  protected  by  the 
organic  law  which  forbids  the  impairment  of  contracts  or  inter- 
ference with  vested  rights  without  due  process  of  law.  Cindrir 
nati  V.  Smithy  29  Ohio  St  292 ;  Chicago  v,  Sheldon,  9  Wall.  50 ; 
New  Orleans  Waterworks  Co.  v.  Rivers,  115  U.  S.  674,  6  Sup. 
Ot  273 ;  City  Ry.  Co.  v.  Citizens*  St.  R.  Co.,  166  U.  S.  667, 
17  Sup.  Ct  653 ;  Cincinnati  v.  Village,  36  Ohio  St  634 ;  Cify 
V.  Great  Southern,  2  Am.  ElectiL  Gas.  122,  40  La.  Ann.  41,  3 
South.  533 ;  City  of  Burlington  v.  Burlington  St.  Ry.  Co.,  49 
Iowa,  144;  Com.  v.  City  of  Boston,  97  Mass.  555;  City  v. 
Wheeler,  88  Wis.  607,  60  N.  W.  818 ;  City  of  St.  Paid  v. 
Chicago,  M.  &  St.  P.  Ry.  Co.,  63  Minn.  330,  63  N.  W.  267,  65 
N.  W.  649,  68  N.  W.  458.  These  are  but  a  few  of  the  many 
authorities  which  clearly  enunciate  the  rule  above  stated,  the 
reason  for  which  is  founded  upon  the  most  obvious  principles  of 
justice,  as  well  as  sound  policy  and  public  necessity;  for  no  one 
would  invest  his  money  to  further  any  plan  of  improvement  for 
his  own  as  well  as  the  general  benefit  if  the  right  to  the  advan> 
tages  which  he  as  its  promoter  expects  to  derive  from  its  success 
might  be  destroyed  by  the  imcertain  or  capricious  inclinations 
of  the  governing  body  of  the  municipality. 

If  the  city  could  not  arbitrarily  violate  the  contract  embraced 
in  the  ordinance  of  1883,  after  its  acceptance  by  the  company, 
it  must  likewise  be  acknowledged  that  the  plaintiflE  was  subject 
to  such  reasonable  regulations  as  might  be,  by  the  city  authori- 
ties, adopted  for  the  good  government  of  the  municipality  to 
secure  the  necessary  advantages  of  urban  control  by  its  citizens. 
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and  dieir  reasonable  rights  as  suchy  of  which  it  is  the  conser- 
vator.   Unquestionably  there  is  a  continuing  right  by  the  city  to 
regulate  its  local  afiairs.     This  right  is  what  is  universally 
known  as  the  police  power.    It  exists  intact  without  reservation 
in  the  constitution^  and  it  cannot  be  surrendered^  so  that  the 
franchises  of  private  corporations  must  be  conclusively  pre- 
sumed to  be  acquired  with  reference  to  its  existence,  and  con- 
tract rights  must  yield  to  the  proper  burdens  imposed  by  growth 
and  development     EUiottt^  Boads  &  S.  58,  60.     But  this  ex- 
tensive power  of  regulation  is  not  to  be  exercised  at  mere  whim 
or  caprica    It  should  be  appropriate  to  and  commensurate  with 
the  public  necessity  for  the  protection  and  promotion  of  public 
morals,  health,  safety,  necessity,  or  convenience  (City  of  Bur- 
lington V.  Burlington  8t.  By.  Co.,  49  Iowa,  144-147) ;  and  the 
application  of  the  police  power  cannot   be   extended    by    the 
authority  which  is  intrusted  with  such  application  to  an  arbi- 
trary misuse  of  private  righta    Any  such  unwarranted  exercise 
of  authority  is  unconstitutional  and  void.    State  v.  Addington, 
12  Mo.  App.  214;  City  of  Saginaw  v.  Swift  Electric  Light  Co., 
113  Mich.  660,  72  N.  W.  6.     Eecently  the  subject  of  municipal 
control  over  the  erection  and  maintenance  of  poles  and  electric 
wires  in  the  streets  of  cities  has  received  particular  attention 
from  the  courts,  and  it  has  been  held  that  an  electric  company, 
which  has  been  granted,  by  the  local  authorities,  the  right  to  use 
the  streets,  and  has  constructed  its  line  in  compliance  with  and 
in  reliance  upon  the  te^rms  and  conditions  of  such  grant,  cannot 
be  made  the  subject  of  new  conditions,  aside  from  what  may 
necessarily  be  required  of  it  by  the  city  in  proper  exercise  of 
the  police  power  and  the  control  and  regulation  of  the  streets. 
Com.  V.  Warwick,  185  Pa.  St.  623,  7  Am.  Electl.  Cas.    — •,  40 
AtL  93 ;  Louisville  Trust  Co.v. Ciiy  of  Cincinnati,  47  U.  S.  App. 
36,  22  C.  a  A.  334;  Levis  v.  Newton  (O.  C),  75  Fed.  884; 
City  V.  Great  Southern,  supra;  Rutland  Co.  v.  Marble  City,  4 
Am.  ElectL  Cas.  256,  65  Vt  877,  26  Atl.  62 ;  State  v.  Mayor, 
2  Am.  ElectL  Cas.  188,  49  N.  J.  Law,  303,  8  AtL  128.    Wo 
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need  not  go  further  in  disposing  of  the  demurrer  than  to  appi}* 
the  doctrine  established  by  these  authorities,  for  it  is  easily  ap- 
plied to  the  facts  which  are  conceded  by  tlie  demurrer.  The 
additions  of  tecu  times  the  area  tlirough  which  underground  con- 
duits must  be  constructed  at  an  enormous  additional  expense, 
without  necessity,  is  violative  of  the  contract  entered  into  be- 
tween the  city  and  the  plaintiff  in  the  ordinance  under  which  the 
system  was  established.  The  requirements  imposed  by  the  later 
ordinance  upon  the  company  to  build  such  conduits  through  un- 
graded streets  in  suburban  parts  of  tlie  city  and  in  the  open 
country,  is  clearly,  upon  its  face,  unreasonable,  and  the  claim 
to  exercise  such  right  on  the  part  of  the  common  council  of  the 
city  at  their  ''will  and  mere  motion"  cannot  be  sustained  in  the 
reasonable  exercise  of  the  police  power,  or  upon  any  theory  that 
is  consistent  with  the  acquired  and  vested  rights  which  the  plain- 
tiff enjoys  under  the  constitution  and  the  laws.  The  authority 
thus  demanded  by  the  city  touches  the  limits  of  absolutism,  and, 
if  the  right  of  plaintiff  to  use  its  franchise  depends  upon  it,  it 
amounts  to  an  unnecessary  destruction  of  property  rights,  which 
no  municipality  can  or  ought  to  exercise,  and  does  not  receive 
the  sanction  of  this  court. 

We  cannot  agree  with  the  court  below  that  the  provisions  of 
section  5  of  the  ordinance  of  1883,  which  provides  for  the  re- 
moval of  poles  by  direction  of  the  municipality,  contains  a  reser- 
vation of  authority  in  the  city  to  enforce  the  removal  of  the 
same  at  its  pleasura  Conceding  that  the  provisions  of  section 
5  extend  to  the  whole  ordinance, —  which  we  do  not  decide, — 
and  thereby  authorized  the  city  to  order  the  removal  of  the  poles 
from  streets  not  being  graded,  such  power  cannot  be  imreas- 
onably  and  arbitrarily  exercised.  This  provision  manifestly 
implies  the  exercise  of  judgment  upon  such  necessities  as  are 
always  liable  to  arise  in  improving  the  streets,  to  be  enforced 
only  for  the  public  good  in  the  administration  of  municipal 
functions,  under  the  authority  of  the  police  power.  In  a  proper 
case,  where  the  city  exercises  its  power  of  control  in  the  regula- 
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tiooi  of  the  use  of  the  streets  by  the  plaintiff,  based  upon  neces- 
sity and  the  interests  of  the  public,  that  power  will  be  sustained. 
Seyond  that  limit  it  cannot  ga  The  reservation,  in  the  ordi- 
nance of  October,  1899,  to  the  city,  of  the  right  to  grant  or  re- 
fuse the  occupation  of  the  streets  at  its  own  will,  is  nothing  bet- 
ter than  a  declaration  of  a  right  to  arbitrarily  grant  or  refuse 
the  privileges  to  which  it  refers.  The  two  ordinances  of  May 
and  October,  1899,  which  upon  their  face  and  in  terms  seek  to 
amend  the  first  underground  ordinance  of  1886,  are  to  be  read 
and  construed  together  as  one  enactment;  for,  when  such  au 
amendment  is  adopted,  there  are  not  two  separate  enactments, 
the  old  and  the  new,  but  by  their  union  there  is  produced  one 
law,  viz.,  the  ordinance  as  amended.  Black  Interp.  Laws,  pp. 
356,  357.  When  these  ordinances  are  read  together,  as  they 
evidently  should  be,  under  the  facts  admitted  by  the  demurrer, 
they  are^  as  a  whole,  void,  for  they  are  clearly  open  to  the  ob- 
jection which  is  best  stated  in  a  leading  authority  in  the  highest 
oourt  of  the  land  upon  a  similar  question :  ^'They  seem  to  confer, 
and  do  actually  confer,  not  a  discretion  to  be  exercised  upon  a 
consideration  of  the  circumstances  of  each  case,  but  a  naked  and 
arbitrary  power  to  give  or  withhold  consent^  not  only  as  to 
places,  but  as  to  persons.  ♦  ♦  *  The  power  given  ♦  ♦  ♦ 
is  not  confined  to  discretion  in  the  legal  sense  of  that  term,  but 
is  granted  at  mere  wilh  It  is  purely  arbitrary,  and  acknowl- 
edges neither  guidance  nor  restraint. ''  Yick  Wo  v.  Hopkins^  118 
U-  S.  356,  6  Sup.  Ot  1064;  People  v.  Mutual,  38  Mich.  154; 
City  V.  Oreat  Southern,  supra;  State  v.  Finch  (Minn.),  78 
Minn.  118,  80  N.  W.  856. 

We  do  not  intend,  in  the  disposition  of  this  cas^  to  abridge 
the  wholesome  right  of  the  municipal  govenmient  to  regulate 
their  internal  and  domestic  affairs  within  the  limits  essential  to 
the  welfare  of  their  citizens.  A  city  has  the  right  to  enact  reas- 
onable ordinances,  and  to  enforce  them ;  but  it  is  the  conservator, 
not  the  autocrat,  of  the  police  power.  It  may  originate  its  use- 
ful authority,  and  apply  it  by  specific  and  valid  regulations; 

voL.vn — 12. 
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but  that  exercise  is  not  despotic,  nor  absolute,  but  is  open  to  re- 
view, and  an  ordinance  that  upon  its  face  is  unreasonable  and 
arbitrary  is  subject  to  judicial  examination.  When  it  is  not 
bounded  bj  a  fair  and  wise  administration  of  municipal  author- 
ity, but  is  unreasonable  and  arbitrary,  it  will  be  declared  void, 
and  the  municipality  restrained  from  its  enforcement*  Evison 
V.  Railway  Co.,  45  Minn.  375,  48  N.  W.  6.  To  prevent  any 
misunderstanding,  we  add  that  the  complaint  tenders  the  issue 
that  the  city  council  arbitrarily  and  without  any  reasonable  ne- 
cessity enacted  the  ordinance  complained  of.  The  demurrer  ad- 
mits the  allegations  of  the  complaint  in  this  respect^  and  our 
conclusion  is  based  upon  this  admission.  If,  however,  the  plain- 
tiff on  the  trial  fails  to  establish  such  allegations  by  competent 
evidence^  it  must  comply  with  the  ordinance,  for  it  is  not  to  be 
doubted  that  the  city  council  has  the  plenary  power  to  extend 
the  subsurface  district  wherever,  in  the  exercise  of  a  fair  discre- 
tion, it  decides  that  public  interests  require  it  to  be  done;  but  it 
cannot  do  so  arbitrarily  in  the  premises  as  alleged  in  the  oom- 
plaint 

We  have  not  thought  it  necessary  to  consider  the  claim  of 
counsel  for  defendant  that  the  charter  of  the  city  of  Minneapo- 
lis authorized  or  warranted  the  adoption  of  the  ordinance  of 
1899,  if,  in  the  view  which  we  have  taken,  which  is  expressed 
above,  such  charter  provisions  would  be  in  violation  of  the  con- 
stitution; but  our  examination  of  the  subject  does  not  lead  ub 
to  the  conclusion  that  there  is  any  inconsistenjcy  between  the 
charter  of  the  city  and  the  rights  of  the  plaintiff  as  justifies  such 
claim.  The  order  of  the  trial  court  sustaining  the  demurrer  is 
reversed,  and  the  case  is  remanded  for  further  proceedings  ac- 
cording to  law. 


Note. — See  note  to  next  case;  also  note  to  Commantoealth  v.  Warwiek, 
post.;  also  note  at  end  of  Part  L 
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nobthwestebn  telephone  exchange  company  v.  city  of 

Minneapolis  et  ax. 

Minnesota  Supreme  Court,  May  lOj  1901. 

TELBPHONK. — ^UNDEBOBOUND  WIBE8. 

(Head-note  by  the  Court) : 

Held,  that  under  the  general  lawB  of  this  State  (sec.  28,  e.  84,  Gen.  St. 
1866),  as  amended  by  chapter  73,  Gen.  Laws  1881  (sec  264,  Gren.  St. 
1894),  telephone  eouipanies  are  given  the  right  to  erect  poles  and  wires 
within  the  urban  ways  and  streets  of  this  State  as  well  as  upon  rural 
highwaya. 

That  the  provisions  of  the  charter  of  Minneapolis  confer  upon  that  city  no 
authority  to  arbitrarily  order  a  removal  of  such  poles  and  wires,  but  only 
the  right  to  regulate  the  placing  of  the  same  in  its  streets,  and  to  com- 
pel the  telephone  companies  to  put  their  wires  in  subsurface  conduits 
when  reason,  convenience,  or  the  good  government  of  the  municipally 
requires. 

Case  of  this  series  cited  in  opinion:  Cater  v,  N,  W,  Teleph,  Bwchange  Co^ 
voL  5,  p.  111. 

Behearing.  , 

D.  F.  Morgan,  A.  H.  Noyes,  and  O.  D.  Emery,  for  appellant, 

Frank  Healey  (W.  A.  Lancaster,  olcounael),  for  respondents. 

LovEi-Y,  J. :  The  public  importance  of  our  previous  decision 
upon  the  control  by  the  municipalities  of  this  State  of  their 
streets  in  the  use  of  the  same  by  telephone  companies,  as  well 
as  the  fact  that  full  consideration  was  not  given  in  the  original 
opinion  to  the  subject  of  legislative  authority  for  such  control, 
nor  to  the  dependent  rights  of  the  telephone  companies  there- 
under, has  required  a  reinvestigation  of  the  whole  subject 
upon  a  reargument  Counsel  for  the  respective  parties 
have  not  only  fully  reargued  all  the  questions  submitted 
on  the  previous  hearing,  but  have  filed  extensive  additional 
briefs.     We  have  been  further  aided  by  the  briefs  of  counsel  in 
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a  siniilar  case  arising  in  tibe  city  of  Dulutli,  which  have  been 
of  much  assistance^  and  have  been  fully  considered  in  the  result 
reached.  It  was  urged  for  respondent  that  the  court,  in  its  opin- 
ion,  had  assumed  that  the  authority  to  make  the  contract  upon 
which  the  decision  rested^  between  the  telephone  company  and 
the  city^  existed,  without  pointing  it  out,  while  in  fact  no  such 
authority  did  exist  It  is  true,  such  authority  was  not^  in  fact, 
discussed  in  the  opinion.  The  course  on  the  oral  argumenit  by 
counsel,  and  the  pressing  demand  for  a  speedy  decision,  were  to 
some  extent  responsible  for  this  omission.  The  opinion  rested 
principally  upon  the  allegation  in  the  complaint  that  the  city 
council,  in  the  adoption  of  two  recent  ordinances  of  1899,  had 
acted  arbitrarily,  without  reason  or  necessity,  after  the  plaintiff 
had,  at  the  invitation  of  the  city,  upon  privileges  received,  and 
in  consideration  of  public  utility  and  benefit^  expended  large 
sums  of  money  in  availing  itself  of  the  rights  granted  in  a  pre- 
vious ordinance  of  the  municipality.  We  recognize  that  im- 
portant questions  other  than  those  actually  referred  to  in  the 
opinion  are  material  to  the  disposition  of  the  order  of  the  trial 
court,  and  have  regarded  it  as  our  duty  to  reconsider  so  much  of 
the  subject  involved,  determinative  of  this  appeal,  but  not  refer- 
red to  in  the  opinion,  which  we  think  may  be  embraced  compre- 
hensively in  the  following  propositions:  (1)  Did  the  telephone 
company  have  any  right  from  the  State  to  erect  its  poles  and 
wires  in  defendant's  streets  ?  If  so,  what  was  the  nature  and  ex- 
tent of  such  right?  (2)  Did  the  city  possess  a  delegated  power 
to  control,  limit,  regulate,  or  restrict  the  placing  of  poles  and 
wires  by  plaintiff  in  its  streets  ?  And,  if  so,  what  were  the  limi- 
tations of  such  right  ? 

1.  What  were  plaintiff's  rights  under  the  general  laws  of 
this  State  ?  It  was  claimed  that  we  had  overlooked  the  fact  in 
the  previous  opinion  that  under  the  decisions  of  this  court  the 
city  of  Minneapolis  had  no  power  to  make  the  contract  with  the 
telephone  company,  for  the  reason  that  such  power  must  neces- 
sarily be  derived  from  the  State,  where  it  originally  belonged. 
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as  an  element  of  its  sovereigiiity^  and  that  the  State  has  never 
delegated  such  power  to  the  city,  from  which  conclusion  it  would 
necessarily  follow  that  the  contract  between  the  citr^  and  the 
company  was  in  excess  of  authority.  The  decisions  invoked  to 
support  this  position  undoubtedly  sustain  the  view  that  the 
plaindiff  must  necessarily  rest  its  authority  upon  a  prior  grant 
of  power  from  the  State.  Nash  v.  Lowry,  37  Minn.  261 ;  City 
of  St.  Paul  V.  Chicago,  M.  £  St.  P.  By.  Co.,  68  Minn.  380,  63 
N.  W.  267,  65  K  W.  649,  68  K  W.  458,  34  L.  R  A-  184.  It 
is  not  to  be  questioned  that  this  original  element  of  State  control 
over  its  public  thoroughfares  might  be  legally  delegated  to  muni- 
cipalitaes,  even  to  the  power  of  excluding  poles  and  wires  en- 
tirely from  urban  streets.  In  such  case  the  streets  cannot  be 
used  except  by  permission  of  the  city,  who  can  restrain  such  use 
without  reference  to  public  benefit  or  advantage;  and  this  con- 
clusion presents  the  necessity  of  referring  to  the  general  legisla- 
tion of  the  State,  where  authority  to  use  such  thoroughfares  for 
poles  and  wires  must  be  found,  if  it  exists^ 

In  1880  the  following  statutory  provision  applicable  to  tele- 
graph companies  was  enacted : 

"Any  telegraph  company  incorporated  or  organized  under  the  laws  of 
this  State,  shall  have  full  power  and  right  to  use  the  public  roads  and  high- 
ways of  this  State,  on  the  line  of  their  route,  for  the  purpose  of  erecting 
posts  or  poles  on  or  along  the  same,  to  sustain  the  wires  or  other  fixtures; 
provided,  however,  that  the  same  shall  be  located  as  in  no  way  to  interfere 
with  the  safety  or  convenience  of  ordinary  travel  on  or  over  the  said  roads 
or  highways." 


This  section  was  incorporated  into  the  revision  of  1866^  where 
it  continued  without  change  until  1881,  when  this  statute  was 
amended  by  inserting  after  the  word  "telegraph"  the  words  "or 
telephona"  Chapter  78,  Gen  Laws  1881  (section  2641,  Gen. 
St  1894).  In  passing,  it  may  be  well  to  say  thait  this  court  has 
never  rec<^niz6d  any  difference  in  character  between  telephone 
and  telegraph  companies.  "The  transmission  of  intelligence  by 
telegraph  or  telephone  is  a  business  of  a  public  character,  to  be 
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conducted  under  public  control^  in  the  same  maimeir  aa  the  trans- 
portation of  persana  or  property  by  common  carrier."  Cater  v. 
Exchange  Co.,  5  Am.  ElectL  Caa.  Ill,  60  Minn.  639,  63  N.  W. 
Ill,  28  L.  R.  A.  310.  And  again,  as  vigorously  expressed  in  a 
later  opinion  of  this  court  (Collins,  J.) :  ^^In  these  days  there 
ought  to  be  no  one  to  question  tibe  statement  that  the  telephone  is 
simply  an  improved  telegraph."  Northwestern  Telephone 
Exch.  Co.  V.  Chicago,  M.  £  8t.  P.  By.  Co.,  79  N.  W.  316.  In 
practical  application,  it  is  not  easy  to  recognize  any  difference  in 
the  subject-matter  (the  erection  of  poles  and  wires  <mi  public 
highways),  in  the  manner  of  erecting  and  maintaining  the  same, 
the  public  benefits  to  be  derived,  or  the  burdens  to  be  created, 
although  the  more  extensive  use  of  telephone  exchanges  has  given 
to  the  latter  improvement  a  greater  utility ;  but,  for  the  purpose 
of  construiug  the  effect  of  the  legislative  enactment  referred  to, 
no  distinction  can  be  made  in  favor  of  telegraph  over  telephone 
companies,  in  the  imposition  of  burdens  upon  the  public  thor- 
oughfares of  this  State.  It  is  well  known  to  every  one  that  the 
telegraph  companies  have  always  had  their  offices  in  business 
centers,  at  which  places  only  intelligence  has  beeoi  transmitted 
and  delivered  for  the  benefit  of  their  patrons;  and  it  is  likewise 
as  well  known  that  at  no  time  sincse  the  first  enactment  of  the 
statute,  in  1860,  have  telegraph  companies  directly  delivered 
from  their  wires  messages  at  private  residences  on  rural  high- 
ways, while  their  poles  and  wires  have  been  erected  and  con- 
tinued over  the  same  at  all  times.  The  difference  between  the 
use  of  the  streets  by  telegraph  and  telephone  companies  in  this 
respect  is  worthy  of  note.  For  nearly  ten  years  after  the  amend- 
ment of  1881  was  adopted,  the  benefits  conferred  upon  telephone 
oompanies  were  not  used  upon  rural  highways,  but  to  a  great  ex- 
tent on  city  streets.  It  was  not  until  after  1890  that  the  long-dis- 
tance telephone,  for  which  such  use  would  have  been  available, 
was  known  in  this  Stata  Within  a  very  short  time  thereafter 
the  cities  and  villages  throughout  the  country  were  connected, 
largely  through  the  imposition  of  the  servitude  previously  en- 
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joyed  only  by  tdegrafph  companieB^  and  such  highways  made 
subsenrieDit  thereto.  These  historical  f  acts,  of  which  the  court 
must  take  notice^  axe  to  be  borne  in  mind,  to  appropriately  apply 
the  statute ;  for  if  the  legislature,  by  the  use  of  the  words  ^'roads" 
and  'liighways"  therein,  intended  to  adopt  the  popular  sense  in 
which  these  words  were  understood,  such  intention  must  prevail, 
and  be  held  to  have  given  authority  to  the  plaintiff  to  erect  its 
poles  and  wires  within  the  highways  of  defendant  and  other 
cities  throughout  the  State,  for  the  legislature  must  be  under- 
stood to  mean  what  it  has  plainly  expressed.  Where  the  legi?- 
lative  intent  is  plainly  expressed,  so  that  the  act,  read  by  itself, 
or  in  connection  with  other  statutes  pertaining  to  the  same  sub- 
ject, is  clear,  certain,  and  unambiguous,  the  courts  have  only  the 
simple  and  obvious  duty  to  enforce  the  law  according  to  its 
terms.    This  is  elementary.    Suth.  St  Const  sec  237. 

It  is  contended  by  defendant  that  such  was  not  the  legislative 
intent  in  the  enactment  of  the  amended  statute  of  1881,  which 
gives  the  same  right  to  telephone  as  to  the  telegraph  companies, 
but  that  a  distinction  was  intended,  and  must  be  now  applied,  in 
construing  this  statute,  as  between  urban  and  rural  highways, 
limiting  such  use  soldy  to  cour.ry  roads.  The  definition  of  a 
word  in  a  statute  need  not  be  absolutely  decisive  of  its  meaning 
in  all  cases.  The  history  of  the  act,  its  general  purpose,  the  mis- 
chief to  be  cured  or  benefits  to  be  obtained,  according  to  general 
understanding,  as  well  as  the  sense  to  be  derived  from  its  con- 
nection in  the  same  or  other  statutes,  may  be  essential  to  aid 
courts  in  the  duty  of  construction.  But,  in  a  legislative  enact- 
ment that  has  continued  for  many  years  without  cavil  or  ques- 
tion, the  first  source  of  inquiry  is  the  popular  meaning  of  the 
words  employed  to  express  its  sense,  and  furnishes  the  natural 
and  reasonable,  as  well  as  the  primary,  legal  source  of  interpre- 
tation ;  and  for  authoritative  definitions  we  necessarily  turn  to 
the  standard  dictionaries  of  our  languaga  The  popular  mean- 
ing of  the  word  "road"  is  defined  in  the  Century  Dictionary  as 
"a  public  way  for  passage  or  travel;  a  strip  of  ground  appn>- 
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priatad  for  travel,  f ormiiig  a  line  of  communication  between  dif- 
ferent places;  a  highway ;  hence  any  similar  passage  for  travel, 
public  or  private."  The  same  authority  defines  the  word  "high- 
way'^  SB  "a  public  road  or  passage ;  a  way  open  to  all  paasengea^s 
by  either  land  or  -water."  The  approved  legal  definition  of 
"highway"  is  "a  passage  or  road  through  the  country,  or  some 
parts  of  it,  for  the  use  of  the  peopla  It  is  the  generic  name  for 
all  kinds  of  public  ways."  Bouv.  Law  Diet,  "Highways."  The 
word  "highway"  has  been  used  in  its  generic  sense  extensively 
in  decisions  of  the  courts  to  which  our  attention  has  bean  di- 
rected in  the  briefs  and  arguments  of  counsel,  and  it  does  lycA 
appear  from  such  use  l^at  any  distinction  has  been  made  in  the 
application  of  the  word  "highway"  to  a  country  road  which 
would  distinguish  it  from  an  urban  street  or  way.  A  very  dis- 
tinctive recognition  has  been  made  by  our  own  court  of  the  use 
of  the  term  "highway"  as  applicable  to  city  streets,  whereby,  in 
chapter  13,  sec  47,  Gen.  St  1878  (sec  1832,  Gen.  St  1894), 
it  is  provided  that  "when  any  road  or  portion  thereof  shall  have 
been  used  and  kept  in  repair,  and  worked,  for  six  years  continu- 
ously as  a  public  highway,  the  same  shall  be  deemed  as  having 
been  dedicated  to  the  public,  and  be  and  remain,  until  lawfully 
vacated,  a  public  highway."  Under  this  section,  notwithstand- 
ing its  reference  to  the  town  in  which  the  road  is  located,  the 
same  has  been  considered  as  applicable  to  incorporated  munici- 
palities. Village  of  Benson  v,  8t  Paul,  M.  &  M.  Ry.  Co.,  63 
Minn.  198,  64  N.  W.  393;  Hall  v.  City  of  8t.  Paul,  56  Minn. 
428,  57  N.  W.  928 ;  Elfelt  t\  Railway  Co.,  53  Minn.  68,  66  K 
W.  116.  We  might  collect  authorities  without  number  to  show- 
that  this  term  has  been  applied  in  judicial  decisions,  in  its  gen- 
eric sense,  to  city  streets.  The  result  of  such  investigation  leads 
to  the  conclusion,  seemingly  too  plain  for  serious  discussion,  that 
the  word  'Tiighway"  in  actual  use,  embraces  city  streets  as  well 
as  country  roads,  furnishing  the  strongest  inference  that  it  was 
intended  to  apply  to  both,  and  that,  while  the  word  "street"  is 
more  often  used  than  'highway"  to  designate  an  urban  way,  yet 
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it  vrsa  in  this  statute  used  for  botb  purposes.  We  cannot^  tiiere- 
fore,  by  looking  through  the  charters  of  differemt  cities  where  the 
words  "street"  and  "highway"  are  used,  respectively,  in  refer- 
ence to  urban  thoroughfares,  and  by  comparing  the  result,  neces- 
sarily determine  any  distinction  in  this  respect;  for  where  a 
word  of  general  import  covers  two  classes,  and  another  only  one, 
the  obvious  and  sensible  inference  would  be  that  the  general 
term  was  intended  to  embrace  both,  and  we  do  not  discover  from 
the  reading  of  the  statute  under  consideration  any  intention  to 
restrict  or  limit  the  general  meaning  of  the  word  in  this  respect. 
The  su^estion  that  the  proviso  limiting  the  erection  of  posts  or 
poles  so  that  the  same  shall  "in  no  way  interfere  with  the  safety 
or  convenience  of  ordinary  travel  on  or  over  said  roads  or  high- 
ways" is  more  applicable  to  rural  than  urban  streets  is  of  little 
significance,  or  that  such  restriction  is  ordinarily  a  subject  of 
municipal  control  under  charter  provisions  has  no  persuasive 
force  in  construing  into  this  law  the  distinction  urged.  Ordi- 
narily travel  takes  place  on  city  streets  as  well  as  rural  roads, 
and  the  proviso  would  go  no  further  than  to  secure  protection 
when  needed.  Besides^  at  the  time  this  statute  and  its  proviso 
were  first  adopted  the  population  of  Minneapolis,  now  the  largest 
city  in  the  State,  was  less  than  3,000  people,  and  the  State,  in 
its  infancy,  encouraged  all  public  improvements  vdth  great  liber- 
ality ;  and  if  the  words  "ordinary  travel  and  convenience,"  in 
any  popular  sense,  are  more  applicable  to  country  than  city 
places,  which  is  not  clear,  the  restriction  in  the  proviso  at  that 
time  would  apply  to  a  greater  part  of  the  area  included  in  the 
cities  of  the  State  with  as  much  force  as  to  any  country  road. 
Since  it  cannot  be  disputed  that  a  city  street^  in  the  popular 
sense,  is  a  highway,  and  that  the  plaintiff,  under  the  statute,  may 
use  highways  under  the  limitation  so  as  not  "to  interfere  with 
the  safety  or  convenience  of  ordinary  travel,"  it  follows  that  the 
statute  must  be  treated  as  having  meant  what  it  said.  A  more 
critical  examination  of  its  language  than  is  furnished  by  its  or- 
dinary reading  is  not  useful  or  even  possible.     A  statute  must 
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be  treated  hb  a  living  things  but  oftentimes  it  is  disseoted  as  if  it 
were  a  dead  letter.  Our  duty  is  not  to  make  an  autopsy  up<m 
its  remains^  but  to  sensibly  discover  what  it  means;  we  appre- 
hend that  the  reasons  which  led  to  its  enactment^  as  well  as  the 
manner  in  which  it  has  been  treated  by  our  people  and  ihe  legis- 
lature, if  consonant  with  its  sensible  meaning,  would  prevail. 
Any  other  course  would  require  us  to  usurp  functions  we  do  not 
possess.  It  is  our  duty  to  construe  the  statute,  not  to  amend  or 
repeal  its  provisions. 

If  we  recur  again  to  the  historical  facts  which  assist  in  defin- 
ing the  meaning  of  this  law,  we  find  that,  so  far  as  the  placing  of 
poles  and  wires  on  highways  is  concerned,  that  right  was  created 
by  legislative  action  more  than  forty  years  ago^  and  it  has  oon- 
tinued  in  force  and  materially  aided  in  the  growth  of  this  great 
commonwealth;  and  the  only  change  of  such  right,  until  1893, 
has  been  an  extension  of  its  benefits.     For  twenty  years  the  tele- 
graph companies  of  this  State  applied  its  terms  comprehensively 
to  cover  their  necessities  upon  all  public  ways,  both  rural  and 
urban,  when  the  telephone  companies  were  given  the  same  bene- 
fit    For  ten  years  thereafter,  at  least,  the  telegraph  oompanies 
exercised  the  same  privileges  as  before,  while  the  telephone  com- 
panies during  the  intermediate  period  between  the  amendment 
and  the  origin  of  the  long-distance  service  derived  no  other  bene- 
fits than  within  the  urban  districts  to  which  they  confined  their 
business,  and  to  which  it  is  now  claimed  the  statute  did  not  refer. 
In  other  words^  the  telephone  companies  were  using,  under  the 
benefits  of  this  statute;,  without  apparent  objection,  tiie  plaoes 
where  it  did  not,  on  defendant's  theory,  apply,  and  did  not  use 
the  only  places  where  it  did  apply,  while  the  telegraph  compa- 
nies were  using  both  for  the  same  purpose;  and  the  inference 
that  follows  is  obvious^  and  lies  upon  the  surface:     The  people 
understood  the  law  to  mean  what  it  said,  and  had  found  it  suffi- 
cient to  meet  the  necessities  of  the  people  of  this  State,  an.d  con- 
sonant with  the  demands  of  growth  and  progress,  and  for  thirty 
years  and  more  its  benefits  as  to  both  kinds  of  companies  were 
accepted,  and  it  was  not  amended  or  changed. 
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The  strongest  argument  in  support  of  defendants'  contention 
that  there  was  a  reserved  legislative  purpose  to  exclude  urban 
thoroughf ares  from  the  benefits  of  the  statute  is  that  such  a  re- 
striotion  has  been  practically  placed  upon  the  statute  by  the 
plaintiff  itself.  It  is  urged  that  plaintiff  and  others  similarly 
situated  have  repeatedly  sought  concessions  from  municipalities, 
particularly  from  defendants,  at  varianoe  with  the  right  to  use 
their  streets,  which  it  now  insists  upon;  that  the  privilege  of 
placing  podes  and  wires  in  the  streets  has  never  until  the  present 
time  been  demanded  as  a  rights  but  has  been  accepted  (as  under 
the  ordinance  of  1883,  set  forth  at  length  in  the  former  opinion), 
and  the  fact  that  the  plaintiff  has  recognized  the  power  of  the 
city  to  control  this  subject  is  to  be  given  weight;  and  this,  to  a 
certain  extent,  is  true,  although  to  what  extent,  and  how  far 
such  privileges  have  been  aiked  for  and  received,  in  the  absence 
of  any  reliable  data,  it  is  not  easy  to  determina  There  is  some 
logical  force  in  this  claim,  although  it  cannot  be  deemed  control- 
ling, nor  sufficient  to  overcome  the  spirit  of  the  statute  expressed 
in  its  literal  terms ;  for  it  is  in  opposition  to  the  source  of  the 
reel  authority  to  construe  the  law,  which  is  judicial,  and  vested 
in  the  courts.  If  the  meaning  of  the  words  of  the  statute  were 
doubtful,  the  interpretation  which  the  telephone  company  and 
the  city  have  placed  upon  its  meaning  might  be  more  weighty ; 
but  where  there  is  no  doubt,  or  private  policy  and  self-interest 
dictate  the  action  of  either  party,  such  argument  is  of  very  little 
f oroa  Were  it  dear  that  no  such  authority  to  use  urban  ways 
had  been  vested  in  the  telephone  company  by  the  general  statute, 
its  assertion  or  assumption  of  such  right  would  not  create  it^  or, 
if  a  reasonable  construction  would  not  permit  such  a  view,  the 
plaintiff  could  not  determine  the  question  by  its  own  acts.  It 
would  still  be  for  the  courts,  rather  than  the  plaintiff,  to  con- 
stme  the  meaning  of  the  law. 

If  the  views  we  have  expressed  above  are  correct,  the  actual 
right  to  use  the  highways  of  the  State,  either  in  cities  or  upon 
country  roads,  subject  to  necessities  of  ordinary  travel,  was  con- 
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ferred  upon  plaintiff.     The  defendant  has  for  years  aflsomed 
control  itself  of  this  rights  and  contracted  with  the  plaintiff  on 
that  basis,  notwithstanding  the  statute;  but  the  city  now  dis- 
claims  that  it  had  such  right^  and  it  would  be  hardly  a  conclusive 
argument  for  the  plaintiff  to  say,  in  answer  to  tlus  claim,  that 
the  city  did  not  have  such  right,  because  it  had  construed  the 
statute  against  itself  in  this  respect,  by  adopting  the  ordinance 
of  1883,  and  could  not  repudiate  its  ultra  vires  acts.     The  pecu- 
liar nature  of  the  telephone  business  is  such  that  the  plaintiff  and 
defendant  do  not  stand  upon  equal  grounds  in  dealing  with  each 
other,  and,  notwithstanding  the  provisions  of  tihe  statute  author- 
izing the  use  of  city  streets,  the  exactions  of  the  municipality 
might  well  be  such  that  any  hoetile  treatment  of  the  plaintiff 
might  greatly  injure  its  business  and  deprive  it  of  the  benefita 
to  be  derived  therefrom ;  and  it  is  quite  easy  to  see  how  the  plain- 
tiff might  well  desire  to  avoid  friction  with  or  antagonism  from 
the  cily  in  the  enjoyment  of  its  frandiises.     Again,  if  the  city, 
as  we  conclude  further  on,  had  the  reserved  power  of  regulation, 
in  the  interest  of  public  convenience  and  necessity,  in  the  plac- 
ing of  telephone  poles  and  wires  in  particular  streets  or  in  sub- 
surface conduits,  such  right  would  justify  action  on  the  part  of 
the  city  that  would  necessitate  concessions  that  the  city  would  be 
authorized  to  make  in  formal  respects,  and  the  argument  based 
upon  the  practical  construction  of  the  statute  falls  to  the  ground* 
We  have  not  overlooked  two  recent  enactments  affecting  tihe 
subject     In  1893,  for  the  first  time,  a  restrictive  proviso  was 
incorporated  into  an  amended  section  of  title  1,  sea  1,  c  34,  Gkn. 
St  1878  (title  1,  sec.  2592,  c.  34,  Gen.  St  1894),  providing  for 
the  organization  of  corporations,  to  the  effect  that  no  franchise 
should  be  granted  to  telegraph  or  telephone  companies  that  would 
authorize  them  to  place  their  poles  and  wires  in  city  streets  with- 
out permission  of  the  municipality.     Gen.  Laws  1893,  c  74. 
And  to  the  same  effect  is  Gen.  Laws  1899,  c  51.     The  plaintiff 
was  organized  as  a  corporation  in  1878.     It  obtained  the  bene^ 
fits  of  the  act  of  1860,  above  referred  to,  in  1881,  which  becamo 
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a  contract  between  the  State  and  the  plaintiff  by  the  acceptance 
of  the  sama  Hence  tlie  proviso  in  the  law  of  1893  and  1899, 
being  prospeotive,  could  not  impair  rights  that  had  become 
vested,  because  forbidden  under  the  clearest  prohibitions  in  the 
State  and  Federal  constitutions;  and  it  is  not  claimed  that  theee 
statutes  did  so,  nor  is  it  possible  to  treat  the  latter  proviso  as  a 
Icagislative  interpretation  of  the  original  act  of  1860,  which  had 
been  continued  in  force  up  to  that  time,  without  change,  unless 
the  inference  follows,  for  what  it  is  worth,  that  these  restrictive 
provisions  were  enacted  to  impose  upon  companies  organized  in 
the  future  an  obligation  which  was  by  the  legislature  not  sup- 
posed to  be  expressed  in  any  previous  statute  This  inference 
favors  plaintiff's  contention 

As  a  result  of  this  review  of  the  subject,  we  are  led  to  the  con- 
clusion tliat  the  plaintiff  had  a  right  to  use  the  streets  of  the  city, 
under  proper  regulations  and  restrictions  (referred  to  in  tie 
original  appeal)  by  the  municipality.  What  such  power  of 
regulation  in  the  city  imposed  in  its  relation  to  the  plaintiff  is 
still  to  be  considered.  Since  the  first  argument  in  this  case  the 
general  statute  (section  2641,  Gen.  St  1894)  kas  been  judicially 
construed  by  the  United  States  Circuit  Court  of  this  district, 
and  the  conclusions  expressed  above  find  authority  therein,  as 
well  as  the  necessary  deduction  that  any  ordinance  of  the  city 
interfering  with  or  impairing  the  vested  right  thus  conferred 
upon  the  plaintiff  by  the  State  violated  constitutional  rischts  and 
was  invalid.    Abbott  v.  City  of  Duluih  (C.  C),  104  Fed.  833. 

2.  It  still  remains  to  consider  such  provisions  of  the  city  char- 
ter as  affect  the  subject  under  the  inquiry,  did  the  city  possess 
a  delegated  power  to  limit  and  regulate  the  placing  of  poles  and 
wires  by  plaintiff  in  its  streets ;  and,  if  so,  what  were  the  lim- 
its upon  such  right?  The  provisions  of  the  defendant's  char- 
ter germane  to  this  subject  at  the  time  when  the  ordinance 
of  1883  was  enacted  by  the  common  council  in  the  exercise  of  the 
delegation  of  power  to  defendant  over  its  streets  gave  it  the  right, 
under  subdivision  6,  sec.  5,  c  4,  "to  prevent  the  encumbering  of 
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streeitB^  alleys,  lanes,  aidewalks,  public  groundsy  or  wharves  with 
carriages,  carts,  wagons,  sleighs,  boxes,  lumber,  firewood,  posts, 
awnings  or  any  other  materials  or  substance  whatever;''  and  by 
subdivision  31,  sec  5,  c  4,  the  power  ^^to  remove  and  abate  any 
nuisance,  obetructioai  or  encroachment  upon  the  streets,  alleys, 
public  grounds  and  highways  of  the  city ;''  aad  by  sec  1,  c  8, 
''the  care^  supervision  and  control  of  all  highways,  streets,  alleys, 
public  squares  and  grounds  within  the  limits  of  the  city.''     Such 
was  the  power  delegated  to  the  city  council  to  adopt  the  ordi- 
nance of  1883,  set  forth  at  length  in  the  opinion,  which  conferred 
upon  the  plaintiff  the  right  to  use  aad  occupy  the  streets  and 
alleys  of  the  city  with  its  poles  and  wires.     Nothing  in  the  pro- 
visions above  quoted  conflicts  with  the  power  to.  pass  such  ordi- 
nanca     On  the  other  hand,  under  such  general  provisiona,  even 
in  the  absence  of  the  general  statute  (section  2641,  den.  St. 
1894),  it  might  be  held  that  sufficient  power  was  so  delegated  for 
that  purposa     In  a  recent  case  decided  by  the  United  States 
Circuit  Court  of  Appeals  for  this  circuit,  it  was  held  (Sanborn, 
J.),  under  a  statute  where  the  city  of  Colorado  Springs  was  em- 
powered to  regulate  the  use  of  its  streets,  to  provide  for  the  light- 
ing of  the  same,  and  to  pass  all  ordinances  and  to  make  all  rules 
and  regulations  demanded  or  necessary  to  exercise  those  powers, 
that  ^4t  had  the  implied  authority  to  grant  the  right  and  privi- 
lege to  construct  a  power  house  to  generate  electricity  on  its  pub- 
lic grounds^"  etc     Pikes  Peak  Power  Co.  v.  City  of  Colorado 
Springs  (C.  C.  A.),  105  Fed.  1.     Thirty-four  days  after  the 
passage  of  the  ordinance  under  which  the  city  attempted  to  grant 
the  right  to  the  telephone  company  to  erect  its  poles  in  its  streets, 
the  charter  of  the  city  was  amended  by  adding  to  section  6,  c  4, 
the  following  authority  to  be  exercised  by  the  council:     "To 
regulate  and  control  or  prohibit  the  placing  of  poles  and  the  sus- 
pending of  electric  and  other  wires  along  or  across  the  streete  of 
said  city,  and  to  require  any  or  all  already  placed  or  suspended 
either  in  limited  districts,  or  throughout  the  entire  city,  to  be 
removed  or  to  be  placed  in  such  manner  as  it  may  designate  be- 
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neath  the  surfaoe  of  the  street  or  sidewalk."  This  provision 
does  not  dedaxe  that  the  power  therein  6onferred  is  exclusive  in 
the  city,  nor  that  the  right  to  remove  poles  and  wires  in  the 
streetB  is  to  be  exercised  by  the  city  arbitrarily.  Ifttegeneral 
statute  (section  2641^  Gen.  St  1894)  is  controlling,  as  we  have 
held  above;,  this  provision  should  be  construed  so  as  to  harmonize 
with  that  statute^  and  not  given  such  a  construction  as  would 
give  absolute  power  to  the  city  to  remove  wires  and  poles  without 
reason  or  necessity,  for  such  a  view  would  clearly  interfere  with 
plaintiff's  vested  rights ;  or  if ,  as  we  are  led  to  believe,  there  was 
authority  under  the  previous  provisions  of  the  charter  in  force 
at  the  time  the  ordinance  of  1883  was  enacted  and  accepted  by 
the  plaintiff,  it  follows,  as  held  in  Pikes  Peak  Power  Co.  v.  City 
of  Colorado  Springs,  supra,  that  an  ordinance  of  a  city  passed 
under  legislative  authority,  within  the  provision  of  the  Federal 
oonstitution,  ^'cannot  be  repealed  by  later  ordinances  which 
would  be  so  dearly  a  violation  of  section  10,  art.  1,  which  pre- 
vents the  passing  of  a  law  impairing  the  obligations  of  a  con- 
tract, and  the  fourteenth  amendment  to  the  constitution,  which 
forbids  the  taking  of  property  without  due  process  of  law,''  that^ 
aa  held  in  that  case,  ^^no  argument  to  the  oontrary  would  be 
worthy  of  a  moment's  consideration." 

So  far  we  have  considered  this  question  with  reference  to  the 
rights  of  the  plaintiff,  upon  the  allegations  of  the  complaint  well 
pleaded  that  allege  that  defendant  was  arbitrarily  attempting  to 
interfere  with  plaintiff's  rights;  but  the  provisions  of  the  city 
charter  which  we  have  qux)ted  do  possess  a  force  and  vitality  in 
authorizing  such  control  and  regulation  of  plaintiff's  business  by 
ijbe  city  that  they  must  not  be  overlooked.  We  think  much  mis- 
understanding has  arisen  from  the  previous  opinion,  through  a 
failure  to  realize  what  was  actually  determined.  We  have  not 
held,  and  do  not  hold,  that  the  city  had  the  power  to  confer  upon 
the  plaintiff  veertied  rights  to  irrevocably  occupy  its  streets,  in 
violation  of  any  reasonable  right  therein  by  the  dty.  We  hold 
that  the  only  power  delegated  by  the  State  to  the  city  under  any 
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of  tihie  charter  provisiaQS  referred  to  is  the  power  of  regulation, 
and  the  neoessai^y  control  incident  to  such  power.  We  held  in 
the  former  opinion,  and  now  hold,  that  the  only  contract  entered 
into  by  the  city  with  the  defendant  was  with  reference  to  the 
manner  and  method  of  placing  its  poles  and  wires.  Such  con- 
tract was  within  the  police  power  of  the  city,  and,  the  defendant 
having  acted  upon  the  contract  by  the  ordinance  of  1883  as  to 
how  it  should  place  its  poles  and  wiree^  the  city  cannot,  without 
reasonable  causey  in  the  exercise  of  its  power  of  regulation,  re- 
Toke  its  contract  as  to  such  matters^  and  order  a  different  arrange- 
ment The  power  of  regulation,  or  the  police  power,  as  there 
designated,  belonged  to  the  States  and  was  delegated  to  the  city 
in  its  charter;  and  we  think  that  the  charter  provisions  referred 
to  fully  recognize  its  beneficent  authority,  which  should  be  exer- 
cised in  reason  and  judgment  for  the  best  interest  and  welfare  of 
the  municipality,  and  secures  all  that  is  essential  to  a  proper  and 
reasonable  control  of  the  plaintiff's  businesa  It  is  not  to  be  as- 
sumed that  the  legislature,  in  delisting  such  powers^  intended 
to  violate  the  organic  law,  or  (what  would  be,  perhaps,  as  bad  in 
its  practical  effect)  to  invest  the  defendant  with  the  power  u) 
confer  a  monopoly  in  the  use  of  its  streets  to  a  favored  corpora* 
tion,  which  is  the  logical  and  necessary  result  of  defendant's 
claim.  If  the  claims  of  the  city  are  well  founded  upon  the  issue 
raised  by  the  demurrer,  it  can  grant  a  right  to-day,  and  deprive 
the  party  to  whom  it  is  granted  of  such  right  to-morrow.  If  it 
can  confer  the  privilege  upon  the  plaintiff  of  placing  overhead 
wires  on  the  streets,  and  immediately  thereafter  compel  the 
plaintiff  to  replace  the  same  in  subsurface  conduits  in  rural 
neighborhoods,  where  there  is  no  reason  or  necessity  for  such 
change,  which  purpose  is  admitted  by  the  demurrer  in  this  case^ 
it  might  immediately  thereafter  compel  the  removal  of  the  wires 
so  placed  in  subsurface  conduits^  Nor  is  such  a  result  impossi- 
ble of  conjecture  Oscillations  of  power  in  local  government  do 
not  always  vibrate  from  the  same  center,  for  history  is  full  of 
illustrations  to  show  that  the  guardians  of  the  people  may  become 
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their  oppressors^  tiirough  injurious  monopolies  that  deprive  the 
people  of  their  privileges.  The  safeguards  of  the  constitution 
are  the  ultimate  refuge  from  such  usurpations,  and  it  cannot  be 
believed,  when  we  consider  the  extreme  and  justifiable  jealousy 
which  has  existed  on  the  part  of  the  lawmakers  to  guard  against 
the  abuses  of  power,  that  they  could  have  intended  to  confer  bv 
doubtful  terms  an  arbitrary  right  upon  any  municipality  in  this 
State  unreasonably  to  deprive  its  citizens  of  the  benefits  of  pro- 
gress or  to  grant  monopolies. 

The  solution  of  the  question  involved  in  this  case  is  not  diffi- 
culty and  is  consistent  with  every  reasonable  interest  that  belongs 
to  the  people  of  the  city  of  Minneapolis.  The  plaintiff  has  the 
right  to  use  its  streets  in  the  way  prescribed,  but  such  right  is 
subject  to  regulation ;  and  if  the  use  of  any  street  for  overhead 
wires,  or  any  other  placement  of  its  lines,  is  injurious  to  public 
safety^  convenience,  comfort^  or  utility  in  the  management  of 
city  afFairs,  or  inconsistent  with  reason,  order,  and  good  govem- 
meait,  ihe  city  has  the  power,  under  the  law  and  its  charter  pro- 
visions, to  compel  a  removal  of  such  poles  and  wires  from  its 
streets,  and  compel  them  to  be  placed  in  subsurface  conduits,  or 
to  otherwise  regulate  the  business  of  the  company  so  that  the  use 
of  its  streets  shall  not  interfere  with  the  rights  of  its  citizens, 
bat  subserve  their  welfare,  in  the  inestimable  service  which  the 
telephone  renders  to  commerce,  civilization,  and  the  happiness 
of  its  peopla  This  case  comes  here  upon  statements  in  the  com- 
plaint as  to  what  the  city  is  attempting  to  do  that  may  or  may 
not  be  true.  We  are  required,  upon  the  admissions  made  by  the 
defendant  itself  in  its  demurrer,  to  accept  such  statements ;  and, 
accepting  them,  we  have  simply  determined  that  what  has  been 
well  pleaded  and  alleged  shows  an  exercise  of  arbitrary  and  ab- 
solute power  on  the  part  of  the  city,  and  cannot  be  sustained. 
We  have  determined  no  facts,  but  only  assumed  that  to  be  true 
which  defendant  has  admitted.  In  the  tribunals  of  the  law, 
within  the  jurisdiction  where  this  plaintiff  and  defendant  are 
conducting  this  contest,  there  is  no  doubt,  it  seems  to  us,  but 
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what  a  determination  should  be  reached  upon  the  actual  facte, 
with  which  no  fault  should  bo  found  by  anyone  who  careB  more 
for  the  benefits  of  good  government  and  the  beBt  interests  of  the 
people  than  for  the  assertion  of  arbitrary  rights. 

We  have  noted  the  point  that  the  defendant  claims  that  in- 
junction is  not  the  proper  remedy ;  that  it  was  the  prerequisite 
duty  of  the  plaintiff  to  have  applied  for  permission  to  place  ite 
poles  to  the  city  engineer,  and,  on  his  refusal,  to  seek  its  rights 
through  mandamus.  This  is  not  a  case  where  ministerial  officers 
have  refused  to  perform  a  duty  imposed  upon  them  by  law,  but 
where  the  city  itself,  by  the  enactment  of  ordinances,  prohibits 
its  officers  from  performing  such  duties.  In  such  a  case  injunc- 
tion is  clearly  the  proper  remedy.  What  we  have  stated  above, 
in  addition  to  what  is  held  in  the  original  opinion,  must  be 
deemed  a  disposition  of  the  claim  that  section  5  of  the  ordinance 
of  1883  gave  the  city  the  arbitrary  power  to  remove  poles  at  its 
pleasure,  and  we  adhere  to  our  former  conclusions  in  thi^ 
respect 

While  we  have  not  noticed  particularly  all  the  points  suggested 
by  counsel  on  the  reargument  and  briefs,  they  have  all  been  fuHy 
considered,  and  we  have  covered  the  propositions  which  seem  to 
us  to  be  decisive;  and  we  have  reached  the  conclusion — ^whicb 
seems  to  us  as  clear  as  can  be  realized  in  any  disputed  legal  con- 
troversy— ^that  the  power  to  place  poles  and  wires  in  the  streets 
of  municipalities  in  this  State  has  been  conferred  upon  the  plain- 
tiff by  the  legislature;  that  the  question  as  to  the  manner  in 
which  this  power  should  be  exercised  to  meet  the  demands  of 
convenience  and  necessity  was  within  the  authorily  of  the  city; 
that  the  ordinance  of  1888  was,  to  a  certain  extent,  so  far  hs 
manner  and  form,  at  least,  are  concerned,  the  subject  of  contract 
obligation ;  and  that  the  subsequent  ordinances  of  May  and  Oc- 
tober, 1899,  as  alleged  in  the  plaintiff's  complaint  and  admitted 
by  the  demurrer,  impose  such  burdens  upon  the  plaintiff  as  to 
impair  their  legal  contract  rights,  and  to  that  extent  must  be 
restrained,  leaving  the  question  of  fact  yet  to  be  determined, 
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whenever  raised  in  the  proper  manner^  whether  the  provisions  af 
these  ordinances^  or  of  any  other  that  may  be  adopted,  are  within 
the  limits  of  wholesome  and  proper  municipal  regulation.  Foo* 
the  reasons  stated  above,  we  abide  by  the  former  opinion  of  this 
court,  and  the  order  sustaining  the  demurrer  is  overruled,  and 
the  case  remanded. 

Stabt,  C.  J.,  wrote  dissenting  opinion. 


Note. — ^This  was  a  rehearing  of  the  preceding  case.    See  note  to  Common- 
wealth V.  Warwick,  post;  also  note  2  at  end  of  Fart  L 


The  State  ex  eei..  National  Subway  CoMPAirr  bt  Aii  v.  St. 

Louis  et  ai*. 

Miasouri  Supreme  Court,  July  6^  1898. 

(145  Mo.  551.) 

Subways  ix)]i  elbotbio  wires — ^Municipal  fowbb  to  obaivt  fbanchisb — 

Rbs  judicata — Ultra  vibes. 

The  cases  of  Btate  v.  Murphy,  0  Am.  Electl.  Cas.  64,  77,  are  not  rea  judicata 
upon  the  question  of  validity  of  municipal  ordinances,  in  a  proceeding 
in  which  the  parties  are  not  the  same. 

It  is  not  ultra  vires  for  a  municipal  corporation  empowered  by  its  charter 
to  regulate  the  use  of  streets  to  enact  an  ordinance  empowering  a  pri- 
rate  corporation  organized  for  public  purposes,  to  occupy  streets  by 
subways  and  electrical  apparatus,  without  requiring  that  all  the  public 
be  permitted  to  use  the  subways,  and  without  reserving  to  the  municipal 
anthorities  the  right  of  supervision  or  control. 

Mandamus  is  the  proper  remedy  to  compel  a  municipal  corporation  to 
take  action  upon  proposed  plans  and  specifications  for  service  and  supply 
pipes  to  connect  a  given  manhole  in  the  subway  with  a  specified  building, 
pursuant  to  such  ordinance. 

Cases  of  this  series  cited  in  opinion:  Julia  Bdg,  Assn.  v.  Bell  Teleph.  Co., 
voL  1,  p.  801;  8t.  Louis  v.  W.  U,  Tel.  Co.,  vol.  4,  p.  102;  8t.  Louis  v. 
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W.  U.  Tel.  Co,,  vol.  4,  p.  116;  Hew  Orleans  v.  Qt.  8o,  Teleph.  d  Tel. 
Co.,  vol.  2,  p.  122;  St.  Louis  v.  Bell  Teleph.  Co.,  vol.  2,  p.  44;  People 
V.  Squire,  vol.  4,  p.  123;  Heed  v.  W.  U,  Tel.  Co.,  vol.  6,  p.  791. 

Boyle,  Priest  A  Lehmannj  8.  H.  King,  and  Jos.  M.  Lewis, 
icT  relators. 

B.  Schnurmacher  and  Chas.  0.  Allen,  for  respondenta, 

BuBOEss,  J. :  This  is  a  proceeding  by  mandamus  to  compel 
tbe  city  of  St  Louis,  and  its  board  of  public  improvements,  and 
the  members  of  the  board,  to  take  action  upon  plans  and  specifi- 
cations submitted  by  relators  to  said  board  on  February  19, 
1897,  ^'for  service  and  supply  pipes  connecting  manholes  in  the 
subway  constructed  by  vir+ne  of  the  terms  of  ordinances  Nos. 
14,798  and  15,953,  located  at  the  southwest  comer  of  Broadway 
and  Olive  streets,  with  areaway  under  the  building  and  sidewalk 
located  at  said  southwest  comer  of  Broadway  and  Olive  streets, 
and  for  a  permit  to  do  the  work  contemplated  by  the  application. 


The  Ifational  Subway  Company  of  Missouri  is  a  corporation 
duly  incorporated  and  organized  as  such  under  and  in  accordance 
with  the  provisions  of  chapter  42,  art  6,  of  the  Revised  Statutes 
of  Missouri,  on  the  28th  day  of  January,  1889,  for  the  purpose 
of  acquiring,  operating,  and  maintaining  a  line  of  underground 
magnetic  telegraph  in  the  city  of  St.  Louis^  Ma,  and  to  lay  out, 
oonstract^  and  maintain  the  necessary  conduits,  subways^  ducts, 
and  other  necessary  appurtenances  for  operating  said  tmder- 
ground  magnetic  telegraph,  and  connected  therewith.  By  sec- 
tion 2721  of  said  article  is  provided  that  companies  organized 
thereunder  are  authorized  to  set  their  wires  and  other  fixtoics 
along,  acsross,  or  under  any  of  the  public  roads^  streets,  and 
watera  of  this  State,  provided  any  company  desiring  to  place  its 
wires  and  other  fixtures  under  ground  in  any  city  shall 
first  obtain    consent  of  such  city  through  its  municipal  au- 
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thoritieB.     Section    2724   of   said    article   provides   that   any 
coanpanj     so     organized     may     construct^     own,     use^     and 
maintain     any    line    of    telegraph     or    telephone,     whether 
wholly  within  or  wholly  or   partly  beyond  the   limits  of   this 
State,  and  shall  have  power  to  lease  or  attach  to  the  lines  of  such 
company  other  lines  by  lease  or  purchase,  and  may  join  with  any 
other  corporation  or  association  in  constructing,  leasing,  owning, 
using  or  maintaining  their  line  or  lines  upon  such  terms  as 
may  be  agreed  upon,  and  may  own  any  interest  in  such  line  or 
lines,  or  may  b6oom.e  lessees  thereof,  upon  such  terms  as  the  re- 
spective  corporations  may  agree  upon.     The  National  Subway 
Company  then  applied  to  the  muncipal  authorities  of  the  city  of 
St.  Louis  for  "consent"  to  place  its  wires  under  the  surface  of 
the  streets,  as  required  by  section  2721,  supra,  when  the  city,  by 
its  municipal  assembly,  by  the  enactment  of  ordinance  No. 
14,798,  gave  the  desired  consent.     The  ordinance  is  composed 
of  ten  sections,  and  is  stated  by  relator  to  be  as  follows:    "Sec- 
tion 1  grants  to  the  National  Subway  Company,  its  successors 
and  assigns,  for  a  period  of  thirty-five  years,  permission  to  oon- 
Btmct  and  operate  conduits,  etc.,  in  any  of  the  public  highways^ 
for  the  purpose  of  distributing  and  maintaining  a  line  or  lines  of 
wires  lor  the  transmission  of  electricity  for  any  and  all  purposes, 
upoQ  condition  that  it  submit  to  and  secure  the  approval  of  the 
board  of  public  improvements,  detailed  drawings  and  plans  of 
work  proposed  to  be  done  before  doing  it     Section  2  prescribes 
tlie  Tnann/ffT  in  which  the  main  conduit  shall  be  laid,  and  as  fol- 
lows:    (1)  WLen  in  the  streets  and  avenues^  on  a  line  parallel 
with  the  curb^  and  three  feet  distant  therefrom,  an.d  at  a  depth 
of  at  least  two  feet  below  the  surface;  (2)  when  placed  in  the 
alleys^  to  be  laid  upon  a  line  to  be  designated  by  tiie  board  of 
public  improvements;  (8)  when  put  under  the  sidewalks,  to  be 
laid  between  the  curb  and  a  parallel  linei^  and  about  five  feet 
from  the  curb,  and  subject  to  the  approval  of  the  board  of  public 
improvements.     Section  8  provides  that  the  work  shall  be  done 
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with  the  least  possible  delay  and  ineonvenieiice  to  the  publicj 
and  that  the  surface  of  the  streets  shall  be  restored  to  their  con- 
dition before  interruption,  and  so  maintained  for  a  period  of 
twelve  months.  It  also  provides  that  if  at  any  time  the  im- 
provement, repairs,  or  the  lowering  of  the  grade  of  any  street  or 
alley,  the  laying  of  water  pipe,  construction  of  sewers  or  of  any 
other  public  work,  should  require  the  taking  up  or  removing  or 
relaying  of  any  pipes  or  appurtenances,  such  work  shall  be  done 
by  the  grantee  at  its  own  cost  Section  4  requires  a  deposit  of 
$1,000  to  be  made  and  maintained,  to  be  used  by  the  street  oom- 
miasioner  in  doing  such  work  as  the  grantee,  being  required  to 
do,  shall  have  failed  to  do,  and  provides,  in  addition,  for  pen- 
alty. Seetion  5  provides  that  (1)  the  grantee  shall  be  a  common 
carrier;  shall  permit  any  peirson  or  company  to  use  its  system  cr 
underground  oanduits  upon  such  terms  as  they  may  agree  upon; 
and,  in  the  event  of  a  disagreement,  the  price  shall  be  fixed  by 
arbitrators,  and  specifies  the  manner  of  their  appointment. 
Seetion  6  provides,  in  addition  to  all  other  taxes,  the  grantee 
shall  provide  space  in  its  subway  for  the  fire,  police  alarm,  and 
telephones  wires  of  the  city,  free  of  charge,  and  to  furnish  the 
wire.  Section  7  makes  the  grantee  subject  to  the  provisions  of 
all  ordinances  then  in  force  or  thereafter  enacted  relating  to  ex- 
cavations in  streets^  alleys,  etc.  Section  8  provides  for  a  bond 
of  $25,000  to  the  city,  and  under  what  circumstances  a  new  one 
may  be  required.  It  also  provides  that,  unless  the  work  of  lay- 
ing its  conduits  shall  be  begun  within  six  months,  the  ordinance 
shall  be  void.  Section  9  provides  that  this  ordinance  diall  not 
be  construed  as  an  exclusive  franchise^^  and  that  any  breach  of 
its  conditions  shall  cause  a  forfeitura  Section  10  provides  the 
terms  and  conditions  upon  which  the  city  may  acquire  the  sys- 
tem of  conduits."  On  February  15,  1889,  the  city  of  St  Louis, 
through  its  municipal  assembly,  passed  an  amendment  to  the 
foregoing  ordinance  which  is  styled  in  these  proceedings  ordi- 
nance Na  15,953.  This  amendatory  ordinance  repeals  sections 
(1  and  10  of  the  original  ordinance^,  and  amends  sections  1,  4, 
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Wn'3  S.  This  ordinance  eliminates  sections  6  and  10  of  ordi- 
nance 14,798,  and  substitutes  for  sections  1,  4,  and  5  three  other 
sections.  No  material  change  is  made  in  section  1  by  the 
ameindnient  except  to  extend  the  duration  of  the  franchise  to 
fifty  years,  and  to  grant  the  right  to  distribute  and  maintain 
electric,  telegraph,  and  other  wires.  No  change  of  any  conse- 
quence was  made  in  section  4.  By  section  5,  as  amended,  said 
company  and  its  successors  and  assigns  are  declared  to  be  a 
oommon  carrier,  and  are  required  to  pay  to  the  city,  for  the 
rights  and  franchises  granted,  the  sum  of  $500  semi-annually, 
in  advance.  No  provision  is  made  for  the  use  of  the  wires  by 
the  cily,  or  Uie  right  of  any  olher  company  or  person  to  nae 
them. 

Under  the  circnmstanoeB  stated,  relators  built  under  the  sur- 
face of  certain  streets  in  the  city  of  St  Louis  a  subway  contain- 
ing  duxjts  wherein  to  place  their  wires,  employed  in  carrying 
electric  currents  for  telephonic,  telegraphic,  light,  and  heating 
purposesw     These  ducts  serve  the  same  purpose  as  poles  erected 
upon  the  surface  of  the  streets  and  alleys.     In  order  that  they 
may  be  accessible  and  afford  electrical  adcommodations  to  build- 
ings along  the  route  of  the  tunnel,  it  is  necessary  to  construct 
manholee^  and  in  this  way  unite  the  buildings  with  it  by  means 
of  lateral  ducts.     On  February  19,  1897,  relators  applied  to  the 
board  of  public  improvements  of  St.  Louis,  which  have  general 
and  special  jurisdiction  of  that  matter,  for  the  approval  of  plans 
and  specifications  then  and  therewith  submitted,  ^^for  service 
and  supply  pipes  connecting  manhole  in  the  subway  constructed 
by  virtue  of  the  terms  of  said  ordinances  (Nos.  14,798  and 
15,963),  located  at  the  southwest  comer  of  Broadway  and  Olive 
street^  with  the  areaway  under  the  building  and  sidewalk  located 
at  Bald  southwest  comer  of  Broadway  and  Olive  street^"  and  for 
a  permit  to  do  the  work  contemplated  by  the  application.     The 
board  refused  to  consider  or  pass  upon  or  take  any  official  action 
in  respect  of  the  application,  and  hence  this  petition  for  a  man- 
damua  to  compel  it  to  consider  and  pass  upon  the  matter.     Re- 
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lators  charge  that  if  not  permitted  to  connect  its  wires,  by  tamiel 
in  the  streets,  with  buldings,  its  subway  will  be  absolutelj  use- 
less. The  subway  as  constructed  was  built  under  tlie  directioD 
and  with  the  approval  of  the  board  of  public  improvements, 
and  at  an  outlay  of  over  $150,000 ;  and  the  city  collected  semi- 
annually  from  the  National  Subway  Company  and  its  suc- 
cessors the  $500  stipulated  to  be  paid  in  section  5  of  the  origi- 
nal ordinance  as  amended,  and  the  $1,000  required  to  be  main- 
tained by  section  4,  and  now  holds  or  has  enjoyed  the  benefit 
of  those  sums.  The  city  has  received  from  these  respondents, 
and  now  holds,  six  or  seven  thousand  dollars  as  a  compensation 
or  tribute  for  the  privilege  granted  by  these  ordinances.  It  is 
further  conceded  that  the  subways  already  constructed  have 
been,  and  are  now  being,  used  by  the  Postal  Telegraph  Com- 
pany (a  telegraph  company)  for  the  housing  and  operation 
of  its  wires  under  a  contract  between,  it  and  the  relators.  Since 
the  pleadings  were  made  up  the  case  has  been  dismissed  as  to 
the  city  of  St.  Louis. 


IL  It  is  contended  by  respondents,  and  so  alleged  in  their 
return  to  the  alternative  writ,  that  the  case  of  State  v.  Murphy, 
134  Mo.  548,  is  an  adjudication  of  the  invalidity  of  ordinances 
14,798  and  15,953,  and  is  conclusive  upon  all  the  parties  to  this 
controversy  and  in  this  proceeding.  That  case  was  a  proceeding 
by  mandamus  by  the  Underground  Service  Company, — ^a  com- 
pany organized  under  the  provisions  of  chapter  42,  art.  8,  Kev. 
Stat.  1889,  whose  charter  powers,  as  defined  in  its  articles  of 
association,  were  to  ''lay  out  and  maintain,  construct,  and  oper- 
ate lines  of  subway  in  this  State  for  the  purpose  of  carrying 
wires  for  the  transmission  of  electricity  and  electric  currents; 
also,  to  lay  out,  construct,  maintain,  and  operate  lines  of  pipes, 
mains,  and  conductors  in  this  State  for  the  purpose  of  distribut- 
ing substances,  either  for  fuel  or  illuminating  purposes,  or  for 
both,"  etc., — ^to  compel  Murphy,  who  was  street  commissioner, 
to  grant  to  it  a  permit  under  section  568,  art  1,  c.  15,  of  the 
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General  OrdinanceSy  to  excavate  Broadway  street  betw^eeni  Stb 
Charles  and  Washington  avenue.     The  relator  had  already  pro- 
cared  the  approval  of  the  board  of  public  improvements  of  its 
plaufi  of  constructing  its  subway  along  Broadway,  as  required 
by  ordinance  No.  14,798  and  the  amendment  thereta     But 
after  that  a  permit  from  the  street  commissioner  was  necessary, 
under  the  provisions  of  section  568  of  the  General  Ordinances, 
which  reads  as  follows:  "No  person  shall  make  or  cause  to  be 
made  any  excavation  on  any  public  street,  highway,  or  alley 
without  the  written  permission  of  the  street  commissioner  so  to 
dow''     This  permit  the  street  commissioner  refused  to  give,  and 
it  was  to  compel  him  to  perform  that  duty,  under  the  General 
Ordinances,  that  the  mandamus  proceedings  above  referred  to 
were  inaugurated.     It  is  contended  by  relators  that  ordinance 
No.  14,798  and  its  amendment  were  not  directly  in  issue  in  that 
case;  but  in  this  contention  we  do  not  concur,  as  it  was  ex- 
pressly held  in  that  case,  as  we  undenBtand  it,  that  ordinance 
14,798  and  ordinance  15,953  (which  was  amendatory  thereof) 
wore  ultra  vires  of  the  city  of  St.  Louis,  and  void.    In  the  case  of 
Henry  v.  Woods,  77  Mo.  277,  is  is  said :  "The  fundamental  rule 
upom  this  subject  is  that  a  matter  once  adjudicated  by  a  court  of 
oompeteDit  jurisdiction  may  be  invoked  as  an  estoppel  in  any 
oollateral  suit,  in  any  court  of  law  or  equity,  or  in  admiralty, 
when  the  same  parties  or  their  privies,  or  one  of  the  parties  and 
the  privy  or  privies  of  the  other,  allege  anything  contradictory 
to  it;  and  those  who  assume  a  right  to  control  or  actively  par- 
ticipate in  the  trial  or  its  management,  though  not  formal 
parties,  will  be  concluded.     Stoddard  v.  Thompson,  31  Iowa, 
80;  Strong  v.  Insurance  Co.,  62  Mo.  289;  Wood  v.  Ensel,  63 
Ho.  193.      The  action,  however,  must  be  between  the  same 
parties  as  those  in  the  former  suit  or  their  privies.     Parties  are 
**all  persons  having  a  right  to  control  the  proceedings,  to  make 
defense,  to  adduce  or  examine  witnesses,  and  to  appeal  from  the 
decision  if  an  appeal  lies."    1  GreenL  Ev.  sec  535.     Privies 
§ie  those  who  have  mutual  or  successive  relationship  to  the  same 
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right  of  properly  or  subjectr-matter,  such  as  "personal  repre- 
sentatives, heirs,  devisees,  legatees,  assignees,  voluntary 
grantees,  or  judgment  creditors  or  purchasers'  from  them  with 
notice  of  the  fact"  Id.  sec.  189;  Story,  Eq.  Jur.  sec  165; 
Haley  v.  Bagley,  37  Mo.  364 ;  State  v.  Johnson,  123  Mo.  43. 
It  is  manifest  that  the  parties  to  the  two  suits  in  question  are 
not  the  same.  Respondents  were  strangers  to  the  first  suit,  and 
none  of  them  were  necessary  parties  thereto,  or  privy  to  any 
party  to  that  suit.  Nor  does  it  appear  that  the  respondents  or 
any  of  them  participated  in  the  trial  of  that  suit,  or  that  they 
were  in  any  way  connected  with  its  management.  Our  conclu- 
sion is  that  the  judgment  in  that  case  was  not  res  judicata. 

III.  The  next  question  presented  by  this  record  is  as  to 
whether  or  not  ordinance  No.  14,798  is  a  valid  contract  as  be- 
tween the  city  of  St.  Louis  and  the  National  Subway  Company 
of  Missouri.  Belator's  contention  is  that  the  contract  is  a  valid 
one,  having  been  made  in  pursuance  of  the  city  charter;  while 
respondents  assert  that  the  ordinance  is  ultra  vires  of  the  city, 
and  the  contract  void.  It  may  be  conceded  that,  if  the  contract 
was  a  valid  one  when  entered  into  by  the  enactment  of  that  ordi- 
nance by  the  municipal  assembly  of  the  city  of  St.  Louis  and  its 
acceptance  by  the  National  Subway  Company,  it  is  valid  now, 
unless  forfeited  in  some  way ;  for  no  l^slation  by  the  city  since 
tiie  contract  was  entered  into  could  in  any  way  affect  the  rights 
of  the  subway  company  as  to  the  terms  of  the  contract,  unless  it 
consented  thereto.  The  National  Subway  Company  of  Mis- 
souri was  organized  under  the  provisions  of  article  5,  a  42,  Rev. 
St.  Ma  1889,  entitled  "Telegraph  and  Telephone  Companies,*' 
for  the  purpose,  as  expressed  in  its  charter,  of  constructing,  own- 
ing, operating  and  maintaining  a  line  of  underground  magnetic 
telegraph  in  the  city  of  St.  Louis,  and  to  lay  out,  construct,  and 
maintain  the  necessary  conduits,  subways,  ducts  and  other  ap- 
purtenances thereof  and  connected  therewith.  Section  2721  of 
the  statute  concerning  telegraph  and  telephone  companies  pro- 
vides as  follows : 
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"Companies  organized  under  the  proyisions  of  this  article  for  the  pur- 
pose of  constructing  and  maintaining  telephone  or  magnetic  telegraph  lines, 
are  authorized  to  set  their  poles,  piers,  abutments,  wires  and  other  fix- 
tures along,  across,  or  under,  any  of  the  public  roads,  streets  and  waters 
of  this  State,  in  such  manner  as  not  to  incommode  the  public  in  the  use  of 
such  roads,  streets  and  waters;  proyided,  anj  telegraph  or  telephone  com- 
pany desiring  to  place  their  wires  and  other  fixtures  underground  in  any 
city,  shall  first  obtain  consent  from  said  city  through  the  municipal 
authorities  thereof." 

Section  2724  of  the  statute  is  as  follows: 

"Any  company  incorporated  as  herein  proyided,  may  construct,  own,  use 
and  maintain  any  lines  of  telephone  or  magnetic  telegraph,  whether  wholly 
within,  or  wholly  or  partially  beyond,  the  limits  of  this  State,  and  shall 
haye  power  to  lease  or  attach  to  the  line  or  lines  of  such  company,  or  other 
tdephone  or  telegraph  line  by  lease  or  purchase,  and  may  join  with  any 
other  corporation  or  association  in  constructing,  leasing,  owning,  using  or 
maintaining  their  line  or  lines  upon  such  terms  as  may  be  agreed  upon  be- 
tween the  directors  or  managers  of  the  respectiye  corporations,  and  may 
own  and  hold  any  interest  in  such  line  or  lines,  or  become  lessees  thereof, 
on  nich  terms  as  the  respective  corporations  may  agree." 

It  will  be  seem  from  these  two  seotionfi  that  telegraph  and 
telephone  companies  organized  under  the  article  of  the  statute 
of  which  Ihey  form  a  part  are  given  express  powers  to  lay  their 
wires  underground  in  any  city,  by  first  obtaining  its  consent 
through  the  municipal  authorities  thereof.  This,  of  course, 
implies  the  power  to  lay  them  in  a  proper  manner,  not  incon- 
sistent with  the  use  of  the  streets  as  public  thoroughfares,  as 
well  also  as  the  power  to  lease  its  lines  when  laid  to  any  other 
company,  or  to  unite  with  any  other  company  in  constructing 
them^  But,  aside  from  the  express  powers  thus  conferred 
upon  such  companies  oi^anized  under  these  two  sec- 
tions of  the  statute,  it  was  held  in  Jidia  Building 
Ass'n  V.  Bell  Teleph.  Co.,  1  Am.  Elect  Gas.  801,  88 
Mo.  258,  that  the  erection  and  maintenance  of  telephone  poles 
on  a  street  upon  which  wires  are  stretched,  over  which  telephone 
messages  are  sent,  is  a  proper  use  of  the  street.  Thero  can  be 
no  question  as  to  the  right  of  telegraph  and  telephone  com- 
panies, tmxler  their  charters,  to  occupy  the  streets  of  the  city  in 
constructing  their  lines  of  wires,  and  with  the  consent  of  the 
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city  tx>  lay  them  under  the  ground;  and  that  the  city  has  the 
power  to  permit  and  to  enter  into  a  contract  with  8uch  com- 
panies by  which  they  may  be  given  the  right  to  do  so,  and  to 
grant  its  confient  upon  condition  imposed,  we  think  equally 
clear.  The  following  authorities  in  effect  so  held : 

In  St  Lotus  V.  Western  Union  Tel.  Co.,  4  Am.  Electl.  Cas. 
102,  149  U.  S.  466,  in  speaking  of  the  charter  powers  of  the 
city  of  St.  Louis  over  its  streets,  it  is  said:  "In  pursuance  of 
these  provisions  of  the  constitution,  a  charter  was  prepared  and 
adopted,  and  is  therefore  the  organic  law  of  the  city  of  St. 
Louis;  and  the  powers  granted  by  it,  so  far  as  they  are  in  har- 
mony with  the  constitution  and  laws  of  the  State,  and  have  not 
been  set  asid  ^  by  an  act  of  the  general  assembly,  are  the  powers 
vested  in  the  city ;  and  this  charter  is  an  organic  act  so  defined 
in  the  constitution,  and  is  to  be  construed  as  organic  acts  are 
construed.  The  city  is,  in  a  very  just  sense,  an  ''impeHum.  in 
imperio"  Its  powers  are  self-appointed  and  the  reserve  control 
existing  in  the  general  assembly  does  not  take  away  this  pe- 
culiar feature  of  its  charter.  .  •  .  Obviously  the  intent  and 
scope  of  this  charter  are  to  vest  in  the  city  a  very  large  control 
over  public  property,  and  property  devoted  to  public  uses, 
within  the  territorial  limits.  It  is  given  power  to  open  and  es- 
tablish streets,  to  improve  them  as  it  sees  fit,  and  to  r^ulate 
their  use,  paying  for  all  this  out  of  its  own  funds.  The  word 
'regulate'  is  one  of  broad  import  It  is  the  word  used  in  the 
Federal  constitution  to  define  the  powers  of  Congress  over  for- 
eign and  interstate  commerce,  and  he  who  reads  the  many 
opinions  of  this  court  will  perceive  how  broad  and  comprehen- 
sive it  has  been  held  to  be.  If  the  city  gives  a  right  to  the  use 
of  the  streets  or  public  grounds,  as  it  did  by  ordinance  No. 
11,604,  it  simply  regulates  the  use  when  it  prescribes  the  terms 
and  conditions  upon  which  they  shall  be  used."  In  speaking  of 
the  same  subject.  Judge  DiiiLON  says:  ''Where  under  the  gen- 
eral statutes  of  a  State,  a  raUroad  was  forbidden  to  construct 
and  operate  its  road  upon  the  streets  of  an  incorporated  city 
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without  the  assent  of  the  corporate  authorities,  these  are  not 
limited  to  a  simple  granting  or  denial  of  the  rigbt  of  way,  but 
may  prescribe  conditioss  on  which  they  will  give  their  assent; 
and,  if  these  are  accepted  by  the  railroad  company,  they  are 
binding  upon  the  parties ;  and,  accordingly,  where  the  right  of 
way  along  a  street  was  granted  by  a  city  on  condition  that  the 
company  should  build  a  depot  in  a  certain  part  of  a  city,  and 
grade,  riprap,  and  pave  the  street  it  used,  and  the  company 
agreed  to  accept  it  on  these  terms^  it  was  held  that  it  could  not 
hold  and  enjoy  the  grant  and  not  comply  with  the  conditions  on 
wfaidi  it  was  made."  Dill.  Mun.  Oorp.  (4th  Ed.)  sec.  706.   So, 
in  St.  Lovis  v.  Western  Union  Teh  Co.,  4  Am.  Eleotl.  Cas.  116, 
148  TJ.  S.  102,  was  said :  "Again,  it  is  said  that  by  ordinance 
Uo.  11,604  the  city  contracted  with  defendant  to  permit  the 
erection  of  its  pipes  in  consideration  of  the  right  of  the  city  to 
occupy  and  use  the  top  cross-arm  of  any  pole  for  its  own  tele- 
graph purpose  free  of  charge ;  and,  in  support  of  that  proposi- 
tion, the  case  of  City  of  New  Orleans  v.  Great  Southern  Tele- 
phone &  Telegraph  Co.,  2  Am.  ElectL  Cas.  122,  40  La.  Ann. 
41,  is  cited.     But  in  that  case  it  appeared  that  the  telephone 
company  had  set  its  poles  and  constructed  its  lines  under  and  by 
virtue  of  the  grant  made  by  the  ordinance,  and  hence  the  condi- 
tions named  therein  were  held  part  of  the  contract  between  the 
city  and  the  telephone  company,  which  the  former  was  not  at 
liberty  to  disr^ard.'' 

The  question  then  arises  as  to  the  nature  of  this  power, 
vdiether  governmental,  public,  or  proprietary  and  private.  It 
18  said  in  Illinois  Trust  &  Sav.  Bank  v.  City  of  Arkansas  City, 
76  Fed.  282,  that:  "A  city  has  two  classes  of  powers, — the  one 
legislative,  public,  governmental,  in  the  exercise  of  which  it  is 
a  sovereignty  and  governs  its  people;  the  other  proprietary, 
qyasi  private,  conferred  upon  it,  not  for  the  purpose  of  govern- 
ing its  people,  but  for  the  private  advantage  of  the  inhabitants 
of  the  city,  and  of  the  city  itself  as  a  legal  personality. 
In   the  exercise   of   the   powers   of  the   former   class,    it    is 
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governed    by    the    rule    here    invoked.      In    their    exercise, 
it  is   ruling  its  people,   and  is  bound  to  transmit  its  pow- 
ers  of   government   to   its   suooessive   sets   of   officers^  unin- 
paired.     But,    in    the    exercise    of   the   powers    of    the    lat- 
ter class,  it  is  controlled  by  no  such  rule,  because  it  is  acting  and 
contracting  for  the  private  benefit  of  itself  and  its  inhabitants, 
and  it  may  exercise  the  business  powers  conferred  upon  it  in  the 
same  way;  and,  in  their  exercise,  it  is  to  be  governed  by  the 
same  rules  that  govern  a  private  individual  or  corporation. 
•    ...    In  contracting  for  waterworks  to  supply  itself  and  its 
inhabitants  with  water,  the  city  is  not  exercising  its  govern- 
mental or  legislative  powers,  but  its  business  or  proprietary 
powers.    The  purpose  of  such  a  contract  is  not  to  govern  its  in- 
habitants, but  to  obtain  a  private  benefit  for  the  city  itself  and 
its  denizens."    In  City  of  Qvincy  v.  Buell,  106  111.  337,  by  an 
ordinance  of  that  city,  one  Prince  was  granted  the  exclusive  right 
to  construct,  maintain,  and  operate  waterworks  in  the  city  of 
Quincy  for  thirty  years,  and  the  exclusive  ri^t  to  sell  water  in 
the  city  for  municipal  and  private  purposes,  and  also  granting 
to  him  the  right  to  lay  mains  under  the  surface  of  the  streets ; 
and  on  a  bill  filed  by  Prince  and  others  against  the  city  and  its 
chief  of  police,  to  restrain  their  interference  with  the  laying  of 
water  pipes  by  the  complainants  in  the  streets  of  said  city,  the 
ordinance  was  sustained  as  a  proper  exercise  of  the  proprietary 
right  of  the  city.     It  seems  from  these  authorities,  and  from 
reason  as  well,  that  the  city  of  St.  Louis,  in  granting  to  the  Sub- 
way Company  the  right  to  lay  its  wires  and  construct  its  subway 
under  the  surface  of  the  streets,  acted  in  its  proprietary  capac- 
ity, and  in  pursuance  of  the  powers  conferred  upon  it  by  the 
provisions  of  its  charter.     And  telegraph  and  telephone  com- 
panies are  authorized  by  section  2724,  supra^  to  lease  or  attach 
to  the  line  or  lines  of  such  company,  or  other  telephone  of  tele- 
graph lines,  by  lease  or  purchase,  and  to  join  with  any  other 
corporation  or  association  in  construxsting,    leasing,    owning, 
nsinsr,  or  maintainini?  their  lines,  upon  such  terms  as  mav  be 


MISSOURI,  1898.  207 


State  V.  St.  Louis. 


agreed  upon,  whick  clearly  authorizee  one  oompanj  to  charge 
another  rent,  for  the  use  of  any  part  of  its  way  or  facilities.    In 
Belcher  Sugar  Refining  Co.  v.  8L  Louis  drain  Elevator  Co., 
101  Mo.  205,  it  is  said :  ^^The  powers  granted  to  and  duties  im- 
posed upon  the  elevator  company  of  themselves  show  that  the 
property  of  the  company  is  dotfaed  with,  and  has  attached  to  it, 
a  public  trust    Just  like  a  railroad  or  a  steamboat  the  property 
is  private,  and  it  is  operated  for  private  gain,  but  the  use  is 
public   It  is  true,  the  defendant  is  entitled  to  collect  compensa- 
tion for  handling  grain  and  other  merchandise ;  and  so  may  a 
railroad  or  steamboat  establish  rates  and  collect  compensation 
for  transporting  persons  and  property.    The  wharf  itself  is  not 
absolutely  free,  for  the  city  has  the  right  to  make  reasonable 
wharf  charges,  and  so  may   the   defendant   make   reasonable 
charges  when  performing  wharf  duties.     But,  it  is  said,  the 
city  has  no  control  over  the  charges  which  defendant  may  make. 
If  this  elevator  company  has,  as  we  hold,  engaged  to  execute  a 
public  trust,  then  it  is  subject  to  public  regulations,  and  the 
State  may  prescribe  regulatiouB  even  as  to  the  charges.    Munn 
V.  lUinoiSy  94  IT.  &  113.     Whether   the    State  has  delegated 
power  to  the  city  to  regulate  charges  is  a  matter  of  no  conse- 
quence to  the  present  inquiry.    It  is  enough  to  know  that  the 
combined  elevator  and  warehouse  is  erected  and  maintained  to 
aid  in  carrying  on  business  which  has  a  public  trust  attached  to 
it,  and  a  business  which  may  be  properly  conducted  at  and  ui)on 
the  wharf." 

It  must  follow  from  what  has  been  said  that  the  city  of  St. 
Louis,  having  the  control,  as  it  does,  over  its  streets,  might,  for 
the  purpose  of  meeting  the  necessities  of  electricrusing  com 
panics,  set  apart  for  them  a  part  of  its  streets  upon  such  terms 
yn^  conditions  as  it  might  reasonably  impose,  without  in  any 
way  misappropriating  the  street,  or  any  part  of  itL  The  right  to 
diarge  tolls,  or  to  make  an  agreement  with  other  companies  for 
the  use  of  its  subway,  are  franchise  rights,  derived  from  the 
State  alone,  and  with  which  the  city  has  no  concern.     8t  Louis 
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V.  Bell  Teleph.  Co.,  2  Am.  Electl.  Gas.  44,  96  Mo.  629 ;  State 
V.  East  Fifth  8t.  Ry.  Co.,  140  Mo.  539,  2  DiU.  Mun.  Corp. 
(4th  Ed.)  sec.  724.  There  is  no  ground  for  saying  that  an  act 
of  a  municipal  corporation  is  void  because  it  does  not  exercise 
powers  which  it  did  not  possess.  Nor  do  we  think  the  ordi- 
nance invalid  because  it  did  not  reserve  to  the  city  control  over 
the  works.  It  is  held  in  People  v.  Squire,  4  Am,  Electl.  Oaa. 
123,  107  N.  Y.  593,  that  the  right  to  exercise  such  poweiB  is 
governmental,  which  cannot  be  alienated,  and  of  which  the  city 
could  not  divest  itself.  Under  this  authority,  the  right  to  regu- 
late the  construction  of  the  subway,  and  its  use  by  the  city,  could 
at  any  time  be  regulated  by  it  under  its  governmental  and  police 
powers,  notwithstanding  no  such  power  was  reserved  in  the  ordi- 
nances. 

The  next  question  presented  is,  does  the  fact  of  the  failure  of 
the  ordinance  to  provide  for  or  hold  the  right  of  user  by  other 
companies  render  it  invalid  ?  Section  5  of  the  original  ordi- 
nance provides  that  the  !N'ational  Subway  Company  shall  be  a 
common  carrier,  shall  permit  any  person  or  company  to  use  its 
system  of  underground  conduits  upon  such  terms  as  they  may 
agree  upon^  and  that,  in  the  event  of  a  disagreement,  the  price 
shall  be  fixed  by  arbitrators.  As  amended,  said  section  pro- 
vides that  said  company,  and  its  successors  and  assigns  are  de- 
clared to  be  a  common  carrier,  and  are  required  to  pay  to  the 
city,  for  the  rights  and  franchises  granted,  the  sum  of  $500 
annually  in  advance.  "No  provision  is  made  for  the  use  of  the 
wires  by  the  city,  or  the  right  of  any  other  company  or  person  to 
use  thenL  "According  to  the  generally  accepted  definition,  a 
common  carrier  is  one  who  undertakes,  for  hire  or  reward,  to 
carry  from  place  to  place  the  goods  of  those  who  choose  to  em- 
ploy them."  6  Am.  &  Eng.  Ena  Law  (New  Ed.)  237.  The 
mere  fact  that  the  National  Subway  Company  is  declared  by 
ordinance  to  be  a  "conmaon  carrier^'  does  not  make  it  so.  It  is 
the  nature  of  its  business  by  which  its  character  is  to  be  deter- 
mined.   Whatever  may  have  been  the  law  heretofore,  it  is  now 
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generally  held  that  telegraph  oompanies  are  not  oammon  car- 
riers.    6  Am.  &  Eng.  Enc.  Law  (2d  Ed.)  261,  and  authorities 
cited.    See,  also,  Reed  v.  Telegraph  Co,,  6  Am.  Electl.  Cas.  791, 
135  Mo.  661,  in  which  it  is  held  that  a  telegraph  company  is 
not  a  common  carrier.    But  it  does  not  for  that  reason  follow 
that  the  use  of  the  National  Subway  Company  is  not  a  public 
one.     The  corporation  is  not  a  mere  private  one  for  personal 
gain  only,  but  the  business  in  which  it  is  engaged  is  for  the 
benefit  of,  and  used  for  the  benefit  of,  the  general  public,  and 
in  which  many  companies  are  now  engaged  all  over  the  United 
States  and  elsewhere.    The  city  may,  by  the  exercise  of  its  gov- 
ermnental  powers,  by  ordinance  require  it  to  allow  other  com- 
panies engaged  in  a  similar  business  to  lay  their  wires  in  its 
sabway;  and,  while  not  a  common  carrier,  it  is  in  some  respects 
similar  to  one,  in  that  messages  are  sent  over  wires  in  its  con- 
duit, instead  of  goods  and  personal  property  as  by  common 
carriers.     "No  one  will  contend  that  telegraph  and  telephone 
companies  are  not  pubUc  corporations,  having  the  right  to  con- 
demn property  for  public  use  (Lewis,  Em.  Dom.  sees.  160, 
241)  ;  and  even  if  they  are  private  corporations  engaged  in  pub- 
lic uses  and  have  power  to  condemn  property  for  such  purposes, 
as  the  National  Subway  Company  was  incorporated  under  the 
same  statute,  it  logically  follows  that  it  possessed    the    same 
powers.    "A  use  having  been  decided  to  be  public,  property  de- 
voted to  it  is  liable  to  the  regulation  and  control  of  the  legis- 
lative authorities,  as  to  the  manner  of  such  use,  the  rates  to  be 
charged,  and  in  all  respects  necessary  to  protect  the  public 
against  danger,  injustice,  and  oppression."    Foote  &  E.  Incorp. 
Cofi.  196.    Again  the  same  author  says:  "If  a  use  is  public,  »t 
extends  its  charter  over  all  property  necessarily  associated  with 
it>  and  indispensably  incident  to  such  use.*'    Id.  p.  196.   From 
these  considerations  it  logically  follows  that  the  use  of  the  Ka- 
tioxial  Subway  Company  is  a  public  one.    It  follows  that  State 
V.  Murphy,  134  Mo.  548,  should  be  overruled. 

TV.  The  only  remaining  question  is  with  respect  to  the  rem- 
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edy.     "To  entitle  a  party  to  a  writ  of  maiidainiijs^  he  must  be 
possessed  of  a  clear  legal  right  to  have  exercised  an  office  or  a 
franchise,  or  to  have  a  service  performed  by  the  party  to  whom 
he  seeks  to  have  the  writ  directed,  and  no  legal  specific  remedy 
to  which  he  can  resort  to  compel  the  performance  of  this  duty." 
14  Am.  &  Eng.  Enc  Law,  94,  95,  and  authorities  cited.   From 
the  foregoing  observations,  it  seems  dear  that  the  National  Sub- 
way has  a  clear  legal  right  to  the  relief  sought,  and  no  legal 
specific  remedy  therefor.    We  therefore  order  that  a  peremptory 
writ  of  mandamus  issue,  directed  to  the  board  of  public  im- 
provements of  the  city  of  St  Louis,  and  each  of  the  respondents 
herein  commanding  them  to  take  action  upon  the  application 
aforesaid,  so  addressed  to  them  by  the  relator  the  St  Louis  XTn- 
derground  Service  Company,  on  February  19,  1897,  for  a  per- 
mit to  construct  service  and  supply  pipes  connecting  the  man- 
hole    in     the     conBtruction     as     aforesaid,     at     the     south- 
west comer  of  Broadway  and  Olive   street,  with  the  area- 
way    under    building    and    sidewalk    located    at    said    south- 
west comer  of  Broadway  and  Olive  street,  in  order  to  connect 
subway  so  constructed  under  provisions  of  the  above-named 
ordinances  with  the  building  located  as  aforesaid,  provided  the 
same  be  not  injurious  or  harmful  to  the  ujse  of  the  public  of  said 
highway,  and  that  said  board  of  public  improvements  be  com- 
manded to  grant  such  permits  to  the  relators  as  may  be  neces- 
sary, and  not  injurious  to  the  public  ujse  of  its  highways,  to  conp 
neot  the  subway  so  constructed  with  the  buildings  along  the 
streets  adjoining  those  in  which  said  subway  has  already  been 
constructed. 

Gantt,  C.  J.,  and  Eobinson,  Williams  and  Beace,  JJ., 
concur.    Marshall,  J.,  not  sitting. 

Sherwood,  J.,  also  wrote  a  concurring  opinion. 


Note. — See  note  to  Oommomoealtk  v,  Wartoick,  ^at;  also  note  2  a| 
end  of  Part  I* 
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Thx  City  of  Boghesteb,  Bespondent^  v.  The  Bell  Teijd- 
PHONE  CoMPAinr  OF  Buffalo,  Appellant. 

IVeip  York  Supreme  Court,  Appellate  Division,  Fourth  Depa/rtmewt,  May, 

1900. 

(52  App.  Div.  6.) 

Tblephoitb  line — ^Municipal  control — ^Undebobound  wibes. 

The  righi  of  a  telephone  company  under  the  transportations  law  and  the 
statutes  preceding  it,  to  maintain  its  appliances  in  city  streets,  is  subject 
to  the  reasonable  control  of  the  city  authorities  by  virtue  of  the  general 
]K>lice  power. 

XJnless  the  same  is  not  possible  or  practicable,  a  telephone  company  may 
be  required  by  a  city  to  place  its  wires  in  a  conduit  constructed  by  an- 
other corporation  pursuant  to  a  contract  with  the  city  providing  for 
rental  of  the  use  of  the  conduit  to  the  city  and  to  electric  companies. 

The  question  of  fact  as  to  the  feasibility  of  obedience  to  such  requirement 
by  a  telephone  company  will  not  be  determined  on  affidavits  used  on  a 
motion  to  vacate  a  preliminary  injunction  in  an  action  brought  by  the 
eity  to  restrain  the  telephone  company  from  constructing  an  additional 
conduit. 

Caees  of  this  series  cited  in  opinion:  Barhite  v.  Home  Teleph.  Co.,  vol.  7, 
p.  75;  People  v.  Metropolitan  Teleph,  Co.,  vol.  1,  p.  604;  Ppople  v.  Squire, 
vol.  4,  p.  123;  Am.  Rapid  Tel,  Co,  v,  Heaa,  vol.  3,  p.  142. 

Appeal  by  defendant  from  order  of  Supreme  Court,  Munroe 
Special  Term,  denying  motion  to  vacate  injunction  pendente 
liie. 

John  A.  Barhite,  for  the  appellant 

P.  M.  French,  Corporation  Counsel,  for  tHe  reepondenti 

McLsinrAir,  J. :  The  action  was  b^im  on  tlie  24th  day  of 
November,  1899,  to  obtain  a  judgment  perpetually  enjoining 
the  defendant  from  constructing  a  conduit  or  subway  in  Oxford 
0treet  in  the  city  of  Rochester,  N.  Y.,  in  which  to  place  its  tele- 
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phone  wires,  and  from  in  any  mamier  interfering  with  said 
street  for  that  purpose. 

The  complaint  alleges  in  substance  that  the  defendant  is  a  do- 
mestic telephone  corporation,  engaged  in  the  telephone  business 
in  the  city  of  Rochester  since  the  year  1880,  under  and  in  pur- 
suance of  the  general  laws  of  the  State,  and  of  li  franchise  or 
permission  granted  to  it  by  said  plaintiff;  that  on  the  10th  day 
of  May,  1888,  defendant  and  plaintiff  entered  into  an  agree- 
ment which  provided,  among  other  things,  that  the  defendant, 
within  a  certain  time,  should  place  and  maintain  its  wiies^  cables 
and  conduits  under  ground  in  the  streets  of  the  city,  in  the 
places  and  in  the  manner  designated  by  the  executive  board  or 
common  council  of  said  city,  and  under  its  supervision,  and  that 
no  conduit  should  be  laid  in  any  street  unless  determined  upon 
by  said  executive  board,  and  under  its  supervision  and  to  its  sat- 
isfaction. £aid  agreement  also  provided  that  its  terms  might 
be  altered,  amended,  modified  or  revoked  by  the  oommxm  coun- 
cil of  said  city  at  any  time. 

That  by  chapter  28  of  the  Laws  of  1894  (Amdg.  chap.  14  of 
the  Laws  of  1880,  the  revised  charter  of  the  city  of  Eochester) 
the  common  council  was  empowered  to  r^ulate  and  control  the 
construction  of  all  subways  and  conduits  laid  in  the  public 
streets.  Thereafter,  and  on  the  6th  day  of  September,  1892, 
Ihe  plaintiff  entered  intto  an  agreement  with  the  Rochester  Gas 
and  Electric  Company,  a  domestic  corporation,  by  which  it 
granted  to  it  the  right  to  construct  and  maintain  subways  and 
conduits  in  the  streets  of  said  city  upon  condition  that  it  would 
lay  suflScient  ducts  to  accommodate  the  plaintiff  and  any  and  all 
other  domestic  corporations  having  the  right  to  carry  electric 
conductors  under  said  streets,  and  that  it  would  rent  the  use  of 
the  same  to  such  other  companies  upon  proper  terms ;  that  the 
said  Rochester  Gas  and  Electric  Company  laid  and  constructed 
a  subway  in  Oxford  street  under  said  agreement,  adequate  to 
conveniently  accommodate  the  wires  of  the  defendant  therein, 
and  the  defendant  has  the  right  to  rent  space  in  said  subway  for 
its  purposes. 


NEW  YORK,  1900.  213 


City  of  Rochester  v.  Telephone  Co. 


That  thereafter,  and  on  the  12th  day  of  September,  1899,  the 
common  counxal  of  the  plaintiff  adopted  a  resolution  requiring 
all  persons  and  corporations  having  wires  in  Oxford  street  to 
place  the  same  in  the  conduits  constructed  by  the  Rochester  Gas 
and  Electric  Company.  That  the  defendant  refused  to  comply 
with  the  terms  of  such  resolution,  and  entered  upon  and  com- 
menced excavating  Oxford  street  for  the  purpose  of  oonstnict- 
ing  a  subway  therein  solely  for  its  own  use. 

The  foregoing  allegations  of  the  complaint  were  supported  by 
the  affidavit  of  the  then  corporation  counsel.  Upon  the  sum- 
m.onB,  complaint  and  such  affidavit  an  injunction  order  was 
granted  ex  parte  by  the  county  judge  of  Monroe  county  restrain- 
ing the  defendant  from  excavating  in  Oxford  street  or  laying  a 
conduit  therein,  and  from  in  any  manner  interfering  with  said 
street  for  that  purpose  until  the  further  order  of  the  court. 

Thereafter  a  motion  was  made  by  the  defendant,  at  a  Special 
Term  of  the  Supreme  Court,  to  vacate  the  injunction  upon  said 
complaint  and  affidavit,  and  upon  a  large  number  of  other  affida- 
vits read  in  support  of  said  motion,  which  affidavits  stated  and 
allied,  among  other  things,  that  it  would  be  impracticable  for 
the  defendant  to  comply  with  the  requirements  of  the  resolution 
adopted  by  the  common  council  for  the  reason,  among  others, 
that  the  conduit  which  said  resolution  required  it  to  occupy  with 
its  wires  contained  wires  charged  with  a  powerful  current  of 
electricity,  which  would  practically  destroy  the  use  of  defend- 
ant's wires  for  its  purpose. 

The  motion  to  vacate  the  injunction  coming  on  to  be  heard, 
the  plaintiff  presented  a  large  number  of  affidavits  which  contro- 
verted the  principal  facts  stated  in  the  moving  affidavits,  and 
allied,  among  other  things,  that  it  was  entirely  feasible  for  the 
defendant  to  occupy  with  its  wires  the  conduit  or  subway  of  the 
Bochester  Gas  and  Electric  Company  in  Oxford  street,  and  that 
to  construct  and  maintain  another  and  independent  conduit  in 
said  street  would  unnecessarily  injure  the  property  of  abutting 
owners,  and  would  seriously  inconvenience  the  public. 
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There  was  also  a  conflict  in  the  affidavits  as  to  several  other 
material  facts  relating  to  or  bearing  upon  the  rights  of  the  re- 
spective parties*  Upon  all  the  facts  the  learned  trial  court  at 
Special  Term  made  an  order  denying  the  defendant's  motion, 
and  from  such  order  this  appeal  is  taken. 

It  does  not  appear,  and  it  is  nowhere  alleged,  that  a  speedy 
trial  of  the  case  may  not  be  had,  by  which  the  disputed  facts 
may  be  p.»ed  upon  «d  de^r^iL  i.  *,  ordLy  W- 
Whether  or  not  the  temporary  injunction  should  be  vacated  was, 
to  some  extent  at  least,  addressed  to  the  sound  discretion  of  the 
court  at  Special  Term,  and,  unless  it  is  clear  that  such  discretion 
was  improperly  exercised,  it  ought  not  to  be  interfered  with  by 
lliis  court 

The  defendant  was  incorporated  pursuant  to  chapter  265  of 
the  Laws  of  1848,  and  the  laws  amendatory  thereof  and  supple- 
mentary thereto.  That  act  authorized  a  company  so  incorpo- 
rated to  construct  lines  of  telegraph  along  and  upon  any  of  the 
public  roads  and  highways  within  the  State.  By  an  amend- 
ment enacted  by  chap.  471,  Laws  of  1853,  such  a  company  was 
authorized  to  erect  and  construct  the  necessary  fixtures  for  its 
telegraph  lines  over  or  under  any  of  the  public  roads,  streets 
and  highways.  The  law  was  again  amended  by  chapter  566  of 
the  Laws  of  1890  (the  Transportation  Corporations  Law). 
Section  102  of  that  act  provides  that  a  telegraph  or  telephone 
company  may  erect,  construct  and  maintain  the  necessary  fix- 
tures for  its  lines  upon,  over  or  vnder  any  of  the  public  roads, 
streets  and  highways. 

Under  such  legislative  enactments  the  defendant  had  tihe 
right,  independent  of  any  permission  granted  by  the  plaintiff, 
to  occupy  Oxford  street  with  the  wires  and  appliances  reason- 
ably necessary  for  the  proper  conduct  of  its  business.  Barhite 
V.  Home  Telephone  Co.,  7  Am.  ElectL  Oaa.  75,  50  App. 
Div.  25. 

It  was  held  in  the  case  of  People  v.  Metropolitan  Telephone 
Co.,  1  Am.  Blectl.  Cas.  604,  31  Hun,  596,  that,  as  authority 
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'Was  given  to  the  defendant  by  the  legislature  to  construct  and 
maintain  such  appliances  as  were  necessary  in  the  streets  of  the 
municipality  for  the  proper  conduct  of  its  business,  such  occu- 
pation oould  not  be  held  to  be  a  nuisance  or  an  unlawful  obstruc- 
tion of  the  streets. 

Any  obstruction  of  the  highways  which  is  authorized  by  the 
legislature  cannot  be  held  to  be  a  nuisance;  and  the  legislature 
may  authorize  an  obstruction,  where  no  private  interest  is  in- 
volved^ even  to  the  extent  of  compelling  the  disoontiii nance  of 
the  use  of  a  highway.  Delaware,  L.  £  W,  R.  R  Co,  v.  City  of 
Buffalo,  65  Hun,  464. 

While  it  is  settled  by  authority  that  a  telephone  company,  in- 
corporated as  was  the  defendant,  has  the  right  to  use  the  public 
streets  and  highways  of  a  city  for  ite  reasonable  purposes,  it  is 
equally  well  settled  that  such  use  is  subject  to  reasonable  control, 
supervision  and  regulation  by  the  authorities  of  the  mumcipal- 
ity  in  which  such  streets  and  highways  are  located,  by  virtue  of 
and  as  a  part  of  the  general  police  power.  People  ex  rei  N.  T. 
Elee.  Lines  v.  Squire,  4  Am.  Electl.  Cas.  123,  107  N.  Y.  693. 

In  that  case  the  court  says :  ^'The  primary  and  fundamenital 
object  of  all  public  hi^ways  is  to  furnish  a  passageway  for  trav- 
elers in  vehicles  or  on  foot  through  the  country.  (Bouvier'e 
Institutes,  sec  442.)  They  were  originally  designed  for  the 
use  of  travelers  alone.  But  in  the  course  of  time,  and  in  tlie 
interest  of  the  general  prosperity  and  comfort  of  the  public. 
they  have  been  put,  especially  in  large  cities,  to  numerous  other 
uses;  but  such  uses  have  always  been  held  to  be  subordinate  to 
the  original  design  and  use.  .  .  .  The  due  and  orderly 
arrangement  of  the  various  and  conflicting  claims  to  privileges 
in  the  streets  of  large  cities  would  seem  imperatively  to  require 
the  creation  of  a  neutral  board,  with  controlling  authority  to 
form  a  comprehensive  plan  by  which  these  various  enterpriseg 
may  be  harmonized  and  carried  on  without  detriment  to  each 
other,  and  with  due  regard  to  the  rights  of  the  publia  Such 
power  is  pre-eminently  a  police  power,  and  it  is  within  the  legiti- 
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mate  authority  of  a  legislature  to  delegate  its  exercise  to  munici* 
pal  corporations." 

It  was  further  held  in  that  case  that  such  police  power  and 
authority  cannot  be  nullified  or  overridden  by  any  chartered 
rights  or  franchises  granted  by  municipalities. 

In  Am.  Rapid  Tel.  Co.  v.  Hess,  3  Aul  ElectL  Cas.  142,  125 
N.  Y.  641,  the  plaintiff  had  erected  its  poles  and  strung  its 
wires  in  certain  streets  in  the  city  of  New  York.  Pursuant  to 
the  provisions  of  the  Subway  Laws  (so  called)  the  plaintiff  was 
given  notice  requiring  it  to  remove  its  poles  and  place  its  wires 
in  subways  which  had  been  constructed  for  that  purpose.  The 
plaintiff  refused  to  comply  with  the  request  upon  the  ground 
that  it  had  acquired  vested  rights  under  its  contract  with  the 
municipality,  which  did  not  impose  such  burden  upon  it.  The 
city  authorities  thereupon  caused  the  poles  of  the  plaintiff  to  be 
cut  down  and  the  wires  to  be  removed.  It  was  held  that  the  ac- 
tion of  the  city  in  cutting  down  the  poles  and  removing  the  wires 
of  the  plaintiff  from  the  streets  was  justifiable,  and  an  injunc- 
tion restraining  such  action  on  its  part  was  denied.  In  that  case 
the  court  says:  ^^The  right  of  the  plaintiff  to  maintain  and 
operate  its  wires  in  the  streets  could  certainly  be  no  greater  than 
the  right  of  railroads,  which  by  public  authority  occupy  the 
streets  and  highways  of  the  State.  The  State,  in  the  exercise 
of  its  police  power  and  the  regulating  control  which  it  has  over 
corporations  created  by  its  authority,  may  exercise  a  general 
supervision  over  such  corporations.  It  may  prescribe  the  loca- 
tion of  the  tracks,  the  size  and  diaraoter  of  the  rails,  the  pre- 
cautions which  shall  be  taken  for  the  protection  of  the  public, 
and  the  diaracter  and  style  of  highway  crossings;  and  no  one 
has  ever  questioned  that  it  may  do  whatever  is  necessary  and 
proper  for  the  public  welfare  in  the  control  and  regulation  of 
the  franchises  which  such  corporations  have  obtained  by  statu- 
tory authority." 

In  that  case  it  was  further  held  that  the  fact  that  a  compli- 
ance with  the  requirements  of  the  city  authorities  would  be  at- 
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tended  with  considerable  expense,  was  no  answer  to  the  right  of 
the  public  in  pursuance  of  law  to  require  the  plaintiff  to  comply 
with  the  prescribed  regulations. 

In  the  case  of  BarhUe  v.  Home  Telephone  Co.,  supra,  the 
court  says:  ^'When  a  corporation  of  this  kind  (telephone  com- 
pany) is  to  avail  itseK  of  the  legislative  grant,  the  manner  of  its 
exercise,  the  location  of  its  poles,  the  stringing  of  its  wires,  etc, 
are  within  the  control  and  regulation  of  the  local  legislative 
body.  That  is  one  of  the  police  functions  conmdtted  to  the 
municipality/' 

The  city  of  Rochester  has  no  right  to  deny  to  the  defendant 
tliA  privilege  of  occupying  Oxford  street  with  its  wires,  but  it 
lias  the  authority  to  require  that  such  privilege,  however  ao- 
quired,  shall  be  exercised  with  due  regard  to  the  claims  of 
others,  and  in  such  manner  as  to  inconvenience  and  injure  the 
general  public  as  little  as  possible.  People  ex  rel,  N,  Y,  Elec. 
Lines  Co.  v.  Squire,  supra;  BarhUe  v.  Home  Telephons  Co., 
supra. 

In  order  to  determine  the  rights  of  the  parties  to  this  action, 
it  will  be  necessary  to  decide  the  conflicting  questions  of  fact 
raised  by  their  respective  affidavits.  If  it  should  be  found 
upon  the  trial  of  the  action  that  it  is  impossible  or  impracticable 
for  the  defendant  to  occupy  the  conduit  now  in  Oxford  street 
because  of  the  fact  that  it  contains  wires  charged  with  powerful 
earrents  of  electricity,  or  for  any  other  reason,  the  plaintiff 
would  have  no  right  or  authority  to  require  the  defendant  io  use 
•udi  conduit,  because  such  requirement  would  be  a  substantial 
denial  of  the  right  to  exercise  the  privil^e  acquired  by  it  under 
the  legislative  authority  of  the  State.  On  the  other  hand,  if  it 
should  be  found^  as  claimed  by  the  plaintiff,  that  the  conduit  of  ' 
the  Eochester  Gas  and  Electric  Company  now  in  Oxford  street 
18  adequate  and  convenient,  and  in  all  respects  proper  for  the 
use  of  the  defendant,  and  that  to  permit  it  to  construct  and  main- 
tain another  and  independent  conduit  in  said  street  would 
greatly  and  unnecessarily  inconvenience  the  public,  under  it'^ 
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police  power  the  miinicipality  would  have  the  right  to  insist 
upon  compliance  with  its  request^  and  prevent  the  defendant 
from  constructing  an  additional  conduit  in  said  street 

This  question  of  fact  and  otheis  almost  equally  important, 
which  are  the  subject  of  dispute  between  the  parties,  should  not 
be  determined  upon  this  motion  or  upon  affidavits. 

"The  sole  object  of  an  interlocutory  injunction  is  to  preserve 
the  subject  in  controversy  in  its  then  condition,  and,  without 
determining  any  questions  of  right,  merely  to  prevent  the  fur- 
ther perpetration  of  wrong,  or  the  doing  of  any  act  whereby  the 
right  in  controversy  may  be  materially  injured  or  endangered.*' 
High  Inj.  sec  4. 

At  section  5  the  same  author  says:  "It  is  to  be  constantly 
borne  in  mind  that  in  granting  temporary  relief  by  interiocutory 
injunction,  cimrts  of  equity  in  no  maimer  anticipate  the  ulti- 
mate detemunation  of  the  questions  of  right  involved.  They 
merely  recognize  that  a  sufficient  case  has  been  made  out  to 
warrant  the  preservation  of  the  property  or  rights  in  issue  in 
statu  quo  until  a  hearing  upon  the  merits,  without  expressing^ 
and  indeed  without  having  the  means  of  forming  an  opinion  as 
to  such  rights.  And  in  order  to  sustain  an  injunction  for  the 
protjection  of  property  pendente  lite,  it  is  not  necessary  t^  decide 
in  favor  of  complainant  upon  the  merits,  nor  is  it  necessary  that 
he  should  present  such  a  case  as  will  certainly  entitle  him  to  a 
decree  upon  the  final  hearing,  since  he  may  be  entitled  to  an 
interlocutory  injunction,  although  his  right  to  the  relief  prayed 
may  ultimately  fail.  Nor  is  the  decision  of  the  court  in  grant- 
ing or  refusing  a  preliminary  injunction  conclusive  upon  either 
the  court  or  parties  on  the  subsequent  disposition  of  the  cause 
by  final  decree." 

In  the  case  at  bar  the  defendant  conceded  its  intention,  in 
case  the  injunction  is  vacated,  to  immediately  enter  upon,  ex- 
cavate the  street  in  question  and  construct  a  conduit  therein,  all 
of  which  it  is  the  sole  purpose  of  this  action  to  prevent;  and  it 
is  apparent  that  if  the  defendant  is  now  permitted  to  accomplish 
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such  purpose,  the  plaintiff  would  practically  be  without  redress, 
irrespective  of  the  final  result  of  the  action.  To  vacate  the  in- 
junction would  in  effect  permit  the  defendant  to  accomplish  its 
purpose,  wholly  irrespective  of  whether  or  not  it  is  entitled  to 
exercise  the  rights  which  it  claims  in  Oxford  street,  upon  the 
facts  as  they  may  be  found  upon  the  trial  of  this  action,  and  so 
the  rights  of  the  parties  would  be  practically  settled  by  such  a 
decision. 

Without  passing  upon  or  determining  any  of  the  questions 
of  fact  raised  by  the  affidavits  of  the  respective  parties,  or  indi- 
cating what  rules  of  law  may  be  applicable  to  the  facts  which 
may  be  found  upon  the  trial,  we  are  of  the  opinion  that,  under 
all  the  circumstances,  the  injunction  should  be  retained  until 
the  decision  of  the  action,  and  that  the  order  appealed  from 
should  be  affirmed. 

All  concurred,  except  Adams,  P.  J.,  not  voting. 

Order  affirmed,  with  ten  dollars  costs  and  disbursementa 


Note. — See  note  to  next  case;  also  note  at  end  of  Part  L 


Thb  Commonwealth  of  Pennstlvawia  ex  bbl.  The  "Bvll 
Telephone  Company  of  Philadelphia  v.  Chables  F. 
Wabwick,  Mayob,  et  al. 

Pemiaylvania  Supreme  Court,  May  2,   1808. 

(185  Pa.  623.) 

ItecPHOHV — ^Municipal  oontbol — Subwats  and  tebicxital  poles. 

A  telephone  oompanj  haying  been  by  ordinance  '^authorized  to  run  and 
maintain  its  wires  over  and  through  the  streets  of  Philadelphia"  for 
telephone  purposes,  upon  a  single  condition,  which  it  has  observed,  and 
has  constructed  its  line  pursuant  to  said  permission,  the  councils  have 
BO  power  to  impose  further  conditions. 
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Authority  to  run  and  maintain  wires  ''over  and  through"  streets  does  not 
include  permission  to  run  them  under  the  streets;  but  the  mode  maj  be 
and  was  in  the  present  instance  changed  by  the  conciirrent  act  of  city 
and  company  from  the  overhead  to  the  underground  system. 

An  ordinance  directing  a  change  of  system  necessarily  authorizes  the  con- 
struction of  the  necessary  conduits  and  other  appliances;  and  if  it  make 
no  provision  for  designation  of  streets  therefor,  the  telephone  companies 
may  choose  for  themselves,  save  in  exceptional  cases. 

The  power  of  regulation  of  manner  of  occupation  reserved  by  the  city, 
includes  power  to  compel  the  adoption  of  reasonable  and  generally  ac- 
cepted means  to  avoid  obstruction  and  danger  to  public  travel. 

The  use  of  terminal  poles  in  connection  with  underground  conduits  being 
the  system  previously  adopted,  the  burden  of  showing  that  there  is  a 
better  one,  in  general  use  and  reasonable  for  adoption,  is  on  the  city. 

Questions  of  conflict  of  authority  and  of  pleading  considered. 

Appeal  by  respondents  from  judgment  for  relator  upon  a  peti- 
tion for  a  mandamus  commanding  the  mayor,  director  of  public 
safety  and  chief  of  the  electric  bureau  to  grant  permits  to  erect 
terminal  poles. 

John  Kinsey,  City  Solicitor,  and  James  Alcorn,  Assist- 
ant City  Solicitor,  for  appellants. 

John  O.  Johnson,  for  appellee. 

Mitchell,  J.:  The  Bell  Telephone  Company,  relator, 
claims  the  right,  under  the  ordinance  of  1879,  granting  permis- 
sion to  introduce  its  system  into  Philadelphia,  to  lay  its  wires 
under  the  streets,  and  to  erect  such  terminal  poles,  eta,  as  it 
may  deem  necessary,  subject  only  to  the  regulation  of  the  use  of 
the  streets  by  general  ordinances  of  councils.  The  respondents, 
on  the  other  hand,  on  behalf  of  the  city  of  Philadelphia,  contend 
that  the  consent  of  councils  must  be  specially  obtained  for  each 
extension  of  the  relator's  conduits  or  wires,  and  the  erection  of 
each  terminal  pole.  Neither  of  these  opposing  contentious  can 
be  sustained  in  its  entirety.  The  basis  of  the  relator's  rights 
is  the  ordinance  of  December  24, 1879,  by  which  it  was  "author- 
ized to  run  and  maintain  its  wires  over  and  through  the  streets 
of  the  city  of  Philadelphia  for  the  purpose  of  establishing  tele- 
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phonic  oonmnmication  between  its  patrons  and  between  its  ex- 
change G&ce  and  the  subscribers  thereto."     Except  certain  pre- 
liminarieSy   which   were   complied   with,    the   only   condition 
imposed  by  this  ordinance  was  that  the  company  should  enter 
into  a  written  obligation  to  comply  with  all  the  ordinances,  then 
existing  or  thereafter  passed  ^^regulating  or  in  any  manner  con- 
trolling telegraph  or  telephone  companies  in  the  use  of  the 
streets  for  telegraph  and  telephone  purposes. '^     The  relator 
haying  accepted  the  obligation,  and  constructed  its  lines,  it  is 
dear  that  the  power  of  the  city  to  impose  conditions  upon  its 
grant  of  consent  was  ended      Its  authority  thereafter  was  only 
that  of  regulation  as  to  the  use  of  the  streets     The  grant,  how- 
ever, of  authority  to  run  and  maintain  wires  "over  and  thrcugh" 
the  streets^  did  not  include  permission  to  lay  them  under,  below, 
or  beneath     "Over*'  and  "through"  are  equivalent  to  "across" 
and  "along,"  not  only  by  the  natural  meaning  of  the  words  in 
this  connection,  but  by  the  practical  construction  given  to  them 
at  the  time  by  the  acts  of  the  parties.     The  claims  of  the  relator 
in  this  respect  are  too  broad,  and  cannot  be  sustained.     But  by 
the  ordinance  of  June  13, 1882,  the  relator,  in  common  with  all 
others  except  the  city  of  Philadelphia  itself,  was  directed  to  re- 
move all  poles  and  wires  from  the  streets  prior  to  January,  1885, 
and  prohibited  from  erecting  any  others  after  that  data.     The 
object  of  this  ordinance  is  admitted  to  have  been  the  substitution 
of  the  underground  for  the  overhead  system.     No  question  was 
raised  by  the  telephone  company  as  to  the  reasonableness  of  this 
ordinance  as  a  regulation  of  the  use  of  the  streets,  and  it  pro- 
ceeded to  construct  and  put  in  operation,  in  a  considerable  part 
of  the  city,  its  underground  conduits  and  wires.     By  the  concur- 
rent act^  therefore,  of  the  city  and  the  company,  the  mode  of 
using  the  streets  in  the  exercise  of  the  latter's  frandiise  has  been 
changed  from  the  overhead  to  the  underground  system.     Ho 
other  change  was  made,  and  the  franchise  remains  the  same  in 
all  other  respects.   .  The  original  grant  of  consent  extended  to 
an  the  streets  of  the  city.     There  was  no  limitation  then^  and 
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there  could  be  none  imposed  thereafter.     The  change  to  the  new 
system  was  not  made  all  at  once,  and  the  city,  by  ordinances, 
from  time  to  time  postponed  the  date  for  the  removal  of  Ihe 
poles,  and  finally  suspended  the  operation  of  the  ordinance  of 
1882  in  that  respect  till  further  action  of  ooimxdls.     Nor  was 
it  found  practical,  apparently,  by  the  telephone  company,  to  do 
away  altogether  with  the  use  of  poles ;  and  in  adopting  its  under- 
ground conduits  it  has  used  what  have  been  called  in  this  case 
"terminal  poles,"  which,  though  much  fewer  in  number  than 
the  old  telegraph  poles,  are  much  larger^  and  more  obstructive 
of  the  street.     Permission  for  the  location  and  construction  of 
conduits  and  the  erection  of  such  poles  has  from  time  to  time 
been  granted  by  special  ordinance,  on  application  to  councils, 
and  licenses  from  the  superintendent  of  the  police  and  fire- 
alarm     telegraph     and     later     from     the     department     of 
public    safety.     Question    having    been    made,    however,    as 
to  the   issuance  of   such   licenses,   the  mayor  was   of   opin- 
ion   that    he    might    do    so;    but    in    January,    1897,    he 
submitted    the   matter   to   councils,    recommending   the   pas- 
sage of  a  resolution  giving  express  authority  to  the  director 
of  public  safety.     Councils,  however,  on  February  4,   1897, 
passed,  instead,  a  resolution  directing  the  "departments  of  pub- 
lic works  and  safety     .     .     .     not  to  issue  any  permits  for  the 
construction  of  underground  service  or  the  erection  of  terminal 
poles  unless  the  same  has  been  duly  authorized  by  ordinance  of 
councils.*'     Thereafter  the  director  of  public  safety,  deeming 
himfielf  without  power,  refused  to  issue  any  further  licenses, 
and  hence  the  filing  of  this  petition  by  the  telephone  company. 
The  ordinance  of  1879,  as  already  discussed,  put  no  restric- 
tion on  the  streets  or  localities  to  be  occupied  by  the  telephone 
company;  nor  did  the  ordinance  of  1882.     The  latter  author- 
ized, and  in  fact  commanded,  the  replacement  of  the  overhead 
by  the  underground  system;  and  in-  so  doing  it  necessarily  au- 
thorized the  construction  of  conduits,  terminal  poles,  or  any 
such  appliances  as  are  or  may  be  reasonably  necessary  to  make 
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the  syBtem  effective.     And  the  determination  as  to  what  streets 
should  be  occupied  was  no  longer  in  councils,  but  in  the  tele- 
phone company,  except  possibly  so  far  as  any  particular  street 
might  be  so  exceptionally  situated  as  to  take  it  out  of  the  gen- 
eral rula     The  ordinance,  therefore,  of  January  12,  1888,  and 
others  of  the  like  kind,  granting  permission  to  lay  conduits  in 
certain  streets,  were  unnecessary,  and,  except  so  far  as  the  pro- 
visions as  to  the  manner  of  doing  the  work  at  night,  etc,  may 
be  valid  r^ulationS),  were  inoperative.     While  the  city,  how- 
ever, has  parted  with  its  power  to  designate  the  streets  to  be 
occupied,  it  has  expressly  retained  the  authority  to  regulate  the 
manner  of  occupation.     And  this  includes  the  power  to  compel 
the  adoption  from  time  to  time  of  all  reasonable  and  generally 
accepted  improvements  which  tend  to  decrease  the  obstruction  of 
the  streets,  or  increase  the  safety  or  convenience  of  the  public 
in  their  use.     By  the  ordinance  of  January  6,  1881,  "to  regu- 
late the  erection  and  maintenance  of  telegraph  poles"  in  the  city 
of  Philadelphia,  any  corporation  or  person  authorized  to  erect 
telegraph  poles  was  required  to  obtain  a  license  from  the  super- 
intendent of  the  police  and  fire-alarm  telegraph,  who  was  author- 
ized to  receive  the  applications,  hear  objections,  and  grant  the 
license,  with  such  conditions^  etc,  as  the  case  should  require,  to 
secure  the  purposes  of  the  ordinance.     Under  the  Bullitt  bill  of 
1885,  the  duties  and  authority  of  the  superintendent  of  the 
police  and  fire-alarm  telegraph  passed  to  the  department  of 
public  safety,  which  is  now  vested  with  the  authority  to  issue 
licenses  for  telegraph  poles,  etc,  under  the  ordinance  of  1881, 
and  with  the  general  supervision  of  the  subject     The  poweu 
being  administrative  in  its  nature,  and  lodged  in  an  executive 
department,  cannot  be  controlled  by  councils,  under  the  prohibi- 
tion of  the  act  of  1885,  art.  16  (P.  L.  54).     The  resolution  of 
February  4,  1897,  was  therefore  beyond  the  province  of  coun- 
eils,  and  of  no  effect. 

The  judgmtot  of  the  learned  court  below  was  in  substantial 
accord  with  the  principles  so  far  discussed,  but  overlooked  one 
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point,  of  at  least  technical  importance.  The  case  was  heard  or 
petition  and  answer^  and  the  averments  of  the  latter  must  be 
taken  to  be  true.  In  paragraph  7  it  is  denied  that  terminal 
poles  are  a  necessary  part  of  the  operation  of  the  underground 
system ;  in  paragraph  10  it  is  averred  that  the  poles,  if  licensed 
at  all,  should  be  located  by  the  electrical  bureau  with  a  view  to 
the  interests  of  the  city  and  the  property  owners,  and  the  con- 
venience of  the  public;  and  in  paragraph  13  it  is  averred  that 
there  is  another  system,  which  dispenses  with  terminal  poles, 
already  in  use  by  another  company,  and  which  could  be  used  by 
the  relator.  These  averments 'raise  question  of  fact^  which  the 
respondents  are  entitled  to  have  determined  before  the  issue  of  a 
peremptory  mandamus.  The  ordinance  of  1881  requires  the 
applicant  for  a  license  to  designate  the  places  where  the  poles 
are  to  be  erected,  but  gives  the  department  authorily  to  revise 
and  modify  the  particulars  before  issuing  the  license.  We  pre- 
Bume  this  is  all  that  is  meant  to  be  claimed  by  paragraph  10  of 
the  answer,  and,  if  so,  it  is  clearly  within  the  province  of  the 
department  The  other  matters,  if  insisted  upon,  may  be  more 
serious.  As  already  said,  the  power  of  regulation  includes  the 
power  to  compel  the  adoption  of  reasonable  and  generally  ac- 
cepted devices  which  increase  the  safety  and  convenience  of  the 
public  The  use  of  terminal  poles  being  the  system  heretofore 
adopted,  the  burden  of  showing  that  there  is  a  better  one,  in  gen- 
eral acceptance,  and  reasonably  adoptable  by  the  telephone  com- 
pany, will  be  upon  the  city.  Whether  the  director  of  public 
safety,  in  view  of  the  expression  in  his  letter  of  December  10, 
1896,  to  the  mayor,  that,  "in  fact,  with  underground  oonduits, 
terminal  poles  are  alone  practicable,"  will  be  disposed  to  insist 
now  on  a  different  system,  is  for  him  to  determine.  The  matter 
is  largely  within  his  discretion,  and  now  that  he  is  freed  from 
the  prohibition  of  the  resolution  of  February  4,  1897,  and  re- 
stored to  his  proper  control  of  the  subject,  we  presume  he  can 
readily  come  to  an  agreement  with  the  relator.  But  for  the 
present  the  answer  must  stand,  and  raising  an  issue  of  fact 
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^liich  must  be  disposed  of  before  final  judgment.     Judgment 
reversed,  and  procendendo  awarded. 


NoTK. — ^While  the  nine  eases  preceding  this  note  have  been  grouped  to- 
gether with  reference  to  the  fact  that  the  question  of  underground  con- 
duits for  dectrical  wires  is  discussed  or  is  involved  in  each  of  them,  the 
grouping  is  perhaps  fanciful  rather  than  useful,  since  the  same  rules  apply 
for  tiie  most  part  to  the  use  of  streets  for  underground  as  for  overhead 
wires.  If  any  useful  purpose  is  subserved  by  bringing  these  cases  to- 
gether it  may  be  that  of  illustrating  the  rapidity  with  which  the  under- 
ground system  has  come  into  use  within  the  past  few  years,  as  indicated  by 
the  number  of  cases  which  have  come  before  the  courts  in  which  it  is  oon- 
eemed.  Only  a  few  cases  have  appeared  in  earlier  volumes  of  this  series. 
See  index  to  vols.  6  and  6,  title  "Underground  Wires." 

The  following  additional  cases  relate  to  underground  conduits: 

In  W.  U.  TeL  Co,  v,  Syracuse,  24  Misc.  338  (N.  Y.  Supreme  Ck>nrt, 
Onondaga  Special  Term,  July,  1898),  held  that  a  grant  by  a  muni- 
cipal corporation  to  a  telegraph  company  of  the  right,  not  ex- 
elusive^  to  construct  subways  in  streets,  made  upon  consideration 
mcyving  to  the  city,  among  others  the  providing  of  a  portion  of  the 
flubway  for  the  exclusive  use  of  the  city,  is  a  contract  which  the  city  has 
DO  right  to  impair,  at  least  for  the  benefit  of  another  private  corporation; 
also,  that  the  city  having  subsequently  granted  to  an  electric  light  com- 
pany the  right  to  place  subways  for  its  wires,  and  such  subways  having 
been  located  by  the  municipal  authorities,  and  construction  thereof  begun, 
in  such  way  as  to  interfere  with  the  use  of  and  access  to  its  subways  by 
the  telegraph  company,  such  location  being  unnecessary,  held,  that  the 
telegraph  company  was  entitled  to  an  injunction  against  the  electric  light 
company  and  the  city. 

In  Matter  of  City  of  Geneva  v.  The  Geneva  Telephone  Company,  30 
Misc.  236  (N.  Y.  Supreme  Court,  Monroe  Coimty  Special  Term,  Jan.,  1900), 
held  that  a  provision  of  the  charter  of  the  city  of  Geneva  (Laws  1897,  ch. 
890,  amended  L.  1899,  ch.  405),  which  empowers  the  city  to  construct  under- 
ground conduits,  to  compel  the  removal  of  electric  wires  from  the  streets  to 
the  conduits,  and  to  compel  the  owners  of  the  wires  to  help  pay  the  ex- 
pense of  constructing  the  conduits,  is  not  unconstitutional,  but  within 
•he  police  power  of  the  State  which  the  legislature  may  confer  upon  a 
municipality,  that  in  the  construction  of  conduits  for  electric  wires,  muni- 
cipal authorities  must  exercise  their  discretionary  power  in  such  way  as 
to  afford  reasonable  facilities  and  protection  to  a  telephone  company  com- 
piled to  use  them,  that  conduits  having  been  properly  constructed  by  the 
city,  a  telephone  company  will  not  be  excused  from  removing  its  wires 
thereto  by  the  fact  that  the  city  has  made  no  rules  regulating  the  use  of 

vol..  vn — 15. 
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the  oonduitB  bj  different  electrical  companies,  it  being  assumed  that  suit- 
able rules  will  be  made,  and  that  the  municipal  authorities  having  been 
clothed  with  the  discretion  to  either  construct  conduits  or  compel  the 
companies  to  construct  their  own,  the  exercise  in  good  faith  of  that  dis- 
cretion by  electing  to  oonstruct  conduits  and  refusing  permission  to  a  tele- 
phone oompai^  to  do  10,  will  not  be  interfered  with. 


OiTT  ow  Philadelphia  v.  Atlantic  &  Paoifio  Tslxgkpaph 

Company. 

U.  B.  Cirouit  Court  of  AppeaU,  Third  Cirouit,  May  26,  190a 

MUIflCIPAL  LZGBN8B  ISB. — TW.1WB4PM  LIHX  IN  8TBEBTS. 


Upon  the  question  of  whether  or  not  a  municipal  license  fee  imposed  upoB 
A  telegraph  company  is  excessive,  held  proper  to  refuse  a  charge  which 
asserts  the  right  of  the  city  to  impose  a  fee  in  excess  of  the  expense  in- 
curred on  account  of  the  poles  and  wires  maintained  in  its  streets. 

Kridence  held  sufficient  to  warrant  direction  of  verdict  for  the  municipality 
seeking  to  recover  the  license  charges. 

CSases  of  this  series  cited  in  opinion:  Allentown  «.  W.  U,  Tei.  Co.,  vol.  4, 
p.  90;  Chester  v,  W.  U.  Tel.  Co.,  vol.  4,  p.  100;  Philadelphia  «.  Am,  Un, 
Tel.  Co.,  vol.  6,  p.  85. 

In  error  to  the  Circuit  Court  of  the  United  States  for  the 
eastern  district  of  Pennsylvania. 

E.  Spencer  Miller,  for  plaintiff  in  error. 

Silas  W.  Pettit,  for  defendant  in  error. 

Before  Acheson,  Dallas  and  Gray,  Circuit  Judges. 

AcHE80N,Circuit  Judge :  This  was  an  action  brought  by  the 
city  of  Philadelphia  against  the  Atlantic  &  Pacific  Telegraph 
Company  to  recover  license  charges  payable  under  ordinances 
of  the  city  enacted  January  6,  1881,  and  March  30,  18^3,  relat- 
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isg  to  tlie  maintezumce  of  poles  and  vme^  in  the  streets  of  the 
city.  Ihe  charges  imposed  by  these  ordinances  are  one  dollar 
per  annum  for  each  pole  and  $2.50  per  annum  for  each  mile  of 
telegraph  or  telephone  wires  strung  overhead,  and  the  charges 
are  imposed  upon  all  oorporationB,  firms  and  individuals  so 
njsing  the  streets.  The  underlying  question  here  was  before  this 
court  in  the  case  of  City  of  Philadelphia  v.  W,  U.  Tel.  Co,,  32 
C.  C.  A.  253,  89  Fed.  454,  461,  in  which  the  opinion  of  the 
coMTt  was  delivered  by  Circuit  Justice  SiintAS.  It  was  recog- 
nized there  as  settled  that  a  city  may  lawfully  im- 
poee  by  ordinance  such  licence  charges,  but  subject  to 
the  limitation  that  whether  the  ordinance  is  reasonable 
in  reepect  to  the  terms  and  amount  of  the  charges  can 
be  judicially  inquired  into.  It  was,  however,  declared  by 
the  court  that  there  is  a  presumption  in  favor  of 
the  validity  of  such  city  legislative  action,  and  that  the  evi- 
dence to  justify  a  contrary  holding  must  be  clear  and  con- 
yincing.  It  was  there  further  said  that,  in  determining  the 
qnestion  of  the  validity  of  such  ordinances,  a  wide  latitude 
should  be  allowed  in  the  introduction  of  evidence  going  beyond 
die  expenses  attending  direct  regulation  and  oversight;  and  it 
was  specifically  held  that  testimony  to  show  increase  in  the  force 
and  apparatus  of  the  fire  department  rendered  necessary  by  the 
maintenance  of  such  poles  and  wires  is  proper  to  be  considered^ 
as  well  as  evidence  that  extra  meetings  of  the  councils  were  re- 
quired for  tiie  purpose  of  r^ulating  their  erection  and  mainte- 
nance. This  court  there  laid  down,  as  governing  this  class  of 
cases,  these  principles,  namely: 

'Ifot  only  is  there  a  presumption  in  favor  of  the  validity  of 
the  action  of  legislative  body,  but  the  facts  upon  which  that 
action  proceeds  are  so  numerous,  and  so  liable  to  frequent 
dianges,  courts  should  act  cautiously  in  dealing  with  such  a 
case,  and  admit  evidence  of  all  facts  and  circumstances  that 
seem  to  bear  even  remotely  upon  the  issue.    As  was  said  by  the 
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Supreme  CJourt  of  Pennylvania  in  City  of  Allentown  v.  W.  V. 
Tel.  Co.,  148  Pa.  St.  119,  23  Ad.  1070,  the  amount  of  the  license 
charges  rests  with  the  city  councils  in  the  first  instance ;  and  it  is 
only  when  such  discretion  has  been  manifestly  abused  that  the 
courts  are  justified  in  interfering." 

Upon  the  trial  of  the  present  case  the  plaintiff  put  in  evidence 
the  ordinances  in  question,  and  the  returns  made  by  the  defend- 
ant, showing  the  number  of  poles  and  miles  of  overhead  wire  it 
had  maintained  in  the  streets  of  the  city  during  the  years  cov- 
ered by  the  claim  in  suit  and  rested.  Undoubtedly  the  plaintiff 
thus  made  out  a  prima  facie  case,  under  the  ruling  of  this  court 
referred  to,  and  also  under  the  decision  of  the  Supreme  Court 
of  Pennsylvania  in  the  cases  of  W.  U.  Tel  Co.  v.  City  of  Phila- 
delphia, 12  Atl.  144;  City  of  Allentown  v.  W.  U.  Tel.  Co.,  4 
Am.  Electl.  Oaa.  90,  148  Pa.  St  117,  23  Atl.  1070;  Chester 
CUy  V.  Same,  4  Am.  Electl.  Gas.  100,  154  Pa.  St.  464,  25  Atl. 
1134;  City  of  Philadelphia  v.  American  Union  Tel.  Co.,  6  Am. 
Elecd.  Cas.  85,  167  Pa.  St  406,  31  AtL  628.  The  first  and 
last  of  these  State  cases  involved  charges  the  same  in  kind  and 
in  amount  as  here,  and  the  charges  were  sustained*  To  show 
that  the  license  charges  in  question  v^re  unreasonable,  and  the 
ordinances  therefore  void,  the  defendant,  in  answer  to  plaintiff's 
prima  facie  case,  introduced  evidence  tending  to  show  that  the 
supervision  of  poles  and  wires  by  the  city  was  exercised  through 
its  electrical  bureau  only,  and  that^  measured  by  the  expendi- 
tures of  that  bureau  of  the  city  government,  the  license  dbarges 
were  excessive  and  unjust  In  rebuttal  the  plaintiff  introduced 
evidence  showing  that,  because  of  the  presence  of  poles  and  over- 
head wires  in  the  streets^  and  to  protect  the  public  from  perils 
incident  thereto,  the  policemen  were  required  to  render,  and  did 
render,  to  a  considerable  extent,  additional  services,  and  thereby 
increased  expense  was  incurred  by  the  police  bureau;  that  the 
work  of  extinguishing  fires  was  seriously  hindered  by  the  sus- 
pended wires,  and  extra  calls  for  fire  engines  thereby  necessi- 
tated, thus  imposing  upon  the  fire  bureau  additional  expense; 
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and  that  the  city  incurred  expense  by  reason  of  necessary  legis- 
lation by  city  councils  in  regulating  and  otherwise  governing 
electric  wires  overhead  in  the  streets  of  tbe  city.  To  all  this  the 
defendant  offered  no  counter  proofs  whatever,  and  the  plaintiff's 
rebuttal  evidence  was  not  contradicted  or  impeached  in  any 
particular. 

The  jury,  under  the  charge  of  the  court,  rendered  a  verdict, 
upon  which  judgment  afterwards  was  entered,  for  $3,375.35, 
which  is  about  one-half  of  the  claim  in  suit.  Ko  complaint  is 
here  made  in  respect  to  the  general  charge  of  the  court,  but  the 
city,  the  plaintiff  in  error,  complains  of  the  refusal  of  the  court 
to  affirm  certain  of  its  points  or  prayers  for  instruction,  and  of 
the  answers  made  by  the  court  thereto.  The  assignments  of 
error  are: 

"(1)  In  refusing  plaintiff's  first  point  for  charge,  which  was 
as  follows:  *The  jury  must  find  for  the  plaintiff.' 

"(2)  The  learned  judge  erred  in  refusing  plaintiff's  second 
point  for  charge,  which  was  as  follows :  If  the  jury  find  that 
the  ordinance  in  question  in  this  case  may  be  considered  reason- 
ably as  having  been  passed  with  a  view  to  coercing  the  com- 
panies to  place  their  wires  underground,  rather  than  maintain 
them  overhead,  in  the  streets  of  the  city,  then  the  jury  must  find 
for  the  plaintiff  in  this  case  for  the  full  amount  of  its  claims, 
even  if  the  aggregate  of  the  charges  imposed  is  greater  than  all 
the  expenses  incurred  by  the  municipality  because  of  the  pres- 
ence of  the  poles  and  wires.' 

"(3)  The  learned  judge  erred  in  refusing  plaintiff's  fourth 
point  for  charge,  which  was  as  follows :  'The  jury  must  find  for 
plaintiff  for  the  full  amount  of  its  djiim.' 

"(4)  The  learned  judge  erred  in  refusing  plaintiff's  sixth 
point  for  charge  and  in  answering  the  same  as  follows.  Point. 
*If  the  jury  believe  the  testimony  offered  on  behalf  of  the  city  to 
the  effect  that  the  police  bureau,  the  fire  bureau,  and  other 
branches  of  the  city  government  in  addition  to  the  electrical 
bureau,  incur  expense  as  a  natural  consequence  of  the  presence 
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of  the  poles  and  electrical  wires  overhead  in  the  streets  of  the 
city,  they  must  find  for  the  plaintiff  in  the  full  amount  of  its 
claim.  There  has  been  no  evidence  upon  which  the  jury  could 
find  that  the  increased  expenditures  by  the  city  for  those 
branches  of  the  government,  on  account  of  the  extra  expense  due 
for  the  presence  of  poles  and  wires,  is  not  sufficient  to  justify  the 
amounts  of  the  charges.'  Answer.  *I  refuse  the  sixth  point  be 
cause  it  asks  the  court  to  decide  on  the  eflfect  of  the  evidenca 
It  is  for  the  jury,  and  not  for  the  court,  to  determine  whelier 
the  license  charge  is  unreasonable,  under  all  the  evidence.' 
■  "(5)  The  learned  judge  erred  in  refusing  plaintiff's  seventh 
point  for  charge,  and  in  answering  the  same,  as  follows:  Point. 
'It  is  of  little  importance  in  this  case  that  the  wires  of  other 
companies  than  the  Western  Union  Telegraph  Companies  are 
generally  at  fault  for  the  defects  occurring  among  overhead 
wires,  even  if  the  jury  find  that  this  is  the  case,  and  that  the 
wires  of  the  Atlantic  &  Pacific  Company  have  not  been  the  origin 
of  any  trouble.  The  city  of  Philadelphia  is  justified  in  impos- 
ing a  general  charge  upon  all  companies  maintaining  poles  and 
overhead  wires,  to  repay  the  aggregate  charges  whidi  the  city 
may  be  at  because  of  the  general  expenses  imposed  upon  it  by 
the  presence  of  all  such  poles  and  wires.'  Answer.  *I  refuse 
the  seventh  point  as  a  whole.  The  scope  of  the  iuBtruction  asked 
is  too  broad,  especially  in  the  second  sentence.' 

"(6)  The  court  erred  in  not  affirming  and  in  answering  as 
follows  plaintiff's  eighth  point  for  charge :  Point.  *The  cost  to 
the  Western  Union  Telegraph  Company  of  such  work  as  the 
company  may  be  in  the  habit  of  doing,  upon  its  poles  and  wiroa 
throughout  the  district  in  which  Philadelphia  is  situated,  jr 
throughout  the  city  of  Philadelphia,  has  little  bearing  upon  the 
question  of  the  proper  amount  of  license  charges  to  be  imposed 
by  the  city.  If  the  jury  find  that  the  city  authorities  do  provide 
for  the  patrolling  of  the  street,  the  proper  charges  therefor  can- 
not be  gauged  by  the  cost  to  the  company  of  repairing  its  wires 
on  notice  of  defects  having  occurred.     Answer.    *I  answer  that 
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as  follows:  The  cost  of  inspectioiiy  whether  by  the  company  or 
by  the  city,  is  one  item  to  be  considered  by  the  jury,  and  the 
jury  must  decide  what  weight  should  be  given  to  the  evidence 
upon  this  subject/  " 

Before  taking  up  the  first,  third,  and  fourth  assignments, 
which  go  to  the  root  of  the  case,  we  will  briefly  consider  the  other 
assignments.  We  are  not  prepared  to  say  that  the  court  erred 
in  refusing  the  plaintiff's  second  point  That  proposition,  it 
will  be  perceived,  does  not  touch  the  right  of  the  city,  by  direct 
l^islation,  to  compel  all  private  persons  and  corporations  to 
place  their  wires  undergroimd,  but  asserts  the  right  of  the  city 
to  impose  license  charges  in  excess  of  all  the  expenses  incurred 
by  ibe  municipality  because  of  the  presence  of  poles  and  over- 
head wires  in  the  streets,  although  they  are  lawfully  there.  We 
are  not  oonvinced  that  the  decisions  cited  in  support  of  this  as- 
signment are  applicable  here.  At  any  rate,  in  disposing  of  thij 
case  it  is  our  purpose  to  follow  and  keep  within  the  principles 
laid  down  by  this  court  in  the  case  of  City  of  Philadelphia  v. 
W.  U.  Tel.  Co.,  supra.  The  plaintiff's  seventh  and  eighth 
points^  we  think,  are  within  those  principles,  and  should  havo 
been  affirmed.  The  license  charges  must  be  uniform  as  to  all 
such  users  of  the  streets,  and^  fixed  with  reference  to  the  general 
aggr^ate  amount  of  expenses  to  the  city  rosultiug  from  the 
presence  of  all  the  poles  and  overhead  wires;  and  we  are  not 
able  to  see  that  the  charges  by  the  city  for  patrolling  the  streets 
are  to  be  measured  by  the  cost  to  the  defendant  of  repairing  its 
wires  on  notice  of  defects  having  occurred. 

The  first,  third,  and  fourth  assignments  may  be  considered 
together.  The  plaintiff's  sixth  point,  as  we  have  seen,  requested 
an  instruction  to  the  effect  that  if  the  jury  believed  the  evidence 
introduioed  by  the  plaintiff  that  the  police  bureau  and  fire 
bureau,  and  other  branches  of  the  city  government  besides  the 
electrical  bureau,  incurred  expenses  as  a  natural  consequence  of 
the  presence  of  poles  and  electrical  overhead  wires  in  the  stieets 
of  the  city,  Uie  verdict  should  be  for  the  plaintiff  for  the  full 
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amount  of  the  claim.;  the  point  adding,  as  ground  for  such  in- 
struction, that  there  was  no  evidence  in  the  case  upon  which  the 
jury  could  find  that  the  increased  expenditures  by  the  city  for 
those  branches  of  the  government  on  account  of  the  extra  expense 
due  to  the  presence  of  poles  and  wires  is  not  sufficient  to  justify 
the  amounts  of  the  chaiges.  There  was  abundant  evidence  to  war- 
rant the  presentation  of  this  point,  and  we  think  it  should  have 
been  affirmed.  The  defendant's  case  rested  wholly  upon  its  al- 
leged showing  that,  measured  by  the  services  and  expenses  of 
the  electrical  bureau  only,  the  license  charges  were  excessive. 
The  evidence  as  to  the  services  rendered  and  the  expenses  in- 
curred by  other  branches  of  the  city  government  because  of  the 
presence  of  the  poles  and  suspended  wires  came,  indeed,  from 
the  plaintiff  in  rebuttal.  It  was,  however,  uncontradicted,  and 
therefore  the  jury  was  not  at  liberty  to  disregard  it  The  bur- 
den of  proof  here  was  upon  the  defendant  from  first  to  last.  It 
must  be  borne  in  mind  that  a  strong  presumption  exists  in  favor 
of  the  validity  of  these  ordinances.  To  quote  the  language  of 
Judge  Shiras,  in  speaking  for  this  court  in  the  former  case: 

''The  amount  of  the  license  charges  rests  with  the  city  coun- 
cils in  the  first  instance,  and  it  is  only  where  such  discretion  has 
been  manifestly  abused  that  the  courts  are  justified  in  inter- 
fering." 

Having  regard  to  the  entire  evidence,  it  cannot,  we  think,  be 
affirmed  that  in  the  passage  of  the  ordinance  in  question  there 
was  manifest  abuse  of  legislative  discretion  by  the  city  councils. 
The  evidence  here  did  not  warrant  such  a  finding  by  the  jury. 
These  views,  of  course,  require  us  to  say,  not  only  that  the  court 
should  have  affirmed  the  plaintiff's  sixth  point  but  also  the 
plaintiff's  first  and  fourth  points. 

It  is  no  small  satisfaction  to  us  that  our  conclusion  is  in  har- 
mony with  the  views  of  the  Supreme>  Court  of  Pennsylvania  aa 
expressed  in  the  cases  above  cited.  Although  the  decisions 
there  may  be  conclusive  upon  us,  yet  agreement  between  the 
Federal  and  State  courts  upon  such  a  question  as  that  involvei] 
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here  is  most  desirable.  Burgess  t;.  Seligman,  107  17.  S.  20,  34, 
2  Sup.  Ct  10, 27  L.  Ed.  369;  O'Brienv.  Wheelock,  37  C.  C.  A. 
309,  95  Fed.  883. 

Hie  judgment  of  the  Girouit  Court  is  reveraed,  and  the  ease 
18  remanded  to  that  court,  with  directions  to  award  a  new  trial. 

NoiB. — ^For  other  eases,  besides  this,  and  the  next  preceding  and  follow- 
ing it,  upon  the  right  of  municipal  corporations  to  impose  license  fees, 
see  titles,  "license  Fee"  and  "Municipal  Ck>ntrol,"  in  indices  to  prior  vol- 
umes of  this  series;  also  title  "Notes,"  in  said  indices. 


NOTE  1. — ^The  following  cases  upon  the  general  subject  of  Part  I  are  in 
addition  to  the  twenty-six  above  reported  in  full: 

In  Home  Teleph.  Co.  of  New  BruneiMck  «.  Common  Council  of  New 
Brunetaick,  62  N.  J.  L.  172,  June  13,  1898,  held,  that  a  statute  imposing 
upon  a  municipality  the  duty  of  designating  streets  and  highways,  for 
telegraph  and  telephone  lines,  exists  only  for  lines  running  through  the 
municipality,  not  for  local  lines. 

In  United  States  ex  rel.  Mutual  Dietriet  Messenger  Company  «.  Wight, 
16  D.  C.  App.  Gas.  467  (Dec.  5,  1899),  held,  that  mandamus  will  not  lie  at 
soit  of  an  dectrical  company  to  compel  street  commissioners  to  grant 
permission  to  string  wires  over  sidewalks;  that  the  matter  is  discretionary 
with  the  commissioners. 

In  State  Consol,  Traction  Co,,  pros,,  v.  East  Orange  Township,  61  N.  J. 
L.  202,  Nov.,  1897,  a  township  committee  ordinance  "to  regulate  the  run- 
ning of  electric  wires  in  the  township"  provided  that  no  person  should 
trim,  eut  or  break  a  tree  in  a  highway  without  the  permission  of  the  town- 
ship committee  was  held  to  be  a  valid  and  reasonable  exercise  of  the  police 
power;  and  such  power  is  not  divested  by  an  agreement  of  the  committee 
to  aUow  an  electric  street  railway  company  to  operate  in  the  streets. 

In  Feopies  Telegraph  and  Telephone  Co.  v.  President,  dc,  of  Berks,  dc. 
Turnpike  Co.,  Penna.  Sup.  Ct,  May  27,  1901  (49  Atl.  Rep.  284),  held, 
that  a  telephone  company  is  a  telegraph  company,  and  a  turnpike  is  a 
highway,  within  the  meaning  of  a  statute  providing  that  telegraph  com- 
panies incorporated  thereunder  might  construct  their  lines  along  anv 
highway. 

In  Phillipshurg  Electric  Lighting,  Heating  d  Power  Co.  v.  Inhabitants 
ef  Town  of  PhilUpsburg,  N.  J.  Sup.  Ct.,  June  10,  1901  (49  Atl.  446),  the 
Mlowing  is  quoted  from  the  syllabus:  "A  common  council  cannot  repeal 
an  ordinance  granting  permission  to  an  electric  light  company  to  plant  its 
poles  and  stretch  its  wires  in  all  the  streets  and  alleys  of  the  town,  when 
the  company  has  conformed  to  the  conditions  of  the  ordinance  so  far  nf> 
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required,  and  has  expended  monej  in  placing  the  poles  and  wiree  in  eer- 
tain  of  the  streets,  notwithstanding  the  common  council  maj  hayit  bem 
misled  in  passing  the  ordinance" 

In  City  of  ZcLnesville  «.  Zanesville  Teleph.  d  Tel.  Co.,  Ohio  Supreme  Court, 
Oct  16,  1900  (69  N.  E.  Rep.  109),  held,  that  section  3461  of  the  Ohio 
Revised  Statutes,  requiring  Probate  Courts  to  direct  the  mode  in  which 
a  telegraph  or  telephone  companj  maj  use  the  streets  and  alleys  of  a  city 
or  village,  when  the  municipal  authorities  and  the  company  are  unable  to 
agree,  is  legislative,  and  not  judicial,  in  character,  and  is  therefore  uncon- 
stitutional. 

A  later  decision  in  the  same  case  is  reported  69  N.  E.  781. 

In  'Nebraska  Telephone  Company  v.  Cornell,  Nebraska  Supreme  Court, 
March  7,  1900  (22  N.  W.  Rep.  1),  held,  that  the  statutes  of  1887  and 
1897,  creating  the  State  board  of  transportation,  and  defining  its  powers, 
including  the  regulation  of  telephone  rentals  and  express,  telegraph  and 
telephone  charges,  are  not  unconstitutional. 

In  Toledo  v.  W.  U.  Tel.  Co,  (C.  C.  A.,  Sixth  Circuit),  62  L.  R.  A.  730, 
held,  that  a  telegraph  company  given  the  right  by  an  act  of  Congress  to 
occupy  post  roads  with  its  poles  and  wires  does  not  acquire  such  right 
free  from  the  power  of  a  municipal  corporation  to  regulate  the  use  of  its 
streets,  but  must  submit  to  local  regulations  for  obtaining  permission  to 
string  wires  in  public  streets. 

In  Point  Pleaeant  Electric  Light  d  Power  Oo,  v.  Borough  of  Bay  Head 
(New  Jersey  Court  of  Chancery,  July  29,  1901),  held,  that  electric  light 
companies  have  authority  to  maintain  poles  and  wires  in  the  public  high- 
ways upon  first  obtaining  the  consent  of  the  owners  of  the  soil;  that  a 
statute  declaring  that  no  poles  shall  be  erected  in  any  city  or  town,  without 
a  designation  first  obtained,  does  not  extend  to  boroughs;  and  that  an  act 
empowering  borough  councils  by  ordinance  to  regulate  streets  remove  ob- 
structions and  prescribe  the  manner  in  which  privileges  to  use  streets  shall 
be  exercised,  confers  a  power  which  can  be  exercised  only  by  ordinance; 
so  that,  until  the  passage  of  such  ordinance,  an  electrii  light  company 
which  has  obtained  the  consent  of  the  owners  of  the  soil  may  string  its 
wires  in  the  streets  of  the  borough,  which  will  be  restrained  by  injunction 
from  cutting  wiree  so  strung. 

In  People  em  rel.  The  MonticeUo  Telephone  Co.,  Relator,  v.  The  Board 
of  Trusteea  of  the  Village  of  Montioello,  N.  T.  Supreme  Court,  Sullivan 
Trial  Term,  August,  1901  (86  Misc.  676),  the  following  is  quoted  from  the 
head  note: 

"Notwithstanding  the  fact  that  the  Transportation  Corporations  Law 
gives  a  telephone  company  a  franchise,  direct  from  the  Legislature,  to 
use  the  public  streets  for  constructing  and  maintaining  its  lines,  the  Vil- 
lage Law  gives  village  trustees  power  to  regulate  the  erection  of  the  poles 
and  the  stringing  of  the  wires,  and  as  this  latter  power  involves  discretion, 
the  Supreme  Court,  while  able  to  compel  its  exercise  in  a  proper  case,  can- 
not by  mandamus  control  the  particular  method  of  the  exercise." 
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Where  it  appeared  that  village  trustees  had  materially  embarrassed  or 
prevented  a  telephone  company  in  its  legal  right  to  use  the  village  streets 
and  had  long  delayed  passing  any  ordinance  in  the  matter,  the  court  re- 
fused to  grant  the  company,  in  the  first  instance,  a  peremptory  writ  of 
mandamus  requiring  the  trustees  to  grant  it  a  permit  to  erect  poles,  string 
wires  and  conduct  business  in  the  village,  but  gave  it  leave  to  renew  the 
motion  on  other  papers  if  the  passage  of  such  an  ordinance  should  be  un- 
duly delayed. 

In  Electric  Power  Oo.  9.  Mayor  of  "New  York  et  al,,  N.  Y.  Supreme  Court, 
Appellate  Division,  Second  Department,  Jan.,  1899,  36  App.  Div.  383,  a  cor- 
poration empowered  by  the  board  of  electrical  control  of  New  York  City 
to  erect  and  maintain  wires,  poles,  pipes  and  other  fixtures  in  the  streets, 
subject  to  the  conditions  that  until  further  order  the  privilege  should  be 
granted  only  through  subways  of  a  specified  company,  strung  its  wires 
across  streets,  some  being  fastened  to  house  tops  and  others  to  poles  in  the 
streets.  The  commissionef  of  public  works,  by  direction  of  the  board  of 
electrical  control  and  other  city  authorities,  cut  down  and  took  possession 
of  the  wire.  In  an  action  brought  to  recover  the  value  of  the  wire,  held, 
that  the  dismissal  of  the  complaint  was  error.  Electric  Potoer  Company 
V.  Met,  Teleph,  d  Tel.  Co.,  4  Am.  Electl.  Cas.  649,  affirmed  on  same  opinion, 
14«  N.  Y.  746,  followed. 

In  the  same  case.  New  York  Special  Term,  Sept.,  1899  (29  Misc.  48), 
it  appeared  that  a  resolution  of  a  city  board  of  electrical  control,  permit- 
tiog  erection  and  maintenance  of  wires,  poles,  pipes  and  other  electrical 
fixtures  in  and  under  streets,  provided  that  until  further  order  the  con- 
ductors should  be  laid  only  through  subways  of  another  corporation.  Held, 
in  view  of  the  policy  ol  the  State  that  electric  wires  in  cities  should  be 
placed  underground  to  authorize  putting  wires  in  subways  only;  also 
held,  that  the  city  had  the  right  to  remove  overhead  wires  placed  without 
further  permission,  but  was  liable  for  taking  and  selling  the  wire,  as  for 
conversion. 

In  Southern  Bell  Teleph,  A  Telegraph  Co,  «.  Stewart,  Taa  Collector,  100 
Gku  80  (Jan.  30,  1000),  held,  that  a  tax  of  $1  for  each  telephone  sta- 
tion or  box  imposed  by  statute  upon  telephone  companies  was  an  occupation 
or  business  tax  i.nd  not  a  tax  on  property. 

In  Borough  of  North  Braddock  v.  Central  District  Printing  d  Telegraph 
Co.,  11  Pa.  Super.  Ct.  Rep.  24;  and  Kittaning  Electric  Light,  H.  d  P.  Co. 
V.  Kittaning  Borough,  id.  31,  held,  that  boroughs  may  impose  license  tax 
upon  poles  and  wires  of  electric  light  companies  in  the  exercise  of  then 
police  powers;  and  that  the  amount  fixed  by  them  will  be  altered  by  tht- 
court  only  in  case  of  clear  abuse  of  discretion. 

In  City  of  Saginaw  v.  Swift  Electric  Lighting  Company,  Michigan  Su- 
preme  Court,  July  13,  1897  (71  N.  W.  Rep.  6),  held,  that  an  ordinance  of 
a  city  charging  an  electric  light  company  with  50  cents  per  annum  for 
each  pole  maintained  by  it,  to  cover  the  cost  of  inspection  by  the  city,  is 
unreasonable,  where  the  actual  cost  of  such  inspection  is  5  cents  per  pole. 
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In  Ogden  City  v,  Crossman  d  Rocky  Mt,  Bell  Telephone  Co.,  17  Utah, 
66  (Jmie  29,  1898),  held,  that  a  municipalitj  has  power,  bj  statute  and 
constitution,  for  the  purpose  of  raising  revenue,  to  provide  by  ordinance 
for  levying  and  collecting  a  license  fee  of  five  dollars  for  each  telephone 
instrument  operated  and  maintained  by  a  telephone  company,  and  used 
exclusively  within  the  limits  of  the  city,  for  which  a  rental  Charge  is 
made,  for  local  business;  but  such  power  does  not  extend  to  authorizing 
the  city  to  license  or  tax  interstate  business  of  the  company. 

In  Po9tal  Tel.  Cable  Co.  v.  Richmond,  37  S.  £.  Rep.  789,  Virginia 
bupreme  Court  of  Appeals,  Jan.  17,  1901,  held,  that  a  city  ordinance  impoa- 
ing  a  license  tax  upon  a  corporation  engaged  in  interstate  commerce^  e.  g., 
a  foreign  telegraph  company  which  has  accepted  the  conditions  and  privi- 
leges of  the  Post-roads  Act  of  Congress  of  July  24,  1866,  not  confined  to 
business  done  exclusively  within  the  city  and  State,  but  reciting  that  it  ia 
in  place  of  an  ad  valorem  tax  on  the  company's  property  in  the  city,  but 
exceeding  in  amount  what  could  be  levied  under  the  City  Tax  Law,  and  mak- 
ing the  payment  of  the  license  fee  a  condition  precedent  to  the  company's 
right  to  do  business  in  the  city,  is  void  as  a  State  regulaticm  of  interstate 
commerce. 


NOTE  2. — ^The  power  of  municipal  authorities  to  regulate  the  mainten- 
ance in  streets  and  highways,  of  poles,  wires  and  other  structures,  and 
under  the  streets,  of  subways,  for  electrical  purposes,  is  conferred  by 
varying  statutes.  In  general,  however,  it  may  be  remarked  that  one  right 
is  everywhere  recognized,  namely,  the  exercise  by  municipal  governments 
of  the  police  power,  to  the  extent  necessary  for  the  public  health,  safety 
and  convenience.  See  Mut.  XJn.  Tel.  Co.  v.  Chicago,  1  Am.  Electl.  Cas.  506; 
TutiU  V.  Brush  Elec.  Ilium.  Co.,  1  Am.  Electl.  Cas.  508 ;  W.  U.  Tel.  Co.  v. 
ChampUUn  Elec.  Co.,  1  id.  822;  AUentoum  v.  W.  U.  Tel.  Co.,  4  id.  90;  Con- 
solidated Elec.  Lt.  Co.  V.  Peoples*  Elec.  Lt.  d  Oas.  Co.,  1  id.  250. 

In  Marsh  field  v.  Wisconsin  Teleph.  Co.,  ante,  p.  103;  Utioa  v.  Utica 
Teleph.  Co.,  ante,  p.  67,  and  Rochester  v.  Bell  Teleph.  Co.  of  Buffalo,  ante, 
p.  211,  it  is  expressly  held,  that  the  right  conferred  by  statute  upon  tele- 
phone companies  to  maintain  their  structures  in  the  streets  of  municipal 
corporations  is  subject  to  the  police  power;  and  ia  State  v.  8t.  Louis,  ante, 
p.  195,  that  the  reservation  of  the  police  power  is  implied  and  need  not  be 
specified  in  an  ordinance  authorizing  the  construction  of  subways  by  pri- 
vate corporations.  In  Michigan  Teleph.  Co.  v.  Charlotte,  ante,  p.  52,  held, 
that  the  privileges  of  the  Post-roads  Act  of  Congress,  also  any  contract  of 
a  municipality  with  a  telephone  company  for  the  erection  of  poles  and 
wires  in  highways,  are  subject  to  the  police  power.  In  Rochester  v.  Bell 
Teleph.  Co.,  ante,  p.  211,  and  N.  W.  Teleph.  Exchange  Co.  v.  Minneapolis, 
ante,  p.  168,  held  that  the  police  power  warrants  a  city  in  compelling  the 
burying  of  wires. 
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Though  the  courts  maj  compel  municipal  authorities  to  make  necessary 
rules,  or  to  designate  places  for  the  erection  of  poles  or  other  electrical 
appliances  in  streets,  they  will  not  usurp  the  power  of  the  municipality 
and  make  the  designation  or  rule  themselves.  Marshfield  v.  Wisconsin 
Teleph.  Co,,  ante,  p.  103;  Btate  v.  Bound  Brook,  ante,  p.  65;  Miohigan 
Teleph.  Co,  v,  Bt,  Joseph,  ante,  p.  1. 

In  some  States  the  statute  authorizing  the  use  of  streets  for  electrical 
appliances  makes  municipal  consent  a  prerequisite.  Thus  Virginia  {South- 
em  Bell  Teleph.  Co.  v.  Richmond,  ante.  p.  83),  and  Washington  (Spokane, 
de.  Teleph.  Co.  v.  Spokane).  In  other  States  only  the  police  power  is  re- 
served; for  example,  New  York  {Barhite  v.  Home  Teleph.  Co.,  ante,  p.  75), 
Michigan  {Michigan  Teleph.  Co.  v.  Benton  Harbor,  ante,  p.  9),  Wisconsin 
{Wisconsin  Teleph.  Co.  v.  Sheboygan,  ante,  p.  109),  Minnesota  {N.  W. 
Teleph.  Emch.  Co.  v.  Uinneapolis,  ante,  p.  168). 

Whatever  the  extent  of  the  power  reserved  to  the  mimicipality,  permis- 
sion onoe  given  and  acted  upon,  or  given  upon  consideration,  can  be  re- 
voked only  upon  the  ground  of  public  necessity  and  by  virtue  of  the  police 
power,  v.  O.  v.  Qt.  So.  Teleph.  A  Tel.  Co.,  2  Am.  Electl.  Gas.  123;  State, 
Hudson  Teleph.  Co.  Pros,  v.  Jersey  City,  2  id.  133;  RutUmd  Elec.  Lt.  Co. 
V.  Marble  City  Elec.  Lt.  Co.,  4  id.  256;  Suburban  Elec.  By.  Co.  v.  East 

Orange^  ante,  p.  37;  W  XJ.  Tel,  Co.  v.  Syracuse,  ante,  p. ;  Clarksburgh 

Elec  L.  Co,  V.  Clarksburgh,  ante,  p.  25;  Wyandotte  Elec.  L.  Co.  v.  Wyan- 
dotte, ante,  p.  43;  C.  d  P.  Teleph.  Co.  v.  Baltimore,  ante,  p.  151;  N.  W. 
Teleph.  Co.  v.  Minneapolis,  ante,  p.  168;  Michigan  Teleph.  Co.  v.  Bt. 
Joseph,  ante,  p.  1;  Pennsylvania  f>.  Warwick,  ante,  p.  219.  In  Coverdale 
V.  Edwards,  ante,  p.  15,  however,  it  is  held  that  the  legislature  may  au- 
thorize a  city  to  reserve  the  right  of  revocation,  in  which  case  the  company 
is  a  mere  licensee. 

Although  under  the  New  Jersey  statute  the  designation  of  places  by  the 
city  is  a  prereqidsite  to  the  erection  of  poles  in  the  streets  {State  v. 
Meyers,  ante,  p.  49) ,  still  this  does  not  affect  the  stringing  of  wires  across 
streets  from  poles  on  private  property.  Summit  Township  v.  N.  Y.  d  N.  J. 
Teleph.  Co.,  ante,  p.  58.  Neither  (in  New  York)  does  permission  to  string 
wires  across  streets  and  along  house-tops  include  the  right  to  erect  poles 
ia  the  streets.    Utiea  v,  Utioa  Teleph.  Co.,  ante,  p.  67. 
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Indiana  Supreme  Court,  March  20,  1898. 
(150  Ind.  127.) 

TeLEPHONS  UNE  not  additional  SEByiTUDS. 

The  «rectioa  of  telephone  lines  in  city  streets  is  not  an  additional  serrituda 
entitling  the  abutting  owner  to  compensation,  though  he  own  the  fes  o4 
the  street. 

An  individual  maj  be  proprietor  of  a  telephone  sjstem  without  legislatiye 
consent. 

Gases  of  this  series  cited  in  opinion:  Lookhart  «.  Craig  St.  Ry.  Co,,  yoL  3, 
p.  314;  Detroit  City  Ry,  Co.  v.  Mills,  vol.  3,  p.  333;  Julia  Bdg.  Ae^n  v. 
BeU  Teleph,  Co.,  vol.  1,  p.  801 ;  Cater  v.  N.  W.  Teleph.  Exoh,  Co.,  vol.  6, 
p.  Ill;  Irwin  v,  Teleph.  Co.,  vol.  1,  p.  709;  People  v.  Eaton,  vol.  6,  p.  87; 
Pierce  v.  Drew,  vol.  1,  p.  671;  York  Teleph.  Co.  v.  Keesey,  vol.  0,  p.  107; 
Board  of  Trade  Tel.  Co.  «.  Bamett,  toI.  1,  p.  565;  Dusenbury  v,  Muttuil 
r«i.  Co.,  Tol.  1,  p.  448 ;  Met,  Teleph.  d  Tel,  Co,  v.  Colwell  Lead  Co.,  vol. 
1.  p.  662;  Broom  v.  N.  Y.  d  Hf,  J,  Teleph.  Co.,  vol.  2,  p.  259;  Hewitt  v, 
V.  JJ.  Tel.  Co.,  ToL  2,  p.  222;  EeU  v.  Am.  Teleph.  d  Tel.  Co.,  vol.  5,  p.  02; 
W.  U.  Tel.  Co.  f).  WiUiama,  vol.  3,  p.  184;  Pao.  Postal  Cable  Co.  v.  Irwin, 
voL  4,  p.  140;  Ches.  d  Pot.  Teleph.  Co.  v.  Maekengie,  vol.  3,  p.  106;  Chi- 
cago,  do.,  By.  Co.  v.  Whiting,  do.,  Ry,  Co,,  vol.  5,  p.  236. 

'Appeal  from  Circuit  Court,  Howard  oaunty ;  L.  J.  Eirkpat- 
ricky  Judge. 

Oeorge  W.  Tvnlc,  D.  E.  'Chase  and  Blackledge  £  Shirley,  for 
appetHauL 

Ooodykoordn  &  Ballard,  for  appellee. 

Hackket,  J. :  Buf tis  Magee,  the  owner  of  a  Irasinees  prop- 
er^ fronting  upon  one  of  the  principal  business  streets  of  the 
city  of  Logansport^  and  the  owner  of  the  fee  in  the  street^ 
hrau^t  this  suit  for  a  mandatory  injunctioB  to  canse  the  re- 
moval of  a  telephone  pole  placed  by  the  appellee^  Overshiner,  in 
the   curb  line  of  the  sidewalk  in  front  of  said   property. 

TOL.  vn — 16. 
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The  appellee^  the  owner  of  the  teleplione  system  in  aaid  oity, 
placed  aaid  pole  and  strung  wires  upon  the  same  ia  the  ndght- 
time,  after  protest  by  the  appellant,  and  without  compensation 
to  or  consent  from  him.  The  principal  question  in  the  case  is 
as  to  whether  such  use  of  the  street  is  a  servitude^  not  within  the 
contemplated  uses  of  a  oity  street^  and  thereforei  an  additional 
burdeiu  upon  the  fee  of  the  appellanit^  for  which  he  should  be 
oompensated.  The  decisions  of  the  oourts  of  this  oountiy,  00 
far  from  establishing  a  definite  rule  upon  this  question,  btb  at 
such  variance  as  to  render  hopeless  any  effort  to  reconcile  them. 
At  the  threshold  of  our  inquiries  there  are  oertain  well-reoog- 
nized  propositions:  The  owner  of  the  fee  in  a  street  which  has 
been  dedicated  or  condemned  for  a  street  is  entitled  to  restrict  its 
uses  to  such  as  are  proper  street  uses,  as  stated  by  most  of  the 
decisions ;  to  the  uses  contemplated  at  the  dedication  or  condem- 
nation. The  public  haye  only  an  eaaement  for  the  proper  uses 
of  a  street.  When  applied  to  new  uses,  the  fee  owner  is  entitled 
to  compensation.  When  a  use  is  by  proper  public  authority, 
and  is  not  an  additional  burden  upon  the  fee,  no  compensation 
is  due  the  fee  owner.  In  the  use  of  the  public  easement,  there 
is  no  right  to  unreasonably  burden  the  fee,  to  the  special  injury 
and  damage  of  the  fee  owner.  These  general  propositions,  how- 
ever, are  of  little  service  when  we  revert  to  the  question :  Is  the 
telephone  equipment  an  unnecessary  or  unreasonable  obstruc- 
tion, and  a  new  and  additional  servitude  ?  Will  it  suffice  to  say 
that  because  a  street  was  dedicated  or  condemned  fifty  years 
ago,  before  electric  inventions  for  lighting,  communicating  oral 
and  telegraphic  messages,  and  propelling  street  cars  were 
thought  of,  it  could  not  therefore  have  condemned  or  dedicated 
in  contemplation  of  the  uses  therein  of  such  inventions;  or,  that, 
because  gas  had  not  been  used  as  a  method  of  lighting,  the  right 
to  lay  pipes  to  conduct  the  gas  could  not  have  been  contem- 
plated ;  or  that  because  water,  for  protection  against  fire,  had 
not  been  forced  through  pipes  in  the  streets,  such  use  could  not 
hflvp  been  contemplated ;  and  so  on  as  to  the  uses  of  the  street  for 
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sewerage^  for  natural  gas  pipings  for  telegraph  or  telephone 
lines^  above  or  below  the  surface  of  the  street,  or  for  the  possible 
future  uses  of  pnemnatic  tubes  for  the  transmission  of  mails 
or  parcels^  and  the  distribution  of  steam  or  electricity  for  heat- 
ing; etc  t  If  what  was  actually  contemplated  at  the  time  of  the 
dedication  should  be  found  to  answer  the  question  in  every  case, 
many  of  the  uses  common  to  the  streets  of  eveiy  city  would  be 
additional  servitudes,  for  which  the  fee  owner  would  be  entitled 
to  compensation. 

It  must  be,  however,  that  the  contemplated  uses  should  be 
deemed  to  have  been,  not  only  in  the  walking,  riding  upon  horse- 
back and  in  wagons  or  other  vehicles  drawn  by  animals,  in  the 
going  and  returning  upon  business,  social,  religious  or  political 
missions^  but  also  by  such  methods  of  travel  and  communica- 
tion, in  addition  or  in  substitution  for  those,  as  might  come 
into  vogue  and  be  accepted  and  recognized  as  proper  and  im- 
portant uses  of  the  street  in  the  varying  needs  and  demands  of 
commeroe,  and  the  relations  of  man  to  man  socially  and  other- 
wise. If  this  were  not  true,  the  way  originally  dedicated  for  a 
suburban  highway,  but  by  the  growth  of  population  becoming 
a  cily  street,  or  the  dedication  of  a  village  or  town  street  after- 
wards becoming  the  principal  thoroughfare  of  a  great  city, 
would  be  limited  to  the  uses  in  vogue  at  the  time  and  suited 
to  the  country  road  or  the  village  or  town  street;  and  the 
growth  of  population^  the  advancement  of  commerce,  and  the 
increase  of  inventions  for  the  aid  of  mankind  would  be  re- 
quired to  adjust  themselves  to  the  conditions  existing  at  the 
time  of  the  dedication,  and  with  reference  to  the  uses  then 
actually  contemplated.  That  a  dedication  or  condemnation  is 
deemed  to  comprehend  uses  not  actually  in  the  minds  of  the 
parties  at  the  time  is  seen  from  the  almost  unvarying  rule  that 
the  electric  street  railway  systems  are  not  a  new  use  and  an  addi- 
tional servitude,  but  are  a  new  method  of  enjoying  an  old  and 
ever  existing  use.  Eichels  v.  Railway  Co.y  78  Ind.  261 ;  Chicago 
<f  C,  T.  Ey.  Co.  V.  Whitinq  H.  &  E.  C.  St  Ry.  Co.,  139  Ind. 
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297,  38  N".  E.  604;  LocJchaH  v.  Railway  Co.,  3  Am.  ElectL  Oaa. 
314  (Pa.  Sup.),  21  AtL  26 ;  Railway  Co.  t?.  MUls,  3  Am-  ElectL 
Cas.  333  (Mich.),  48  K  W.  1007.  They  carry  the  people  by 
tneanB  of  a  propulsive  force,  which  is  a  aubetitute  for  the  horse 
or  mule  which  formerly  drew  the  cars.  The  horse  car  was  ac- 
cepted as  a  conveyance  added  to  the  Humerus  kinds  of  vehicles 
in  use,  and  varying  in  the  use  of  stationary  tracks  or  railways. 
Poles  and  wires  for  electric  lighting  have  been  admitted  as  a 
proper  use,  on  the  ground  that  the  streets  are  lighted,  and  their 
general  uses  thereby  made  safer  and  more  expeditious.  Inci- 
dentally, the  same  use  has  been  employed  for  supplying  light  to 
public,  business,  and  private  housea.  Sewers  have  been  admit- 
ted as  not  constituting  an  additional  servitude,  because  they 
afforded  a  means  of  drainage  for  the  streets,  although  one  use 
was  in  carrying  the  waste  from  buildings  of  the  citizens.  Gas 
mains  and  poles  were  admitted  in  like  manner  as  electric  light- 
ing systems  and  f  oir  like  uses.  In  none  of  these  cases  has  the 
inquiry  been  as  to  whether  the  fee  owner  contemplated  sudi 
usesj,  or  whether  they  were  in  vogue  at  the  time  of  the  dedica- 
tion^ They  were  always  deemed  to  constitute  a  beneficial  use 
of  the  streets,  as  in  some  degree  aiding  in  the  means  or  oppor- 
tunities for  conducting  the  affairs  of  the  inhabitants,  and  in 
facilitating  the  communication]  indispensable  to  such  affairs 
Some  of  the  authorities,  reaching  the  same  conclusion,  treat  the 
uses  of  a  street,  arising  from  a  dedication  or  condemnation,  as 
expansive,  not  confined  to  uses  already  permitted,  but  as  civili- 
zation advances,  admitting  new  uses.  Ang.  &  A.  Corp.  sec 
312 ;  Julia  Bldg.  Ass'n  v.  Bell  Tel.  Co.,  1  Am.  ElectL  Cas.  801, 
88  Mo.  258 ;  Cater  v.  Telephone  Co.,  5  Am.  Elecd.  Cas.  Ill,  60 
MJTiTiL  639,  63  N,  W.  Ill;  Railway  Co.  v.  Mills,  supra.  In 
Cater  v»  Telephone  Co.,  supra,  it  is  said :  "The  question,  then, 
is,  what  is  the  nature  and  extent  of  the  public  easement  in  a 
highway  i  If  there  is  any  one  fact  established  in  the  history  of 
society  and  of  the  law  itself,  it  is  that  the  mode  of  exercising 
this  easement  is  expansive,  developing  and  growing  as  civiliza- 
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tian  advances.  In  the  most  primitive  state  of  society  the  oon- 
oeption  of  a  highway  was  merely  a  footpath ;  in  a  slightly  more 
advanced  state  it  included  the  idea  of  a  way  for  pack  animals, — 
oonatituting,  respectively,  the  *iter,'  the  ^actus,'  and  ^via'  of  the 
Bomans.  And  thus  the  methods  of  using  public  highways  ex- 
panded with  the  growth  of  civilization,  untU  to-day  our  urban 
highways  are  devoted  to  a  variety  of  uses  not  known  in  former 
times,  and  never  dreamed  of  by  the  owners  of  the  soil  when  the 
public  easement  was  acquired.  Hence  it  has  become  settled  law 
that  the  easement  is  not  limited  to  the  particular  methods  of  use 
in  vogue  when  the  easement  was  acquired,  but  includes  all  new 
and  improved  methods^  the  utility  and  general  convenience  of 
which  may  afterwards  be  discovered  and  developed  in  aid  of  the 
general  purpose  for  which  highways  are  designed*  And  it  is 
not  material  that  these  new  and  improved  methods  of  use  were 
not  contemplated  by  the  owners  of  the  land  when  the  easement 
was  acquired,  and  are  more  onerous  to  him  than  those  then  in 
use.''  Judge  £lliott^  in  his  work  on  Beads  and  Streets  (page 
529),  quotes  approvingly  from  Cooley's  Constitutional  limita- 
tions (page  556),  as  follows:  ^^When  land  is  taken  or  dedi- 
cated for  a  town  street,  it  is  unquestionably  appropriated  for  all 
ordinaiy  purposes  of  a  town  street;  not  merely  the  purposes  to 
which  such  streets  were  formerly  applied,  but  those  demanded 
hy  new  improvements  and  new  wants.  Among  these  purposes 
is  the  use  for  carriages  which  run  on  a  grooved  track ;  and  the 
preparation  of  the  streets  in  laige  cities  for  their  use  is  not 
only  a  frequent  necessity,  which  must  be  supposed  to  have  been 
contemplated,  but  it  is  almost  as  much  a  matter  of  course  as 
the  grading  and  paving."  Upon  this  branch  of  our  inquiries,  we 
must  conclude,  therefore,  upon  both  reason  and  authority,  that 
the  uses  of  streets  prevailing  at  the  time  of  the  taking  or  dedica- 
tion of  a  street  are  not  the  limits  of  the  uses  to  which  the  public 
is  entitled,  and  whidi  the  soil  owner  is  deemed  to  have  contem- 
plated, but  that  such  uses  are  to  be  enlarged  to  include  all  of  the 
additional  and  improved  methods  of  attaining  the  same  objects 
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and  enjoying  the  same  privil^eB^  not,  howevet,  to  the  denial  or 
sabfttantial  impairment  of  the  fee  owner'a  use  and  enjoyment  of 
his  abutting  property. 

Is  the  telephone,  with  its  neoeesary  poles  and  wires,  to  be 
regarded  as  a  new  nse  so  disoonineoted  from  the  purposes  and 
objects  in  actual  and  legal  oontemplation  when  our  oLty  streets 
were  dedicated  or  condemned  as  to  constitute  an  additional  ser- 
vitude f  The  telegraph  equipment,  in  its  occupancy  of  the  high- 
way or  street  and  its  uses,  is  the  nearest  parallel  we  have  to  that 
of  the  telephone  system*  They  are  both  inventions  for  com- 
munication of  eleotricity.  The  equipment  occupying  the  streets 
is  the  same.  Some  authorities  have  attempted  to  disttnguiah  be- 
tween the  uses  contemplated  of  city  streets  and  of  suburban 
highways.  This  distinction  was  recognized  by  Ihis  court  in 
Kincaid  v.  Oas  Co.,  124  Ind.  579,  24  N.  E.  1067,  where  Ihie 
language  was  employed  '^There  is  an  essential  distinction  be- 
tween urban  and  suburban  highways,  and  the  rights  of  the 
abutters  are  much  more  limited  in  the  case  of  urban  streets  than 
they  are  in  the  case  of  suburban  ways.  We  note  the  distinction 
between  the  classes  of  public  ways,  and  declare  that  the  servi- 
tude in  the  one  class  is  much  broader  than  it  is  in  the  other." 
In  Elliott,  Roads  &  S.,  p.  299,  it  is  said:  ^^There  is  an  essential 
difference  between  urban  and  suburgan  servitudes.  The  owner 
of  the  dominant  estate  in  an  urban  servitude  has  very  much 
more  authority  and  much  greater  rights  than  the  owner  of  the 
dominant  estate  in  a  suburgan  servituda  The  easement  of  the 
one  is  very  much  more  comprehensive  than  of  the  other.  It 
16  doubtful  whether  of  all  of  the  servitudes,  there  is  one  so 
broad  and  comprehensive  as  that  of  a  city  in  its  streets.'* 
A^ain,  the  same  author  says,  on  page  307 :  ^^The  easement  in  a 
city  IS  so  broad  and  exclusive  as  to  leave  very  little,  if  any,  pri- 
vate right  of  use  in  the  owner  of  the  servient  estate.*' 

If  this  doctrine  is  accepted, — ^and  we  think  it  must  be, — the 
cases  which  hold  that  telegraph  and  telephone  lines  upon  coun- 
try highways  are  an  additional  servitude  cannot  be  given  much 
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weight  in  determining  the  question  before  mb.    However,  those 
cases  which  hold  that  these  uses  of  the  suburban  ways  are  not 
an  additional  servitude,  if  the  reasoning  is  tenable,  apply  to 
cases  of  city  streets  with  greater  force  than  to  those  of  countiy 
ways.    Cater  v.  Telephone  Co.,  9upra,  is  such  a  case.    In  addi- 
tion  to  the  pertinent  quotation  already  made  from  that  case, 
we  quote  the  following:  **We  are  not  unmindful  that  private 
pcoperty  cannot  be  taken  for  a  public  use  without  compensa- 
tion^ however  important  that  public  use  i&     We  are  not  for- 
getful of  the  fact  that  care  should  be  taken  that,  in  the  popular 
caal  for  modem  public  improvements,  the  burden  of  furnish- 
ing ^ese  improvements  should  not  be  shifted  from  the  public, 
and  imposed  upon  any  particular  class  of  individuals.     But 
viefwing,  as  we  do,  highways  as  being  designed  as  public  ave- 
nues of  travel,  traffic,  and  communication,  the  use  of  which  is 
not  necessarily  limited  to  travel  and  the  traneportation  of 
property  in  moving  vehicles,  but  extends  as  well  to  communica- 
tion by  the  transmission  of  intelligence,  it  seems  to  us  that  such 
a  use  of  a  highway  is  within  the  general  purpose  for  whicJi 
highways  are  designed,  and,  within  the  limitations  which  we 
have  suggested,  does  not  impose  an  additional  servitude  upon 
Ae  land ;  in  short,  that  it  is  merely  a  newly  discovered  method 
of  using  the  old  public  easement."    Another  case  of  the  same 
oharacter  is  that  of  People  v.  Eaton,  5  Am.  Electl.  Gas.  87 
(Mich.),  29  N.  W.   145.     It  was  there  said:   "When  these 
lands  were  taken  or  granted  for  public  highways,  they  were 
not  taken  or  granted  for  such  use  only  as  might  then  be  ex- 
pected to  be  made  of  them,  by  the  common  methods  of  travel 
then  known,  or  for  the  transmission  of  intelligence  by  the  only 
method  then  in  use,  but  for  such  methods  as  the  improvement 
of  the  country  or  the  discoveries  of  future  times  might  demand. 
•    •    •    •    It  would  be  a  great  calamity  to  the  State  if,  in  the 
development  of  the  means  of  rapid  travel  and  the  transmission 
of  intelligence  by  telegraph  or  telephone  communication^  par- 
ties engaged  in  such  enterprises  were  compelled  to  take  oonr 
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demnation  proceediiigB  before  a  single  track  ocmld  be  laid  or  a 
pole  set"  The  latter  proposition  can  be  better  appreciated  by 
the  supposition  that  in  the  city  of  Indianapolis  a  telephone  com- 
pany should  be  required  to  make  legal  oondemnations  as  to  the 
20,000  or  more  properties  fronting  upon  the  streets  of  that  city. 
The  cases  of  Pierce  v.  Drew,  1  Am.  Electl.  Cas.  571,  136 
Mass.  76;  Telephone  Co.  v.  Keesey,  6  Am.  ElectL  Cas.  107, 
6  Pa.  Dist  R.  366,  and  Julia  Bldg.  Ass'n  v.  Bell  Tel  Co., 
Supra,  are  directly  in  point  in  holding  that  the  erection  of  tele- 
phone systems  upon  city  streets  is  not  an  additional  servitude 
for  which  the  adjacent  fee  owuer  is  entitled  to  damages,  bat 
that  such  use,  being  an  improved  method  of  transmitting  in- 
telligence, and  a  substitute  for  the  messenger  upon  foot,  on 
horseback,  or  by  vehicle,  is  within  the  oontemplated  uses  at  the 
time  of  the  dedication.  In  the  last  case  cited,  it  was  said: 
''These  streets  are  required  by  the  public  to  promote  trade  and 
facilitate  communications  in  the  daily  trauBaotions  of  business 
between  the  citizens  of  one  part  of  the  city  and  those  of  an- 
other, as  well  as  to  accommodate  the  public  at  large  in  these  re- 
spects. If  a  citizen  living  or  doing  business  at  one  end  of 
Sixth  street  wishes  to  communicate  with  a  citizen  Uving  and 
doing  business  on  the  other  end,  or  at  any  intermediate  point, 
he  is  entitled  to  use  the  street^  either  on  foot,  on  horseback,  or 
in  a  carriage  or  other  vehicle  in  bearing  his  message.  The  de- 
fendants in  this  case  propose  to  use  the  street  by  making  the 
telephone  poles  and  wires  the  messenger  to  bear  such  communi- 
cation instantaneously,  and  with  more  dispatch  than  in  any 
of  the  above  methods  or  any  other  known  method  of  bearing 
oral  communications.  Not  only  v^rould  such  communications 
be  borne  with  more  dispatch,  but,  to  the  extent  of  the  number 
of  communications  daily  transmitted  by  it>  the  street  would 
be  relieved  of  that  number  of  footmen,  horsemen,  and  car- 
riages. If  a  thousand  messages  were  daily  transmitted  by 
means  of  telephone  poles,  wires^  and  other  appliances  used  in 
telephoning,  the  street  through  these  means  would  serve  the 
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same  parpoee  whicih  would  otherwise  require  its  iise  either  by 
a  thousand  footmen,  horsemen,  or  carriages  to  effectuate  the 
same  purpose.  In  this  view  of  it,  the  erection  of  telephone 
poles  and  wires  for  transmission  of  oral  messages,  so  far  from 
imposing  a  new  and  additional  servitude,  would,  to  the  extent 
of  eadi  message  transmitted,  relieve  the  street  of  a  servitude 
or  use  by  footman,  horseman^  or  carriage."  In  the  case  of 
Pierce  i?.  Drew,  eupra,  a  like  reasoning  is  adopted.  It  is  there 
said:  '^The  discovery  of  the  telegraph  developed  a  new  and  val- 
uable mode  of  communicating  intelligence.  Its  use  is  certainly 
similar  to,  if  not  identical  with,  that  public  use  of  transmitting 
information  for  which  the  hi^waj  was  originally  taken,  even  if 
the  means  adopted  are  quite  different  from  the  post  boy  or  the 
mail  coach.  It  is  a  newly-discovered  method  of  exercising  the  old 
public  easement,  and  all  appropriate  methods  must  have  been 
deemed  to  have  been  paid  for  when  the  road  was  laid  out''  In 
Hershfield  v.  Telephone  Co.  (Mont),  29  Paa  883^  it  was  held 
that  the  telephone  equipnuent  was  not  a  new  and  additional  bur- 
den upon  the  fee  in  a  ^tj  street;  quoting  with  approval  from 
JtiLia  Bldg.  Aas'n  v  Bell  Tel.  Co,,  supra.  It  is  true  that  it  was 
further  held  that  the  fee  in  the  street  was  not  in  the  abutting 
owner,  but  the  proposition  is  distinctly  adopted  that  it  is  ger- 
mane to  the  proper  use  of  streets  to  allow  the  setting  of  poles 
and  wires  for  the  telephone.  In  McCormich  v.  District  of 
Columbia,  4  Mackey,  896,  the  right  of  the  telephone  system  to 
occupy  the  streets  as  a  proper  street  use  was  held.  The  same 
ri^t  was  recognized  in  Irwin  v.  Telephone  Co.,  1  Aul  ElectL 
Caa  709,  87  La.  Ana.  62 ;  but  it  was  placed  upon  the  rule  that 
ibe  abutting  owner  could  not  complain,  since  the  fee  in  the 
streets  was  in  the  public  We  observe  no  means  of  distinguish- 
ing against  the  tdej^one  equipment,  on  the  groimd  that  its 
poles  are  not  in  motion  as  are  ordinary  instruments  of  travel, 
since  the  permanent  occupancy  by  the  trolley  poles,  the  gas  and 
water  pipes,  etc,  is  maintained.  See  People  v.  Eaton,  6  Am. 
ElectL  Caa  87  (Mich.),  69  N.  W.  145  j  Telephone  Co.  v.  Keesey, 
ewpra. 
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If  the  existence  of  private  benefit  to  the  fee  o^mer  were  the 
turning  poinit  between  the  admission  of  those  things  not  instm- 
ments  of  travel  or  movement^  as  the  fire  oistem,  the  illuminat- 
ing and  heating  gases,  the  water  pipes,  sewers^  etc.,  and.  the 
telephone,  it  would  be  exceedinglj  difficult  to  establish  the  ab- 
sence of  private  benefit  to  the  property  owner  and  business  man 
in  the  employment;  of  the  telephona  Opposed  to  the  view  of 
the  question  as  we  have  presented  it  are  cited  several  authori- 
ties. Stowera  v*  Telegraph-Cable  Co.,  68  Miss.  559,  9  South. 
856,  involved  the  right  to  place  telegrai^  poles  upon  the  side- 
walk in  the  city  of  Vicksburg.  The  controlling  portion  of  the 
opinion  is  as  follows:  ^^There  is  some  conflict  in  the  authorities, 
but  the  decided  weight  is  to  the  effect  that  telegraph  companies 
form  no  part  of  the  equipment  of  a  public  street,  but  are  for- 
eign to  its  use,  and  that,  where  the  abutting  owner  is  the  owner 
of  the  fee  to  the  center  of  the  street,  he  is  entitled  to  additional 
compensation  for  the  additional  burden  placed  upon  his  land* 
Lewis,  Em.  Dohl  §  131,  citing  Telegraph  Co.  v.  Barnett,  1  Am. 
Bleed.  Cas.  565,  107  IlL  507;  Dusenbtay  v.  Telegraph  Co., 
1  Am.  Electi.  Cas.  448,  11  Abb.  N.  O.  440;  Metropolitan  Tele- 
phone £  Telegraph  Co.  v.  Colwell  Lead  Co.,  1  Am.  Electi.  Cas. 
662,  50  N.  Y.  Super.  Ct.  488;  Broome  v.  Telegraph  Co.y  2 
Am.  Electi.  Cas.  259,  42  N.  J,  Eq.  141,  7  AtL  851;  contra, 
Heweti  v.  Telegraph  Co.,  2  Am.  ElectL  Cas.  222,  4  Mackey, 
424;  Pierce  v.  Drew,  1  Am.  ElectL  Cas.  571,  136  Mass..  75; 
Julia  Bldg.  Ass'n  v.  Bell  Tel.  Co.,  1  Am.  Electi.  Ca&  801,  88 
Mo.  258."  All  of  the  cases  cited  by  the  court  as  in  conflict 
with  its  opinion  have  been  cited  by  u&  Those  cited  in  support 
of  the  opinion  are  by  reference  to  Lewis  on  Eminent  Domain, 
where  the  text  is  supported  by  the  four  cases  first  named  by  the 
court..  Of  those  oases,  Telegraph  Co.  v.  Barnett,  supra,  iur 
volved  the  location  of  a  telegraph  pole  in  a  rural  highway,  as 
did  also  Dusenbury  v*  Telegraph  Co.,  gupra.  In  Broome  v. 
Telegraph  Co.,  supra,  the  statute  authorizing  the  establishment 
of  the  system  required  that  the  consent  in  writing  of  the  prop- 
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erty  owner,  should  be  procured  for  the  purpose,  and  without 
0Qcfa  oonsent  the  right  was  denied.  The  one  case  cited  in  the 
SlowQiB  Case  giving  it  any  support  was  Metropolitan  Tele- 
phone 46  Telegraph  Co.  v.  ColweU  Lead  Co.,  supra.  That  case 
broadly  asserts  that  the  telegraph  service  is  not  a  street  use. 
That  conclusion  is  at  variance  with  our  conclusion. 

Among  the  other  cases  cited  by  counsel  for  the  appellant  are 
Eels  V.  Telegraph  Co.,  6  Am.  EleotL  Gas.  92  (N.  Y.  Appw),  88 
N.  K  202 ;  Telegraph  Co.  v.  WUliams,  8  Am.  ElectL  Gas.  184, 
86  Va.  696,  11  S.  K  106;  Cable  Co.  v.  Irvine,  4  Am-  ElectL 
Gas.  196,  49  Fed.  113, — ^in  each  of  which  the  question  was  as 
to  the  erection  of  telegraph  poles  upon  a  rural  highway;  and, 
if  the  distinction  heretofore  maintained  is  correct,  they  are 
not  authorities  in  this  case.  In  Willis  v.  Telegraph  Co.,  87 
Minn.  847,  84  N.  W.  887,  the  judgment  of  the  trial  court, 
holding  the  telephone  pole  upon  the  oitj  street  an  additional 
servitude^  was  affirmed  upon  a  division  of  the  court,  and  for 
the  lack  of  a  majority  for  eilher  side  of  the  question.  It  is 
tiierefore  of  little  force  as  an  authority.  The  only  other  de- 
cision, thou^t  to  be  analogous,  to  which  we  have  been  cited, 
or  which  our  extended  researches  have  discovered,  Ib  that  of 
Telephone  Co.  v.  Mackenzie,  8  Am.  ElectL  Oas.  196,  74  Md. 
86,  21  AtL  690.  In  that  case  the  complaint  was  held  sufficient 
upon  the  general  allegation  that  the  pole  planted  in  the  foot- 
way in  front  of  the  plaintiff's  warehouse  "obstructs  and  pre- 
vents the  comfortable  and  reasonable  and  beneficial  enjoymenx 
and  use  of  said  premises"  without  permission  and  without  pay- 
ment of  compensation.  It  was  held  to  present  a  cause  of  action 
for  a  direct  interference  with  the  use  of  the  warehouse,  and 
the  question  of  the  use  of  a  street  or  a  highway  as  an  additional 
servitude  was  expressly  held  not  to  be  involved.  It  was  held, 
also,  that  the  legislature  had  not  and  could  not  authorize  the 
substantial  impairment  of  such  beneficial  enjoyment  of  one's 
property.  We  do  not  therefore  regard  that  case  as  in  point. 
Nor  do  we  r^fard  the  New  York  Elevated  Steam  Bailwuy 


252  AMERICAN  ELECTKICAL  CASES.       [vol.  7 

Magee  ▼.  OyerBhiner. 


Cases  as  in  point  These  cases  correctly  held,  as  we  thinJc,  that 
the  use  of  the  street  for  such  railway  was  an  obstruction  of  the 
easements  of  access,  light,  and  air,  if  not  an  unanticipated 
street  use. 

Text  writers  justly  renowned  have  grouped  many  of  the 
cases  cited  by  us,  and  have  variously  expressed  the  opinion 
that    the    weight    of    authority    forbids    the    use    of    an 
urban   way  for  telephone  equipment.     We  have  found,  how- 
ever,   no    analysis    of    the    cases^     and     no     attempt     by 
such   writers   to   classify   the   cases  applying   to   urban    and 
suburban    ways,    and    no    effort    has    been    made    by    them 
to  oonsider  the  reasons  supporting  the  oases  which  uphold 
the  use  as  within  the  scope  of  proper  street  uses.    As  we 
have    seen,    there    are    but    two    decisions    of    authoritative 
force  supporting  the  contention  of  the  appellant     Those  de- 
cisions involved  the  use  of  the  telegraph  equipment, — a  use, 
as  we  have  said,  more  nearly  like  that  of  the  telephone  than 
any  other.     The  telegraph,  however,  has  never  been  employed 
as  a  means  of  intraurban  communication.     It  requires  skilled 
persons  to  receive  the  messages,  and  then  they  are  to  be  carried 
to  the  persons  for  whom  they  are  intended  by  just  such  means 
and  uses  of  the  streets  as  would  other  written  communications. 
The  telephone  is  particularly  useful  in  communications  be- 
tween the  people  within  a  city,  and  it  can  be  used  for  that 
purpose  directly,  and  by  persons  without  special  skilL     It  is 
more  clearly  a  substitute  for  the  old  methods  of  the  communi- 
cation of  messages  between  persons  within  the  city  than  the 
telegraph. 

We  conclude  that  the  reasonable  use  of  the  streets  of  a  cily 
for  the  equipment  of  a  telephone  system  lb  not  a  new  and  addi- 
tional servitude,  for  which  the  abutting  property  owner  is 
entitled  to  compensation.  Nor  do  we  agree  that  the  ordinary 
pole  and  wires  are  a  special  injury  to  the  enjoyment  of  the 
abutting  property.  Nor  do  we  agree  with  the  appellant  that  a 
telephone  system  may  not  be  owned  and  conducted  by  an  indi- 
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vidnal  because  of  the  grant,  by  the  l^slature,  of  such  rights 
to  oorporatious.  An  individual  may  conduct  any  proper  buBi- 
neas  without  legifilative  assent,  unless  there  has  been  some  leg- 
islative restrictions  upon  such  rights  If,  in  the  present  case, 
the  appellant  had  been  entitled  to  restrain  the  use  because  an 
additional  servitude,  the  appellee  could  not  have  taken  the  use 
without  an  agreement  with  the  appellant  or  some  legislative 
power  to  condemn^  That  question  is  put  at  rest  by  the  holding 
that  there  is  no  additional  servitude  in  the  erection  of  the  pole. 
The  judgment  of  the  lower  court  is  affirmed. 

Note. — See  Mr.  Eeasbey's  note  to  Nicoll  v,  N.  T.  d  N.  /.  Teleph,  Oo^ 

P08t» 


Maxjxiob  J.  Haixeban^  Appellant,  v.  The  Bell  TBLEPHOinD 

OoMPAi!rr  OF  Buffalo^  Bespondent. 

New  York  Supreme  Oeurt,  Appellate  Division,  Fourth  Depi^  ^uhf*  ^^1* 

(04  App.  Div.  41.) 

TEUSFHOm  LDfE  HOT  ADDITIOITAL  SEJftVlTUUB* 

An  alnitting  owner,  owning  no  part  of  the  fee  in  a  street,  cannot  compel  the 
removal  of  telephone  poles  from  the  highway,  if  they  cause  no  substantial 
damage  to  any  easement  of  light,  air  or  access  which  he  has  in  the 
highway. 

Cases  of  this  series  cited  in  opinion:  Eele  v,  Amerioan  Teleph.  d  Tel,  Co., 
Tol.  6,  p.  92;  Dusenbury  f>.  Mutual  Teh  Oo,,  vol.  1,  p.  44S. 

Appeal  from  Judgment  of  Supreme  Conrt^  Genesee  County^ 
apon  decision  of  court  at  Special  Term. 

Arthur  E.  Clark,  for  the  appellant. 
John  0.  Milbum,  for  the  respondeniL 

RxncsET^  J.:  This  action  was  originally  he^n  by  Maurice 
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Halleran,  the  plaiiiitiff's  ancestor^  who  was  the  owner  of  certain 
lands  situate  on  a  public  highway  in  the  county  of  Genessee,  to 
compel  the  removal  of  certain  telephone  poles  erected  by  the 
defendant  in  front  of  his  lands.  It  is  conceded  that  the  plain- 
tiff has  no  record  tide  to  the  land  to  the  center  of  the  highway, 
but  that  the  property  to  which  he  has  title  extends  only  to  the 
side  of  the  road.  The  highway  is  100  feet  wide  and  was  laid 
out  many  years  ago.  TTie  title  to  it  so  far  as  appears  is  in  the 
Holland  Land  Company,  which  conveyed  by  deed  to  the  de- 
fendant the  right  to  erect  its  poles  along  the  highway.  It  ia 
found  by  the  learned  court  below  that  the  poles  erected  in  front 
of  the  plaintiff's  land  have  not  cauKed  any  substantial  damage 
to  any  easement  of  light,  air  and  access  which  the  owner  of  the 
land  has  in  the  highway.  The  learned  court  below  dismissed 
the  complaint.  From  the  judgment  entered  upon  his  decision 
this  appeal  is  taken. 

We  have  examined  this  case  with  considerable  care,  not  be- 
cause in  our  judgment  there  is  any  difficulty  in  deciding  the 
questions  presented,  but  because  we  were  advised  by  the  coun- 
sel for  the  appellant  that  many  other  cases  involving  the  same 
questions  are  pending  in  the  courts,  and  we  desire  to  settle,  so 
far  as  this  court  may  do  so,  the  rules  which  are  applicable  to 
these  cases. 

The  plaintiff,  although  admitting  that  he  has  no  record  title 
to  the  highway  in  front  of  his  premises,  insists  that  he  has 
acquired  title  thereto  by  adverse  possession.  It  appears  that 
the  plaintiff  and  his  pTedecessors  in  title  have  from  time  to 
time  as  required  by  statute^  cut  down  the  weeds  growing  in  the 
highway  in  front  of  his  premises;  that  once  in  seven  or  eight 
years  he  has  cultivated  the  land  extending  from  the  sides  of 
the  road  out  to  the  beaten  track;  sowed  crops  and  seeded  it, 
and  has  taken  off  the  crops  from  time  to  time  and  cut  the  grass 
there  growing.  He  has  not  in  any  way  inclosed  it,  nor  has  his 
occupation  of  it  been  exclusive  or  interfered  with  the  rights  of 
passage  of  any  one  desirous  of  traveling  upon  the  hifrhwftv 
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clear  up  to  his  fence.  Withxyat^  therefore,  cooisidering  whether 
under  any  oircumstanceB  one  can  obtain  an  adveree  title  to  a 
highway  in  front  of  his  land,  we  think  no  adverse  title  has 
been  acquired  in  this  case,  because  as  the  plaintiff  admits  that 
there  was  no  written  instrument  conveying  title  he  could  not 
have  obtained  title  by  adverse  possession  unless  he  had  indog^d 
the  land  or  customarily  cultivated  it  (Code  Civ.  Proc.  sees. 
371,  372),  and  such  cultivation  must  be  notorious,  hostile  and 
exclusive,  and  unless  the  adverse  possession  has  those  qualities 
it  is  never  effectual  as  the  foundation  of  a  claim  of  adverse 
title. 

The  case  must,  therefore,  be  disposed  of  in  view  of  the  fact 
that  the  plaintiff  has  no  titie  whatever  to  the  highway,  and  he 
has  no  other  or  different  right  to  it  than  has  any  one  of  the 
public,  except  so  far  as  being  an  abutting  owner  it  is  necessary 
for  him  to  use  the  highway  as  a  means  of  access  to  his  premises. 
An  encroachment  which  does  not  interfere  with  the  right  of 
passage  over  a  highway  gives  no  right  to  a  citizen,  who  is  not 
to  some  extent  inconvenienced  by  it,  to  interfere  with  it  It 
certainly  gives  him  no  right  to  require  its  removaL  If  it  con- 
stitutes a  nuisance  and  interferes  with  the  general  right  of  the 
public,  the  public  alone  can  compel  its  removal ;  but  no  private 
individual  can  interfere  with  it>  except  so  far  as  it  constitutes 
to  him  a  private  nuisance. 

The  finding  is  that  the  telei^one  poles  do  not  interfere  in 
any  degree  with  any  right  which  the  plaintiff  has  as  an  abut- 
ting owner.  When  that  fact  was  made  to  appear,  we  are  ut- 
terly unable  to  conceive  of  any  reason  why  the  plaintiff  should 
be  entitled  to  maintain  this  action. 

If  the  plaintiff  were  the  owner  of  the  land  to  the  center  of 
the  highway,  he  would  have  his  right  of  action  either  for  dam- 
ages caused  by  the  erection  of  the  poles  and  the  cutting  of  his 
trees,  or  perhaps  would  be  entitled  to  an  injunction  to  compel 
the  removal  of  the  poles.  Eels  v.  American  Telephone  £  Tele- 
graph Co.,  6  AuL  Elecd.  Caa  92,  143  K  Y.  133 :  Dvsenbury 
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V.  Mutual  Telegraph  Co.,  1  Am.  EleetiL  Caa.  448^  11  Abh.  N. 
O.  440. 

It  is  unnecessary  to  say  whether,  in  view  of  the  small 
amount  of  damage  suffered  by  the  plaintiff,  he  oould  main- 
tain an  action  to  compel  the  removal  of  the  poles,  or  whether 
he  would  be  remitted  to  his  action  at  law  for  damages  or  eject- 
ment, but  if  he  were  the  owner  of  the  highway  he  would  have 
some  right  of  action,  as  is  established  by  the  cases  just  cited. 

But  in  the  present  case,  except  so  far  as  the  erection  of  the 
poles  has  interfered  with  the  plaintiff's  right  of  access  to  his 
own  land,  he  has  not  suffered  any  damage  and  he  cannot  main- 
tain an  action  to  compel  the  removal  of  the  poles.  For  these 
rtasons  the  judgment  must  be  affirmed,  with,  costs. 

All  concurred. 

Judgmeut  affirmed  with  costs. 


Nan.— Sm  Mr.  KtubQj's  note  to  Nieott  v.  Jt.  7.  d  V.  J.  TeUph.  Oo^ 
po%t. 


OSOAB  WtAHX  ▼•  GeNTSAL  TslSPHONB  OoiCPANT. 
MiMgan  Buprmne  Court,  Fehrvary  20,  1900. 

(123  Mich.  51.) 
TnxPHOHB  ura  vo  addixioval  hjebvituob.— Injubbs  to 


Tile  erectioii  of  a  telepboao  line  along  a  highway  does  not  create  an  addi- 
tional flervitude  upon  abutting  lands. 

A  telephone  company  which  has  been  given  the  right  to  erect  poles  and 
wires  has  the  right  to  remove  branches  of  trees  and  other  obstructions 
provided  such  removal  be  necessary  and  be  accomplished  in  a  proper 
manner. 

Cases  of  this  series  cited  in  opinion:  Detroit  City  Ry,  Co,  «.  MiUa^  voL 
3,  p.  333;  Dean  f>.  Ry.  Co,,  vol.  4,  p.  172;  Tiasot  v,  Ot,  8o,  Tel.  d  TelepK 
Co.,  vol.  2,  p.  286;  Memphis  Bell  Teleph.  Co.  v.  Hunt,  vol.  2,  p.  2S2; 
Magee  «.  OoersKtner,  vol.  7,  p.  241. 


NEW  YORK,  1901.  257 

Wyant  v.  Telephone  Go. 

Appeal  by  defendant  from  a  judgment  of  the  Circuit  Court  of 
Berrien  county  in  favor  of  plaintiff. 

Howard,  Boos  &  Howard,  for  appellant 

Charles  E.  White,  for  appellee. 

HooESBy  J. :  The  plaintiff  commenced  this  action  before  a 
justice  of  the  peace  by  summonfiy  requiring  it  to  answer  a  plea  of 
trespass  on  the  case.  The  declaration  was  trespass  for  breaking 
and  entering  plaintiff's  close,  and  cutting  and  trimming  trees 
growing  in  the  close  and  in  the  highway  adjacent  thereto.  The 
case  was  tried  at  Circuit,  on  appeal,  before  the  court,  who  filed 
written  findings  of  fact  and  law.  The  record  does  not  show 
whether  or  not  a  plea  was  filed.  The  finding  shows  that  the  de- 
fendant's  servants,  when  constructing  its  telephone  line  along 
the  highway,  trimmed  out  some  branches  of  trees  (some  standing 
within  the  highway,  and  some  in  plaintiff's  close),  so  that  the 
wires  might  not  come  in  contact  with  the  branches,  thereby  be- 
coming broken  or  grounded;  that  it  was  done  in  a  reasonable 
manner,  and  that  no  more  cutting  or  trimming  was  done  than 
was  necessary ;  and  that^  to  do  this,  its  servants  took  down  the 
road  fence,  and,  with  a  team  and  heavily  loaded  wagon^  drove 
upon  plaintiff's  growing  wheat  "inside  [probably  meaning  "out- 
side"] the  highway,"  and  at  the  same  time  cut  off  certain  limbs 
from  all  of  said  trees.  The  court  found,  as  a  conclusion  of  law, 
that,  while  the  defendant  might  place  poles  in  the  highway  with- 
out proceedings  for  condemnation^  it  had  no  right  to  cut,  injure, 
or  mutilate  trees,  without  compensation  to  the  owner  for  any 
special  damage  occasioned  thereby.  A  judgment  for  $25  was 
rendered  in  favor  of  the  plaintiff,  and  the  defendant  has  ap- 
pealed. 

It  was  admitted  by  plaintiff's  counsel  that  the  erection  of  a 
telephone  line  along  the  highway  does  not  create  an  additional 
servitude  upon  abutting  lands,  and  we  need  not  cite  authorities 

voT«vn — 17. 
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in  support  of  that  proposition.  The  right  being  given  to  erect 
the  poles  and  wire^  the  company  must  of  necessity  have  the  ri^t 
to  remove  obstructions^  as  the  highway  officers  h^ve  authority  to 
do  when  engaged  in  highway  work  within  their  jurisdiction. 
We  may  take  judicial  notice  that  poles  must  be  set  near  the  sides 
of  the  street  or  road,  and  that  they  are  generally  outside  of  the 
curb  or  ditch  linoy  and  therefore  neceasanly  in  line  with  the 
trees.  Unless  they  are  to  be  bo  high  as  to  clear  all 
of  them^  the  wires  must  go  through  the  trees.  In  dties 
and  villages  this  may  require  the  removal  of  lai^ge  por- 
tions of  the  trees,  if  they  are  to  go  through  th^n,  and 
in  such  case  it  is  possible  that  the  company  should  use  poles  suffi- 
ciently high  to  avoid  or  minimize  the  injury  to  the  trees,  but  that 
question  is  not  before  us  under  the  findings.  The  plaintiff  cites 
several  authorities  in  support  of  his  contention.  Railway  v. 
Mais,  3  Am.  ElectL  Cas.  333,  85  Mich.  654,  48  N.  W.  1007,  is 
referred  to,  whidi,  in  the  opinion  of  Mr.  Justice  Grant,  says 
that:  ''It  may  now  be  considered  the  well-settled  rule  that  the 
streets  of  a  city  may  be  used  for  any  purpose  which  is  a  neces- 
sary public  one,  and  the  abutting  owner  will  not  be  entitled  to  a 
new  compensation,  in  the  absence  of  statute  giving  it  .  •  . 
So  far,  then,  as  these  defendants  are  concerned,  it  is  inmiaterial 
whether  they  or  the  city  own  the  fee  in  the  street.  Their  rights 
are  the  same  in  either  case.  So  long  as  they  are  unobstructed  in 
the  use  and  enjoyment  of  their  property,  having  convenient  in- 
gress and  egress,  and  the  use  of  the  street  is  an  authorized  and 
proper  public  use,  they  have  no  legal  cause  for  complaint.'' 
This  opinion  is  concurred  in  by  Mr.  Justice  Long,  while  Mr. 
Justice  Champlin  said  that:  ''If,  m  any  case,  it  is  sueh  an  in- 
vasion of  private  rights  as  to  cause  damage  to  the  owner  of  the 
fee  of  the  soil  or  abutting  proprietors,  I  think  they  have  a  legal 
remedy  to  recover  such  damage  in  a  suit  at  law.  And  so  with 
regard  to  the  setting  of  poles  to  aid  the  propulsion  of  cars  by 
electricity.  I  do  not  think,  ordinarily,  it  is  such  a  taking  of 
private  property  as  requires  condemnation  and  compensation 
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before  the  poles  can  be  set;  but  I  think,  if  the  owner  suffers 
damage  on  aooount  of  the  erection  of  poles>  he  should  seek  his 
remedy  at  law  for  such  damage."     Dean  v.  Railway,  4  Am. 
ElectL  Cas.  172,  93  Mich.  330,  63  N.  W.  396,  is  cited  as  imply- 
ing that^  if  one  of  the  abutting  owners  has  suffered  any  special 
damages,  he  may  have  an  action  at  law ;  but  this  case  does  no 
more  than  to  decide  that  the  remedy  for  special  injury  to  prop- 
erty is  at  law.     It  affirms  the  holding  of  the  Mills  Case,  supra, 
that  a  new  servitude  is  not  created  by  a  street  railroad,  but  does 
not  undertake  to  decide  that  a  right  of  action  existed.     The  case 
of  HobaH  V.  Railroad  Co.,  27  Wis.  194,  held  that:    "The  con- 
struction and  operation  of  a  horse  railway  in  the  public  streets 
of  a  city,  by  authority  from  the  city  government,  is  not  a  new 
burden  imposed  upon  the  owners  of  the  fee  of  the  land ;  and  they 
are  not  entitled  to  a  compensation  therefor,  except  when  some 
private  right  of  such  an  owner  (as  his  free  access  to  his  own  land 
or  buildings)  has  been  materially  impaired  thereby."     It  also 
held  that :    "The  owner  of  a  store  has  no  such  right  to  use  the 
street  in  front  thereof,  by  having  drays  and  wagons,  with  teams 
attached,  stand  transversely  upo<n  the  street  while  discharging 
goods,  as  will  entitle  him  to  recover  against  a  horse-railway  com- 
pany which  has  so  constructed  its  track  (under  authority  from 
the  city)  as  to  interfere  with  such  use  of  the  street ;  but  he  ma; 
be  compelled,  if  public  convenience  requires  it,  to  discharge  the 
^;oods  from  wagons  or  drays  standing  lengthwise  of  the  street." 
The  case  is  not  in  point.     It  vindicates  the  land-owner's  right 
of  access  to  the  street,  and  at  the  same  time  sustains  the  para- 
mount right  of  the  public  to  a  proper  use  of  the  highway.     It  is 
in  harmony  with  the  MUls  Case,    The  case  of  Tissot  v.  Tele- 
phone  Co.,  2  Am.  Electl.  Cas.  286,  39  La.  Ann,  996,  3  South. 
261,  is  not  at  variance  with  the  other  authorities,  as  it  only  sus- 
tains a  right  of  action  for  invading  plaintiff's  premises,  and  so 
cutting  branches  overhanging  the  street  as  to  leave  an  open  space, 
from  25  to  40  feet  in  circumference,  for  the  purpose  of  the  pass- 
ing of  an  almost,  imperceptible  wire,  and  when  the  poets  and 
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I^ires  oould  have  been^  with  lees  or  no  inconvenienoe^  located 
^Jipwhere.  Telephone  Co.  v.  Huni,  2  Am.  ElectL  Cas.  282 
(f^pim.  Sup.)^  1  S.  W.  159,  only  holds  that  there  is  no  right  to 
epitf^iiprivate  premises  for  the  purpose  of  cutting  branches. 
Jf^^jis  piemen tary.  The  case  of  Magee  v,  Overshiner,  7  Am. 
^e^^i,C^  241,  said  to  be  reported  in  64  Am.  P.  B.  358,  is 
c^i|^^^po^.{^e  question,  but  we  have  been  unable  to  find  the  case. 
]!)i(4^v  of  v.t)i?a^  cases,  unless  it  be  the  last  mentioned,  sustain^ 
p^§)p4^'s|p^i4]|()ipal  contention,  and  we  think  it  is  not  the  law  in 
i)^  ^<Hte.  j>]^^;,^ight  well  be  the  law  in  a  State  where  a  tele- 
I^^9)i€^44^ftn  a^l^iff^l  servitude  in  the  absence  of  condemnatory 

v/ob'  ]P  f^^'A^f(ii^?fii1^\^V^^^  company  had  no  right  to  cut  these 
^ryW4w&  :W^¥il^4^^'^^^^  ^^  landowner  an  opportunity  to 
4^1^  I^^^^pM^If^-.j.^i^SicAam  is  based  on  the  case  of  Clark  v.  Dasso, 
?,^^^>  gg)  in  ;w4i>d;L4tiiFftB  held  that  a  highway  commissioner 
Q0|4djpot«fi»U.;l;??flW  ]9fA^(jt^  l^ghway,  and  intimating  that,  be- 
f9B©olw  /9P^li:i^fl^>^c*r^Ith#'t  were  a  public  obstruction,  he 
PWtf^  gW^.^^  WW  ftft  <ffiWTf Wl^y .  The  case  rested  on  a  stat- 
^tft^j^iCfTOR  lim^fWM^i^W[)i  which  authorized  the  cutting 
sfl^^f^ijWTBJaO^.t^ifleg  f^i^^jpiMn^l^.pfefitructing  or  injuring  a  high- 
>yi«n  byi  w^Ti  f?f-itbQib^¥^A»  <^tnB3^i<?ners.  Plainly,  this  case 
4««  9fftiwine^.i^^bij;Vrtl«>stflAujl(%rbWWW  the  statute  refers  only 
tp{^,<?^fttiqg  ^v^  oif,ifwi9F«J)f^<JtlWfl(Wi^  shrubs,  not  the  trim- 
mip^^qi,);(ff!ef^<jL^^^\^S^^  that  purports  to 

WSNS«'¥')4y^DJWi^«nW]LS3!9ft^  to  exempt 

tb^g?ji^ffflpig(^fiWLa],tjf;pi^^  the  pos- 

f^i  wfifd^a^'<f^.i^^  ^#p^ip,W«h,v?(yj^  o.Mweover,  we  do 
nqk^^sf^^^  tjhpt^i^^st^t4}tV  sti]iJr>iV.lfe^(»^fl»cflpt/in.  a  modified 
f^W,p,  ^ovm  S^?j.ft35.0^^<:  Mlb€[M»hWf^q©mpanyhas 
^^^^MW%^^^^fm^  «^^fr4lWWfW4ioperat- 

V^\}^.^^n^  lflgWlR(fH^^)/Wffin|ift€(^  it 

H)t^.  9WffrMyr;*fl  ^"^-^O^^^Oi^M^u'i^  this 
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may  do  it,  being  answerable  for  any  unnecessary,  improper,  or 
excessive  cutting.  We  are  convinced  tbat  it  is  the  right  of  the 
company  to  cut  branches  in  a  proper  case  and  manner,  and  in 
such  case  there  is  no  liability  to  the  abutting  proprietor,  who  has 
no  right  to  obstruct  the  public  use  of  the  highway.  The  case  is 
reversed,  and,  as  the  findings  show  that  a  trespass  upon  the  dose 
may  have  been  committed,  a  new  trial  is  ordered*  The  other 
justices  concurred., 

Note.— See  Mr.  Kcasbey'e  note  to  Nicoll  v.  N.  7.  d  N.  J.  Teleph.  Co., 
poet. 


WixMOT  Castle,  Appellant,  v.  The  Bell  Telephone  Com- 
pany OF  Buffalo  and  Othees,  Respondents. 

New    York    Supreme    Court,    Appellate    Division,    Fourth    Department, 

March,  1900. 

(49  App.  Diy.  437.) 

Telephons  wibes  in  conduit  no  additional  sebvituds. 

The  placing,  with  municipal  consent,  of  a  conduit  for  telephone  wires 
owned  by  a  private  corporation  beneath  the  surface  of  a  street,  the  fee 
of  which  is  in  the  abutting  owners,  to  take  the  place  of  poles  previously 
erected  and  used  in  the  street,  imposes  no  additional  burden  which  enti- 
tles abutting  owners  to  compensation. 

BiflTerence  in  this  respect  between  urban  and  rural  highways  considered. 

Case^  of  this  series  cited  in  opinion:  Halaey  v.  Rapid  Transit  8t.  Ry,  Co,, 
vol.  3,  p.  283;  Cater  v,  Northtoestem  Teleph.  Ex,  Co,,  vol.  6,  p.  Ill; 
Julia  Building  Association  v.  Bell  Teleph.  Co.,  vol.  1,  p.  801;  Pierce  v. 

»  Drew,  vol.  1,  p.  671;  Magee  v.  Overshiner,  vol.  7,  p.  241;  People  v, 
Satan,  vol.  5,  p.  87;  Hershfield  v.  Rocky  Mountain  Bell  Teleph.  Co., 
▼ol.  4,  p.  73;  Lockhart  v.  Craig  8t.  Ry.  Co.,  vol.  3,  p.  314;  Eels  v.  Am. 
Teleph.  ^  Tel.  Co.,  vol.  5,  p.  92;  Palmer  v.  Larchm^mt  Elec.  Co.,  vol.  6, 

p.  128. 

* 
1 

Appeal  by  plaintiff  from  order  of  Supreme  Court,  Monro© 
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Special  Term,  vacating  an  injunction  restraining  the  completion 
of  a  conduit 

The  plaintiff  ownfi  a  lot  on  the  weBt  side  of  Oxford  street  in 
the  city  of  Rochester,  the  fee  of  which  extends  to  the  center  of 
the  street 

The  Bell  Telephone  Company  of  Buffalo  for  upwards  of 
twenty  years  last  past  has  owned  and  operated  a  telephone  sys- 
tem in  the  same  city,  and  in  the  conduct  of  its  business  has,  until 
quite  recently,  maintained  and  used  poles  with  wires  strung 
thereon  in  the  streets  of  the  city.     Its  system,  as  thus  located, 
was  operated  without  objection  from  any  source  until  1888, 
when  the  common  council  adopted  a  resolution  which  in  express 
terms  granted  to  the  company  the  right  to  erect  and  maintain  its 
poles  and  appliances  in  the  city  streets,  but  the  privilege  thus 
conferred  was  subject  to  certain  conditions,  one  of  which  was 
that  the  company  should  "at  its  own  cost,  place^  and  thereafter 
at  all  times  maintain,  its  wires  and  cables  and  conduits  under- 
ground in  the  principal  streets,  avenues  and  places  of  said  city, 
as  rapidly  as  possible,  and  to  that  end  shall  substitute  in  place  of 
the  present  system  at  least  one-half  mile  of  underground  con- 
duits with  all  its  cables  and  wires  therein,  in  the  present  year 
1888,  and  not  less  than  one-half  mile  in  each  year  thereafter, 
until  at  least  three  miles  of  conduits  are  completed  and  all  its 
wires  placed  therein  in  the  localities,  and  in  the  manner  desig- 
nated by,  and  also  under  the  supervision  of,  the  executive  board 
or  common  council  of  said  city.     And  should  also  grant  "to 
the  city  the  right  to  the  use  of  all  poles  now  or  hereafter  erected 
by  said  company     .     .     .     and  of  any  conduit  hereafter  laid  by 
it  as  aforesaid,  for  the  purpose  of  maintaining  all  wires  and 
cables  belonging  to  or  used  by  said  city,  at  any  time,  in  any  of 
its  departments  or  services  thereof,     .     •     .     including  those 
of  the  fire  alarm  telegraph  and  police  patrol  systems." 

All  the  conditions  thus  imposed  were  duly  accepted  and  their 
enforcement  was  provided  for  by  a  contract  which  was  subse- 
quently executed  by  both  the  company  and  the  city. 
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Oxford  street  is  one  of  tlie  public  streets  of  the  city  of  Bodies- 
ter,  upon  which  the  telephone  company  had  erected  its  poles  and 
appliances ;  and  through  the  center  of  this  street  there  is  a  grass 
plat  about  twenty  feet  in  widtfi,  with  a  roadway  upon  either  side. 
In  pursuance  of  the  requirements  of  the  contract  just  referred 
to,  the  company  in  November,  1899,  employed  defendants  Whit- 
more,  Kauber  and  Vicinus  to  remove  its  Oxford  St.  wires  from 
the  poles  to  which  they  were  then  attached,  and  place  them  in  an 
underground  conduit,  and  to  this  end  a  ditch  some  two  and  one- 
half  feet  in  depth  and  fifteen  or  twenty  inches  in  width  was  ex- 
cavated through  the  center  of  the  grass  plat  above  mentioned,  the 
intention  being  to  fill  up  the  ditch  when  the  wires  were  properly 
secured  therein,  and  replace  the  sod  upon  the  top  thereof  so  as  to 
interfere  as  little  as  possible  with  the  surface  of  the  street. 

This  work  was  undertaken  by  permission  of  the  executive 
board  of  the  city,  but  before  it  was  consummated,  the  plaintiff 
brought  this  action,  the  main  object  of  which  is  to  restrain  the 
defendants  from  further  operations. 

Joseph  TT.  Taylor,  for  the  appellant. 

John  A.  BarhitCj  for  the  respondents. 

Adams,  P.  J.:  Several  propositions  are  advanced  and  dis- 
cussed with  some  d^ree  of  earnestness  by  the  respective  counsel 
in  their  briefs,  but  as  they  are  all  subsidiary  to  and  dependent 
upon  the  right  of  a  telephone  company  to  place  its  appliances  in 
or  upon  a  public  street  of  a  populous  and  thriving  city  without 
making  compensation  to  the  owner  of  the  fee,  we  shall  direct  our 
attention  solely  to  the  consideration  of  that  feature  of  the  case. 

So  much  has  been  written  respecting  the  rights  and  burdens 
incident  to  the  ownership  of  land  which  has  been  taken  for  or 
dedicated  to  highway  purposes,  that  a  further  discussion  of  the 
subject  would  seem  almost  like  a  work  of  supererogation,  and 
yet  it  will  be  difiicult,  if  not  impossible,  to  properly  consider  the 
important  question  which  this  case  presents  without  referring 
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somewhat  to  principlee  which  have  long  since  passed  beyond  tiie 
reahn  of  controversy. 

And  at  the  outset  it  may  be  relevant  to  suggest  that  a  publie 
highway,  while  primarily  intended  for  the  acoommodation  of 
travelers  employing  the  ordinary  means  of  locomotion,  such  as 
vehicles  drawn  by  animals,  is,  nevertheless,  in  another  and 
broader  sense,  a  public  convenience.  It  is  appropriated  for  that 
purpose,  and  when  thujs  taken  or  dedicated  nothing  remains  in 
the  original  proprietor  but  the  naked  fee,  for,  as  has  been  well 
said,  lands  thus  appropriated  ''are  acquired  for  the  purpose  of 
providing  a  means  of  free  passage  common  to  all  the  people,  and, 
consequently,  may  be  rightfully  used  in  any  way  that  will  sub- 
serve that  purpose.  By  the  taking  the  public  acquire  a  right  of 
free  passage  over  every  part  of  the  land,  not  only  by  means  in 
uee  when  the  lands  were  taken,  but  by  such  other  means  as  the 
improvements  of  the  age  and  new  wants  arising  out  of  an  in- 
crease in  population  or  an  enlargement  of  business  may  render 
necessary.  It  is  perfectly  consistent  with  the  purposes  for 
which  streets  are  acquired  tbst  the  public  authorities  should 
adapt  them  in  their  use  to  the  improvements  and  conveniences 
of  the  age."  Halsey  v.  Rapid  Transit  St.  B.  Cos,  3  Am.  Electl. 
Cas.  283,  47  N.  J.  Eq.  380,  384. 

Recognizing  the  fact,  that  the  "right  of  free  passage"  is  a  com- 
prehensive term  which,  in  this  advanced  age,  may  embrace  the 
transmisi^ioiJL  of  thought  and  words  as  a  substitute  for  the  actual 
physical  passage  of  persons  over  a  public  highway,  and  thereby 
greatly  facilitate  social  and  commercial  intercourse,  the  legisla- 
ture of  this  State,  in  providing  for  the  incorporation  of  telegraph 
and  telephone  companies,  has  expressly  granted  to  them  the 
right  to  construct  their  lines  upon  any  of  the  public  roads,  streets 
or  highways  of  the  State,  provided  the  same  shall  not  be  so  con- 
structed as  to  interfere  with  the  public  use  of  such  roads  or  high- 
way&  (Laws  of  1848,  chap.  265,  as  amd.  by  Laws  of  1853, 
'  chap.  471 ;  Transportation  Corporations  Law,  Laws  of  1890, 
chap.  666,  art  8,  sec.  102.) 
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A  legislative  enactment  is,  of  course^  of  no  value  whatever  as 
an  autbori^  for  an  encroachment  upon  a  constitutional  right, 
and  in  the  present  instance  it  is  not  cited  for  that  purpose,  but 
simply  as  evidence  of  a  legislative  belief  that  the  construction  of 
telegraj^  and  telephone  wires  in  a  public  highway  is  not  incon- 
sistent with  the  use  for  which  such  highway  was  originally  de- 
signed; and  this  idea  is  by  no  means  limited  to  impotent 
expressions  of  opinion,  for  it  is  one  which  has  received  express 
judicial  sanction  in  some  of  our  sister  States,  while  in  our  own 
State  it  has  been  adopted  by  implication,  so  far  at  least  as  urban 
streets  are  concerned. 

In  Cater  v.  Northwestern  Telephone  Ex.  Co.,  5  Am*  Electl. 
Cas.  Ill,  60  Minn.  639,  647,  which  was  a  case  involving  the 
precise  question  we  are  now  discussing,  it  was  said  concerning 
the  rights  of  an  abutting  owner  whose  fee  extended  to  the  center 
of  the  street:  "We  are  not  unmindful  that  private  property 
cannot  be  taken  for  a  public  use  without  compensation,  however 
important  that  public  use  is.  •  •  •  But  viewing,  as  we  do, 
highways  as  being  designed  as  public  avenues  of  travel,  traffic 
and  communication,  the  use  of  which  is  not  necessarily  limited 
to  travel  and  the  transportation  of  property  in  moving  vehicles, 
but  extends  as  well  to  communication  by  the  transmission  of  in- 
telligence, it  seems  to  us  that  such  a  use  of  a  highway  is  withiu 
the  general  purpose  for  which  highways  are  designed,  and  within 
the  limitations  which  we  have  suggested,  does  not  impose  an 
additional  servitude  upon  the  land.  In  short,  that  it  is  merely 
a  newly-discovered  method  of  using  the  old  public  easement/' 

In  Julia  Building  Ass'n  v.  Bell  Telephone  Co.,  1  Am.  Electl. 
Cas.  801,  88  Mo.  268,  the  defendant  was  engaged  in  erecting 
poles  in  a  public  street,  to  the  center  of  which  the  fee  was  in  tho 
plaintiff,  and  the  court,  in  holding  that  the  poles  did  not  impose 
an  additional  burden  upon  the  easement  in  the  street,  said :  "As 
civilization  advances  new  uses  may  be  found  expedient" 

In  Pierce  v.  Drew,  1  Am.  Electl.  Cas.  671,  136  Mass.  76,  the 
Supreme  Court  of  Massachusetts;,  in  discussing  the  oonstituition- 
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ality  of  a  legislative  graat  to  a  telegraph  company  of  the  right 
to  erect  its  poles  and  wires  in  a  public  highway,  without  compen- 
sation to  adjoining  owners,  uses  this  language:  "When  the  land 
was  taken  for  a  highway,  that  which  was  takon  was  not  merely 
the  privilege  of  traveling  over  it  in  the  then  known  vehicles,  or 
of  using  it  in  the  then  known  methods^  for  either  the  conveyance 
of  property  or  transmission  of  intelligenoa  .  .  .  The  dis- 
covery of  the  telegraph  developed  a  new  and  valuable  mode  of 
communicating  intelligence.  Its  use  is  certainly  similar  to,  if 
not  identical  with,  that  public  use  of  transmitting  information 
for  which  the  highway  was  originally  taken,  even  if  the  means 
adopted  are  quite  different  from  the  poet-boy  or  the  mail-coach. 
It  is  a  newly-discovered  method  of  exercising  the  old  public  ease- 
ment, and  all  appropriate  methods  must  have  been  deemed  lo 
have  been  paid  for  when  the  road  was  laid  out.**  And  the  same 
doctrine  has  been  declared  in  Indiana  (Magee  v.  Overshiner^  7 
Am.  Elecd.  Cas.  241,  49  N.  E.  Rep.  961),  in  Michigan  (Peo- 
ple V,  Eaton,  5  Am.  Elect!.  Cas.  87,  100  Mich.  208),  and  in 
Montana  (Hershfield  v.  Rocky  ML  Bell  Tel.  Co.,  4  Am.  Electl. 
Cas.  73, 12  Mont.  102). 

It  is  but  fair  to  say,  however,  that  in  several  of  the  States  the 
decisions  are  not  in  harmony  with  those  to  which  attention  has 
been  directed,  while  in  others,  including  our  own,  the  courts  have 
apparently  limited  the  application  of  the  rule  for  which  the  de- 
fendant is  contending  to  streets  in  cities.  For  example,  in 
Lockhart  v.  Craig  St,  Ry.  Co,,  3  Am.  Electl.  Cas.  314, 139  Penn. 
St  419,  the  distinction  between  an  easement  in  a  country  and  a 
city  street  is  thus  clearly  stated :  "It  has  generally  been  under- 
stood in  Pennsylvania  that  the  abutting  owner  has  a  fee  to  the 
middle  of  the  adjoining  street,  and  that  the  public  has  only  a 
right  of  passage  over  it;  .  .  .  but  this  must  not  be  taken 
in  its  literal  sense,  especially  in  towns  and  cities.  What  might 
be  considered  an  invasion  of  private  right,  so  far  as  the  use  of  a 
highway  is  concerned  in  die  country,  might  not  be  so  in  a 
city. 
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"And  it  may  now  be  taken  as  settled  that  the  owner's  rights  as 
to  abutting  property  are  subject  to  the  paramount  right  of  the 
public,  and  the  rights  of  the  public  are  not  limited  to  a  mere 
right  of  way,  but  extend  to  all  beneficial  Intimate  street  uses, 
such  as  the  public  may  from  time  to  time  require." 

And  again,  in  Eels  v.  A.  T.  &  T.  Co.,  6  Am-  Electl.  Cas.  92, 
143  N.  Y.  133,  which  was  a  case  where  the  defendant  had 
erected  telegraph  poles  in  a  country  highway,  it  was  held  that 
the  State  can  neither  appropriate  to  its  own  special,  continuous 
and  exclusive  use,  nor  can  it  authorize  a  corporation  to  so  appro- 
priate any  portion  of  a  rural  public  highway,  by  setting  up  poles 
therein  for  the  purpose  of  supporting  telegraph  and  telephone 
wires.  But  the  court,  in  reaching  this  conclusion,  recognized 
the  fapt  that  the  easement  in  a  public  street  m  a  city  or  village 
might  well  be  enlarged  by  the  necessities  of  the  case,  and  it  was 
careful  to  say  that  it  neither  decided  nor  intimated  that  "the 
defendant  would  or  would  not  have  the  right  to  place  its  poles 
in  the  city  street  without  compensation  to  the  owner  if  he  owned 
to  the  center  of  the  street." 

Nor  is  the  distinction  to  which  we  have  adverted  altogether  a 
product  of  recent  investigation,  for  as  long  ago  as  1863  it  was 
said  by  a  jurist  of  conceded  ability  that  he  did  not  believe  it 
"necessary  or  possible  for  the  courts  to  lay  down  the  exact  limits 
of  the  uses  to  which  land  dedicated  to  a  street  in  a  great  city  may 
be  applied,  or  for  which  it  m^y  be  required.  Emott,  J  ,  in  Peo- 
ple V.  Kerr,  27  N.  Y.  188,  203. 

Subsequently,  and  in  1875,  the  language  above  quoted  was 
cited  with  approval  by  the  Court  of  Appeals,  and  it  was  supple- 
mented by  the  further  declaration  that  "it  may  be  urged  with 
some  apparent  reason  that  the  appropriation  of  land  for  a  street 
in  a  city  carries  with  it  the  idea  that  it  is  to  be  used  for  all  neces- 
sary' purposes,  as  such  street,  which  the  interest  of  the  public 
and  the  comfort,  enjoyment  or  the  health  of  the  locality  may 
demand."  Bloomfield,  &c.,  Oaa  Light  Co.  v.  Calkirvs,  62  N.  Y. 
386. 
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In  1883  tlie  General  Term  of  the  seoond  department^  in  speak- 
ing of  urban  streets,  asserted  that  "the  requirements  of  the  pub- 
lic in  such  a  place  are  more  numerous  than  in  a  rural  locality; 
and  streets  and  avenues  are  to  supply  such  demands;  a  mere 
right  of  passage  over  the  surface  is  quite  insufficient.''  Crook 
V.  Flaibush  Water  Works  Co.,  29  Hun,  245,  247. 

And  in  a  still  more  recent  case  the  Court  of  Appeals,  in  re- 
ferring to  the  distinction  between  the  two  classes  of  highways, 
gave  utterance  to  this  significan^t  language:  "The  public  ease- 
ments, however,  in  the  streets  of  cities  and  villages  are  more 
extensive.  In  urban  streets,  the  public  convenience  and  health 
and  the  general  welfare  require  that  the  soil  thereof  should  be 
subjected  to  greater  burdena  They  may  be  used  for  the  laying 
of  water  and  gas  pipes  and  the  construction  of  sewers,  and  some 
other  purposes.  The  public  generally  have  an  inierest  in  and 
are  benefited  by  8v4:h  improvements,  and  they  are  necessities  of 
tnodem  life.'*     Van  Brwni  v.  Town  of  Flatbush,  128  N.  Y.  60. 

The  last  adjudicated  case  in  which  this  question  has  received 
consideration  at  the  hands  of  the  court  of  last  resort  is  that  of 
Palmar  v,  Larchm^nt  Electric  Co.,  6  Am.  ElectL  Caa  128,  163 
N.  Y.  2^1.  Considerable  stress  is  there  laid  upon  the  distinc- 
tion which  is  said  to  exist  between  the  use  of  a  street  for  a  muni- 
cipal or  mere  street  purpose,  and  it  was  held  that  inasmuch  as 
light  is  necessary  to  the  traveling  public,  a  country  highway 
might  be  burdened  with  poles  and  wires  for  the  purpose  of  oper- 
ating an  electric  light  system,  whereas  it  could  not  be  thus  bur- 
dened for  the  transmission  of  intelligence  by  electricity,  because 
the  former  is,  and  the  latter  is  not,  a  purely  street  purpose. 

Whether  the  use  of  a  street  by  a  telephone  system  is  to  be 
classified  as  a  "municipal  purpose"  is  not  stated  by  the  learned 
jurist  by  whom  the  opinion  of  the  court  was  delivered^  and  so 
far  as  this  particular  case  is  concerned,  it  is,  perhaps,  of  little 
consequence  to  which  class  it  ought  to  be  assigned,  for  we  are 
now  dealing  with  the  purpose  to  which  a  street  in  a  populous  city 
may  properly  be  devoted,  and  upon  the  authority  of  the  cases  to 
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whidi  we  have  ref erred,  induding  the  one  last  cited,  we  shall 
Bssnme  that  it  is  now  the  settled  law  of  this  State  that  in  cireum- 
staausea  such  as  surround  the  present  case  the  rights  of  an  abut- 
ting owner,  even  though  his  fee  extends  to  the  center  of  the  street, 
are  subject  to  the  paramount  right  of  the  public  to  use  such  street 
for  any  purpose  which  the  enjoyment,  comfort  and  convenience 
of  the  locality  may  require;  and  thus  we  come  finally  to  what 
we  deem  the  controlling  question  in  this  case,  viz. :  Is  this  newly- 
discovered  meUiod  of  transmitting  intelligence  a  public  con 
venience ;  and,  if  so,  is  it  one  to  the  use  of  which  a  street  in  a 
populous  city  may  be  devoted  consistently  with  the  general  pur- 
pose for  which  that  street  was  originally  designed  t 

So  far  as  the  first  branch  of  this  inquiry  is  concerned  we  as- 
sume that  it  may  be  unhesitatingly  answered  in  the  affirmative ; 
for  of  all  the  discoveries  of  modem  science  the  telephone  is  one 
of  the  most  wonderful,  as  it  is  one  of  the  most  useful,  and  its 
convenience  is  more  specially  appreciated  by  the  residents  of 
large  cities  whose  homes  are  generally  at  a  great  distance  from 
their  places  of  business.  This  simple  contrivance  annihilates 
space,  and  by  its  aid  relatives  and  friends  widely  separated  may 
communicate  with  each  other;  business  of  vast  importance  may 
be  transacted ;  a  physician  may  be  summoned  in  case  of  illness 
and  assistance  obtained  whenever  a  fire  or  other  calamity  over- 
takes a  person.  In  short,  there  are  a  thousand  ways  in  which 
it  can  be  used  to  such  advantage  as  to  render  it  well-nigh  indis- 
pensable to  an  urban  resident.  And  this  being  the  case,  why  is 
its  maintenance  a  purpose  for  which  a  city  street  may  not  prop- 
erly be  used  i  As  has  been  said  by  an  eminent  text  writer,  "with 
respect  to  streets  in  populous  places,  the  public  convenience  re- 
quires more  than  the  mere  right  to  pass  over  and  upon."  2  Dil- 
lon Mun.  Corp.  sec.  688. 

And  in  the  light  of  recent  discoveries  it  might  be  added  that 
public  convenience  requires  that  they  be  used  for  the  very  pur- 
pose for  which  the  defendants  are  attempting  to  use  the  one  in 
question. 
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We  have  seen  that  the  trauBmission  of  intelligenoe  by  elec- 
tricity is  not  only  a  public  convenience^  but  a  public  neceesity, 
and  where,  as  in  the  present  instance,  the  means  employed  for 
such  communication  neither  disfigures  the  surface  of  the  street 
nor  interferes  in  any  degree  with  its  use  by  travelers  upon  foot 
or  in  vehicles,  no  good  reason  suggests  itself  to  our  mind  why  it 
should  be  regarded  as  an  additional  burden,  entitling  the  owner 
of  the  fee  to  further  oompoDsation. 

The  rule  which  commends  itself  to  our  approval  in  cases  of 
this  character  is  the  one  which  was  laid  down  by  the  Supreme 
Court  of  the  United  States  when  it  declared  that  '^On  the  general 
question  as  to  the  rights  of  the  public  in  a  city  street,  we  cannot 
see  any  material  difference  in  principle  with  regard  to  the  extent 
of  those  rights,  whether  the  fee  is  in  the  public  or  in  the  adjacent 
landowner,  or  in  some  third  person.  In  either  case  the  street  is 
legally  open  and  free  for  the  public  passage,  and  for  8iu:h  other 
public  uses  as  are  necessary  in  a  city,  and  do  not  prevent  its  use 
as  a  thoroughfare."     Barney  v.  Keokuk,  94  U.  S.  324,  340. 

We  conclude,  therefore,  that  the  order  appealed  from  should 
be  affirmed. 

All  concurred,  except  Laughlin,  J.,  who  dissented  in  a 
memorandum. 


Note. — See  Mr.  Keasbey's  note  to  Nicoll  v.  N.  F.  d  Ji.  J.  Teleph.  Co., 

post. 


CoBURN  V.  The  New  Telephone  Compakt. 

Indiana  Supreme  Court,  February  I,  1001. 

(166  Ind.  00.) 

Telephone  wires  in  conduit  no  additional  sbrvitupe. 

rhe  occupation  of  a  sidewalk  with  trench  and  pipes  as  a  conduit  for  tele- 
phone wires  is  not  a  new  serritude  not  within  the  contemplated  uses  of 


INDIANA,  1901.  271 


Coburn  v.  Telephone  Ck>. 


the  street,  and  is,  therefore,  no  additional  burden  upon  the  fee  for  which 
an  abutting  owner  would  be  entitled  to  compensation. 
Cases  of  this  series  cited  in  opinion:  Magee  v.  Overahiner,  vol.  7,  p.  241; 
Julia  Bldg.  Asa'n  v.  BeU  Telefh,  Co.,  yoI.  1,  p.  801. 

Appeal  by  plaintiff  from  a  judgment  of  the  Circuit  Court  of 
Marion  county  sustaining  a  demurrer  to  plaintiff's  bilL 

/.  Coburn  and  Z?.  W.  Howe,  ior  appellant 

L.  C.  Walker,  for  appellee. 

HadliET,  J. :  The  appellant  is  the  owner  of  a  lot  of  land  in 
the  city  of  Indianapolis  abutting  on  Delaware  street  45  feet^  and 
on  New  York  street  125  feet.  Both  of  these  streets  are  public 
streets  of  said  city,  each  90  feet  wide^  and  25  feet  on  each  side  of 
New  York  streot  has  been  set  apart  and  improved  as  sidewalks. 
Appellant  also  owns^  subject  to  the  public  easement  thereon  for 
street  purposes,  so  much  of  each  said  public  street  as  lies  opposite 
and  adjacent  to  the  front  side  of  his  said  lot  to  the  middle  of 
each  of  said  streets.  At  present  his  lot  has  no  improvements 
thereon,  but  appellant  contemplates  and  intends  to  erect  a  large 
business  block  on  it,  with  cellars^  basement  and  vaults  extend- 
ing under  the  sidewalk  in  front  and  at  the  side  of  his  said  lot. 
The  appellee,  a  telephone  company  organized  and  doing  business 
under  the  laws  of  this  State,  without  leave  or  license  from  the 
appellant,  and  without  having  taken  any  steps  to  condemn  or 
appropriate  any  portion  of  the  ground  covered  by  said  street  in 
front  and  alongside  of  appellant's  lot,  or  to  assess  appellant's 
damages  therefor,  and  without  notice  to  appellant,  did  on  the 
12th  day  of  July,  1898,  by  its  officers,  agents,  and  employees, 
wrongfully  dig  a  trench  about  three  feet  wide  and  five  feet  deep 
in  the  sidewalk  about  three  feet  from  the  south  line  of  said  New 
York  street,  along  the  entire  portion  thereof  extending  and  abut- 
ting upon  the  appellant's  said  lot,  and  said  company  is  engaged 
in  cementing  the  same  and  placing  pipes  therein ;  and  as  soon  as 
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said  treucb  shall  be  completed  said  company  threatens  to,  and 
will  if  not  restrained,  put  in  wires  and  use  the  same  as  a  conduit 
of  telephone  wires  permanently.  The  deposit  of  pipes,  cement^ 
and  wires  will  be  a  complete  obstruction  of  the  use  of  said 
grounds  under  said  street  by  the  appellant,  will  permanently 
destroy  his  rights  therein,  will  deprive  him  of  the  use  of  the 
same  forever,  and  will  greatly  impair  the  value  of  his  property, 
inflicting  upon  him  irreparable  loss  and  injury,  which  cannot 
be  accurately  estimated  or  compensated  in  damages.  Appellant 
discovered  the  foregoing  proceedings  and  acts  of  the  appellee 
July  12,  1898,  and  instituted  this  suit  on  the  next  day  there- 
after. The  foregoing  facts  are  shown  by  the  complaint,  and  the 
appellant  asked  for  a  temporary  order  enjoining  tbe  further 
prosecution  of  the  said  work  by  the  appellee,  and  that  on  tlie 
final  hearing  he  might  have  a  permanent  injunction.  The  ap- 
pellee demurred  to  the  complaint  for  the  want  of  sufficient  facts, 
and  its  demurrer  was  sustained.  This  ruling  is  assigned  as 
error. 

The  principal  ground  upon  which  appellant  seeks  a  reversal 
is  that  the  city  had  no  power  to  dig,  or  to  authorize  appellee  to 
dig,  the  trench  complained  of,  until  the  damage  resulting  to 
appellant  had  first  been  assessed  and  tendered.  He  says:  '^e 
concede  that  an  abutting  lot  owner  has  no  legal  right  to  complain 
of  the  erection  of  telephone  poles  or  the  digging  of  telephone 
trenches  in  the  street,  so  long  as  this  is  no  special  injury  to  him : 
in  other  words,  if  there  is  no  injury  to  him  beyond  the  inter- 
ference with  his  abstract  right  of  property  in  the  street  itself, 
such  as  he  holds  in  common  with  all  other  abutting  lot  owners, 
he  has  no  legal  grounds  of  complaint."  His  right  of  recovery 
then  must  rest  upon  some  special  injury  to  his  absolute  property 
right  which  he  holds  in  the  street  as  an  abutter,  and  which  he  has 
the  right  to  defend  against  the  city  or  its  licensee.  Under  many 
decisions  of  this  court,  the  fee  owner  of  an  abutting  lot,  whose 
grantor  dedicated  the  public  easement  in  connection  with  the 
platting  of  the  lot,  owns  also  the  fee  in  the  land  to  the  center  of 
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the  Street,  Bubject  to  the  eaeemeut  of  the  public  to  make  ufle  of 
the  street  as  was  reasonably  oontemplated  in  the  dedication, 
grant,  or  condemnation.  Terre  Haute,  etc,  B.  Co.  v.  Scott,  74 
Ind.  29,  and  cases  cited ;  Chicago  &  C.  T.  By.  Co.  v.  Whiting, 
H.  A  E.  C.  8t.  By.  Co.,  139  Ind.  297,  301,  47  Am.  St  264. 
The  appellant  must,  therefore,  show  that  the  alleged  occu- 
pation of  the  sidewalk  with  trench  and  pipes  as  a  conduit  for 
telephone  wires  is  a  new  servitude  not  within  the  contemplated 
usee  of  the  street,  and  therefore  an  additional  burden  upon  his 
fee,  for  which  he  is  entitled  to  recompense.  The  fact  that  the 
entry  complained  of  is  upon  and  under  the  sidewalk,  rather  than 
under  the  roadway,  makes  no  difference,  since  a  street  is  a  street 
from  property  line  to  property  line, — ^not  only  the  entire  surface, 
but  also  so  much  of  the  depth  as  is  or  can  be  fairly  used  for  the 
ordinary  purposes  of  a  street,  each  part  equally  with  every  other. 
State  V.  Berdetta,  73  Ind.  185,  38  Am.  Eep.  117;  Elliott,  Koads 
&  S.  (2d  Ed.)  sees.  17,  20.  Neither  can  it  be  said,  in  the  ab- 
sence of  a  grant  or  a  general  usage  equivalent  to  a  municipal 
license,  that  the  fee  owner  has  any  greater  or  different  property 
right  in  that  part  of  the  street  used  as  a  sidewalk  for  foot  trav- 
elers than  in  that  part  used  as  a  roadway  for  vehicles.  He  may, 
we  think,  excavate  and  improve  under  the  surface  from  his  lot 
line  to  the  center  line  of  the  street,  or  any  part  of  it,  and  use  his 
fee  property  as  he  pleases  (Elliott,  Hoads  &  S.  [2d  Ed.]  sec. 
690,  and  cases  cited),  so  long  as  his  use  does  not  impede  or  in- 
terfere with  the  superior  right  of  the  public  to  use  the  ground 
for  purposes  oontemplated  by  the  easement  grant.  Such  fee 
owner,  however,  must  know  that  the  estate  he  holds  within  the 
limits  of  the  street  is  servient^  and  his  property  right  therein 
qualified,  and  that  any  expenditure  of  labor  or  money  in  im- 
provements will  neither  oust  nor  impair  the  right  of  the  munici- 
pality to  take  possession,  for  a  proper  purpose,  at  any  time  the 
public  interests  require ;  and,  in  yielding  possession  under  such 
circomstanoes  to  the  superior  right  of  the  public,  he  parts  with 
nothing  he  owns,  and  the  losing  in  itself  is  no  special  injury,  nor 
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a  taking  of  property  without  oompenBatioii.  Magee  v.  Over- 
shiner,  7  Am.  Electl.  Cas.  241,  150  Ini  127,  40  L.  R  A.  870, 
65  AnL  St  358 ;  Julia  Bldg.  Ass'n  v.  Bell  Tel  Co.,  1  Am.  Electl. 
Caa.  801,  13  Mo.  App.  477 ;  Davis  v.  City  of  Clinton,  50  Iowa, 
585 ;  Julia  Bldg.  Assn  v.  Bell  Tel  Co.,  1  Am.  Electl.  Cas.  801, 
88  Mo.  258;  Dill.  Mim.  Corp.  (4th  Ed.)  sec.  699.  Dillon,  in 
the  section  quoted,  says :  ^^If  the  fee  of  the  street  is  in  the  muni- 
pality  in  trust  for  the  public  uses,  as  it  frequently  is,  it  extendi 
to  the  whole  street,  including  the  sidewalk ;  and  the  adjoining 
lot  owner  has,  it  seemfl  dear,  no  absolute  right,  as  against  the 
public  or  the  municipality  charged  with  the  control  of  the  streets, 
to  appropriate  them  to  this  use.  And,  in  our  judgment,  the  lot 
owner's  right  is  not  substantially  greater,  even  if  he  has  the  fee 
in  the  street  In  either  case,  to  recognize  such  a  right,  except 
subject  to  municipal  regulation,  would  be  inconfiistent  with  the 
public  rights,  which  are  paramount  in  the  whole  street  to  the  ex- 
tent of  all  legitimate  street  uses  and  servitudes  required,  ur 
which  may  be  required,  for  the  public  benefit  and  convenience. 
The  lot  owner's  rights  are  subject  to  the  paramount  rights  of  the 
public;  and  the  rights  of  the  public  are  not  limited  to  a  mere 
right  of  way,  but  extend,  as  we  have  shown,  to  all  beneficial 
legitimate  street  uses,  as  the  public  good  or  convenience  may 
from  time  to  time  require.  The  use  of  the  streets  for  sewers, 
tunneling,  public  cisterns,  gas  pipes,  water  pipes,  and  other  im- 
provements might  be  seriously  affected  by  the  recognition  of  a 
right  in  the  abutter  to  make  at  pleasure  openings  in,  or  even 
under,  the  sidewalk  or  street,  except  subject  to  reasonable  muni- 
cipal regulations."  In  Julia  Bldg.  Ass'n  v.  Bell  Tel  Co.,  1  Am. 
Electl.  Cas.  801,  88  Mo.,  at  page  273,  it  is  said:  "I  think  it 
mav  be  safely  affirmed  that  all  the  authorities  to  which  we  have 
been  cited  by  counsel  on  both  sides  of  this  case  agree  that  when 
the  public  acquires  a  street,  either  by  condemnation,  grant,  or 
dedication,  it  may  be  applied  to  all  uses  consistent  with,  and  not 
subversive  of,  the  proper  uses  of  a  street,  and  not  inconsistent 
with  the  uses  contemplated  in  the  dedication,  grant,  or  condem- 
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nation,  and  that  it  is  only  when,  the  street  is  subject  to  a  new 
dervitude  inconsistent  with  and  subversive  of  its  use  as  a  street, 
that  the  abutting  owner  can  complain/' 

The  question  then  arises,  is  the  oonetruction  of  a  subsurface 
trench  in  a  sidewalk,  three  feet  wide  and  live  feet  deep,  and  three 
feet  from  the  abutter's  lot  lines,  for  the  purpose  of  permanently 
maintaining  such  trench  as  a  conduit  for  telephone  cables  and 
wires  to  be  used  by  the  city  public  in  interoommunication  by 
dlectricify,  such  a  use  of  the  street  as  is  consistent  with  the  con- 
templated purpose  of  the  dedication  ?  In  principle,  the  question 
has  been  recently  answered  in  the  aflSrmative  by  this  court  in 
Magee  v.  Overshmer,150  Ind.  127.  The  question  in  that  case  was 
whether  the  setting  of  telephone  poles  in  the  curb  line  of  a  street 
was  a  proper  public  use  of  the  street,  or  a  new  and  additional  ser- 
vitude upon  the  fee,  for  which  the  owner  was  entitled  to  compen- 
sation ;  and  the  nature  and  extent  of  the  public  easement  in  mu- 
nicipal highways,  and  the  expansive  and  growing  character  of 
the  easement  in  keeping  pace  with  scientific  discovery  and  the 
increase  of  population,  is  there  thoroughly  reviewed,  and  miiny 
of  the  later  cases  collected.  The  general  doctrine  of  these  cases 
is  that  in  locating,  marking,  and  dedicating  streets  in  plats  of 
land  for  urban  residences,  the  purjjose  of  the  dedication,  in  the 
absence  of  controlling  language,  is  conclusively  presumed  to  be 
for  tlie  accommodation  of  public  travel,  traffic,  and  communica- 
tion. Anything  which  reasonably  facilitates  these  ends  is,  there- 
fore, consistent  with  the  dedication.  In  sparsely  settled  towns 
and  cities  public  necessity  requires  but  little  of  the  servient 
owner,  beyond  the  right  of  unobstructed  passage  over  the  street, 
but,  as  cities  become  populous  and  the  street  crowded  with  travel- 
ing footmen  and  vehicles,  public  necessity  increases  with  the 
multitude;  and,  whenever  the  necessity  exists,  any  use  of  the 
street  by  reasonable  structures  and  devices,  above  or  below  the 
surface,  which  will  enable  the  citizens  to  communicate  without 
actual  travel  upon  the  streets,  and  which  does  not  materially 
obstruct  the  ingress  and  egress  and  light  and  air  to  abutting 
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property,  is  within  the  oantemplated  purpose  of  the  dedication, 
and  not  a  new  burden  upon  the  fee.  A  reason  for  this  doctrine 
is  given  in  Jvlia  Bldg.  Ass'n  v.  Bell  Tel.  Co.,  1  Am.  ElectL  Gas. 
801,  88  Mo.  at  page  268,  in  these  words:  "These  streets  are  re- 
quired by  the  public  to  promote  trade  and  facilitate  communica- 
tions in  the  daily  transactions  of  business  between  the  citizens 
of  one  part  of  the  city  and  those  of  another,  as  well  as  to  accom- 
modate the  public  at  large  in  these  respects.  If  a  citizen  living 
or  doing  business  on  one  end  of  Sixth  street  wishes  to  communi- 
cate with  a  citizen  living  and  doing  business  on  the  other  end 
or  at  any  intermediate  point>,  he  is  entitled  to  use  the  street^ 
either  on  foot,  on  horseback,  or  in  a  carriage  or  other  vehicle,  in 
bearing  his  message.  The  defendants  in  this  case  propose  to  use 
the  street  by  making  the  telephone  poles  and  wires  the  messenger 
to  bear  such  communications  instantaneously  and  with  more  dis- 
patch than  in  any  of  the  above  methods,  or  any  other  known 
method  of  bearing  oral  communications.  Not  only  would  sudi 
communications  be  borne  with  more  dispatch,  but  to  the  extent 
of  the  number  of  communications  daily  transmitted  by  it,  the 
street  would  be  relieved  of  that  number  of  footmen,  horsemen, 
and  carriages.  If  a  thousand  messages  were  daily  transmitted 
by  means  of  telephone  poles,  wires,  and  other  appliances  used 
in  telephoning,  the  streets  through  these  means  would  serve  the 
same  purpose,  which  would  otherwise  require  its  use  either  by  a 
thousand  footmen,  horsemen,  or  carriages  to  effectuate  the  same 
purpose.  In  this  view  of  it,  the  erection  of  telephone  poles  and 
wires  for  transmission  of  oral  messages,  so  far  from  imposing  a 
new  and  additional  servitude,  would,  to  the  extent  of  each  mes- 
sage transmitted,  relieve  the  street  of  a  servitude  or. use  by  a 
footman,  horseman,  or  carriage."  A  distinguished  author  says : 
"When  land  is  taken  or  dedicated  for  a  town  street,  it  is  un- 
questionably appropriative  for  all  ordinary  purposes  of  a  town 
street, — not  merely  the  purposes  to  which  such  streets  were  for- 
merly applied,  but  those  demanded  by  new  improvemenits  and 
new  wants."    Cooley,  Const.  Lim.  5556.    If  the  setting  of  poles, 
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and  the  stringing  thereon  of  a  body  of  telephone  wires  overhead, 
in  a  street^  which  at  best  is  some  obetruotion  to  travel  and  to  the 
manipulation  of  apparatus  for  the  extinguishment  of  fires^  is  a 
Intimate  exercise  of  the  public  easement,  there  is  a  stronger 
reason  for  asserting  that  the  laying  of  cables  and  wires  under 
the  surface  for  a  like  purpose,  with  municipal  authority,  is  a 
proper  use  of  the  street,  and  for  which,  if  skillfully  performed, 
the  fee  owner  has  no  ground  of  complaint. 


Judgment  affirmed. 


NoiB. — Sea  Hr.  Eeasbey's  note  to  next  case. 


Benjamin  Nicoxx  et  al.  v.  New  Tokk  &  New  Jeksbt  Tele-? 

PHONE  Company. 

Jfew  Jersey  Court  of  Errors  and  Appeals,  March  6,  1890. 

(62  N.  J.  Lu  733.) 

TeLEPHDNB    UNB    additional    SBBVITUDE. — ElONBNT    DOMAIN. 

(Head-note  by  the  0>urt) : 

The  right  of  a  telephone  company  to  erect  a  telephone  line  within  the  limits 
of  a  public  highway,  upon  land  the  fee  of  which  is  owned  by  private  per- 
sons, imposes  an  additional  servitude  upon  the  fee,  and  can  be  acquired, 
against  tbe  consent  of  such  persons,  only  through  the  power  of  eminent 
domain. 

Proceedings  to  acquire  such  a  right  under  the  Telegraph  and  Telephone 
Companies'  Act  (3  Gen  St.  p.  3460)  are  regulated  by  the  Eminent  Do- 
main Act  (2  Gen.  St  p.  1386). 

Under  tbe  Eminent  Domain  Act  (2  Qen.  St.  p.  1386),  it  is  not  essential 
to  the  jurisdiction  of  the  court  to  which  an  appeal  from  the  award  of 
emnmissioners  has  been  taken  that  the  appellant  should,  within  ten  days 
after  filing  the  petition  of  appeal,  give  written  notice  of  the  appeal  to  the 
opposite  party;   and,  under  exceptional  circumstances^  the  court  may 
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legally  proceed  to  try  the  appeal,  although  such  notice  was  not  given 
within  the  time  stated- 
Gases  of  this  series  cited  in  opinion :  Broome  v.  N.  7.  d  N.  J,  Teleph.  Co^ 
yol.  2,  p.  250;  Biate,  Duke,  pros.,  v.  Cent,  N.  /.  Teleph.  Co,,  vol.  3, 
p.  646;  EaUey  v.  Rapid  Trwu.  8t  Ry.  Co,,  vol.  3,  p.  283;  Pat9r9(m  Ep. 
Co.  V.  Orwidy,  vol.  4,  p.  173;  Magee  v,  Overshiner,  vol.  7,  p.  241. 

Appeal  by  petitioners  from  order   disinissing   writ   of   cer- 
tiorari. 

8.  H,  Little,  for  plaintiffs  in  error. 

John  B.  Vreeland  and  Oeorge  T.  Werts,  for  defendant  in 
error. 

Decon,  J. :  This  writ  of  error  brings  up  a  judgment  of  the 
Supreme  Court  dismissing  a  writ  of  oertiorari  sued  out  by  the 
plaintiffs  in  error  on  the  following  state  of  facts :  The  plaintiffs 
in  error  are  owners  of  lands  in  Morristown,  fronting  on  Sussex 
avenue,  and  having  for  their  southerly  boundary  the  middle  of 
the  avenue.  In  1896  the  defendant  in  error  commenced  pro- 
ceedingSy  under  the  Telegraph  and  Telephone  Companies  Act  of 
June  20.  1890  (3  Gen.  St  p  8460),  to  acquire  a  right  to  place 
poles  and  wires  for  a  telephone  line  on  the  plaintiff's  land,  in. 
said  avenue.  According  to  the  order  made  in  said  proceedings, 
the  commissioners'  appraisement  of  damages  was  to  be  filed,  and 
in  fact  was  filed,  by  May  1,  1897 ;  and  on  May  4,  1897,  the  de- 
fendant filed  with  the  Circuit  Court  of  Morris  county  a  petition 
of  appeal  from  said  appraisement,  but  failed  to  serve  notice  of 
appeal  upon  the  plaintiffs  until  August  27,  1897.  Notwith- 
standing this  failure,  the  Chief  Justice,  sitting  in  said  circuit, 
made  the  order  for  trial,  etc.  prescribed  by  the  third  section  of 
the  Eminent  Domain  Act  of  March  9, 1898  (2  Gen-  St  p,  1386), 
but  allowed  a  certiorari  to  test  the  legality  of  the  order.  The 
legality  of  the  order  is  denied  by  the  plaintiffs,  because  written 
notice  of  the  appeal  was  not  served  upon  them  within  ten  days 
after  the  filing  of  the  petition  of  appeal,  as  directed  by  said  Act 
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of  1893 ;  but  the  certiorari  was  dismissed  by  the  Supreme  C5ourt, 
upon  the  grouiui  tliat  the  proceedings  were  not  governed  by  that 
act,  because  the  acquisition  of  the  right  sought  by  the  defendant 
was  not  "the  taking  of  propeiiy  for  public  use,"  to  which  alone 
the  Act  of  1893  is  applicable. 

The  language  of  the  Act  of  1893  is  evidently  borrowed  from 
the  constitutional  injunction  that  "private  property  shall  not  be 
taken  for  public  use  without  just  compensation,"  and  clearly 
expresses  a  purpose  to  regulate  the  procedure  for  all  cases  within 
the  scope  of  that  injunction,  since  it  enacts  that  "all  acts  or  pro- 
visions inconsistent  with  the  provisions  of  this  act  shall  be  and 
are  hereby  repealed,  and  the  pf  actico  prescribed  by  this  act  shall 
supercede  the  existing  practice  in  all  condemnation  cases  before 
commissioners  or  on  appeal,  so  far  as  the  provisions  of  this  act 
shall  extend."  We  must  therefore  consider  whether  the  acquisi- 
tion by  a  telephone  company  of  a  right  to  erect  poles  and  place 
wires  and  other  fixtures  for  telephonic  purposes  along  a  public 
street,  wherein  the  fee  of  the  land  belongs  to  private  persons, 
without  the  consent  of  such  persons,  is  the  taking  of  private 
property.  If  the  land  were  not  subject  to  the  easement  of  a 
public  street)  the  matter  would  not  be  debatable;  but  it  is 
equally  clear  that,  whenever  the  property  of  the  owner  of  the 
fee  in  a  highway  is  subjooicd  by  law  to  an  additional  servitude, 
it  is  taken,  within  the  meaning  of  the  constitution.  The  con- 
tention therefore  must  be  over  the  question  whether  the  right 
thus  to  be  acquired  woiild  be  an  additional  servitude  upon  the 
fee,  or  is  embraced  within  the  public  easement,  and  hence  grant- 
able  by  the  public  for  public  use,  without  regard  to  the  owner 
of  the  fee.  The  public  easement,  as  interpreted  in  this  State, 
is  primarily  a  right  of  passage  over  the  surface  of  the  highway, 
and  of  so  using  and  occupying  the  land  within  it  as  to  facilitate 
such  passaga  In  this  primary  right  are  included  the  grading, 
paving,  cleaning,  and  lighting  of  the  highway,  the  construction 
and  maintenance  of  street  railways,  with  the  apparatus  proper 
for  their  use,  and  tlie  maintenance  of  appliances  conducive  to 
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the  protection  and  conveDience  of  travelers  idiile  using  the  way. 
Secondarily,  the  easement  covers  uses  which^  though  their  rela- 
tion to  the  right  of  passage  is  remote,  or  even  fanciful,  are  so 
generally  advantageous  to  the  owners  of  the  fee — ^the  owners  of 
abutting  property — that,  rather  by  common  consent  and  custom 
than  by  logical  deduction  from  the  primary  design,  they  are 
now  recognized  as  legitimate.  Such  are  the  construction  and 
maintenance  of  sewers,  water  pipes,  and  gas  pipes  for  die  con- 
venience of  persons  occupying  neighboring  lands.  State  v. 
Laverach,  84  N.  J.  Law,  201. 

The  argument  to  support  the  proposition  tihat  the  right  to 
construct  and  maintain  a  telephone  line  for  common  public  use 
is  within  this  easement  is  that  the  structures  required  for  the 
exercise  of  the  right  are  mere  adaptations  of  the  road  to  Hie 
passage  of  the  electric  current^  whidi  thus  travels  along  the 
highway.  But  the  resemblance  between  this  use  and  that  ordi- 
narily enjoyed  under  the  easement  scarcely  goes  beneath  the 
words  by  which  it  may  be  described.  In  reality,  the  electric 
current  does  not  use  the  highway  for  passage.  It  uses  the  wire,, 
and  would  be  as  well  accommodated  if  the  wire  were  placed  in 
the  fields  or  over  the  houses.  The  highway  is  used  only  as  a 
standing  place  for  the  structures.  Such  a  use  seems  to  us  to  be 
so  different  from  the  primary  right  of  passage  as  to  be  essen- 
tially distinct.  Nor  does  it  rest  on  the  same  footing  as  those 
secondary  uses  to  which  allusion  has  been  made.  Telephone 
lines  in  a  street  do  not  afford  to  the  occupants  of  neighboring 
property  such  general  convenience,  nor  have  they  been  permitted 
with  such  common  and  continued  acquiescence,  as  sanction  the 
other  uses  mentioned.  We  therefore  think  that  the  right  now 
under  consideration  is  not  within  the  public  easement,  and  can 
be  acquired,  against  the  consent  of  the  private  owner  of  the  fee, 
only  by  condemnation  under  the  power  of  eminent  domain.  To 
this  effect  has  been  the  trend  of  judicial  opinion  in  this  State. 
Turnpike  Co,  v.  News  Co.,  43  N.  J.  Law,  881 ;  Broome  v.  Tele- 
phone Co.,  2  Am.  Electl.  Cas.  269,  49  N.  J.  Law,  624,  9  Atl. 
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754;  Duke  v.  Telephone  Co.,  3  Am.  Electl.  Cas.  546,  53  K  J. 
Law,  341,  21  Atl.  460;  Marshall  v.  City  of  Bayonne,  59  N.  J. 
Law,  101,  34  AtL  1080 ;  Halsey  v.  Railway  Co.,  3  Am.  Electl. 
Cas.  283,  47  N.  J.  Eq.  380,  393,  20  AtL  859 ;  Railway  Co.  v. 
Grundy,  4  Am.  Electl.  Cas.  173,  51  N.  J.  Eq.  213,  225,  26  Atl. 
788.  Our  legislation  also  has  seemed  to  rest  on  the  same 
opinion.  We  deem  it  unnecessary  to  discuss  the  views  of  courts 
in  other  jurisdictions.  They  are  irreconcilable,  and  those  on 
each  side  may  be  found  cited  in  Magee  v.  Overshiner,  7  Am. 
Electl.  Cas.  p.  241,  49  N.  E.  951,  where  the  Supreme  Court  of 
Lndiana  arrived  at  a  conclusion  opposed  to  that  above  expressed. 

The  question  therefore  arises  whether,  in  view  of  the  act  of 
1893,  the  writ  of  certiorari  was  properly  dismissed.  This  ques- 
tion is  treated  in  the  argument  before  us  as  depending  upon  the 
power  of  the  Circuit  Court  or  a  judge  thereof  to  make  an  order 
for  the  trial  of  the  appeal,  in  a  case  where  the  appellant  has 
not  given  to  the  other  party  written  notice  of  the  appeal  within 
ten  days  after  filing  the  petition.  Without  stopping  to  inquire 
whether  there  exist  any  technical  objections  to  the  review  of  such 
an  order  by  certiorari,  and  before  the  final  determination  of  the 
appeal,  we  will  consider  the  matter  as  it  has  been  presented. 

The  case  of  Jones  v.  Proprietors  of  Morris  Aqueduct,  30 
!N.  J.  Law,  206,  37  N.  J.  Law,  566,  is  urged  as  a  controlling 
authority  in  favor  of  the  plaintiffs  in  error.  The  principle  laid 
down  in  that  case  is  that,  in  considering  whether  a  statutory  pre- 
scription is  mandatory  or  merely  directory,  the  legislative  will 
must  be  ascertained,  not  from  the  meaning  of  the  text  of  the 
statute  alone,  but  from  such  words  interpreted  in  view  of  the 
general  object  of  the  particular  act  On  that  principle,  tlie 
court  concluded  that  the  requirement  of  notice  was,  according 
to  law  then  sub  judice,  mandatory.  There  is,  however,  an 
obvious  distinction  between  that  case  and  this.  There  the  notice 
required  was  clearly  made  a  condition  precedent  to  the  jurisdic- 
tion of  the  court  over  the  appeal,  the  words  of  the  oct  beins? 
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'  Vhich  petition  and  notice  so  seired  or  publidied  shall  vest  in 
said  oourt  full  power  to  hear  and  determine  said  appeal.  Here 
the  requirement  of  notice  presupposes  an  appeal  taken  and  juris- 
diction over  the  subject-matter  vested  in  the  courts  for  the  notice 
is  to  set  forth  that  an  appeal  has  been  taken,  and  the  statute  ex- 
pressly authorizes  the  judge  of  the  court  to  which  the  appeal  is 
taken  to  direct  how^  in  certain  contingencies^  the  notice  shall 
be  given.  In  cases  like  the  former  the  statute  must  be  held 
mandatoiy,  for  there  is  no  impartial  tribunal  to  lay  down  a 
rule  in  accordance  with  the  spirit,  though  not  the  letter,  of  the 
law,  if  it  be  deemed  directory  only ;  while,  in  the  other  class  of 
cases,  judicial  discretion  may  be  invoked  to  determine^-Firat 
whether  the  statute  demands  exact  compliance  with  its  terms^ 
and,  if  not,  what  will  amount  to  substantial  compliance,  in  view 
of  the  main  purpose  of  the  legislation.  "No  doubt,  if  the  l^is- 
latuxe,  within  the  range  of  its  power,  has  evinced  an  intention 
to  make  the  lawful  continuance  of  a  cause  in  court^  or  the  lawful 
interposition  of  a  defense  to  such  a  cause,  dependent  on  strict 
obedience  to  the  rule  which  it  prescribes,  courts  as  well  as  par- 
ties are  bound  thereby ;  but,  in  deciding  whether  such  an  inten* 
tion  appears,  there  is  always  present  the  presumption  of  a  legis 
lative  design  that  courts  shall  administer  justice  in  pending, 
causes^  and  regulate  their  practice  to  that  end.  When,  with 
this  presumption,  we  examine  the  statute  under  review,  the  re- 
quirement of  a  written  notice  within  ten  days  after  filing  the 
petition  of  appeal  does  not  seem  to  be  absolute  and  imperative. 
This  appears — First,  from  the  provision  that^  when  the  party 
to  be  notified  cannot  be  found  in  the  State,  the  judge  of  the  court 
may  direct  a  substituted  notice  to  be  given ;  and,  secondly,  from 
the  provision  that  "the  court  shall  make  such  further  orders  and 
take  such  further  proceedings  as  may  be  requisite  according  to 
the  practice  of  the  court)  and  may  permit  such  amendments  of 
the  proceedings  as  may  be  reasonable  and  proper  for  the  fair 
trial  of  the  case."  These  clauses  indicate  that  the  chief  object 
of  the  l^islature  was  to  secure  a  fair  trial  for  the  liti- 
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ganta  when  once  the  case  was  brought  into  court,  and  that, 
while  it  r^ulated  the  practice  for  caaee  which  presented  no 
exceptional  f eaturee,  its  rules  were  not  meant  to  be  inflexible, 
but  were  subjected  to  the  judicial  discretion  of  the  court  when 
special  circumstances  intervened  which  would  render  their  strict 
enforcement  subversive  of  the  main  design. 

Under  what  special  circumstances  the  Chief  Justice  made  the 
order  now  in  question,  notwithstanding  the  lack  of  written  notice 
given  within  the  time  limited,  the  state  of  the  case  before  us 
does  not  disclose ;  and  therefore  we  must  assume  that  they  were 
such  as  called  for  the  exercise  of  judicial  discretion.  That 
discretion  cannot  possibly  be  reviewed  without  knowledge  of  the 
matters  with  which  it  dealt  Our  conclusion  is  that  the  writ  of 
certiorari  was  rightly  dismissed. 

Note  by  Edward  Q.  Keasbej,  Esq.: 

Are  telegraph  or  telephone  lines  a  new  burden  on  the  highway?  There 
it  much  difference  of  opinionu  on  this  subject  between  the  courts  of  dif- 
ferent States.  On  the  one  side,  it  is  argued  that  the  easement  of  high- 
way is  in  the  last  analysis  for  the  purpose  of  inter-communication;  not 
merely  travel  and  transportation  but  also  the  transmission  of  intelligence, 
and  tiiat  for  this  purpose  the  telegraph  is  only  an  improvement  upon  the 
post-horse  or  the  mail  wagon;  and  on  the  other  side  it  is  contended  that 
the  streets  were  intended  primarily  for  travel  and  transportation,  and  that 
the  mode  of  transmitting  intelligence  by  the  telegraph  is  wholly  different 
from  the  former  use  of  the  road  and  inyolves  the  permanent  appropriation 
of  the  soil  for  poles,  and  that  the  landowner  who  dedicated  his  land  for  a 
road  cannot  be  supposed  to  have  contemplated  that  it  should  be  used  for 
this  purpose  without  further  compensation.  Bee  Keasbey  on  Electric 
Wires,  sees.  89-90. 

On  the  one  side  are  the  following  eases:  Oay  v.  Mutual  Union  Teleg. 
Co.,  12  Mo.  App.  485,  1  Am.  Electl.  Cas.  427;  Forsythe  v,  B,  d  O.  Teleg. 
Co.,  12  Mo.  App.  494;  Pierce  v.  Drew,  136  Mass.  75,  1  Am.  Electl.  Cas.  671; 
Julia  Building  Aesociation  v.  Bell  Teleph,  Co,,  88  Mo.  258,  1  Am.  Electl. 
Cas.  801;  St.  Louis  v.  Bell  Teleph.  Co.,  96  Mo.  623,  2  Am.  Electl.  Cas.  44; 
Irtiin  v.  Oreat  Southern  Teleph.  Co.,  37  La.  Ann.  63,  1  Am.  Electl.  Cas. 
709;  Hewett  v.  W.  U.  Teleg.  Co.,  4  Mackey  (D.  C),  424,  2  Am.  Electl.  Cas. 
222,  2  Cent  Rep.  694;  McCormick  v.  District  of  Columbia,  4  Mackey 
(B.  C),  396,  54  Am.  Rep.  284;  Hershfield  v.  Rooky  Mt.  Bell  Teleph.  Co., 
12  Mont  102,  4  Am.  Electl.  Cas.  72;  People  v.  Eaton,  100  Mich.  208,  5  Am. 
Electl.  Cas.  87;  24  L.  R.  A.  721,  with  note;  Cater  v.  N.  W.  Exch.  Teleph. 
Co.,  6  Minn.  539,  63  N.  W.  Rep.  Ill,  S  Am.  Electl.  Cas.  Ill;  York  Teleph. 
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Co.  V.  Keesey,  5  Pa.  Dist.  Ct.  R.  366,  6  Am.  Electl.  Cas.  107;  Magee  o. 
Overahiner,  150  Ind.  127,  49  N.  £.  Rep.  951,  7  Am.  Electl.  Caa.  241;  Boaike 
V,  Am,  Teleph.  d  Teleg,  Co.,  41  N.  J.  £q.  35,  2  Am.  Electl.  Cas.  218  (wirea 
without  poles). 

On  the  other  aide  are  the  following  cases:  Dtisenbury  v.  Mutual  Teleg. 
Co.,  1  Abb.  N.  G.  (N.  Y.)  440,  1  Am.  Electl.  Cas.  448;  Metropolitan  TeHeph. 
d  Teleg.  Co.  v.  Colwell  Lead  Co.,  67  How.  Pr.  365,  50  N.  Y.  Super.  Ct.  488, 
1  Am.  Electl.  Cas.  662;  Blaahfield  v.  Empire  State  Teleph.  d  Teleg.  Co.,  71 
Hun,  532,  24  N.  Y.  Supp.  1006,  4  Am.  Electl.  Cas.  02 ;  Eele  v.  Am.  Teleph. 
d  Teleg.  Co.,  143  N.  Y.  133,  5  Am.  Electl.  Cas.  92;  Poetal  Tel  Cable  Co.  v. 
Bruen,  39  N.  Y.  Supp.  220,  6  Am.  Electl.  Cas.  120;  WiUie  v  Erie  Teleg.  d 
Teleph.  Co.,  37  Minn.  347;  Board  of  Trade  Teleg.  Co.  v.  Bamett,  107  Hi. 
507,  27  Am.  Rep.  453,  1  Am.  Electl.  Cas.  565;  Smith  v.  Cent.  Dist.  Pr.  d 
Teleg.  Co.,  2  Ohio  C.  C.  R.  259,  2  Am.  Electl.  Cas.  237 ;  Postal  Tel.  Cable  Co. 

V.  Eaton,  170  HI.  613,  49  N.  E.  Rep.  365,  7  Am.  Electl.  Cas.  ;  Am. 

Teleph.  d  Teleg.  Co.  v.  Jones,  78  III.  App.  372;  Daily  v.  State  of  Ohio,  5) 
Ohio  8t.  348,  5  Am.  Elect!.  Cas.  186;  Paoifio  Postal  Teleg  Co.  v.  Irvine,  49 
Fed.  Rep.  113,  4  Am.  Electl.  Cas.  140;  Spoka/ne  v.  Colby,  10  Wash.  610,  4S 

Pac.  Rep.  248,  7  Am.  Electl.  Cas. ;  W.  U.  Teleg.  Co.  v.  Williams,  86  Va. 

896,  11  S.  E.  Rep.  106,  3  Am.  Electl.  Cas.  184;  Chesapeake  d  Pot.  Teleg, 
Co.  V.  Mackenzie,  74  Md.  36,  21  Atl.  Rep.  600,  3  Am.  Electl.  Cas.  196; 
Stevens  v.  Postal  Teleg.  Cable  Co.,  68  Miss.  559,  9  So.  Rep.  356;  Theobald 
V.  Railvoay  Co.,  66  Miss.  279,  6  So.  Rep.  356;  Am  Teleph.  d  Teleg.  Co.  v. 
Pearce,  71  Md.  535,  18  Atl.  Rep.  910,  3  Am.  Electl.  Cas.  169  (telegraph 
along  a  railway). 

The  subject  is  discussed  in  Lewis  Em.  Dom.  sec  131 ;  Dillon  Mun.  Corp. 
(4th  Ed.)  sees  698,  698a;  Elliott  on  Roads  and  Streets,  pp.  583-6;  Ran- 
dolph on  Eminent  Domain,  pp.  229-235,  and  in  the  notes  in  2  Am.  R.  R.  & 
Corp.  Rep.  258-268,  1  id.  73-86,  2  id,  56,  28  Am.  St.  Rep  229-235,  and 
Keasbey  on  Electric  Wires,  chap.  VIII. 

Whether  or  not  the  telegraph  line  is  a  new  burden  on  the  land,  the  owner 
has  a  right  to  compensation  for  any  substantial  obstruction  to  his  light, 
air  or  access.  Keasbey  on  Electric  Wires,  sec.  105;  H.  Clausen  d  Sons 
Brewing  Co.  v.  B.  d  0.  Teleg.  Co.,  2  Am.  Electl.  Cas.  210;  Zehren  v.  MH- 
voaukee  Elec.  Ry.  d  Lt.  Co.,  99  Wis.  83,  74  N.  W   Rep.  538,  7  Am.  Electl. 

Cas. ;  Jaynes  v.  Omaha  St.  Ry.  Co.,  53  Neb   631,  74  N.  W.  Rep.  67,  T 

Am.  Electl.  Cas. ;  and  it  has  been  held  that  he  is  entitled  to  compen- 
sation for  injury  to  trees  along  the  roadside.  Board  of  Trade  Teleg.  Co. 
V.  Bamett,  107  111.  507,  1  Am.  Electl.  Cas.  505;  DaAley  v.  Ohio,  51  Ohio  St. 
348,  5  Am.  Electl.  Cas.  186;  Clay  v.  Postal  Teleg.  Co.,  70  Miss.  406,  7  So. 
Rep.  658,  4  Am.  Electl.  Cas.  224;  McCruder  v.  Rochester  St.  Ry.  Co.,  28 
N.  Y.  Supp.  13,  4  Am.  Electl.  Cas.  224;  and,  on  the  other  hand,  it  has  been 
held  that  even  assuming  the  telegraph  line  to  be  a  new  burden,  the  right  of 
the  landowner  in  trees  in  the  street  is  subject  to  municipal  needs  with  respect 
to  a  fire-alarm  telegraph.    Southern  Bell  Teleph,  Co.  v.  Francis,  100  Ala» 
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224,  6  Am.  Electl.  Cm.  160,  19  So.  Rep.  1;  Southern  Bell  Teleph.  Co.  v. 
Oonstantine,  61  Fed.  Rep.  61,  4  Am.  Electl.  Gas.  219;  and  also  that  the 
telegraph  companj  is  liable  for  wanton  or  unneoessary  damage.  Tissot  v. 
Great  Southern  Teleph,  d  Teleg.  Co,,  39  La.  Ann.  996,  3  So.  Rep.  261,  2  Am. 
Electl.  Gas.  286;  Corham  v.  East  Chester  Eleo.  Co.,  80  Hun,  290,  30  N.  Y. 
8app.  128,  5  Am.  Electl.  Gas.  199;  Hoyt  v.  Southern  New  England  Teleph. 
Co.,  60  Conn.  388;  Poston  v.  Cumberland  Teleg.  d  Teleph.  Co.,  94  Tenn. 
696,  6  Am.  Electl.  Gas.  203;  Postal  Teleg.  Co.  v.  Lenoir,  107  Ala.  640,  18 
So.  Rep.  266,  6  Am.  Electl.  Gas.  167,  note;  Postal  Tel.  Co.  v.  Brantley,  107 
Ala.  683,  18  So.  Rep.  321;  Bradley  v.  So.  New  England  Teleph.  Co.,  66 
ComL  659,  34  Atl.  Rep.  499,  6.  Am.  Electl.  Gas.  152;  O'Connor  v.  Nova 
Seotia  Teleph.  Co.,  22  Canada  Sup.  Gt.  Rep.  276;  Gilchrist  v.  Dominion 
Teleg.  Co.,  Sup.  Gt.  New  Brunswick,  3  Pugsley  A,  Burridge,  553,  affirmed 
Supreme  Court  Canada,  2  Am.  Electl.  Gas.  298,  note. — ^£.  Q.  K. 


M.  W.  Kbuegeb  et  al.  v.  Wisconsin  Telephone  Company. 

Wisconsin  Supreme  Court,  February  27,  1900. 

(106  Wis.  96.) 
Telephoits  Liin&. — ^additional  bebvitudb. 

The  erection  of  telephone  poles  and  wires  in  a  street  constitutes  an  addi- 
tional burdoi  for  which  the  abutting  owners  are  entitled  to  compensa- 
tion, the  legislature  having  power  only  to  grant  the  right  to  use  streets 
subject  to  the  rights  of  the  owners  of  the  fee. 

Where  a  pole  is  placed  in  front  of  the  property  of  an  abutting  owner  in 
such  a  manner  as  to  interfere  with  his  proper  enjoyment  thereof,  and 
without  his  consent,  he  is  enttled  to  damages  and  to  the  removal  of  said 
pole. 

Cases  of  this  series  cited  in  opinion:     Zehren  v.  Milwaukee  Eleo.  Ry.  d  Lt, 

Co.,  vol.  7,  p.  ;  Wisconsin  Teleph.  Co.  v.  Oshkosh,  vol.  1,  p.  687; 

Pierce  v.  Drew,  vol.  1,  p.  571 ;  Irwin  v.  Gt.  So.  Teleph.  Co.,  vol.  1,  p.  709; 
Cater  v.  N.  W.  Teleph.  Essoh.  Co.,  vol.  6,  p.  Ill;  Julia  Bdg.  Ass'n  v.  Bell 
Teleph.  Co.,  vol.  1,  p.  801;  People  v.  Eaton,  vol.  5,  p.  87;  Hershfield  v. 
Rocky  Ut.  Bell  Teleph.  Co.,  vol.  4,  p.  73 ;  Magee  v.  Overshiner,  vol.  7,  p. 
241 ;  Eels  v.  Am.  Teleph.  d  Tel.  Co.,  vol.  5,  p.  92 ;  Bd.  of  Trade  Tel.  Co.  v, 
Bamett,  vol.  1,  p.  565;  Am.  Teleph.  d  Tel.  Co.  t?.  Pearoe,  vol.  3,  p.  169; 
W.  U.  Tel.  Co.  «*  Williams,  vol.  3,  p.  184;  Ches.  d  Pot.  Teleph.  Co.  v. 
Mackenzie,  vol.  3,  p.  196;  Blashfield  v.  Empire  St.  Teleph.  d  Tel.  Co.,  vol. 
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6,  jK  126;  Smith  v.  Tel.  Co.,  vol.  2,  p.  237;  Pac.  Postal  Tel.  Cable  Co.  v. 
Irvine,  vol.  4,  p.  140;  Nicoll  v.  N.  Y.  d  N.  J.  Teleph.  Co.,  vol.  7,  p.  277; 
Hewett  17.  W.  U.  Tel.  Co.,  vol.  2,  p.  222;  Halsey  v.  Rap.  Trane.  8t.  Ry. 
Co.,  vol.  3,  p.  283;  Broome  v.  N.  Y.  d  N.  J.  Teleph.  Co.,  vol.  2,  p.  259; 
Jaynea  v.  Omaha  St.  Ry.  Co.,  vol.  7,  p.  — >  City  of  Richmond  v.  So.  BeU 
Teleph.  d  Tel.  Co.,  vol.  7,  p.    — . 

Appeal  by  plaintiff  from  judgment  of  Circuit  Court,  Wimie- 
bago  County,  dismissing  complaint. 

The  defendant  is  a  corporation  owning  and  operating  a  sys- 
tem of  telephones  and  telephone  exchanges  in  this  State.     In 
1882  the  city  of  Neenah,  by  ordinance,  granted  the  defendant 
the  right  to  erect  and  maintain  a  telephone  system  in  said  city. 
By  it  the  company  was  granted  the  right  of  way  through  and 
upon  the  ^^streets,  sidewalks,  alleys  and  public  grounds  of  the 
city,  for  the  use  of  poles  and  the  necessary  wires,  provided  the 
same  were  set  in  such  manner  as  not  to  interfere  with  public 
travel  or  the  flow  of  water  in  the  gutters^  the  point  of  location 
to  be  determined  under  the  direction  of  the  street  commissioner 
or  city  engineer."     The  system  was  erected  and  continued  in 
opration  until  April,  1896.     As  originally  located,  there  was  a 
pole  about  12  feet  north  of  the  comer  of  Cedar  and  Wisconsin 
streets.     An  increase  of  business  necessitated  a  reconstruction 
of  the  systenL     In  the  progress  of  the  work,  it  was  deemed 
desirable  to  change  the  location  of  some  of  the  poles,  and  in 
making  such  changes  this  controversy  arosa     The  complaint 
sets  out  that  the  plaintiffs  are  the  owners  of  a  tract  of  land 
having  a  frontage  of  20  feet  on  Wisconsin  avenue,  and  77  feet 
on  Cedar  street,  exclusive  of  streets.    Upon  this  tract  was  located 
a  large  store  building,  occupied  as  a  drug  store,  in  the  comer  of 
which  were  large  glass  windows  and  doors,  looking  out  upon 
both  streets.     In  April,  1896,  the  defendant,  without  the  con- 
sent and  against  the  protests  of  the  plaintiffs,  set  a  large  pole 
at  the  street  comer,  a  few  feet  from  the  comer  of  the  drug  stoie, 
and  immediately  in  front  of  the  show  windows,  which,  it  is 
alleged,  materially  incumbers  said  property,  and  obstructs  the 
view  from  said  store ;  that  it  was  so  set  without  authority  from 
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tlie  citjy  and  against  the  protest  of  the  mayor  and  street  com- 
missioner; that  such  pole  and  the  wires  thereon  are  a  nuisance^ 
and  greatly  interfere  with  the  proper  use  and  enjoyment  of 
plaintiff's  property;  that  defendant  insists  upon  the  right  to 
occupy  and  hold  possession  of  said  premises  adversely  to  plain- 
tiffsy  and  against  their  will,  and  without  making  any  compensa- 
tion therefor.  The  relief  demanded  is  for  damages,  a  removal 
of  the  pole,  and  a  restraining  order  against  its  future  mainte- 
nanca  The  answer  sets  up  the  incorporation  of  defendant,  its 
business,  the  payment  of  license  fees  as  required  by  law,  the 
building  of  telephone  systems  throughout  the  State,  the  erection 
of  the  exchange  at  Keenah  in  1882,  the  erection  of  the  pole  12 
feet  north  of  the  intersection  of  said  streets,  the  width  of  the 
street,  acquiescence  by  plaintiffs  in  the  location  of  said  pole,  the 
reconstruction  of  the  system  in  1895,  the  erection  of  the  pole  in 
dispute  at  the  point  designated  by  the  street  commissioner,  its 
necessity  at  that  place  for  the  proper  management  of  its  ex- 
change, its  existence  at  that  point  since  1895,  and  a  denial  that 
the  poles  or  wires  interfere  with  the  means  of  ingress  or  egress 
from  said  premises^  or  obstruct  or  hinder  the  uses  thereof. 
When  the  case  was  called  for  trial  the  defendant  asked  the  court 
to  require  the  plaintiffs  to  elect  whether  they  relied  upon  a  legal 
or  equitable  cause  of  action.  The  request  was  denied,  and  a 
jury  was  duly  impaneled.  A  special  verdict  was  returned,  sub- 
•tantially  as  follows:  (1)  That  the  pole,  as  at  present  located, 
was  not  an  obstruction  to  the  ordinary  use  of  the  street.  (2) 
That  the  cables  and  wires  attached  to  the  pole  interfered  with 
the  plaintiffs*  use  and  enjoyment  of  their  property.  (3)  That 
the  pole  was  a  damage  to  plaintiJs'  property.  (4)  That  the 
pole  decreased  the  rental  value  of  such  property.  (5)  That  up 
to  the  conunencement  of  this  action  the  plaintiffs'  damage  was 
seven  dollars.  (6)  That  the  street  commissioner  did  not  con- 
sent to  the  placing  of  the  pole  where  it  now  stands.  (7)  That 
the  pole  could  have  been  placed  at  some  other  point  without 
great  inconvenience  to  defendant.     (8)  That  the  plaintiffs  did 
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not  refuse  to  permit  the  placing  of  the  pole  on  the  ^est  side  of 
Cedar  street,  seven  feet  north  of  the  lot  line  of  Wisconsin  ave- 
nue. (9)  That  plaintiffs  objected  to  the  placing  of  the  pole 
where  it  was  put  (10)  That  the  erection  of  the  pole  at  some 
other  point  was  praoticabla  (11)  That  the  erection  of  the 
pole  at  any  other  point  would  not  have  been  according  to  the 
most  approved  plan  of  telephone  construction.  "Not  for  Tele- 
phone Co."  (12)  That  the  pole  could  not  have  been  erected  on 
Cedar  street^  seven  feet  north  of  the  Bouih  line  of  plaintiffs' 
building,  and  connected  with  the  line  running  west  on  Wiscon- 
sin avenue,  without  carrying  the  wires  over  plaintiffs'  building. 
The  plaintiffs  moved  to  amend  the  special  verdict  by  striking 
out  the  negative  answers  to  the  first,  eleventh  and  twelfth  ques- 
tions, and  substituting  an  affirmative  answer,  which  was  denied. 
A  motion  for  judgment  for  plaintiffs  on  the  verdict  as  rendered 
was  also  denied.  The  court  took  the  matter  under  considera- 
tion, and,  in  a  written  opinion,  decided  that  the  action  was  equi- 
table, and  the  verdict  only  advisory;  that  the  pole  in  questioD 
was  not  a  nuisance;  that  the  placing  of  such  poles  in  a  street 
was  not  an  additional  burden  upon  the  land  which  entitled  ad- 
joining owners  to  compensation;  and  that,  although  they  might 
occasion  some  damage  to  abutting  lot  owners,  it  was  damnum 
absque  injuria.  Judgment  dismissing  the  complaint,  with  costs, 
was  entered,  from  which  plaintiffs  have  taken  this  appeaL 

J,  C  Kerwin,  for  appellants. 

Miller,  Noyes,  Miller  <&  Wahl,  for  respondent. 

Babdeen,  J.  (after  stating  the  facts)  :  The  importance  of 
this  litigation  is  manifest.  It  involves  the  vexed  question  of 
whether  the  placing  of  telephone  poles  in  a  street  is  an  additional 
servitude,  as  against  the  abutting  owner,  not  contemplated  by 
the  dedication,  that  cannot  be  imposed  without  his  consent,  nor 
without  compensation  if  he  requires  it  This  precise  question 
has  not  heretofore  been  declared  by  this  court,  so  we  are  free  to 
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deal  with  it  as  one  of  first  impressioD^  except  in  so  far  as  the 
policy  of  the  State  has  been  dictated  in  decisions  where  kindred 
questions  have  been  considered  and  determined.  That  the  ques- 
tion should  not  have  been  presented  before,  in  view  of  its  im- 
portance, and  the  number  and  character  of  the  telephone  ex- 
changes in  the  State,  is,  perhaps,  a  matter  of  some  surprise 
ItB  importance  lies  not  so  much  in  the  individual  interests  at 
stake,  as  in  its  effect  upon  the  interests  of  corporations  that 
have  built  so  many  miles  of  poles,  and  operated  so  many  ex- 
changes, within  the  borders  of  the  State.  In  whatever  light  it 
may  be  viewed,  it  is  not  entirely  free  from  diflSculty.  The  ques- 
tion has  arisen  in  many  of  the  States,  and  adjudications  upon 
both  sides  are  numerous,  and  not  without  helpful  valua  The 
best  l^al  thought  of  the  country  has  been  given  to  its  considera- 
tion, and  there  is  little  that  has  been  left  unsaid.  Both  sides  of 
the  controversy  have  been  presented  by  eminent  counsel,  and 
considered  by  learned  and  able  judges;  and  the  result  has  been, 
as  before  stated,  a  considerable  diversity  of  opinion.  Kindred 
questions  have  heretofore  arisen  in  this  State,  and  while,  per- 
haps^ the  decisions  have  not  been  in  complete  harmony  with  the 
basic  idea  of  street  dedication,  it  is  not  believed  that  there  has 
been  any  radical  departure  therefrom. 

The  fundamental  idea  of  street  dedication  is  that  tJie  land  so 
dedicated  is  to  be  set  apart  to  the  entire  public  for  such  public 
use  and  purposes  as  the  location  of  the  street,  urban  or  sub- 
urban, seems  to  require.  The  primary  use  and  purpose  is  pub- 
lic travel.  The  servitude  imposed  on  the  land  is  the  right  of 
the  public  to  construct  and  maintain  thereon  a  safe  and  con- 
venient roadway,  which  shall  at  all  times  be  open  and  free  for 
public  use  as  a  highway.  There  is,  however,  an  essential  and 
well-recognized  difference  between  urban  and  suburban  servi- 
tudes. The  easement  of  the  one  is  much  more  comprehensive 
than  the  other.  Many  of  the  rules  which  apply  to  the  one  class 
of  easements  are  wholly  without  force  as  againat  the  other  clasSb 
Elliott,  Roads  &  S.  299.     This  distinction  is  here  referred  to  in 
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view  of  the  contention  made  by  defendant's  counsel  hereinafter 
to  be  noticed.  We  may  further  premise  our  discussion  with 
the  statement  that  it  is  the  settled  law  of  this  State  that  the 
owner  of  land  abutting  on  a  street  owns  the  fee  to  the  center  of 
the  street,  subject  only  to  the  public  easement  The  doctrine 
was  first  announced  in  Gardiner  v.  Tisdale,  2  Wis.  163,  and  has 
been  followed  in  a  line  of  decisions  since  almost  as  numerous  as 
the  published  volumes  of  Reports.  This  being  so,  this  court 
held  in  Ford  v.  Railroad  Co.,  14  Wis.  609,  that  the  railroad 
company  could  not  appropriate  and  occupy  a  street  with  its 
track  without  consent  of  the  proprietors  of  the  lots  bounded  by 
the  street,  or  compensation  made  to  them,  and  neither  the  legisr 
lature  nor  the  municipal  authorities  have  any  power  to  dispense 
with  the  making  of  such  compensation.  See  Blesch  Vc  Railway 
Co.,  48  Wis.  168,  2  K  W.  113 ;  Buchner  v.  Railway  Co ,  60 
Wis.  264,  19  K  W.  56 ;  Hegar  v.  Railway  Co.,  26  Wia  624. 
The  reason  given  for  this  conclusion  as  stated  in  the  Ford  Case 
is  that  "the  two  uses  are  almost,  if  not  wholly,  inconsistent  witii 
each  other,  so  that  taking  the  highway  for  a  railroad  will  nearly 
supersede  the  former  use  to  which  it  had  been  legally  appropri- 
ated." In  Hobart  v.  Railroad  Co.,  27  Wis.  194,  the  question 
was  raised  whether  the  construction  and  operation  of  a  horse 
railway  in  the  streets  of  a  city  imposed  a  new  burden  upon  the 
adjacent  lot  owners,  for  which  they  were  entitled  to  compensa- 
tion. There  were  conflicting  decisions  in  other  States,  and  the 
court  adopted  a  middle  doctrine,  sanctioned  by  the  courts  of 
Ohio — ^that  such  a  road  was  not  an  additional  burden  entitling 
the  lot  owners  to  compensation,  except  when  some  private  nght 
of  such  owner,  such  as  free  access  to  his  own  land  or  buildings, 
has  been  materially  impaired  thereby.  Reasons  at  length  are 
not  given  in  the  opinion  for  this  conclusion,  but  it  is  evident  that 
it  cannot  be  justified  except  upon  the  theory  that  the  street  rail- 
way tends  to  further  and  accelerate  the  original  purpose  for 
which  the  dedication  was  made — ^that  of  public  travel.  In  the 
recent  case  of  Chicago  £  N.  W.  Ry.  Co.  v.  MUwavkee,  R,  dc  K. 
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E.  Ry.  Co.,  95  Wis,  561, 10  K  W.  678,  37  L.  E.  A.  856,  this 
court  held  that  the  conBtruction  and  operation  on  pubUc  streets, 
of  an  electric  railroad  extending  between  several  cities  or  towns, 
for  the  transportation  of  merchandise,  baggage,  mail  and  ex- 
press matter,  as  well  as  passengers,  is  not  a  mere  exercise  of  the 
public  easement  previously  acquired  by  the  establishment  of 
such  street,  but  imposes  an  additionrJ  burden  thereon,  and  is 
the  taking  of  private  property,  for  which  the  abutting  owner 
is  emtitled  to  compensation.     Emphasis  was  laid  upon  the  fact 
that  it  was  a  commercial  railway,  doing  other  business  than  the 
mere  transportation  of  passengers,  and  also  that  the  commxmi- 
cation  was  between  somewhat  distant  cities.     This  case  was  fol- 
lowed in  Zehren  v.  Light  Co.,  7  Am.  Eleetl.  Cas.    — ^  99  Wis. 
83,  74  N.  W.  538,  41  L.  E.  A.  575,  but  the  doctrine  was  ex- 
tended so  far  as  to  hold  that  an  electric  railway  running  upon 
the  highway  through  country  towns  was  an  additional  burden 
upon  the  highway.     The  question  of  whether  such  a  system, 
operated  by  the  overhead  trolley,  with  its  necessary  poles,  in 
the  streets  of  the  city,  was  an  additional  burden,  was  expressly 
reserved,  and  has  not  yet  been  determined  in  this  State.     The 
rights  of  the  abutting  lot  owner  with  reference  to  the  adjacent 
street  has  received  consideration  in  several  cases.     Thus,  in 
PapwoHh  V.  City  of  Milwaukee,  64  Wis.  389,  25  K  W.  431, 
the  right  of  the  lot  owner  to  construct  vaults  or  other  areas  under 
a  sidewalk,  with  proper  openings  therein,  was  sanctioned,  pro- 
vided it  was  done  in  such  a  manner  as  not  to  interfere  with  or 
endanger  public  traveL     In  Hay  v.  Weber,  79  Wis.  587,  48  N. 
W.  859,  a  bay  window  extending  over  the  sidewalk  in  such  a 
way  as  not  to  interfere  with  travel  was  permitted.     The  fair 
conclusion  from  this  Ime  of  decisions  is  that  the  abutting  owner 
has  all  the  rights  of  an  absolute  owner  of  the  soil,  in  the  streets, 
subject  only  to  the  public  easement  therein. 

It  may  be  admitted  that  the  constitution  of  the  State  is  the 
€mlj  limit  of  legislative  power  over  the  highways  of  the  State. 
The  lines  within  which  such  power  is  to  be  restrained  are  such 
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as  were  indicated  in  the  Ford  Case — ^tliat  neither  the  legislature 
nor  municipal  authorities  can  authorize  the  taking  or  incumber- 
ing of  a  public  street  for  purposes  inconsistent  with  its  public 
use,  without  the  consent  of  the  lot  owner,  unless  some  provision 
for  compensation  has  been  made.  The  extent  to  which  legisla- 
tive authority  may  go  would  be  to  grant  the  right  of  street  occu- 
pancy, subject  to  the  rights  of  the  owners  of  the  fee.  This,  it 
is  believed,  is  all  that  was  intended,  and  all  that  the  legislature 
had  the  right  to  grant,  by  the  act  of  the  legislature  of  Mardi  11, 
1848.  See  Terr  Laws  1848,  p.  257.  This  act  gave  the  right 
to  telegraph  companies  to  construct  and  maintain  their  lines 
"from  point  to  point,  upon  and  along  any  of  the  public  roads 
.  .  .  within  the  limits  of  the  Territory  or  State,  or  upon 
the  land  of  any  individual,  the  owners  of  the  land  through  which 
said  telegraph  lines  may  pass  having  first  given  their  consent," 
provided  the  same  should  be  so  constructed  as  not  to  incommode 
public  usa  This  law,  with  some  slight  amendments,  has  been 
carried  into  the  different  revisions  since  that  time,  and  now 
appears  in  the  revision  of  1898  as  section  1778.  While  limited 
in  its  terms  to  telegraph  companies,  this  court  held  in  Wisconsin 
Tel  Co.  V  City  of  OshkosK  1  Am.  ElectL  Cas.  687,  62  Wis. 
82,  21  N.  W.  828,  that  the  telephone  company  was  included 
within  the  meaning  of  the  statute  It  should  be  noted,  however, 
that  the  Supreme  Court  of  the  United  States  in  a  recent  case 
came  to  a  different  conclusion  regarding  an  act  of  Congress  of 
similar  import.  City  of  Richmond  t\  Southern  Bell  Telephone 
&  Telegraph  Co,,  174  U.  S.  761,  19  Sup.  Ct.  778,  43  L.  Ed. 
1162  As  before  noticed,  it  is  our  conviction  that  this  law 
grants  no  powers  to  use  the  street,  except  as  against  the  public, 
and  was  not  intended  to  cut  off  or  limit  the  rights  of  the  actual 
owners  of  the  land  affected  thereby.  Without  authority  from 
the  State,  the  placing  of  poles  in  a  street  would  constitute  a 
nuisance,  abatable  as  such  by  the  public  authorities.  By  this 
statute  the  public  is  foreclosed  of  the  right  to  object  to  the  poles 
being  in  the  street;  but  the  right  of  the  adjacent  owner  remains 
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iat&ct,  to  be  viudicatod,  when  myaded^  by  tlie  usual  process  of 
the  law.  The  fact  that  the  power  of  eminent  domain  has  not 
been  granted  to  telegraph  or  telephone  companies  cannot  affect 
the  question.  It  may  be  that  the  companies  have  not  asked  for 
it.  The  fact  that  the  question  has  not  been  brought  here  before 
is  of  no  significance,  except  as  indicating  how  great  has  been  the 
forbearaiice  of  parties  whose  rights  kave  been  invaded.  The 
aigument  that  whenever  a  highway  has  been  laid  out  since  1848 
the  compensation  paid  therefor  included  the  use  telephone  com- 
panies might  put  it  to  is  specious,  but  in  reality  overlooks  some 
very  important  considerations.  In  the  first  place,  there  is  no 
kinship  between  the  statutes  in  relation  to  the  taking  or  dedica- 
tion of  highways  and  the  one  in  question.  They  do  not  relate 
to  the  same  subject-matter,  nor,  in  their  purpoee,  do  they  con- 
cem  the  same  class  of  people.  In  the  one  case  a  right  is  given 
to  the  entire  public ;  in  the  other,  to  a  few  corporations  doing  a 
special  business,  for  private  gain.  The  one  contemplates  only 
such  occupancy  as  is  essential  and  necessary  for  the  purposes  of 
public  travel.  The  other  grants  a  right  of  permanent  occupancy 
to  a  private  corporation,  conducted  for  private  gain,  but  doing  a 
business  of  public  utility  and  convenience.  A  street  may  sub- 
sist, and  the  lot  owner  have  the  complete  use  of  his  adjacent 
property.  Not  so  if  a  portion  of  the  street  has  been  permanently 
taken  by  poles  and  other  necessary  structures  for  a  tel^raph  or 
telephone  line.  No  one  doubts  but  that  private  rights  are 
affected,  by  the  construction  and  maintenance  of  such  a  line,  in 
a  way  entirely  different  from  the  ordinary  uses  of  a  highway. 
Xor  is  there  room  to  dispute  the  fact  that  such  constructions  con- 
stitute a  permanent  occupancy  of  the  land,  independent  of  the 
public  use.  This  occupancy  being  for  the  direct  benefit  of  pri- 
vate corporations,  and  only  for  the  indirect  benefit  of  the  public, 
how  can  it  be  said,  with  any  show  of  justice,  that  when  land  is 
condemned  for  a  street  the  public  must  not  only  pay  for  its  use, 
but  also  for  the  use  of  such  quasi  public  corporations  as  the 
legislature  have  given  power  to  use  the  highways?     There  is 
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also  another  consideratioiL  In  no  case  that  haa  ever  oome  under 
our  observation,  where  land  has  been  sought  to  be  oondenmed, 
has  the  fact  that  the  street  might  be  used  by  a  telegraph  or  tele- 
phone oompany  been  urged  aa  sjh  element  of  damages.  There 
are  thooiaandB  of  miles  of  streets  and  highways  in  the  State 
where  no  telej^one  poles  have  ever  been  set,  and  where  none  ever 
will  be  set,  and  it  would  be  absurd  to  say  that  the  owners  of  the 
fee  ever  contemplated  payment  for  any  other  use  than  that  of 
public  traveL  There  is  no  parallel  between  this  case  and  Hus- 
ton V.  City  of  Ft  Atkinson^  56  Wis.  350,  14  N.  W.  444.  The 
court  there  asserts  that  materials  in  one  portion  of  a  highway 
might  be  taken  to  repair  an  adjacent  highway,  the  purpose  being 
in  aid  of  the  public  use.  Streets  have  to  be  made  and  worked, 
hills  leveled  and  depressions  filled.  Hence  it  may  be  said  to 
have  fairly  been  within  the  contemplation  of  the  parties  that 
the  surface  should  be  removed  from  plaoe  to  place  to  cany  out 
the  original  idea  of  street-making. 

On  the  general  proposition  of  whether  wires  and  poles  are  an 
additional  burden  for  which  the  abutting  owner  is  entitled  to 
compensation,  there  is^  as  stated,  a  wide  divergence  of  opinion 
among  text  writers  and  courts.  It  is  universally  admitted  that 
the  legislature  may  subject  the  highway  to  this  usa  The  ques- 
tion is  whether  it  can  be  done  without  compensation  to  the 
owner  of  abutting  land.  As  stated  in  Keasbey,  Electrio  Wires^ 
p.  71,  the  argument  on  one  side  is  that  the  easement  of  highway 
is  imteroommnnication,  or  the  right  to  use  the  highway  by  the 
public  generally  for  the  purposes  of  intercommunication!.  Its 
purpose  has  been  the  transmission  of  intelligence^  as  well  as  toz 
travel  and  transportation.  It  has  been  used  by  the  post  horse 
and  mail  wagon  as  well  as  the  coach  and  the  cart.  When  new^ 
modes  of  travel  and  new  means  of  communication  became  neces* 
sary,  the  public  have  a  right  to  use  them,  and  they  impose  no 
new  burden  on  the  soil  unless  they  are  inconsistent  with  the  old 
use;  and,  if  the  old  use  remains  unimpaired,  the  owner  of  tho 
soil  has  no  reason  to  complain.     Some  of  the  leading  cases  sup- 
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porting  this  view  are  here  noted :  Pierce  v.  Drew,  1  Am.  ElectL 
Caa.  671,  136  Mass.  75;  Irwin  v.  Telephone  Co.,  1  Am.  ElectL 
Oa&  709,  37  La.  Ann,  63 ;  Cater  v.  Exchange  Co.,  5  Am.  ElectL 
Gas.  Ill,  60  Minn.  639,  63  N.  W.  Ill,  28  L.  E.  A.  810;  Julia 
Bldg.  Ass'n  v.  Bell  Tel  Co.,  1  Am.  ElectL  Cas.  801,  88  Mo. 
268 ;  People  v.  Eaton,  8  Am.  ElectL  Cas.  87, 100  Mick  208,  69 
N.  W.  146,  24  L.  E.  A.  721 ;  Hershfield  v.  Telephone  Co.,  4  Am. 
ElectL  Oas.  73,  12  Mont  102,  29  Pac.  883;  Magee  v.  Over- 
shiner  (Ini  Sup  ),  7  Am.  Electl.  Cas.  241,  49  N.  Ew  961,  40 
L.  R.  A.  370.  On  the  other  hand,  it  is  argued  that  the  streets 
were  intended  primarily  for  travel  and  transportation,  and  that, 
although,  they  were  intended  also  for  tlie  transmission  of  intel- 
ligence^ and  the  telephone  and  telegraph  are  used  for  that  pur 
pose,  yet  the  mode  of  use  is  so  wholly  different  from  the  old  one, 
and  requires  such  permanent  occupation  of  the  soil,  that  it  can- 
not be  supposed  that  the  landowner  ever  contemplated  such  use 
and  occupation.  He  has  only  given  the  right  of  use  for  a  public 
highway,  and,  if  he  cannot  complain  of  this  permanent  occupa- 
tion, there  is  nothing  to  prevent  the  posts  being  put  so  as  to  form 
a  barrier  between  his  land  and  the  street,  and  the  wires  from 
being  so  numerous  as  to  be  annoying  and  dangerous.  The  pri- 
mary law  of  the  highway  is  motion,  and  whether  vehicles  are 
used,  or  whatever  method  of  transmission  of  intelligence  is 
adopted,  the  vehicle  must  move  and  the  intelligence  be  tran£H 
mitted  by  some  moving  body  which  must  pass  along  the  high- 
way, either  on  or  over,  or  perhaps  under,  it,  but  cannot 
permanently  appropriate  any  part  of  it  The  authorities  sup- 
porting this  view  are  so  numerous  that  it  may  be  said  with 
confidence  that  the  great  weight  of  judicial  opinion  is  in  its 
favor.  We  note  the  following  cases:  Eels  v.  Telegraph  Co., 
5  Am.  ElectL  Cas.  92, 149  N.  Y.  133,  38  N.  E.  202,  25  L.  R  A. 
040;  Telegraph  Co.  v.  Barnett,  1  Am.  Electl.  Cas.  565,  107 
IlL  607;  Telegraph-Cable  Co.  v.  Eaton,  170  HI.  513, 
49  N.  E.  366,  89  L.  R.  A.  722;  Telegraph  Co.  v.  Pearce, 
3  AmL  Electl.  Cas.  169,  71  Md.  535,  18  Atl.  910,  7  L.  R  A- 
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200 ;  Telegraph  Co.  v.  Williams,  3  Am.  Electl.  Cas.  184,  86  Va. 
696,  11  S.  K  106;  Telephone  Co.  v.  Mackenzie,  3  Am.  ElectL 
Cas.  196,  74  Mi  36,  21  Atl.  690;  Blashfield  v.  Telegraph  Co., 

6  Am.  Electl.  Cas.  126,  71  Hun,  632,  24  N.  Y.  Supp.  1006; 
Smith  V.  Telegraph  Co.,  2  Ohio  Cir.  Ct.  R.  259 ;  Stowers  v. 
Telegraphic  able  Co.,  68  Miss.  559,  9  South.  356,  12  L  R.  A- 
864;  Telegraph  Co.  v.  Irvine,  4  Am.  Electl.  Cas.  140  (C.  C), 
49  Fed.  113;  Nicoll  v.  Telephone  Co.  (K  J.  Err.  &  App),  7 
Am.  Electl.  Cas.  277,  42  Atl.  583 ;  Hewett  v.  Telegraph  Co., 
2  Am.  Electl.  Cas.  222,  13  Wash.  Law  Rep.  466.  See  HaUey 
V.  Raihvay  Co.,  3  Am.  ElectL  Cas.  283,  47  K  J.  Eq.  380,  20 
Atl.  859 ;  Sterling's  Appeal,  111  Pa.  St.  35,  2  Atl.  105 ;  Broome 
V.  Telephone  Co.,  2  Am.  ElectL  Cas.  259,  42  K  J.  Eq.  141, 

7  Atl.  851;  Jaynes  v.  Railway  Co.  (Neb.),  7  Am.  ElectL  Cas. 

,  74  K  W.  67,  39  L.  R.  A.  751.     In  addition  to  the  courts 

tiie  text  writers  quite  uniformly  subscribe  to  this  doctrine. 
Mr.  Lewis,  in  his  work  on  Eminent  Domain  (sec.  131),  says: 
''The  lines  of  a  telegraph  or  telephone  company  are  on  the  same 
footing  as  the  steam  railroad.  They  form  no  part  of  the  equip- 
ment of  a  public  highway,  and  are  entirely  foreign  to  its  use." 
Another  writer  on  this  same  subject  says:  "And  the  sounder 
rule  seems  to  be  that  the  abutting  owner  ought  to  be  compen- 
sated for  all  actual  injury  to  his  property,  or  the  right  to  use  the 
same.  Tied.  Mun.  Corp.  sec.  297.  Randolph  on  Eminent  Do- 
main (sec.  407),  says  that  the  prevailing  opinion  is  that  tiie 
plant  of  a  telegraph  or  telephone  company  is  an  additional  ser- 
vitude. See,  also,  Crosw.  Elect  sec.  110;  Thomp.  Elect,  sec 
18;  Elliott,  Roads  &  S.  pp.  534,  535;  2  DilL  Mun.  Corp.  sec 
698a.  In  view  of  this  overwhelming  array  of  courts  and  law 
writers  in  favor  of  the  latter  rule,  and  in  view  of  the  adoption 
by  this  court  of  the  middle-ground  doctrine  mentioned  in  the 
Hobart  Case,  we  feel  compelled  to  drop  into  the  ranks  of  the 
majority,  and  sanction  this  rule  as  the  policy  and  law  of  this 
State.  Every  question  and  every  argument  bearing  on  the  situ* 
fttion  has  been  raised  and  used,  and  oonsidered  and  determined. 
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in  the  oases  cited;  and  notliiiig  that  we  can  say  mil  add  to  their 
weighty  or  be  likely  to  convince  the  doubting.  The  suggestion 
that  the  adoption  of  this  rule  will  cripple  or  destroy  the  com- 
meroe  of  the  State  is  weighty,  but  the  rights  of  the  pub-; 
lie  or  of  corporations  engaged  in  conducting  business  of  ai 
public  character,  cannot  be  allowed  to  prevail  over  the' 
rights  of  individuals,  except  in  the  way  pointed  out  in  the 
constitution.  The  fact  that  some  of  the  cases  mentioned  were 
decided  with  reference  to  the  location  of  poles  on  country  roads 
does  not  lessen  their  weight.  If  it  be  a  fact,  as  we  believe  it  is, 
that  in  the  dedication  or  condemnation  of  streets  the  taking  and 
occupancy  of  a  specific  portion  for  permanenit  structures  was 
not  within  the  contemplation  of  the  parties,  then  the  argument 
of  the  greater  rights  of  the  public  in  city  streets  fails.  The 
freedom  of  use  and  enjoyment  of  adjoining  property  have  been 
interfered  with,  and  a  definite  portion  of  both  street  and  high- 
way has  been  taken,  contrary  to  the  original  purpose,  and  with- 
out compensation. 

On  the  trial  the  complaint  was  objected  to  as  having  a  double 
aspect.  It  was  claimed  that  it  contained  allegations  which 
would  make  the  action  either  at  law  or  in  equity,  to  suit  the  exi- 
gencies of  the  pleader;  and  the  court  was  asked  to  compel  the 
plaintiffs  to  elect  as  to  which  aspect  of  the  case  they  intended  to 
adopt.  This  request  was  denied,  and  the  case  was  submitted  to 
a  jury,  and  a  special  verdict  taken.  Afterwards  the  court  be- 
came convinced  that  the  suit  was  one  in  equity,  regarded  the 
findings  of  the  jury  as  advisory  only,  and  judgment  was  ordered 
for  defendant,  mainly  on  the  theory  that  the  pole  in  dispute  did 
constitute  an  additional  burden  on  the  street.  Without  enter- 
ing into  any  formal  discussion  of  the  matter,  we  Aall  assume, 
as  counsel  for  both  parties  and  the  court  have  assumed,  that  the 
actiaik  is  one  in  equity  to  abate  a  private  nuisance,  under  chap- 
ter 187,  Revised  Statutes.  The  proof  amply  shows  that  defend^- 
ant  entered  upon  the  plaintiffs'  land,  and  erected  an  unsightly 
pole  immediately  in  front  of  their  show  window^  and  which  in 
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some  degree  interferes  with  the  proper  enjoyment  of  their  prop- 
erty. Such  occupancy  oonstitutes  a  continuing  trespass  upou 
the  land,  and  affords  grounds  for  the  interyention  of  the  court 
In  view  of  what  has  already  been  said,  the  decision  of  the  trial 
court  was  erroneous.  The  judgment  is  therefore  reversed,  and 
the  cause  is  remanded,  with  directions  to  eniter  judgment  for  the 
plaintiffs  for  the  removal  of  the  pole,  and  for  the  damagee  found 
by  the  jury.     So  ordered* 


William  D.  Falmbr^  Respondent,  v.  Labchmont  Electbio 

Company,  Appellant. 

yew  York  Court  of  Appeals,  February  28,  1899. 

(158  N.  Y.  231,  reversing  6  Am.  Electl.  Gas.  128.) 

Electbio  Lionr  ltitb  tob  public  liqhtino  m  bubal  hiohwat. — ^No  new 

BUBOEN. 

The  owner  of  rural  land,  abutting  upon  a  highway  to  the  center  of  which 
his  ownership  extends,  is  not  entitled  to  compensation  for  the  use  of  the 
highway  for  its  fixtures  by  an  electric  light  company  duly  organized 
under  the  Transportation  Corporations  Law,  using  the  highway  under  a 
grant  from  the  town  authorities,  which  grant  embodies  a  contract  for 
public  lighting;  the  particular  fixtures  in  question  being  necessary  to  the 
performance  of  such  contract. 

The  case  distinguished  from  the  Eels  Case  (5  Am.  Electl.  Cas.  92),  since 
in  that  case  the  telephone  line  in  question  was  not  used  for  any  street 
purpose,  while  lighting  is  a  street  purpose. 

Street  purposes  and  municipal  purposes  distinguished. 

Cases  of  this  series  cited  in  opinion:  Johnson  v.  T,  H,  Eleo.  Oo,,  vol.  3, 
p.  203;  Consumers  Gas  d  Elee.  Lt.  Co.  v.  Congress  Spring  Co.,  toI.  8, 
p.  211;  Eels  v.  Am.  Teleph.  d  Tel.  Co.,  vol.  5,  p.  92. 

Appeal  from  judgment  of  Appellate  Division  of  Supreme 
Court,  Second  Judicial  Department,  affirming  a  judgment  en- 
tered upon  a  decision  of  the  court  on  trial  at  Special  Term. 
Facts  stated  in  opinion. 
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Wm.  8am.  Johnson,  for  appellant 

Wm.  Porter  Alleuj  for  respondent* 

Haight,  J. :  This  is  an  action  ini  ejectmenit  to  compel  the 
defendant  to  remove  its  poles  and  wires  from  Palmer  avenue 
in  front  of  the  plaintiff's  premises.  The  plaintiff  is  the  owner 
of  lands  at  the  comer  of  Palmer  and  Rushmore  avenues  in  the 
town  of  Mamaroneck,  Westchester  county,  and  his  fee  extends 
to  the  center  of  the  highways,  subject  to  the  easements  of  the 
public  therein.  The  defendant  is  an  electric  corporation  or- 
ganized under  the  Transportation  Corporations  Law  of  this 
State  (L.  1890,  ch.  566),  having  for  its  objects  the  manufacture 
and  use  of  electricity,  for  producing  light,  heat  and  power,  and 
in  lighting  streets,  avenues,  public  parks  and  places  and  public 
and  private  buildings  of  cities,  villages  and  towns  within  this 
State.  On  the  14th  day  of  March,  1894,  it  obtained  a  grant 
from  the  town  board  of  the  town  of  Mamaroneck,  giving  it  the 
right  to  construct  and  maintain  suitable  lines  of  wire  for  the 
purpose  of  conducting  electricity  to  such  points  within  the  cor- 
porate limits  of  the  town  as  may  seem  fit  to  the  company,  sub- 
ject, however,  to  certain  rules  and  restrictions  specifically  men- 
tioned, among  which  were  the  requirements  that  the  wires  should 
be  insulated,  conducted  upon  poles  of  a  specified  size  and  uni- 
formity, made  straight  and  attractive  in  appearance,  on  which 
wires  should  be  Strang  not  less  than  eighteen  feet  from  the 
ground.  The  grant  contained  the  further  condition  that  the 
company  shall  furnish  to  the  town  $100  worth  of  light  free  of 
charge  each  and  every  year,  and  for  every  $1,000  worth  of  light 
bought  by  the  town  from  the  company  an  additional  $100  worth 
of  free  light  shall  be  furnished,  the  light  to  be  placed  in  such 
locations  as  shall  be  designated  by  the  town  board.  Pursuant 
to  this  grant  the  town  contracted  for  certain  lights  at  the  rate 
of  $22.50  per  light  per  year,  and  thereupon,  pursuant  to  the 
grant  and  contract,  the  defendant  constructed  its  line  of  wire 
throu^  Rushmore  and  Palmer  avenues,  locating  a  light  on  the 
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oorouer  of  those  avenueB  in  front  of  plaintifi's  pr&mises,  and 
erected  on  Palmer  avenue,  in  front  of  his  premises,  two  poles 
on  which  the  wires  were  strung,  and  which  the  evidence  shows 
were  necessary  to  enable  the  company  to  perform  its  contract 
with  the  town. 

This  action  was  prosecuted  to  recover  the  possession  of  the 
lands  oocupied  by  these  poles  and  for  damages 

The  care,  management  and  control  of  the  public  ways  devolve 
upon  the  local  municipal  government  in  which  they  are  located, 
and  it  is  the  duty  of  the  local  government  to  maintain  them  in 
such  condition  that  the  public,  by  the  exercise  of  due  care,  may 
pase  over  them  in  safety.  In  the  darkness  of  the  ni^t,  in 
crowded  thoroughfares,  light  is  an  important  aid,  largely  tend- 
ing to  promote  the  convenience,  as  well  as  the  safety,  of  the 
traveling  public.  It  is  not  only  one  of  the  uses  to  which  the 
public  ways  may  be  devoted,  but  in  the  case  of  crowded 
thoroughfares  a  duty  devolves  upon  the  municipality  of  supply- 
ing it.  In  such  cases  it  is  one  of  the  burdens  upon  the  fee  which 
must  be  borne  as  an  incident  to  the  public  right  of  traveling  over 
the  way,  and  is  deemed  one  of  the  uses  for  which  the  land  was 
taken  as  a  public  highway.  Johnson  v.  Thomsorir Houston  El. 
Co,,  8  Am.  Electl.  Cas.  203,  64  Hun^  469 ;  Consumers'  Oas  £ 
Ell.  L.  Co.  V.  Congress  Spring  Co.,  3  Am.  ElectL  Oas.  211,  25 
J.  &  S.  563 ;  WUcher  v.  Holland  Water  Works  Co.,  66  Hun, 
619 ;  Same  Case,  affirmed,  142  N.  Y.  626 ;  Hequimbovrg  v.  City 
of  Dunkirk,  49  Hun,  660 ;  Sun  Pvb.  Co.  v.  Mayor,  etc.,  152  N. 
T.  267,  266 ;  Van  Brunt  v.  Town  of  Flathush,  128  K  T.  60,  66. 

As  we  understand  the  opinion  of  the  learned  court  below, 
its  views  are  in  accord  with  our  own,  as  applied  to  public  high- 
ways in  cities  and  incorporated  villages,  but  it  reached  the  con- 
clusion that  the  rule  was  different  with  reference  to  country 
highways,  and  that  .the  dei]fiity  of  population  ought  not  to  be 
made  the  test  in  determining  the  line  in  respect  to  easements 
which  separate  the  urban  from  the  rural  districts.  (6  App. 
Div.  12.)     That  court  was  also  of  the  opinion  that  this  case  was 
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oontrolled  by  the  case  of  Eels  v.  Am.  Tel.  dk  Tel.  Co.,  6  Am. 
Electa.  Caa  92,  143  N.  T.  133. 

Our  views  are  somewhat  different  We  thiiik  the  Eels  Case 
is  dearly  distinguishable  from  that  unxler  consideration.  In 
that  case  ejectment  was  brought  to  remove  the  poles  of  a  tele- 
graph and  telephone  company  which  were  not  used  in  any 
sense  for  a  street  purpose.  It  is  urged  that  the  wires  might 
be  used  for  the  purpose  of  notifying  the  fire  department  of  a 
nmnicipality  of  the  breaking  out  of  a  fire.  Undoubtedly,  and 
8o  far  as  they  are  used  for  that  purpose,  it  clearly  would  be  for 
a  municipal  purpose,  but  there  is  a  broad  distinction  between 
a  municipal  purpose  and  a  street  purpose.  The  primary  object 
of  highways  is  for  the  public  travel  by  persons  and  animals, 
and  by  carriage  or  vehicles  used  for  tke  transportation  of  per- 
sons and  goods,  other  than  by  railroads.  Sewers  drain  the  sur- 
face wat^r  from  the  highways,  and  thus  relieve  them  from 
impairment  and  destruction.  In  this  respect  sewers  are  for  a 
street  purpose.  In  addition,  they  may  drain  also  the  abutting 
property  and  houses  and  thus  tend  to  promote  the  public  health. 
In  this  respect  they  are  for  a  municipal  purpose.  Water  sup- 
plied by  mains  through  the  highways  may  be  used  for  cleansing 
and  sprinkling  the  streets.  In  this  respect  it  is  for  a  street 
purpose.  It  may  be  used  by  the  abutting  owners  for  cleansing 
and  for  domestic  purposes,  and  is  also  used  for  the  extinguish- 
ment of  fires.  In  this  reapect  it  for  a  municipal  purpose. 
Light  is,  as  we  have  seen,  an  aid  to  the  public  in  the  night  time 
in  traveling  upon  the  highway.  It  is,  therefore,  used  for  a 
street  purpose.  All  of  the  street  purposes  which  we  have  re- 
ferred to  are  clearly  incident  to  the  highway  and  are  deemed 
within  the  grant  of  lands  for  highway  purposes  whenever  the 
necessity  for  these  uses  arises.  Not  so  with  telegraph  and  tele- 
phone wires.  They  in  no  way  preserve  or  improve  the  streets 
or  aid  the  public  in  traveling  over  them. 

We  are  thus  brought  to  a  consideration  of  the  difference  be- 
tween urban  and  rural  streets.     That  there  is  a  distinction 
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between  such  streeta  has  long  been  recognized  by  the  authorities, 
but  a  careful  examination  of  the  cases  discloses  the  fact  that  the 
distinction  arises  out  of  the  necessary  requirements  of  the  pub- 
lic in  the  use  made  of  them. 

Dillon,  in  his  work  upon  Mimicipal  Corporations  (vol.  2,  sec. 
688),  says:  ''In  the  author's  judgment^  the  uses  to  which  streets 
in  towns  and  cities  may  legitimately  be  put  are  greater  and  more 
numerous  than  with  respect  to  ordinary  roads  or  highways  in 
the  country.  With  reference  to  these  all  the  public  requires 
is  the  easement  of  passage  and  its  incidents,  .  .  .  but,  with 
respect  to  streets  in  populous  places^  the  public  convenience  re- 
quires more  than  a  mere  road  to  pass  over  and  upon  them.  They 
may  need  to  be  graded  and  brought  to  a  level,  and^  therefore, 
the  public  or  municipal  authorities  may  not  only  change  the 
surface  but  cut  down  trees,  dig  up  the  earth,  and  may  use  it  in 
improving  the  street  or  elsewhere,  and  may  make  culverts, 
drains  and  sewers  upon  or  under  the  surface."  This  same  dis- 
tinction was  made  in  Matter  of  the  Petition  of  the  Bloomfield  & 
Rochester  Natural  Qas  Light  Co.  v.  Calkins  (62  N.  Y.  386),  in 
which  it  was  held  that  a  gas  light  company  could  not  lay  its 
pipes  in  a  country  highway  without  compensation  to  the  owner 
of  the  abutting  land,  where  its  pipes  were  not  used  for  the 
lighting  of  the  highway  through  which  the  company  sought 
to  lay  its  pipes.  But  the  owner  of  the  fee  in  a  country  high- 
way, taken,  opened  and  dedicated  for  a  public  use;,  is  entitled 
to  no  further  compensation  after  the  territory  has  become 
thickly  settled  and  the  highway  has  become  a  street  of  an  incor- 
porated city.  This  was  recognized  in  the  Eels  Case,  and  it  is, 
therefore,  apparent  that,  at  the  time  the  land  was  taken  for  a 
highway,  it  was  impliedly  dedicated  to  the  uses  which  the  public 
might  in  the  future  require.  Light  may  not  be  necessary  in  an 
ordinary  country  highway,  and  yet  there  may  be  country  roads 
in  which  the  travel  is  so  great  as  to  make  light  a  necessity  in 
order  to  avoid  collisions  and  injuries  in  the  night  time.  The 
inhabitants  of  our  large  cities  are  in  a  measure  supplied  with 
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food  and  other  necessaries  of  life  from  the  surrounding  countiy. 
Scaroely  a  city  can  be  named  in  which  there  will  not  be  found 
one  or  more  great  public  highways  leading  into  the  country, 
which,  day  and  night,  are  thronged  with  teams  transporting 
the  produce  of  the  farm  to  the  markets  of  the  city.  Towns,  in 
some  instances,  have  recognized  the  public  necessity,  and  have 
caused  some  of  these  thoroughfares  to  be  lighted.  In  many  of 
our  towns  there  are  villages  of  considerable  size  remaining  unin- 
corporated, in  which  lights  in  the  street  would  be  of  great  con- 
v^iience  and  materially  add  to  the  safety  of  the  public.  May 
not  towns  properly  supply  these  streets  and  thronged  highways 
with  light?  If  they  may,  they  may  properly  contract  with 
others  to  supply  the  light.  The  court  below  appears  to  have 
feared  trouble  with  reference  to  the  determination  of  the  ques- 
tion of  the  necessity  for  light  by  the  courts,  and  thought  that 
each  case  would  have  to  be  determined  on  its  own  facts,  and 
that  the  decision  in  each  would  vary  with  the  varying  minds  and 
judgments  of  the  courts  and  petit  jurors^  but  we  apprehend  no 
difficulty  in  this  r^ard.  We  think  that  question  should  be  left 
to  the  determination  of  the  parties  specified  by  the  statute. 
Indeed,  it  appears  to  us  that  the  question  under  discussion  is 
entirely  controlled  by  the  statute.  The  statute  not  only  author- 
izes the  incorporation  of  companies  for  supplying  gas  for  the 
lighting  of  streets  in  cities,  towns  and  villages,  but  it  also  au- 
thorizes the  incorporation  of  companies  for  the  manufacturing 
and  supplying  of  electricity  for  lighting  streets,  avenues,  public 
parks  and  places  in  cities,  villages  and  towns.  It  then  pro^ddes 
that  sudi  corporations  using  electricity  for  light,  heat  or  power 
may  carry  on  the  business  of  lighting  'Tby  electricity  or  using 
it  for  heat  or  power  in  cities,  towns  and  villages  within  this 
State,  and  the  streets,  avenues^  public  parks  and  places  thereof, 
and  public  and  private  buildings  therein ;  and  for  the  purposes 
of  such  business  to  generate  and  supply  electricity  .  ,  . 
and  to  lay,  erect  and  construct  suitable  wires  or  other  con- 
ductors, with  the  necessary  pojes,  pipes  or  other  fixtures  in^  on, 
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over  and  umdeir  the  streets^  aveaues,  public  parks  and  places  of 
such  cities^  towns  or  villages^  for  conducting  and  distributing 
electricity^  with  the  consent  of  the  municipal  authorities  thereof, 
and  in  such  manner  and  under  such  reasonable  regulatione,  as 
they  may  prescribe."  (Transportation  Corporations  Law,  sees. 
60,  61.)  The  Town  Law  provides  that  a  town  is  a  municipal 
corporation  comprising  the  inhabitants  within  its  boundaries. 
(Sec.  2.) 

It  will  be  obsenred  that  no  distinction  is  made  by  the  statute 
between  cities,  towns  and  villages;  that  a  corporation,  organ- 
ized under  the  provisions  of  the  act,  may,  with  the  consent  of 
the  municipal  authorities,  under  such  reasonable  regulations  as 
they  may  prescribe,  construct  suitable  wires  or  other  conductors 
with  the  necessary  poles,  pipes  or  other  fixtures  in,  on,  over  and 
under  the  streets,  etc.,  of  the  town  as  well  as  that  of  the  city  or 
an  incorporated  village.  Who  can  better  determine  the  neoes' 
sity  for  light  in  a  highway  than  the  inhabitanits  of  the  town 
through  which  it  runs?  Shall  the  courts  assume  the  preroga- 
tive of  saying  that  a  town  shall  or  shall  not  have  light,  when  the 
statute  provides  that  its  municipal  authorities  shall  determine 
the  question  ?  No  citizen  of  the  town  is  here  complaining  with 
reference  to  the  action  of  the  municipal  authorities  of  the  town 
of  Mamaroneck  in  contracting  with  the  defendant  for  light  If 
these  town  officers  have  exceeded  their  authority  and  wasted  the 
public  moneys  the  courts  are  open  to  correct  the  abuse  and  pre- 
vent the  waste  in  a  suit  by  a  taxpayer;  but  no  such  person  is 
here  complaining  of  the  action  of  the  town  authorities*  The 
plaintiff  is  not  complaining  of  the  contract  or  of  the  supplying 
of  his  premises  with  light  He  is  seeking  compensation  for  the 
ground  occupied  by  the  poles  of  the  company  in  the  highway 
in  front  of  his  premises.  The  authorities  of  his  town  having 
determined  the  necessity  for  the  light  and  contracted  with  the 
defendant  to  furnish  it,  and  the  light  being  for  a  street  purpose 
we  think  no  burden  is  placed  upon  the  fee  that  was  not  within 
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the  implied  oontemplation  of  the  partiee  at  the  time  the  land 
was  taken:  and  dedicated  to  highway  purposes. 

Our  condnsion  is  supported  by  authority.  In  the  case  of 
Van  Brunt  v.  Town  of  Flatbush  (128  N.  Y.  50),  Eabl,  J., 
refers  to  the  question  we  have  had  under  consideration  in  dis- 
cussing the  right  to  oonstruot  a  sewer  in  the  town  of  Flatlands. 
He  says:  "If  the  legislature  had  authorized  a  system  of  sew- 
erage in  the  town  of  Flatlands  for  the  convenience,  health  and 
welfare  of  the  inhabitants  of  that  town,  and  this  sewer  had  been 
projected  with  lateral  sewers,  with  the  privilege  of  the  owmere 
of  adjacent  lots  to  connect  their  lots  therewith,  then  we  are  in- 
clined to  believe,  for  reasons  we  need  not  now  state,  that  the 
character  of  the  avenue  and  of  the  locality  was  such  and  the 
population  is  such  that  the  sewer  could  be  built  in  the  avenue 
without  the  consent  of  the  fee  owners  and  without  compensation 
to  them.'' 

In  the  case  under  consideration,  as  we  have  seen,  the  legis- 
lature has  authorized  the  municipal  authorities  of  the  town  to 
contract  for  the  providing  of  light  for  street  purposes. 

Again,  in  the  case  of  Witcher  v.  Holland  Water  Works  Co. 
(66  Hun,  619),  an  action  was  brought  by  an  abutting  owner 
to  recover  the  possession  of  lands  in  a  public  highway,  occupied 
by  tlie  defendant  with  water  pipes  and  a  hydrant.  The  village 
of  Holland  was  unincorporated;  a  water  pipe  had  been  laid 
through  the  highway  and  hydrants  had  been  established,  from 
which  the  water  might  be  taken  for  street  purposes.  It  was 
held,  in  the  General  Term,  that  there  was  a  public  necessity  for 
the  water,  and  that  it  being  for  street  purposes  the  plaintiff  was 
not  entitled  to  recover,  and  that  conclusion  was  affirmed  in  this 
court  (142  N".  Y.  626.)  And  in  the  case  of  People  ex  rel. 
Woodhaven  Gas  Light  Co.  v.  Deehan  (153  N.  Y.  528)  we  held 
that  a  grant  by  the  authorities  of  a  town  to  a  gaslight  company 
to  lay  conductors  for  conducting  gas  through  the  public  high- 
ways of  the  town  was  valid- 
There  is  no  question  of  public  policy  that  is  adverse  to  out 
.VOL.  vn — ^20* 
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oaBtentioiiL  It  nuiy  be  that  the  owners  of  the  fee  in  highways 
should  not  be  burdened  with,  sewers^  conductors  cor  wiree^  in 
which  they  have  no  interest  or  right  to  use^  but  wiiidh  are  iuh 
tended  for  the  use  of  other  localities;  but  sewers,  conductors 
and  lighting  wires  intended  for  the  use,  benefit  and  improve- 
ment of  the  highway  through  which  they  pass,  and  of  the  abut- 
ting owners  thereon^  which  promote  the  comfort  and  safety  of 
the  traveling  public,  stand  upon  a  different  footing  and  impose 
no  burden  upon  the  fee  not  intended  by  the  grant  for  highway 
purposes.  It  may  be  that  some  prejudice  exists  against  wires 
strung  on  unsightly  polee^  but  the  statute  empowers  the  citizens 
of  the  locality,  through  their  duly  constituted  authorities,  to 
determine  the  manner  and  the  regulatione  in  aind  under  which 
the  wires  should  be  constructed.  They  may  specify,  as  was 
done  in  this  case,  the  character  of  poles  that  shall  be  used,  or 
they  may  require  that  the  wires  shall  be  placed  in  conduits  un- 
der ground.  The  whole  matter  is  left  to  their  judgment  and 
discretion.  If  the  people  of  a  town  want  light  in  their  high- 
ways and  are  willing  to  pay  for  it,  no  reason  is  apparent, 
founded  upon  public  policy,  morals  or  law,  why  the  courts 
should  interfere  to  prevent  it  If  the  highway  be  but  a  country 
road,  lightly  traveled,  and  no  necessity  exists  for  a  lights  then  a 
taxpayer  has  a  right  to  object,  but,  until  such  objection  is  made, 
we  think  it  may  fairly  be  assumed  that  the  necessity  for  the  light 
exists*  The  statute  has  given  to  the  authorities  of  a  town  the 
power  to  determine  whether  they  will  have  light.  The  question 
of  necessity  must,  in  the  first  instance,  be  determined  by  such 
authorities,  and  in  this  case  no  person  is  in  court  seeking  to  re- 
view the  determination  made  by  the  authorities  of  the  town  of 
Mamaroneck  in  contracting  with  the  defendant. 

The  judgment  should  be  reversed  and  a  new  trial  granted, 
with  costs  to  abide  the  event 

All  concur,  except  Maetiit  and  Vann,  JJ.,  dissenting. 

Judgment  reversed,  etc 


Note. — See  note  2  at  end  of  Fart  II. 
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Wtckofp  Van  Siclen  and  John  R.  Van  Siclen,  Respondents^ 
V.  The  Jamaica  Elbcteio  Light  Company,  Appellant 

7i9w  York  Bupreme  0<mrt,  Appellate  Division,  Second  Department,  Novem' 

her,  1899. 

(46  App.  Diy.  1.) 

Electbio  xjoht  afpceancbs  in  HieHWATB. — CnmNe  tbebs. 

A  town  has  authority,  in  a  proper  case,  to  grant  a  franchise  to  an  electrie 
light  eompany  to  set  poles  in  highways  and  to  string  wires  thereon  for 
the  purpose  of  conyeying  electricity  to  light  the  streets  and  other  public 
places. 

But  such  franchise  confers  no  right  upon  the  company  to  remove  or  muti- 
late  trees  of  an  abutting  owner,  in  absence  of  existing  necessity;  and  if 
its  purpose  can  otherwise  be  accomplished,  without  resorting  to  extra- 
ordinary means,  though  with  inconyenience  and  greater  expense,  such 
necessity  does  not  exist. 

Acts  of  employees  of  the  company,  under  general  directions  from  its  man- 
ageing  agent,  to  cut  such  branches  from  the  trees  as  were  required  to 
string  the  wires  and  prevent  contact,  held,  to  bind  the  company  and 
make  it  liable  for  damages  caused  thereby. 

The  owners  of  the  trees  claimed  treble  damages  for  the  trespass,  under 
Code  Civil  Procedure,  sec.  1668,  to  which  they  were  entitled  unless  the 
jury  was  "casual  and  involuntary."  Nothing  in  pleading  or  proof  indi- 
cating such  a  condition,  defendant  was  not  entitled  to  have  the  jury 
charged  that  they  should  find  as  to  its  existence. 

Case  of  this  series  cited  in  opinion:  Palmer  v.  Larehmont  Elev,  Co.,  vol.  7. 
p.  298. 

Appeal  by  defendant  from  judgment  of  Supreme  Court  en- 
tered upon  a  verdict  for  plaintiffs^  and  from  an  order  denying 
a  motion  for  a  new  trial  made  upon  the  minutes. 

Henry  A.  Monfort,  for  the  appellant, 

James  C.  Van  Siclen,  for  the  reepondenta. 

Hatch,  J. :  This  action  was  brought  to  recorer  damages  for 
a  trespass  committed  by  the  defendant  in  April,  1898,  upon  the 
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lands  of  the  plaintiffs.  Tbe  trespass  consisted  in  entering  upon 
thfi  plaintiffs'  lands  and  mutilating  certain  trees  situate  thereon, 
by  cutting  off  several  of  their  Umbe.  The  action  is  sought  to 
be  maintained  as  coming  within  the  provisions  of  sections  1667 
and  1668  of  the  Code  of  Civil  Procedure,  treble  damages  for  the 
injury  being  demanded  in  the  complaint. 

We  must  assume  that  the  defendant  possesses  autbority  to  con- 
struct and  maintain  its  poles  in  the  highway  opposite  the  plain- 
tiffs' premises,  and  to  string  wires  thereon  for  the  purpose  of 
conveying  electricity  for  lighting  the  streets  and  other  public 

places. 

The  defendant  put  in  evidence  a  contract  between  the  town  of 
Jamaica  and  itself,  also  a  franchise  granted  to  the  defendant 
authorizing  it  to  set  poles  and  string  wires  in  the  streets  of  the 
town.  The  contract  and  franchise  are  not  set  out  in  full  in  the 
record,  but  the  statement  in  what  they  consisted  showed  author- 
ity to  erect  poles  and  string  wires.  In  a  proper  case  the  town 
had  authority  to  make  such  contract  and  grant  such  franchise. 
Palmer  v.  Larchmoni  Electric  Co.,  7  Am.  Electl.  Oas.  298, 168 

N.  Y.  231. 

No  objection  was  made  by  the  plaintiffs  to  the  introduction  of 
either  the  contract  or  franchise,  and  no  point  was  made  that  they 
were  not  in  all  respects  sufficient  to  authorize  the  defendant  to 
use  the  streets  of  the  town  for  the  purpose  for  which  it  assumed 
to  use  them.  For  the  purpose  of  this  appeal,  therefore,  we  must 
regard  the  authority  to  erect  the  poles  and  string  the  wires  as 
being  within  the  franchise  granted  by  the  town. 

The  evidence  given  upon  the  trial  was  sufficient  to  establish 
that  the  defendant,  through  its  manager,  substantially  directed 
the  places  where  the  poles  should  be  set  in  the  street,  and  con- 
templated that  there  would  exist  necessity  for  cutting  away  the 
branches  of  the  trees  in  order  to  accommodate  the  wires  strung 
upon  the  poles  and  remove  them  dear  of  the  obstruction  created 

bv  the  branches. 

1/ 

The  defendant  would  have  no  right  whatever  to  cut  or  remove* 
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any  of  thd  branches  of  these  or  other  trees  upoDi  the  laiulB  of 
another,  except  it  showed  an  existing  necessity  therefor  in  the 
fulfillment  of  its  contract  and  the  enjoyment  of  its  franchise. 
There  is  some  testimony  in  the  case  which  would  seem  to  war- 
rant the  conclusion  that  the  poles  might  have  been  set  so  that 
there  would  be  no  necessity  for  the  removal  of  any  of  the 
branches  or  foliage  of  the  trees,  the  injury  to  which  is  the  sub- 
ject of  this  action ;  and  if,  by  the  exercise  of  a  reasonable  degree 
of  care,  they  could  have  been  placed  and  the  wires  strung  so  as 
not  to  come  in  contact  with  the  branches  of  the  trees,  even  thou^ 
the  exercise  of  such  care  was  not  so  convenient  as  the  method 
adopted,  the  latter  consideration  would  not  justify  interference 
with  the  trees. 

It  appeared  in  the  testimony  that  the  wires  were  required  to 
be  so  placed  as  not  to  come  in  contact  with  the  trees,  for  the 
reason  that  its  effect  would  be  the  grounding  of  the  wires^  loss 
of  current,  creating  a  short  circuit,  and  the  killing  and  destroy- 
ing in  course  of  time  of  the  tree  with  which  it  came  in  contact. 
If  the  defendant  could,  by  the  proper  insulation  of  its  wires, 
prevent  the  escape  of  electricity  therefrom,  then  these  conditions 
would  be  obviated ;  and  if  such  measures  were  practicable  then 
the  defendant  would  be  required  to  resort  to  them,  even  though 
th^  were  more  expensive  and  lees  convenient.  In  other  words, 
the  right  to  touch  the  trees  at  all  must  be  justified  by  an  exist- 
ing necessity,  and  if  the  purpose  can  be  accomplished  without 
extreme  or  extraordinary  means,  then  no  right  would  exist  to 
interfere  in  any  manner  with  the  trees. 

These  considerations  are  sufficient  to  support  the  finding  of 
the  jury  that  there  was  an  unlawful  entering  upon  the  land  and 
an  nnnecesssTy  mutilation  of  the  trees,  constituting  the  trespass 
of  which  complaint  is  mude,  within  the  authority  of  the  sec- 
tions of  the  Code  to  which  reference  has  been  had,  and  that  the 
damages  found  by  the  jury  are  not  in  measure  excessive^  giving 
effect  to  the  testimony  bearing  thereon. 

We  have^  therefore,  little  difficulty  in  supporting  this  judg- 
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ment  upon  the  merita  The  evidence  clearly  disdoBcd  the  fact 
that  the  managing  agent  of  the  defendant  gave  the  directions  to 
erect  the  poles  and  to  cat  such  branches  from  the  trees  as  were 
required  to  string  the  wires  and  prevent  contact.  His  direct 
tions  in  this  r^ard  were  general^  after  he  had  examined  the  lo- 
calitjy  and  the  agents  whom  he  selected  for  the  performance  of 
the  work  in  all  that  they  did  acted  within  the  scope  of  authority 
which  had  been  committed  to  them  and  in  the  prosecution  of  the 
master's  business.  The  case,  therefore,  is  excluded  from  the 
principle  which  was  applied  in  Vanderbilt  v.  The  Richmond 
Turnpike  Co.,  2  N".  Y.  479,  and  is  brought  within  that  applied 
in  Palmeri  v.  MarHiattan  R.  Co.,  133  id.  261,  and  Lang  v.  N.  Y,, 
L.  E.  £  W.  R.  R.  Co.,  80  Hun,  275. 

The  defendant  was>  therefore,  liable  for  the  trespass  com- 
mitted by  its  agents,  as  it  must  be  assumed  that  the  entry  upon 
the  land  and  the  cutting  of  the  trees  was  in  the  prosecution  of 
its  business,  and  was  authorized  and  directed  by  it  The  law  of 
the  case,  therefore,  entitled  the  plaintiffs  to  recover. 

It  is  claimed,  however,  that  the  judgment  must  be  reversed 
for  errors  committed  by  the  learned  trial  court  in  the  charge  to 
the  jury.  It  is  insisted  that  upon  the  trial  the  court  was  re- 
quested to  charge  the  jury  in  these  words:  "The  jury  should 
find  whether  or  not  the  injuiy,  if  any  committed,  was  casual  or 
involuntary,"  and  that  the  court  refused  so  to  charge,  to  which 
an  exception  was  taken.  In  view  of  the  context  in  the  record  it 
may  well  be  doubted  whether  the  question  of  law  which  the  re- 
quest sought  to  present  was  called  to  the  attention  of  the  court 
in  such  form  and  manner  as  to  fairly  apprise  the  court  of  the 
real  nature  of  the  question  upon  which  the  defendant  desired 
the  court's  instruction  to  the  jury.  But  assuming  for  the  pres- 
ent that  there  was  no  fault  in  this  regard,  we  think  that  no  error 
was  committed  by  the  court  in  refusing  so  to  charge.  Section 
1667  of  the  Code  provides:  "If  any  person  cuts  down  .  .  . 
any  wood,  underwood,  tree,  or  timber,  or  irfrdles,  or  otherwise 
despoils  a  tree  on  the  land  of  another,  without  the  owner's  leave: 
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or  on  the  commoziy  or  other  land,  of  a  city,  village  or  town, 
without  having  right  or  privil^e  in  those  lands,  or  license  from 
the  proper  officer,  an  action  may  be  maintained  against  him  by 
the  owner,"  etc.     The  following  section  provides  that  in  an  ac- 
tion brought  as  prescribed  in  the  last  section  the  plaintiff  may 
state  in  his  complaint  the  amount  of  his  damages  and  demand 
judgment  for  treble  the  sum  so  stated ;  and  if  a  recoveiy  be  had 
of  any  damages  he  is  entitled  to  treble  the  amount,  except  where 
the  verdict  finds  affirmatively  that  the  injury  for  which  the  ac- 
tion was  brought  was  casual  and  involuntary,  or  that  the  def  end- 
ant>  when  he  committed  the  injury,  had  probable  cause  to  believe 
that  the  land  was  his  own.     The  action,  therefore,  lies  for  the 
entry  and  spoilation  without  the  owner's  consent,  unless  the 
exception  can  be  made  applicabla     In  the  present  case  the  com- 
plaint avers  that  the  entry  and  the  cutting  were  unlawful,  and 
done  without  any  leave  or  permission  being  given  by  the  plain- 
tiffs.    The  answer,  inter  alia,  is  a  denial,  but  it  containB  no 
averment  that  the  entry  or  the  cutting  was  casual  and  involun- 
tary,  or  that  the  defendant  had  probable  cause  to  believe  that  the 
land  was  its  own.     The  proof  upon  the  trial  was  undisputed 
that  the  entry  was  without  consent,  and  that  the  cutting  wae 
done  for  the  most  part,  if  not  all,  within  the  line  of  the  plain- 
tiffs' premises.     There  was  no  claim  in  the  answer  or  proof 
upon  the  trial  that  the  cutting  was  by  mistake,  or  was  casual 
and  involuntary.     On  the  contrary,  each  act,  both  of  entry  and 
cutting,  was  fully  imderstood,  and  in  this  respect  there  was  not 
even  claim  of  mistake.     Consequently,  there  was  no  basis,  either 
in  proof  or  pleading,  which  would  have  authorized  a  finding  by 
the  jury  that  the  entiy  and  cutting,  or  either  of  those  acts,  was 
casual  and  involuntary ;  and  there  was,  therefore^  no  basis,  either 
in  fact  or  law,  to  support  the  request  to  charge.     It  was  not 
necessary  to  affirmatively  plead  that  the  act  of  which  complaint 
was  made  was  a  casual  and  involuntary  act,  for,  if  the  proof 
warranted^  the  defendant  would  be  entitled  to  such  finding,  even 
though  not  pleaded.     Note  to  Throop's  Code,  sec  1668 ;  Humes 
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V.  Proctor,  67  N.  Y.  St  Repr.  284.  Wo  only  call  attention 
to  the  fact  that  no  such  claim  was  made  to  emphasize  the  f aot 
that  no  basis  existed  to  support  the  request  to  charge. 

We  have  examined  the  other  questions  presented  and  find  no 
error  therein- 

The  judgment  should,  therefore,  be  affirmed.  All  conoorred. 
Judgment  and  order  affirmed,  with  costs. 


NoTK. — See  note  2  at  end  of  Part  IL 


John  Caikpenteb  et  ajl  v.  Capital  Elbctmo  CoMPAinr. 

Illinoie  Supreme  Court,  February  17,  1899. 

(178  111.  29.) 

XeJBCTBIC  UQHT  UmE  in  PKIVATB  ALLEY  FOB  PBIVATE  LIGHTIITO  NEW  BUBIWN. 

When  an  electric  light  company  erects  poles  or  strings  wires  in  a  private 
alley  for  the  purpose  of  supplying  light  to  private  individuals,  though 
the  latter  be  part  owners  in  fee  of  the  alley,  an  additional  burden  is 
thereby  imposed  upon  the  land;  and  the  abutting  owners  may  demand 
compensation  and  may  maintain  an  action  in  equity  to  compel  the  re- 
moval of  the  poles  and  wires. 

Cases  of  this  series  cited  in  opinion:  Board  of  Trade  Tel,  Oo.  v.  Bamett, 
vol.  1,  p.  565;  Tiffany  v.  U.  8,  lUum.  Oo^  vol.  1,  p>.  629;  Hwoerford  Elec, 
L.  Co,  V.  Hart,  vol.  4,  p.  148. 

Appeal  by  plaintiffs  from  a  decree  of  the  Circuit  Oourt  of 
Sasgaman  county  dismissing  bill  of  complaint 

This  is  a  biU  filed  by  the  appellants  against  the  appellee, 
praying  that  the  appellee  may  be  decreed  to  take  down  two  elec- 
tric wires  and  a  cross  arm  stretched  and  extending  over  a  private 
alley  in  the  rear  of  the  property  of  the  appellants,  in  the  city 
of  Springfield,  and  to  remove  said  wires  and  cross  arm  from  said 
alley,  so  as  to  render  the  use  thereof  with  the  appurtenances  by 
the  appellants  as  the  same  was  used  previous  to  the  erection  of 
the  said  wires  and  cross  arm.  The  bill  was  anjs^ered  by  the 
appellee,  and,  upon  hearing  had,  a  decree  was  entered  by  the 
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Circuit  Court  dismissing  the  bill  at  the  cost  of  the  appellants. 
The  present  appeal  is  prosecuted  from  such  decree  of  dismissal. 
The  facts,  as  shown  by  the  pleadings  and  proofs,  are  substan- 
tiallj  as  follows :  The  appellants  herein  are  the  children  of  one 
William  Carpenter,  now  deceased.  William  Carpenter  in  his 
lifetime  purchased  at  a  judicial  sale,  held  under  a  decree  of  the 
Circuit  Court  of  Sangamon  county  entered  in  a  certain  suit 
pending  therein,  certain  lots  fronting  36  feet  on  Washington 
street,  in  the  city  of  Springfield,  and  running  north  97  feet,  and 
received  for  said  property  from  the  master  in  chancery  of  said 
court  two  deeds — one  dated  October  25,  1862,  and  the  other 
dated  December  26,  1855.  One  of  said  deeds  conveyed  a  strip 
10  feet  wide  and  97  feet  deep,  and  the  other  of  said  deeds  con- 
veyed a  strip  26  feet  wide  and  97  feet  deep.  The  deeds  con- 
tained these  words:  "Ten  feet  in  vridth  by  twenty-six  feet  (or 
ten  feet)  on  the  north  end  to  be  used  as  an  alley."  In  1852, 
said  master  in  chancery,  in  pursuance  of  the  decree  in  the  same 
cause,  sold  to  one  S.  B.  Fisher  a  parcel  of  land  immediately 
west  of  the  parcel  so  sold  to  William  Carpenter,  and  having  a 
frontage  of  22  feet  on  Washington  street,  and  a  depth  of  97 
feet  In  the  same  year  the  master  in  chancery,  in  pursuance  of 
the  same  decree,  sold  to  Fagan  &  Fitzpatrick  a  parcel  of  land 
immediately  west  of  the  land  sold  to  Fisher,  and  having  a  front- 
age of  22  feet  on  Washington  street,  and  a  depth  of  97  feet. 
All  said  deeds  to  Carpenter  and  Fisher  and  Fagan  &  Fitzpatrick 
were  made  at  the  same  time,  and  by  virtue  of  the  same  decree^ 
in  the  same  cause.  Each  of  the  deeds  to  Fisher  and  to  Fagan 
k  Fitzpatrick  contained  the  words,  "ten  feet  in  width  by  twenty- 
two  feet  on  the  north  end,  to  be  used  as  an  alley."  The  grantees 
in  said  deeds  took  immediate  possession  of  the  premises  so  sold 
to  them,  and  they,  or  their  grantees  and  descendants,  by  them- 
aelves  or  tenants,  have  remained  in  possession  thereof  for  more 
tiian  20  years  last  past,  and  are  now  in  possession  of  the  same. 
Here  are  no  other  words  in  said  deeds  restricting  the  rights  of 
ihe  grantees  therein,  except  the  words  above  quoted.     The  spid 
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alley  waa  closed  at  tbe  west  end  thereof,  and  extended  westward 
from  its  eastern  opening  only  80  feet,  and  did  not  run  throagfa 
the  block  in  which  it  is  located.  Said  alley  has  been  open  for 
the  benefit  of  the  parties  for  whom  it  was  created,  since  said 
deeds  were  executed,  and  has  been  in  continual  use.  The  prop- 
erty in  question  is  situated  on  the  northeast  comer  of  the  public 
square  in  Springfield,  and  was  when  said  deeds  were  made,  and 
is  now,  business  property,  and  business  buildings  were  erected 
thereon  soon  after  said  deeds  were  executed.  The  appellee  is  a 
corporation  organized  under  the  laws  of  Illinois,  and  has  a 
grant  from  the  city  of  Springfield  to  erect  poles  and  wires  for 
the  purpose  of  conducting  electric  currents  for  the  purpose  of 
furnishing  electric  lights  on  all  the  streets  and  alleys  of  said 
city.  The  tenant  occupying  the  building  on  the  lot  22  feet  wide 
sold  to  Fisher,  and  lying  next  west  of  the  lot  on  which  the  build- 
ing of  the  appellants,  36  feet  wide,  stands;,  requested  the  ap- 
pellee to  introduce  electric  light  into  the  building  ooi  said  lot 
next  west  of  the  lot  of  appellants,  through  said  alley,  whidi  was 
accordingly  done.  The  wires  were  strung  for  this  purpose 
along  said  alley,  entering  the  alley  at  the  east  end  thereof.  The 
eastern  ends  of  said  wires  are  attached  to  a  pole  erected  in  Sixth 
street,  which  runs  north  and  south  on  the  east  side  of  the  build- 
ing of  appellants^  and  the  wires  extend  west  over  said  alley  t*) 
the  premises  itmnediately  west  of  the  lot  of  appellanta  The 
west  ends  of  said  wires,  which  are  two  in  number,  are  attached 
to  a  cross  arm  fastened  to  a  pole  at  the  top  thereof,  which  cross 
arm  extends  into  the  alley.  Said  wires  are  about  14  feet  above 
the  surface  of  the  ground,  and  about  three  feet  in  the  rear  of  the 
store  building  on  the  premises  of  the  appellants.  The  pole  to 
which  the  western  ends  of  the  wires  are  attached  does  not  stand 
in  said  alley,  but  said  cross  arm  and  pole  are  wholly  upon  the 
premises  to  the  west  of  the  lot  of  the  appellants  Said  wires 
are  now  used  by  appellee  to  furnish  electricity  for  lighting  pur- 
poses to  the  tenants  of  the  building  adjoining  the  building  of  the 
appellants  on  the  west.     The  wires  were  erected  without  the 
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knowledge  or  oonfient  of  appellants,  or  of  either  of  them,  before 
the  oommenoemeiit  of  this  suit^  and  appellants  requested  appel- 
lee to  remove  said  wires  and  cross  arm  from  said  alley,  but  ap- 
pellee refused,  and  stiU  refuses,  to  take  down  the  two  electric 
wires  and  cross  arm  from  the  alley.  The  present  tenants  of  the 
Fisher  lot  are  in  the  rightful  possession  of,  and  entitled  to  the 
enjoyment  of,  all  easements  and  appurtenances  created  in  favor 
of  the  Fisher  lot» 

0.  A'  Keys,  for  appellants. 

Broivn,  Wheeler,  Brown  &  Hay,  for  appellee, 

Magbxtbes,  J.  (after  stating  the  facts) :  The  alley  in  fhe 
rear  of  the  building  of  appellants  is  a  private  alley,  created  for 
the  use  of  the  appellants  and  of  the  owners  of  the  two  lots  lying 
west  of  the  lot  of  the  appellants.  It  is  alleged  in  the  biU  that 
the  easement  consisting  of  the  use  of  said  alley,  as  created  by  the 
original  deeds  conveying  the  property,  was  so  created  for  the 
benefit  of  the  property  of  the  appellants,  and  of  the  two  pieces 
of  property  adjoining  the  property  of  the  appellants  on  the 
west.  It  is  admitted  in  the  answer  that  the  alley  was  reserved, 
as  allied  in  the  biU,  for  the  benefit  of  the  properties  aforesaid, 
and  for  a  right  of  way  to  and  from  the  rear  of  said  premises. 
The  words  contained  in  the  deeds,  to  wit,  "Ten  feet  in  width 
.  •  •  on  the  north  end,  to  be  used  as  an  aUey,"  taken  in  con- 
nection with  the  aUegations  of  the  bill  and  the  admissions  of 
the  answer  as  above  set  forth,  clearly  indicate  that  the  alley  is  a 
private  alley.  The  purpose  of  the  reservation  in  the  deeds  was 
not  for  the  use  of  the  public,  but  for  the  use  of  the  parties  to 
the  deeds;  and  hence  the  public  acquired  no  right  to  the  use  of 
the  alley,  and  no  public  easement  was  created  therein.  The  fee 
of  that  portion  of  the  alley,  10  feet  wide  and  36  feet  long,  in 
the  rear  of  the  building  of  the  appellants,  was  in  the  appellants, 
as  owners  of  the  abutting  property,  subject,  however,  to  the  right 
of  the  property  ownere  on  the  west  to  use  the  strip  of  land  re- 
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serred  for  the  purposes  of  an  alley.  In.  other  words,  the  title 
is  in  the  appellants,  but  the  property  owners  on  the  west  have  the 
right  of  passage  over  the  alley,  and  the  title  of  appellants  is  bur- 
dened only  with  said  right  of  passage  or  easement.  The  ques- 
tion then  presented  is  whether  the  appellee  had  the  right  to  ex- 
tend electric  wires  over  the  portion  of  the  alley  in  the  rear  of 
the  building  of  appellants,  for  the  purpose  of  furnishing  light 
to  the  occupants  of  the  building  lying  west  of  the  property  of 
appellants,  without  the  consent  of  the  appellants 

It  is  conceded  that  the  appellee  company  had  a  grant  from 
the  city  to  erect  its  poles  and  string  its  wires  for  the  purpose  of 
furnishing  electric  light  along  the  streets  and  alleys  of  the  city. 
But  the  alley  here  was  not  a  public  alley,  over  which  the  city  had 
control,  but  was  a  private  right  of  way,  the  use  of  which  was 
confined  to  the  appellants  and  the  owners  of  the  two  properties 
adjoining  them  on  the  wesfi.  Oarrison  v.  Rudd,  19  111.  558.  It 
served  as  a  means  of  accomLmodation  to  a  limited  neighborhood 
for  local  convenience.  2  Am.  &  Eng.  Ena  Law  (2nd  Ed.),  r. 
149.  It  is  also  to  be  observed  that  here  the  electric  wires  paBs- 
ing  over  and  above  the  alley  were  so  placed  for  the  purpose  of 
fumishiDg  light  to  private  persons,  and  not  for  the  purpose  of 
furnishing  light  to  the  public.  It  seems  to  be  clear  that  the  use 
of  this  alley  for  the  purpose  thus  indicated  imposed  a  new  and 
additional  burden  upon  the  fee  owned  by  the  appellants,  subjec^t 
to  the  easement  consisting  in  the  use  of  the  alley.  The  erection 
and  use  of  telegraph  poles  in  a  public  highway,  where  the  abut- 
ting landowner  is  the  owner  of  the  fee  in  the  highway,  consti- 
tutes a  new  servitude,  which  entitles  such  owner  to  recover  dam- 
ages for  the  additional  use  thus  created.  Board  v.  Bamett,  1 
Am.  Elect!.  Cas.  565,  107  111.  507.  The  principle  whidi  is  ap- 
plied to  the  erection  of  telegraph  poles  on  a  public  highway, 
where  the  fee  of  the  highway  to  the  center  thereof  is  in  the  abut- 
ting owner,  and  to  the  stringing  of  wires  upon  said  poles  over  the 
highway,  applies  to  a  private  alley,  like  that  here  under  oonsid- 
eration,  where  the  fee  of  the  ground  is  in  the  owner  of  the  prop- 
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arty  abottiiig  upon  the  alley.  It  is  immaterial  to  inquire 
whether  the  damages  are  great  or  smalL  It  is  sufficient  that 
the  property  rights  of  the  appellants  are  interfered  with  in  a 
manner  detrimental  to  their  interests,  as  the  owners  of  the  fee. 
The  taking  possession  of  thair  land  forcibly  and  against  their 
will  oomes  within  the  ooiistitutional  inhibition  that  private  prop- 
erty shall  not  be  taken  or  damaged  without  just  compensation. 
Board  v,  Barnett,  supra.  Nor  is  it  material  that  the  telegraph 
wires  are  some  14  feet  above  the  surface  of  the  ground.  The 
owner  of  land,  unless  restricted  by  covenant  or  custom,  has  the 
complete  control  of  the  soil,  together  with  the  space  above  and 
below,  so  far  as  he  may  choose  to  use  it  Tarmer  v.  Voleniine, 
75  HL  624.  The  uncontradicted  evidence  tends  to  show  that 
the  presence  of  the  wires  in  the  alley  would  operate  as  a  hin- 
drance to  the  fire  department  in  case  it  should  become  necessary 
to  extinguish  a  fire  in  the  building  of  the  appellants,  and  also 
that  the  presence  of  the  wires  in  the  alley  would  have  a  tendency 
to  obstruct  the  conveyance  of  freight  or  other  material  to  anxi 
from  the  second  story  or  upper  window  in  the  rear  part  of  the 
building  of  appellanta 

It  is  laid  down  in  some  of  the  authorities  that  the  erection  of 
electric  light  poles  by  city  authorities  for  the  purpose  of  lighting 
the  public  ways  and  places  is  not  a  taking  of  private  property 
for  public  use,  upon  the  ground  that  the  use  of  the  streets  for 
this  purpose  is  in  the  nature  of  an  exercise  of  the  police  power 
by  the  city.  But  when  an  electric  light  company  erects  poles 
or  strings  wires,  not  for  the  purpose  of  lighting  public  ways  and 
places,  but  for  the  purpose  of  supplying  light  to  private  indi- 
viduals and  firms  in  the  transaction  of  its  own  corporate  and 
commercial  business,  such  erection  of  poles  and  stringing  of 
wires  constitute  an  additional  easement  in  the  highway  or  pri- 
vate alley,  for  which  the  owner  of  the  fee  may  demand  compen- 
sation. Light  Co.  V.  Hart,  4  Am.  Eleotl.  Oaa  148,  13  Pa.  Co. 
Ot  369 ;  Tiffany  v.  lUuminating  Co.,  1  Am.  Electl.  Caa  629, 
51  K  Y.  Super.  Ot  280;  Oposw.  Electricity,  sea  126.     It  has 
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been  held  that  the  laying  down  of  gas  pipes  or  other  pipes  for 
the  purpoee  of  supplying  the  city  and  itB  inhabitants  with  li^t 
IB  a  legitinoiate  use  of  the  streets^  for  which  the  abutting  owner  is 
not  entitled  to  oompensation.     2  Dill.  Muni  Corp.  (4th  Ed.), 
sea  691,  note ;  Elliott^  Eoadd  &  S.  p.  305 ;  Chicago,  B.  &  Q.  B. 
Co.  V.  West  Chicago  St.  R.  Co.,  166  IlL  255,  40  K  E.  1008. 
And  it  ha3  been  said  that  the  legal  relations  of  electrio  light 
wires  through  the  streets  of  a  city  must  be  analogous  to  those  of 
gas  pipes,  upon  the  ground  that  both  the  electric  light  wires  and 
the  gas  pipes  are  means  of  furnishing  light  f rosn  a  central  source 
of  supply,  and  that,  if  the  laying  of  gas  pipes  in  a  city  street  is 
not  an  additional  servitude  on  the  land  of  the  abutting  owner, 
the  same  should  be  true  of  laying  tubes  for  electric  lig^t  wires, 
or  placing  posts  in  the  ground  for  carrying  the  wires  overhead. 
Keasbey,  Electric  Wires,  p.  86.     This  doctrine,  however,  applies 
only  to  such  public  streets  and  alleys  as  are  under  the  control  of 
the  municipality,  and  where  the  light  to  be  transmitted  by  the 
wires  or  pipes  is  for  the  benefit  of  the  public,  as  well  as  of  prop- 
erty owners  along  the  line  of  the  street.     The  doctrine,  however, 
can  have  no  application  to  such  a  private  alley  as  is  that  in  the 
case  at  bar,  where  the  fee  of  the  ground  in  the  alley  is  in  the 
abutting  owners,  and  where  the  easement>  consisting  of  the  use 
of  the  alley,  is  confined  to  a  limited  number  of  property  owners, 
whose  lands  abut  upon  the  alley.     When  the  strip  of  land  in 
question  was  reserved  in  the  original  deeds  for  the  purpoee  of  an 
alley,  it  was  intended  for  the  ordinary  purposes  of  passage  and 
repassage,  and  not  for  the  erection^  Ly  such  pe^Tt  ob- 
struction  as  the  stringing  of  wires  in  the  manner  shown  in  the 
present  record. 

It  is  said  by  the  appellee  that  equity  has  no  jurisdiction  to 
entertain  the  present  bill.  We  regard  this  contention  as  with- 
out force.  Where  a  party  has  a  right  of  way  over,  or  an  ease- 
ment in,  certain  real  estate,  and  the  same  is  obstructed,  equity 
has  jurisdiction,  as  the  injured  party  has  no  adequate  remedy  at 
law.    McCann  v.  Day,  57  111.  101,     Moreover,  the  injury  com- 


NEW  JERSEY,  1900,  319 

Andreas  y.  Gas  ft  Electric  Co. 

plainad  of  is  one  of  a  ooiutinuiiig  or  pennanent  nature,  for  whicH 
an  action  at  law  would  not  afford  a  complete  and  adequate  rem- 
edy. Sterling's  Appeal,  111  Pa.  St  35,  2  AtL  105.  The  decree 
of  the  Circuit  Court  is  reversed,  and  the  cause  is  remanded  to 
that  court  for  further  proceedings  in  accordance  with  the  views 
herein  expressed.    Eeversed  and  remanded. 


NoTB. — See  note  2  at  end  of  Part  II. 


Wbndbll  Andbbas  V.  Gas  &  Elegtbio  Company  of  Bsbgen 

County. 

Hew  Jer96y  Court  of  Chancery,  November  17,  1900. 

BUCTBIO  UGHT  UNB  FOR  FBIYATB  UGHTHTO  NEW  BX7BDEN. 

The  act  of  April  21,  1896  (P.  L.  p.  322),  authorizing  the  use  of  public 
highways  for  distribution  of  electricity,  forbids  the  erection  of  poles  to 
conduct  electricity  for  private  lighting  without  the  consent  of  abutting 
owners.  Such  erection  is  a  taking  of  such  owner's  land,  for  which  he  is 
entitled  to  compensation. 

The  act  of  March  24,  1899  (P.  L.  p.  899,  see.  67),  authorizing  contracts 
with  private  corporations  for  public  lighting  of  streets,  restricts  the 
authority  to  such  lighting  and  does  not  permit  the  licensee  to  do  private 
lighting  without  compensating  the  abutting  owner  for  the  use  of  his 
land. 

Cases  of  this  series  cited  in  opinion:  EaUey  v.  Rapid  Trana.  8t.  Ry.  Co., 
vol.  8,  p.  288;  State,  Meyers,  Proa,,  v.  Hudson  Co,  Eleo.  Co,,  vol.  7,  p. 
49;  State,  Roehling,  Pros.,  v.  Trenton  Pass,  Ry,  Co.,  vol.  6,  p.  137. 

Applicatian  for  injunction. 

Charles  L.  Corhin,  for  complainant 

Milton  Demarest,  for  defendant. 

Pitney^  V.  C. :  The  object  of  the  bill  is  to  obtain  an  injunc- 
tion from  this  court  to  prevent  the  defendant  from  erecting  poles 
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to  support  electric  wires  in  front  of  the  oomplainanf 8  land* 
The  oomplainant  is  the  owner  of  a  tract  of  land  in  the  township 
of  Teanecky  in  the  county  of  Bergen,  which  is  bisected  by  a  road 
known  as  the  ''River  Road."  The  defendant  is  a  corporation 
whose  business  is  ''the  furnishing  of  light  and  power  by  eleo- 
tricity  throughout  a  great  part  of  the  county  of  Bergen  to  private 
consumers,  and  also  for  public  lighting,"  and  is  actually  engaged 
in  the  business  of  lighting  the  streets  of  the  township  of  Teaneck. 
On  the  21st  of  September,  1900,  the  defendant  entered  into  a 
written  contract  with  the  municipal  authorities  of  TeanedL  by 
which  the  defendant  agreed  to  furnish  "sixty  or  more  street 
lights,  with  all  the  appurtenances,  posts,  wires,  etc,  necessary 
for  the  maintenance  and  operation  of  the  same,  and  to  light  the 
said  lights  with  their  fuU  power  eveiy  night,  according  to  the 
standard  all-night  lighting  schedule,"  for  the  term  of  five  years 
from  October  1,  1900 ;  and  the  township  agreed  to  pay  certain 
annual  compensation  therefor.  The  contract  does  not  locate  any 
of  the  lights  to  be  so  furnished,  nor  provide,  other  than  as  may 
be  implied  from  what  is  above  stated,  for  the  erection  of  any 
poles  in  any  particular  street  or  streets.  By  a  subsequent  ar- 
rangement the  term  of  the  contract  was  reduced  from  five  years 
to  one  year.  This  was  done  for  the  purpose  of  preventing  its 
being  rendered  void  by  reason  of  a  lack  of  preliminary  formali- 
ties requisite  to  authorize  a  contract  for  a  term  of  years.  In 
pursuance  of  that  contract  the  defendant  proposes  to  erect  sev- 
eral poles  on  Pine  street,  in  front  of  the  complainant's  premises. 
The  street  where  it  crosses  complainant's  premises  is  rather  nar- 
row, and  he  proposes  to  widen  it,  and,  with  that  view,  pointed 
out  to  the  defendant's  workmen  where  his  new  street  line  would 
h%  and  the  positions  where  its  poles  must  be  placed.  The  de- 
fondant  construed  this  pointing  out  by  the  complainant  as  a  per- 
mission by  him  to  place  its  poles,  and  proceeded  to  dig  holes  in 
the  complainant's  fields.  No  fault  is  found  by  the  complainant 
with  the  location  of  the  holes,  nor  was  any  proof  offered  as  to 
just  where  in  the  line  of  the  street,  when  widened  as  proposed. 
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the  poles  will  stand;  but  it  is  to  be  inferred  that  they  will  be 
placed  where  such  poles  are  iisuaUy  plaeed,  namely^  in  the  edge 
of  the  sidewalk,  and  not  in  any  part  of  the  traveled  wagon  road 
or  gutter.  The  defendant  brought  on  the  ground  the  poles  which 
it  proposes  to  erect,  and  when  the  complainant  saw  these  he  for- 
bade their  erection,  and  applied  to  this  court  for  an  injunction, 
obtained  a  restraining  order,  and  the  poles  have  not  been  erected. 
The  complainant  swears  and  contends  that  he  has  not  assented 
to  the  erection  of  any  poles,  and  that  the  defendant  has  no  right 
to  erect  poles  in  the  excavations  made  for  them,  without  either 
his  consent  or  oondenmation  by  proper  proceedings  of  the  right 
to  erect  them. 

It  was  supposed  at  the  argument  that  the  act  of  May  22, 1894 
(P.  L.  p.  477;  2  Gen.  St.  p.  2174,  sec.  242),  justified  the  erec- 
tion of  poles  for  certain  purposes  without  the  consent  of  the 
owner.  But  this  act  was  subsequently  found  to  have  been  re- 
pealed by  the  act  of  1899  (P.  L.  p.  426),  ao  that  there  is  now 
in  existence  no  statute  which  directly  authorizes  the  erection'  of 
such  poles  without  the  consent  of  the  landowner.  The  only 
other  act  now  in  force  which  deals  directly  with  the  subject  is 
Ae  act  of  April  21,  1896  (P.  L.  p.  822),  and  that  requires  the 
consent  in  writing  of  the  owners  of  the  soiL  The  defendaift 
reliee  for  its  right  to  act  without  such  consent  on  the  township 
revision  act  of  March  24,  1899  (P.  L.  p.  899,  sees.  67,  68). 
Section  67  reads  as  followa:  "The  township  committee  shall 
have  the  power  to  provide  for  lighting  the  streets  and  public! 
places  of  the  township,  and  for  that  purpose  may  contract  with 
any  person  or  private  corporation  for  a  supply  of  light  for  public 
use  in  said  township."  Section  68  provides  that  no  contract 
shall  be  made  for  more  than  one  year,  without  certain  prelimi- 
nary f onnalitie& 

Oounflel  contends  that  the  sixtynaeventh  section  gives  power  to 
the  township  authorities  to  make  such  a  contract  as  was  made  in 
this  ease,  and  that  by  miplication  it  ie  authorized  to  use  the 
public  highways  for  that  purpose  without  making  compensation 
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to  the  owner  of  the  soil,  and  relies  upon  the  case  of  Hdkey  v. 
Railway  Co.,  3  Am.  ElectL  Cas.  283  (decided  by  Vice  Chancel- 
lor Van  Fleet),  47  K  J.  Eq.  389,  20  AU.  859.  There  the  que»- 
tion  was  whether  poles  erected  in  the  center  of  the  street^  and 
just  on  the  line  of  oomplainant's  land,  for  the  purpose  of  string- 
ing wires  for  the  conduct  of  an  electrical  current  whidi  should 
serve  for  two  purposes:  First,  in  propelling  street  cars;  and, 
second,  for  lighting  the  streets — ^was  an  additional  burden  upon 
the  owner  of  the  fee,  over  and  above  that  of  a  public  highway, 
for  which  he  was  entitled  to  have  compensation.  At  page  393, 
47  IN".  J.  Eq.,  and  page  863,  20  Atl.,  the  vice  chancellor  says: 
^^The  decision  in  these  cases  was  placed  upon  this  manifestly 
juBt  principle:  That  the  question  whether  a  new  method  of 
using  a  street  for  public  travel  results  in  the  imposition  of  an 
additional  burden  on  the  land  or  not  must  be  determined  bj  the 
use  which  the  new  method  makes  of  the  street,  and  not  by  tiie 
motive  power  which  it  employs  in  such  use.  The  use  is  the  test, 
and  not  the  motive  power.  And  this  principle  exhibits  in  a  very 
dear  light  the  reason  why  it  has  been  held  that  the  placing  of 
telegraph  and  telephone  poles  in  the  street  imposes  an  additional 
servitude  on  the  land.  They  are  not  placed  in  the  street  to  aid 
the  public  in  exercising  their  right  of  free  passage^  nor  to  facili- 
tate the  use  of  the  street  as  a  public  way,  but  to  aid  in  the  trans- 
mission of  intelligence.  Although  our  public  highways  have 
always  been  used  for  carrying  the  mails  and  for  the  promotion 
of  other  like  means  of  communication,  yet  the  use  of  them  for  a 
like  purpose  by  means  of  the  tel^raph  and  telephone  differs  so 
essentially  in  every  material  respect  from  their  general  and  ordi- 
nary uses  that  the  general  current  of  judicial  authority  has  de- 
clared that  it  was  not  within  the  public  easement  Massadiu- 
setts  has,  however,  by  a  divided  court,  held  otherwise."  And 
again,  on  page  395,  47  "N.  J.  Eq.,  and  page  864,  20  Atl.,  he 
says:  ^^There  can,  however,  be  no  doubt,  I  thinik,  that  ereotioofl 
may  be  lawfully  made  in  the  streets  of  a  city  for  the  purpose  of 
lighting  them.     They  must  be  lighted  at  night,  to  make  their 
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use  safe  and  conTenieiit^  and  to  prevent  lawlessness  and  crimje. 
By  the  charter  of  Newark  power  i«  given  to  its  governing  body, 
by  express  words^  to  light  the  streets,  parks,  and  other  public 
places.  I  have  no  doubt  that  in  virtue  of  this  power  the  city 
has  the  right  to  erect  poles  in  the  street  just  where  the  poles  in 
question  ara  The  poles  in  question  are  in  fact  to  be  used  for 
the  purpose  of  lighting  the  street.  One  of  the  conditions  on 
which  the  city  gave  its  consent  to  the  erection  of  the  poles  is  that 
the  defendant  shall  place  on  every  other  pole  a  group  of  five  in- 
candescent lights,  of  sixteen  candle  power  each,  and  furnish  such 
li^t  every  night  This  use  of  the  poles  and  wires  would,  in  my 
judgment,  legalize  their  erection,  but  this  is  not  their  primary 
use.  They  were  erected  primarily  and  principally  to  facilitate 
the  use  of  the  street  and  add  to  its  convenience  as  a  public  way, 
and -it  is  upon  this  ground  that  I  think  it  should  be  declared  that 
their  presence  in  the  street  invades  no  right  of  the  complainant." 
But  the  learned  vice  chancellor  in  the  previous  part  of  his  opin- 
ion clearly  distinguishes  between  an  erection  of  any  kind  placed 
in  the  part  of  the  street  devoted  to  the  use  of  vehicles  and  that 
devoted  for  the  use  of  a  sidewalk.  On  page  387,  47  N.  J.  Eq., 
and  page  861,  20  AtL,  he  says :  "The  poles  have  been  placed  on 
that  part  of  the  complainant's  land  where,  if  their  erection  con- 
stitutes a  l^al  injury  at  all,  they  will  do  the  least  possible  harm. 
They  have  been  placed  on  the  edge  of  his  boundary  line,  at  a 
point  where,  so  long  as  his  land  remains  subject  to  the  public 
easement,  it  is  not  possible  for  him  to  make  any  use  whatever  of 
the  land.  Had  they  been  placed  on  the  sidewalk  in  front  of 
his  premises,  rights  growing  out  of  a  duty  incumbent  upon  the 
abutting  owner  in  respect  to  that  part  of  the  street  might  have 
made  it  the  duty  of  the  court  to  consider  questions  not  at  all  in- 
volved in  this  case."  And  then,  after  citing  authorities  show- 
ing the  peculiar  rights  of  the  landowner  in  the  sidewalk,  he  says, 
on  page  388,  47  N.  J.  Eq.,  and  page  862,  20  Atl. :  "These 
utterances  show  that  there  is  a  material  distinction  between  the 
rights  of  an  abutting  owner  in  the  sidewalk  adjacent  to  his 


324  AMERICAN  ELECTRICAL  OASES.       [vol.  T 

Andreftt  t.  Oas  t  Electric  Co. 

premiseo  and  those  which  he  may  exercise  over  the  other  part  of 
the  street  I  entertain  no  doiibt  that  that  part  of  the  street 
which  has  been  set  apart  for  public  nae  by  means  of  vehicles  may 
be  lawfully  applied  to  uses  which  would  be  unlawful,  as  against 
the  adjacent  owner,  if  exercised,  against  his  will,  on  the  sidewalk 
which  his  money  has  paid  for." 

The  counsel  of  defendant  further  relies  upon  the  case  of 
Meyers  v.  Electric  Co.  (decided  by  the  Court  of  Errors  and 
Appeals  Nov.  27,  1899),  7  Am.  ElectL  Cas.  49,  44  Ali.  713. 
There  the  court  dealt  with  the  act  of  May  22,  1894,  which,  as 
we  have  seen,  has  been  repealed,  and  which  expressly  authorized 
the  erection  and  maintenance  of  all  necessary  and  proper  posts, 
poles,  lanterns,  and  fixtures  on  any  or  all  of  the  public  roads, 
streets^  lanes,  or  alleys;  and  it  was  held  that  the  ordinance  there 
drawn  in  question  was  not  invalid  because  it  authorized  the  erec- 
tion of  poles  upon  the  lands  of  the  prosecutor,  presumably  in  the 
margin  of  the  sidewalk.  That  case  was  based  on  the  case  of 
Boebling  v.  Railway  Co.,  6  Am.  Electl.  Cas.  137,  68  N.  J.  Law, 
666,  84  AtL  1090,  33  L.  R  A.  129,  which,  as  well  as  Meyers  v. 
Electric  Co.,  was  a  certiorari  to  test  the  validity  of  an  ordinance* 
which  authorized  the  setting  of  poles  to  sustain  wires  to  be  used 
for  conducting  electricity  to  propel  a  street  railway.  The  dis- 
tinction between  the  sidewalk  and  the  traveled  way  taken  by 
Vice  Chancellor  Van  Fleet  in  Halsey  v.  Railway  Co.  was  not 
dealt  with  in  either  case.  In  the  Eoebling  Case  the  ordinance 
under  review  provided  specially  for  the  setting  of  certain  poles 
in  the  edge  of  the  sidewalk  on  complainant's  property,  and  the 
contention  of  the  prosecutrix  was  that  it  would  result  in  putting 
an  additional  burden  on  her  land.  Mr.  Justice  Depue,  in  speak- 
ing for  the  Court  of  Errors  and  Appeals,  says  that  the  fact  that 
the  carrying  out  of  the  ordinance  may  work  an  actionable  injury 
to  the  prosecutrix's  land  was  not  a  reason  for  setting  it  aside, 
but  that  the  prosecutrix  should  be  left  to  her  action  at  law^  At 
page  675,  68  K  J.  Law,  and  page  1093,  84  AtL  he  says:  *T[f 
any  of  the  privileges  granted  by  this  statute  are  made  the  occa- 
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sion  for  imlawfullj  injuring  th^  ownero  of  abutting  property, 
such  acts  of  tbje  oompany  are  vltra  vires,  and  redressible  by 
action  at  the  suit  of  the  injured  party.  The  act  of  the  legisla- 
ture is  a  general  law  for  the  equipmant  of  street  railways 
throughout  the  State,  and  the  ordinanoe  under  review  ia,  in  those 
respects  which  are  material  to  this  controversy,  aunilar  to  the 
ordinances  under  which  many  street  railways  have  been  equipped 
and  are  operated.  A  decision  that  such  ordinances  and  the 
statute  under  which  they  were  made  were  invalid,  for  the  reason 
that^  in  a  particular  case  before  the  court,  it  should  appear  that 
these  privileges  have  been  made  the  occasion  for  unlawfully  in- 
juring private  property,  when  such  injury  was  not  the  direct 
product  of  the  ordinance,  would  be  disastrous  to  public  interests 
and  not  warranted  in  law.  For  such  injuries  the  remedy  of  the 
party  injured  is  by  action.  If  the  acts  done  under  color  of  the 
ordinance  or  the  statute  be  found  to  be  an  unlawful  invasion  of 
the  rights  of  private  property,  an  action  will  lie,  in  which  neither 
the  ordinance  nor  the  statute  would  be  a  justification.'' 

But  I  do  not  find  it  necessary  to  determine  the  question — ^if 
there  be  any  question — of  the  right  of  the  municipality,  under 
the  sixty-seventh  section  of  the  township  act,  to  erect  poles  for 
public  lighting  purposes  on  the  sidewalk  in  front  of  complain- 
ant's land  without  his  consent^  for  the  reason  that  the  complain- 
ant's counsel  at  the  hearing,  and  in  his  written  argument,  ex- 
pressly assents  to  the  erection  of  such  poles  for  the  purpose  of 
lighting  the  streets  of  the  township  of  Teaneck,  but  not  for  the 
purpose  of  private  lighting  or  the  transmission  of  power,  or  of 
carrying  electricity  over  wires  to  adjacent  districts  outside  of 
that  township.  This  assent  is  made  upon  the  express  condition 
that  the  poles  to  be  erected  shall  be  no  larger  and  have  no  more 
arms  than  are  reasonably  necessary  for  the  purpose  of  public 
Ughting  of  the  township  of  Teaneck.  The  complainant  con- 
tends that  it  is  manifest  from  the  size  and  diaracter  of  the  poles 
and  arms  to  be  attached  thereto,  brought  upon  the  ground,  that 
the  object  ia  something  more  than  the  mere  lighting  of  the  streets. 
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of  Teaneck ;  that  the  object  is  to  furnish  power  and  light  ix>  indi- 
vidual consiuners  both  in  that  township  and  in  the  adjacent 
neighborhood,  and  also  to  put  upon  the  poles  wires  to  extend 
through  to  other  townships  and  territory  outside  of  Teaneck ;  and 
that  so  doing  will  put  an  additional  burden  on  his  land,  for  which 
either  his  consent  must  be  obtained  or  compensation  made.  The 
proofs  show  that  the  poles  to  be  erected  are  40  feet  high,  and 
about  18  inches  in  diameter  at  the  butt ;  that  they  are  notched  for 
four  cross  arms,  and  that  the  cross  arms  brought  on  the  ground 
are  marked  for  six  wires,  making  in  all  24  wires  to  be  strung  in 
front  of  complainant's  land.  It  was  hardly  affirmed  in  the  affi- 
davits or  contended  in  the  argument  that  poles  of  that  size,  with 
so  many  arms  upon  them,  are  necessary  for  simply  the  purpose 
of  public  street  lighting  in  the  township  of  Teaneck.  In  fact, 
the  affidavits  show  that  they  are  much  larger  than  those  pre- 
viously used  by  defendant  in  Teaneck.  The  purpose  of  the  de- 
fendant's incorporation,  as  stated  in  the  bill  and  admitted  in  the 
answer,  is  the  "supplying  of  light  and  power  by  electricity' 
through  the  greater  part  of  the  county  of  Bergen  to  private  con- 
sumers, and  also  for  public  lighting."  And  common  knowledge 
leads  to  the  inference  that,  in  order  to  reach  one  township,  it 
may  be  necessary  for  it  to  cross  another  township.  Now  hero 
comes  in  the  distinction  taken  by  the  Court  of  Errors  and  Ap- 
peals, in  the  case  just  cited  (Meyerg  v.  Electric  Co.),  between 
public  lighting  and  private  lighting.  The  act  of  1896  was  held 
to  apply  only  to  private  lighting — ^that  is,  lighting  the  ho\ises  of 
private  individuals;  and  that  act  expressly  provided  for  the  con- 
sent of  the  landowner.  And  there  is,  I  think,  a  dear  distinction 
between  the  function  of  providing  light  for  strictly  public  pur- 
poses and  private  purposes,  precisely  as  there  is  a  distinction  be- 
tween providing  water  for  municipal  purposes — extinguishment 
of  fires  and  sprinkling  of  streets — and  providing  it  for  private 
consumers.  The  municipality  may  be  under  an  actual  or  im- 
plied obligation  to  supply  water  for  the  extinction  of  fires,  and 
light  for  the  lighting  of  streets,  while  it  is  under  no  such  obliga- 
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tioQ  to  famish  either  of  those  elements  for  private  use.  And 
this  position  is  not  inconsistent  with  the  general  proposition  that 
the  furnishing  of  water  and  light  for  private  use  is  a  public 
purpose.  ThiB  is  perfectly  well  settled.  But  it  is  also  perfectly 
well  settled  that  private  property  cannot  be  taken  for  such  a 
public  use  without  compensation  first  made ;  and  I  can  find  noth- 
ing in  the  reported  decisions  or  judicial  utteranoes  in  this  State 
which  warrants  the  idea  that,  because  a  municipality  may  under- 
take to  supply  either  water  or  gas  or  electricity  for  lighting  pur- 
poses to  private  consumers,  it  is  thereby  relieved  of  the  constitu- 
tional duty  of  making  compexu^ation  to  persons  whose  property 
shall  be  taken  for  that  purpose.  At  any  rate,  there  is,  so  far  as  I 
know,  no  legislation  in  New  Jersey  authorizing  such  action  with 
regard  to  lighting  by  eleetricily.  As  the  law  stands  at  this  time, 
any  corporation  desiring  to  use  private  property  for  the  purpose 
of  furnishing  light  by  electricity  for  private  consumption  must 
make  just  compensation  wherever  it  takes,  in  the  sense  in  which 
that  wotrd  is  used  in  that  connection,  private  property  for  that 
purpose.  The  question,  then,  is  whether  the  placing  on  the  public 
sidewalk,  the  fee  of  which,  with  the  adjoining  property,  is  owned 
by  the  complainant^  poles  for  that  purpose^  will  be  a  taking 
of  his  land.  I  am  of  the  opinion  that  it  will  be,  in  the  sense  that 
it  will  impose  upon  it  a  greater  burden  than  can  justly  be  implied 
from  the  laying  out  of  a  highway  across  same,  or  the  dedication 
of  a  part  of  his  land  for  the  purposes  of  a  highway.  As  pointed 
out  by  Vice  Chancellor  Van  Fleet  in  the  Halsey  Case,  the  light- 
ing of  streets  may  be  considered  as  necessary  in  order  to  make 
them  safe  for  use  at  night.  But  this  consideration  does  not 
reach  the  lighting  of  the  interior  of  the  houses  built  along  their 
route.  It  is  a  matter  of  common  knowledge  that  the  larger  the 
pole,  and  the  more  numerous  its  arms  and  wires,  the  greater  the 
nuisance  to  the  premises  before  which  it  is  erected.  So  that  it 
is  impossible  to  say  that  it  is  no  greater  injury  to  the  owner  of  the 
land  to  erect  thereon  poles  with  arms  for  the  purpose  of  conduct- 
ing a  current  of  electricity  sufficient  to  be  used  for  the  purpose  of 
power  and  for  prvate  lighting  n  a  large  district^  than  the  ereo- 
tion  of  poles  for  a  more  restricted  purpose. 
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The  result  is  that  I  find  that  the  legislature  has  not  only  not 
given  authority  to  a  municipalily  or  its  lioensee  to  erect  poles  on 
the  sidewalk  to  support  wires  to  oonduot  electricity  for  use  in 
private  lighting  or  for  the  transmission  of  power,  buit  has,  by  the 
act  of  1896  above  referred  to,  by  implication  forbidden  such  erec- 
tion without  the  consent  of  the  landowner;  and  my  impression  is 
that  such  authority,  if  given^  would  probably  be  held  to  be  un- 
constitutional, unless  given  upon  terms  of  making  compensation, 
and  that  the  authority  given  by  implication  by  the  sixty-seventh 
section  of  the  township  act  of  1899  must  be  confined  to  the  pur- 
pose of  lighting  the  streets  within  the  limits  of  the  municipality. 
The  affidavits  tend  to  show  sufficienlily  for  present  purposes  that 
the  poles,  with  arms  and  wires,  proposed  to  be  erected  upon  com- 
plainant's land,  are  larger  than  is  neoessaxy  for  the  purpose  for 
which  the  legislature  has  authorized  their  erection,  and  will  be  a 
greater  nuisance  to  complainant  than  that  purpose  requires.  I 
will  therefore  advise  an  injunction  against  their  erection.  The 
parties  will  be  given  a  proper  opportunity  in  the  course  of  the 
suit  to  obtain  a  judicial  determination  upon  the  question  as  to 
what  size  of  poles,  and  what  number  of  arms  thereon,  and  wires 
to  be  strung  thereon^  are  necessary  for  the  Ughtlng  of  the  streets 
of  Teaneok. 


NoTB. — See  note  2  at  end  of  Part  IL 


MiNWiB  L.  Jatsteb  v.  Omaha  Stkbet  Eatlwat  Oomfaett. 

NehrcLska  Supreme  Court,  February  2,  1S98. 
(53  Neb.  682.) 
BSlbctbio    btbbit   bailwat.-— ADDinonrAL    sbbvitoixb.— DupsKUAXioif    or 

BBAI.  EBTATB. 

The  poles  and  wires  of  an  electric  railway  company  constitute  an  additional 
burden  upon  the  street  in  which  they  are  placed,  and  the  abutting  lot- 
owners  are  entitled  to  whatever  damages  their  properly  has  sustained  by 
reason  thereof. 
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But  if  not,  still  an  abutting  owner  may  be  entitled  to  damages  if  the  poles 
and  wires  of  the  railway  interfere  with  ingress  and  ^ress  to  his  prop- 
erty, and  thus  diminish  its  value. 

Cases  of  this  series  cited  in  opinicm:  Louisville  Bagging  Mfg.  Co.  v.  Cent, 
Pass,  Ry.  Co.,  vol.  4,  p.  202;  Williams  v.  City  Eleo.  Ry.  Co,,  vol.  3,  p.  231; 
Ogden  City  Railway  Co,  v,  Ogden  City,  vol.  3,  p.  321;  Taggart  v.  New- 
port  St.  Ry,  Co,,  vol.  3,  p.  306;  Halsey  v.  Rapid  Trans,  8t,  Ry.  Co.,  vol. 
3,  p.  283;  Lookhart  v.  Craig  8t.  Ry.  Co.,  vol  3,  p.  314;  Detroit  City  Ry. 
Co.  V.  MUls,  vol.  3,  p.  333;  Kooh  v.  No.  Av,  Ry.  Co,,  vol.  4, 
p.  153;  Limhurger  v.  Ban  Antonio,  etc.,  Ry  Co.,  vol.  6,  p.  156;  Board  of 
Trade  Tel  Co.  v.  Barnett,  vol.  1,  p.  565;  Ches.  d  Pot.  Teleph.  Co.  v. 
Maekeneie,  vol  Z,  p.  196;  W.  U.  Tel.  Co.  v.  Williams,  vol.  3,  p.  184;  Bels 
V,  Am,  TeiepK  d  Tel,  Co.,  vol.  5,  p.  02;  Pa.  Ry.  Co.  v.  Mont.  Co.  Pass 
Ry.  Co.,  YoL  5,  p.  166;  Elliott  v.  Netoport  Bt.  R.  Co.,  vol.  4,  p.  449. 

Appeal  by  plaintiff  below  fnom  judgment  of  District  Coui't, 
Douglas  counly. 

Brome,  Andrews  d  Sheean  and  H.  C.  Brome,  for  plaintiff  in 
error. 

John  L.  Webster,  for  defendant  in  error. 

Raoan,  C.  :     If  iimie  L.  JayneB  brought  this  9ait  to  the  DiB* 
triot  Court  of  Douglas  county  against  the  Omaha  Street  Railway 
Oompany,  hereafter  called  the  '^Railway  Company,"  a  corpora- 
tion organized  under  the  laws  of  the  State,  and  owning  and  oper- 
ating an  electric  street  railway  in  the  streeta  of  the  city  of 
Omaha,  by  permission  of  the  cily's  authority.     Jaynes  in  her 
petition  alleged,  among  other  thinga,  that  she  was  the  owner  of 
lot  8,  in  block  IS,  in  R.  V.  Smith's  addition  to  the  city  of 
Omaha ;  that  said  lot  was  a  tract  of  land  243  feet  in  length  east 
and  west,  and  66  feet  in  width  north  and  south;  that  it  was 
bounded  on  the  east  by  Sixteenth  street^  and  on  the  south  by 
Clark  street;  that  the  railway  company  had  constructed  its  rail- 
way over  and  upon  and  along  the  surface  of  said  Sixteenth  and 
dark  streets,  in  front  of  her  property,  and  was  operating  its 
caiB  liiereon,  the  motive  power  being  electricity;  that  the  rail- 
way company,  for  the  purpose  of  so  operating  its  cars,  had 
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erected  poles  on  either  side  of  said  streets  adjajcent  to  her  prem- 
ises, and  placed  a  wire  upon  said  poles  parallel  to  the  railway 
track,  and  had  strung  wires  across  said  streets  an  said  poles; 
that,  by  reason  of  such  construjction  and  operation  of  said  rail* 
way  on  said  trades  adjacent  to  said  premises^  the  value  of  the 
latter  had  been  greatly  depreciated ;  that  the  location  of  the  poles 
and  wires  of  the  railway  company  in  said  streets  interfered 
with  Jaynes'  ingress  to  and  egress  from  her  property,  and  there- 
by depreciated  its  value.  There  was  a  prayer  for  a  judgment 
for  damagea  To  this  petition  the  railway  company  filed  a  gen- 
eral demurrer,  based  on  its  contention  that  the  petition  did  not 
state  facts  sufficient  to  constitute  a  cause  of  action.  The  Dis- 
trict Court  sustained  the  demurrer,  and  dismissed  the  petition, 
and  Jaynes  brings  Uiat  judgment  here  for  review  on  erron 

1.  By  sections  104-106,  art  1,  c  14,  Comp.  St  1897,  it  is 

made  the  duty  of  every  original  owner  or  proprietor  of  any  tract 

of  land,  who  shall  subdivide  the  same  for  the  purpose  of  laying 

it  out  in  an  addition  to  a  city,  to  cause  a  plat  of  such  subdivision 

to  be  made,  with  reference  to  known  or  permanent  monuments, 

and  in  such  plat  give  the  dimensionB  and  courses  of  all  streets 

and  alleys  established  thereby,  and  to  execute  and.  acknowledge 

this  plat  before  some  officer  authorized  to  take  acknowledgments 

of  deeds,  and,  when  so  executed,  to  file  sudi  plat  for  record  in 

the  office  of  the  register  of  deeds  of  the  proper  county.     The 

acknowledgment  and  record  of  such  an  instrument  is  equivalent 

to  a  deed  in  fee  simple  of  such  portion  of  the  premises  platted 

as  is  on  such  plat  set  apart  for  streets  and  other  public  purposes. 

Assuming  that  Smith  was  the  original  owner  of  the  lands  out  of 

which  the  lots  of  Jaynes  were  carved,  and  that  he  complied  with 

the  statute  just  quoted,  and  thereby  dedicated  these  streets  to  the 

public,  and  thereby  conveyed  ike  fee-simple  title  of  these  streets 

to  the  city  of  Omaha,  we  have  the  question:     For  what  purpose 

was  this  dedication  or  grant  made!     The  particular  purposes 

which  were  in  the  mind  of  the  owner  at  the  time  he  made  this 

dedication  or  grant  are  not  expressed  therein ;  and  the  question 


NEBRASKA,  1898.  .  331 

Jaynes  ▼.  Railway  Ck>. 

therefore  is^  for  what  purpose  does  the  law  imply  or  presume  the 
owner  granted  these  streets  to  the  public  i  Is  the  construction 
and  operation  of  such  an  electric  railway  as  the  one  here,  on  the 
surface  of  these  streets,  embraced  in  the  purposes  for  which  the 
original  owner  dedicated  these  streets  to  the  public  ?  Or,  in  the 
language  of  the  lawbooks,  is  the  construction  and  operation  of 
this  street  railway  an  additional  burden  or  servitude  on  the  ease- 
ment granted  ? 

It  is  said  by  Booth,  in  section  83  of  his  work  on  Street  Rail- 
ways>  that  the  courts  of  last  resort  of  the  countly,  to  which  the 
question  has  been  presented,  have  all  decided  that  the  construc- 
tion and  operation  of  such  a  street  railway  as  the  one  in  question 
here  was  not  an  additional  servitude  to  those  embraced  in  the 
original  grant.  The  courts  referred  to  by  this  author  are  Ken- 
tucky, Michigan,  Maryland,  New  Jersey,  Pennsylvania,  Rhode 
Island,  Utah,  and  the  United  States  Circuit  Court  for  the  Dis- 
trict of  Arkansas.     We  shall  briefly  examine  these  cases. 

The  Kentucky  case  was  decided  in  1893,  and  is  the  Louisville 
Bagging  Mfg.  Co.  v.  Central  Pass.  Ry.  Co.,  4  Am.  ElectL  Cas. 
202,  95  Ky.  60,  23  S.  W.  692.  It  was  an  application  for  an 
injunction  by  the  owner  of  a  lot  fronting  on  a  street  to  enjoin  the 
construction  and  maintenance  of  an  electric  street  railway  on 
two  grounds:  (1)  That  it  would  interfere  with  the  lot  owner's 
accustomed  use  of  the  street  for  backing  vehicles  up  to  his  ware- 
house; (2)  would  be  dangerous  to  those  residing  or  doing  busi- 
ness on  the  street.  The  nisi  prius  court  denied  the  application 
for  injunction,  and  its  judgment  was  affirmed  by  the  Court  of 
Appeals;  but  the  question  as  to  whether  the  construction  and 
operation  of  the  street  railway  was  an  additional  burden  is  not 
mentioned  in  the  case,  nor  is  the  question  as  to  whether  the  street 
railway  company  would  be  liable  to  damages  for  the  injury  done 
to  the  lot  owner's  property  by  the  construction  and  operation  of 
ibe  railway  either  argued  or  discussed  in  the  opinion;  and 
thou^  the  question  as  to  whether  electric  street  railways  were 
additional  burdens  had  prior  to  that  date  been  presented  fo 
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aeveral  courts  of  last  reeort^  no  case  of  any  court  is  cited  in  the 
opinioiu 

The  case  from  the  United  States  Circoit  Oowit  for  the  Dis- 
trict of  Arkansas  is  WUliams  v.  Railway  Co.,  3  Am.  ElectL  Cas. 
231,  41  Fed.  556.  In  that  case  the  United  States  Circuit  Court 
held  that  the  construction  and  operation  of  a  stueet  railway  on  the 
streets  of  a  city  was  not  an  additional  burden  simply  because  of 
the  fact  that  the  cars  were  moved  by  steam.  That  was  the  only 
point  in  the  casa  "No  such  question  as  the  one  here  was  in- 
volved in  the  Arlcansas  case. 

The  Utah  case  referred  to  is  Ogden  City  Ry.  Co.  v.  Ogden 
City,  3  Am.  ElectL  Cas.  321,  26  Paa  288.  This  case  was  de- 
cided in  1891,  and  was  an  application  for  an  injunction  by  the 
Ogden  City  Eailway  Company  agaiuBt  Ogden  city  and  another 
railway  company,  to  enjoin  Ogden  city  from  carrying  into  effect 
an  ordinance  granting  to  this  other  railway  company  permission 
to  lay  a  double-tracked  street  railway  in  a  certain  street  of  Ogd«i 
oily — ^the  contention  of  the  Ogden  City  Street  Railway  Com- 
pany being  that  in  1883  Ogden  city  by  ordinance  had  granted  it 
permission  to  lay  down  a  double-tracked  street  railway  in  said 
streets;  that  it  had  already  constructed  a  single  traek,  with  turn- 
outs, in  that  street;  and  that^  if  tihe  other  railway  company  was 
granted  permission  to  construct  another  double  track  railway  in 
the  same  street,  the  streets  would  be  so  obstructed  by  the  four 
tracks  aa  to  interfere  with  other  modes  of  travel ;  and  that  if  the 
defendant  street  railway  company,  in  constructing  its  track, 
should  use  poles  and  wires,  the  plaintiff  street  railway's  property 
would  be  greatly  damaged  thereby.  The  injunction  was  denied. 
The  court  said:  "The  allegations  of  fact  are  not  sufficient  to 
warrant  an  injunction  on  the  ground  that  the  construction  of  the 
defendant's  railway  would  damage  the  abutting  property  by  ma- 
terially interfering  with  rights  appurtenant  thereto."  We  do 
not  think  this  is  an  adjudication  that  the  construction  and  opera- 
tion of  an  electric  street  railway  in  the  streets  of  a  city  is  not 
an  additional  burden;  and,  though  that  question  had  prior  to 
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that  time  been  before  the  courts  of  Ehode  Island  and  New  Jer- 
sey,  the  opinions  in  those  cases  are  not  referred  to,  nor  is  there 
an  opinion  of  any  other  court  mentioned. 

The  earliest  case  that  we  have  been  able  to  find  in  which  the 
question  under  consideration  waa  decided  is  Taggart  v.  Railway 
Co.  (K  I.),  3  Am.  Electl.  Ca&  306,  19  Ala.  326,  decided  in 
January,  1890.  This  was  an  application  for  an  injunction  by 
abutting  property  owners  to  enjoin  the  street  railway  company 
from  erecting  poles  and  wires,  as  concomitants  of  their  street 
railway,  in  front  of  the  complainant's  property.  It  appears  that 
prior  to  the  time  the  suit  was  brought  the  street  railway  company 
had  been  using  horses  to  move  its  cars>  and  were  abouib  to  substi- 
tute  electricity  as  a  motive  power.  In  the  opinion  the  court 
enumerates  the  grounds  upon  which  the  injunction  was  asked  as 
(1)  that  the  street  railway  company  had  not  given  certain  no- 
tices required  by  the  law  of  its  incorporation;  (2)  that  the  use 
of  electricity  was  illegal,  as  the  statute  creating  the  street  railway 
company  authorized  it  to  use  as  a  motive  power,  ^^steam,  horse  or 
other  power  as  the  city  council  of  said  city  and  towns  may  from 
time  to  time  direct;"  (3)  that  the  erection  of  the  poles  was  pro- 
hibited by  the  act  incorporating  the  street  railway  company,  as 
that  act  provided  that  the  street  railway  should  be  used,  ocm- 
structed  and  operated  so  that  ''such  corporation  shall  not  incum- 
ber any  portion  of  the  streets  occupied  by  such  tracks."  The 
court  held  that  the  company  had  given  the  notice  required  by 
statute;  that  the  use  of  electricity  as  a  motive  power  was  ex- 
pressed within  the  law  creating  the  corporation;  and  that  the 
poles  in  the  street  were  not  an  incumbrance,  within  the  meaning 
of  the  act  creating  the  corporation,  taking  Webster's  definition 
of  the  word  "incumber."  The  court  denied  the  injunction;  and 
said  in  the  fifth  point  of  the  syllabus:  "The  change  of  the 
power  by  which  a  street  railway  is  operated  from  horse  power 
to  electricity,  and  the  erection  of  poles  necessary  for  its  opera- 
tion, does  not  impose  an  additional  burden  on  the  abutting  prop- 
erty owners."     The  court  reached  this  conclusion:     That  tho 
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street  railway,  with  its  poles  and  wiree^  was  not  an  additional 
burden,  by  finding  that  the  electric  street  railway  company  did 
not  oocupy  the  streets  any  more  exclusively  than  it  would  if 
operated  by  horse  power.  There  is  no  question  that  the  law  of 
the  case  was  correctly  laid  down  if  the  evidence,  or  the  record  on 
its  face,  sustains  the  findings  of  fact  made  by  the  court  that  the 
electric  street  railway  no  more  exclusively  occupies  the  street 
than  an  ordinary  horse  railway. 

The  Rhode  Island  case  just  noticed  was  quoted  as  an  authority 
for  the  proposition  that  an  electric  street  railway  is  not  an  addi- 
tional burden  by  the  Supreme  Court  of  New  Jersey  in  December, 
1890,  in  Halsey  v.  Railway  Co.,  3  Am.  Electl.  Cas.  283,  20  Atl. 
859.  In  this  cast  an<  abutting  lot  owner  sought  to  enjoin  a  street 
railway  company  from  building  its  track  in  a  street  opposite  his 
premises,  and  from  erecting  certain  iron  poles  in  the  center  of  the 
street^  to  be  used  in  the  operation  of  its  cars.  The  court  denied 
the  injunction,  and  held  that  the  placing  of  the  poles  in  the 
middle  of  the  street,  for  the  purpose  of  using  electricity  for  street 
car  propulsion,  did  not  impose  aTw  servitude  on  theland  in  the 
street.  But  it  would  seem,  from  a  reading  of  the  opinion,  that 
the  complainant's  application  for  an  injunction  was  denied  on 
the  grotmd  of  the  court's  doubt  as  to  whether  the  complainant's 
property  had  been  or  would  be  damaged  by  the  erection  of  these 
poles  in  the  center  of  the  street  opposite  his  property.  T^e  court 
said:  ^'It  is  true  there  is  a  very  small  space  in  the  middle  of  the 
street  over  which  a  wagon  approaching  the  entrance  cannot  pass, 
but  it  may  pass  on  either  sida  Besides,  the  distance  of  the  pole 
from  the  entrance  renders  it  very  improbable,  as  it  seems  to  me, 
that  a  wagon,  in  passing  from  the  street  to  the  entrance,  would, 
if  there  was  no  pole  there,  pass  over  this  space  one  time  in  fifty. 
Certain  it  is  that,  even  if  it  be  true  that  the  pole  diminishes  the 
complainant's  means  of  access  to  the  entrance,  the  diminution 
is  so  insignificant  as  to  lay  no  ground  for  relief  in  equity.  A 
doubt  as  to  whether  the  complainant's  land  in  the  street  has  been 
appropriated  to  a  purpose  for  which  the  public  has  no  right  to 
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•Qse  it  will;  at  this  stage  of  the  cause,  be  fatal  to  his  daim  to  an 
injunction.  .  .  •  •  It  is  impoesible  to  emphasize  too  strongly 
the  rule  so  often  enforced  in  this  court,  that  a  preliminary  in- 
junction will  not  be  allowed  where  either  the  complainant's  right 
which  he  seeks  to  have  protected  in  limine  by  an  interlocutory  in- 
junction is  in  doubt^  or  where  the  injury  which  may  result  from 
the  invasion  of  that  right  is  not  irreparable." 

The  Supreme  Court  of  Pennsylvania,  in  January,  1891,  in 
Lockhart  v.  Railway  Co.,  3  Am.  Electl.  Cas.  814,  21  Atl.  26,  re- 
ferred to  the  Bhode  Island  case  as  being  directly  in  point,  and, 
if  good  law,  controlling  the  case  under  consideration.  The  Penn- 
fljlvania  case  was  an  application  for  an  injunction  by  abutting 
property  owners  to  restrain  the  street  railway  company  from  con- 
structing and  operating  its  road  in  a  street  in  front  of  the  com- 
plainant's property.  The  court  denied  the  injunction,  and  stated 
the  question  to  be  whether  the  construction  of  the  street  railway, 
with  its  poles  and  wires,  amounted  to  a  taking  of  the  property  of 
the  complainants  without  compensation.  The  court  said :  '^The 
placing  of  the  wires  over  the  streets  does  not  appear  to  be  a  tak- 
ing of  plaintiflF's  property.  The  streets  are  dedicated  to  public 
use,  and  he  has  certain  special  rights,  as  an  abutting  owner,  but  I 
cannot  see  how  a  wire  run  through  the  air  above  the  streets  can 
be  said  to  be  a  taking,  injury,  or  destroying  his  property.  But 
another  question  arises  in  reference  to  the  posts  placed  in  the 
ground  for  the  support  of  the  wires  by  means  of  which  the  cars 
are  moved.  .  •  .  And  it  may  be  now  taken  as  settled  that  the 
owner's  rights  of  abutting  property  are  subject  to  the  paramount 
right  of  the  public,  and  the  rights  of  the  public  are  not  limited  to 
a  mere  right  of  way,  but  extend  to  all  beneficial,  legitimate  street 
uses,  as  the  public  may  from  time  to  time  require.  .  .  .  The 
case  of  Taggart  v.  Railway  Co.  (R.  I.)>  3  Am.  Electl.  Cas.  306, 
19  Atl.  326,  is  directly  in  point,  and,  if  good  law,  covers  the 
case  in  hand.  My  own  impression  is  that  the  use  of  poles,  wires, 
and  other  necessary  appliances,  such  as  proposed,  being  used  by 
defendants,  is  not,  in  any  respect,  a  greater  interference  with  the 
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ownership  of  the  adjoining  property  owner  on  a  street  than  the 
nfle  of  streets  for  fire  plugs,  horse  troughs,"  etc.  "To  my  mind, 
the  power  in  the  Craig  Street  Railway  Company  to  oonjfttruct 
and  maintain  a  railroad,  in  compliance  with  the  temtis  of  the  act 
under  which  it  was  incorporated,  is  dear,  and  that  these  defend- 
ants have  shown  a  legal  right  to  proceed  and  construct  the  rail- 
way contemplated  by  them,  unless  the  failure  to  provide  means 
by  whidi  the  plaintiffs  may  have  such  damages  as  they  may  sus- 
tain assessed  and  paid  or  secured  in  advance  renders  the  act 
unconstitutional.  Upon  this  question  I  am  not  free  from  doubt, 
but  the  decided  inclination  of  my  mind  is  that  the  act  is  not  un- 
constitutional for  that  reason,  because  the  use  of  the  streets  for 
the  purpose  of  applying  motive  power  in  the  manner  proposed  is 
not  such  a  new  use  as  in  cities  should  be  treated  as  outside  the 
proper  use  for  which  streets  will  be  held  to  have  been  originally 
dedicated  to  the  public  use.  Taggari  v.  Railway  Co,,  before 
cited,  is  exactly  in  point.  The  case  presented  by  plaintiffs  is 
certainly  not  so  clear  from  doubt  that  a  chancellor  should  grant 
an  injunction  summarily  stopping  a  great  public  improyemeni 
before  final  hearing,  more  particularly  if  the  position  taken  by 
plaintiffs  is  correct,  and  defendants  have  no  legal  right  to  take 
possession  of  the  streets,  as  they  are  about  to  do.  A  commonrlaw 
action  will  compel  them  to  pay  all  damages  arising  to  plaintiffs, 
and  thereafter  equity  would  probably  afford  a  complete  remedy, 
l^  which  the  wrong  done  them  could  be  fully  corrected."  It 
seems  from  this  that  the  Supreme  Court  of  Pennsylvania  did  not 
decide,  at  least  in  this  case,  that  an  abutting  properly  owner  was 
remediless  if  the  construction  of  the  street  railway  in  front  of 
his  property  damaged  it,  but  denied  the  abutting  property  owner 
an  injunction  to  restrain  the  erection  of  the  improvement,  leav- 
ing the  question  as  to  whether  he  was  damaged,  and,  if  so^  how 
much,  to  the  law  courts. 

In  Railway  Co.  v.  Mills  (Mich.,  decided  May,  1891),  8  Am. 
ElectL  Cas.  888, 48  N.  W.  1007,  the  street  railway  company  was 
erecting  its  poles  and  oonatructing  its  tracks  in  a  street  in  f  nmt 
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of  a  lot  owner's  property.    The  lot  owner  cut  the  poles  down,  and 
threatened  to  continue  to  do  so  as  long  as  they  were  erected,  and 
thereupon  the  railway  company  enjoined  the  lot  owner  from  in- 
terfering with  its  construction  of  the  railway.     The  nisi  prius 
court  made  the  injunction  perpetual    The  property  owner  ap- 
pealed, and  the  Supreme  Court  affirmed  the  judgment     The 
question  as  to  whether  the  proposed  erection  of  the  poles  and 
wires  and  tracks  on  the  street  constituted  an  additional  burden 
upon  the  easement  seems  to  have  been  much  discussed  in  the  case. 
In  the  syllabus  the  court  said :    '^The  use  of  the  street  for  street 
railways,  in  such  a  way  as  not  to  interf  ero  with  the  right  of  a  lot 
owner,  as  one  of  the  public,  to  pass  and  repass  thereon,  or  with 
the  right  of  ingress  or  ^ress  to  and  from  his  lot,  does  not  impose 
a  new  burden  and  servitude,  additional  to  what  was  implied  by 
the  dedication,  which  it  is  beyond  the  power  of  the  city  to  author- 
ize without  additional  compensation  to  the  abutting  lot  owners.'' 
The  court  was  composed  of  five  judges.     Two  of  these  judges 
seem  to  have  been  of  opinion  that  the  street  railway  involved  in 
the  action,  as  it  was  proposed  to  be  constructed,  was  not  or  would 
not  be  an  additional  burden  upon  the  easement     Two  of  the 
judges  dissented  from  that  opinion,  and  the  third  concurred  in 
affirming  the  judgment  of  the  lower  court,  but  said :  '^I  am  not 
prepared  to  say  that  the  construction  of  a  street  railroad  track 
in  a  street  is  of  itself  no  additional  burden  or  servitude  upon  the 
street  I  think  it  is,  but  to  what  extent  depends  upon  all  the  facts 
and  circumstances  under  which  it  is  imposed." 

The  cases  heretofore  alluded  to  from  Kentucky,  New  Jersey, 
and  Pennsylvania  are  referred  to  in  the  majority  opinion  as 
authorities  for  the  proposition  that  an  electric  street  railway 
track,  with  its  wires  and  poles,  is  not  an  additional  burden.  But 
the  most  that  can  be  said  for  the  Michigan  case  is  that  whether 
such  a  street  railway  is  or  is  not  an  additional  burden  is  a  ques- 
ton  of  fact,  depending  upon  whether  or  not  it  is  so  operated  and 
oonstmcted  as  to  interfere  with  the  lot  owner's  right  of  ingress 
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and  egress  to  and  from  his  property  and  his  free  use  of  the 
street* 

The  Maryland  case  referred  to  by  Booth  is  Koch  v.  BaUway 
Co.  (decided  Jan,,  1892),  4  Am.  Elect!.  Cas.  153,  23  AH  463. 
It  was  an  application  by  abutting  lot  owners  to  enjoin  a  street 
railway  company  from  constructing  its  road  in  a  certain  street 
in  front  of  their  property.  The  application  was  based  upon  four 
grounds:  (1)  That  the  defendant  was  not  lawfully  incorpor- 
ated ;  (2)  that  it  had  no  right  to  lay  tracks  of  its  own  outside  of 
tracks  already  laid  in  the  street  by  street  railway  companies; 
(3)  that  the  city  of  Baltimore  had  no  authority  to  authorize  the 
railway  to  use  electricity  as  a  motive  power:  (4)  that  the  roa  I 
proposed  to  be  built  was  an  elevated  road,  within  the  meaning  of 
the  statute,  which  provided  that  no  elevated  road  should  be  built 
in  that  stireet  The  court  overruled  each  of  these  contentions, 
and  denied  the  injunction.  The  cases  already  alluded  to  from 
Ehode  Island,  New  Jersey,  Pennsylvania,  and  the  Federal  dis- 
trict of  Arkansas  are  referred  to  in  the  opinion,  and  it  is  said  of 
them  that  "they  proceed  on  the  principle  that  a  street  is  a  way 
sot  apart  for  public  travel,  and  that  the  use  of  electricity  for  pro- 
l)elling  street  cars  is  but  a  new  and  improved  motive  power,  in 
no  manner  inconsistent  with  the  uses  and  purposes  for  which 
streets  were  opened  and  dedicated  as  ways  for  public  travel." 
And  the  court  decides  that  the  use  of  electricity  as  a  motive 
power  for  street  cars  does  not  impose  a  new  servitude  upon  the 
streets,  so  as  to  entitle  the  abutting  owner  to  compensation.  But 
the  question  as  to  whether  poles  and  wires  placed  in  a  street  in 
front  of  an  abutting  owner's  premises  constituted  an  additional 
servitude,  entitling  him  to  compensation,  was  neither  presented 
to  nor  decided  by  the  court. 

In  Limburger  v.  Railway  Co,,  6  Am.  Eleotl.  Cas.  156,  30  S. 
W.  533,  the  Supreme  Court  of  Texas  held  that  "the  use  of  a 
street  for  an  electric  railway  does  not  impose  an  additional  bar- 
den  or  servitude  to  that  implied  by  the  dedication."  That  was 
an  action  by  an  abutting  property  owner  against  a  street  railway 
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oompany  to  recover  damages  which  he  alleged  his  property  had 
susLained  by  the  construction  of  a  street  railway  track  between 
the  curb  of  the  street  and  another  railway  track  in  the  street. 
The  cases  hereinbefore  referred  to  were  cited  by  the  Supreme 
Court  of  Texas  as  authorities  for  the  conclusion  reached  by  it. 
But  it  is  to  be  noticed  that  in  the  Texas  case  there  is  not  one  word 
on  the  subject  of  poles  and  wires.  It  does  not  appear  whether  or 
not  this  street  railway  used  any  poles  and  wires  for  the  operation 
of  its  road.  So  far  as  the  opinion  discloses,  the  whole  complaint 
of  the  abutting  property  owner  was  the  presence  in  the  street  in 
front  of  his  property  of  the  tracks  and  the  cars  thereon.  These 
are  all  the  cases  which  I  have  been  able  to  find  which  hold  (if 
they  do)  that  an  electric  street  railway,  with  its  concomitante 
of  poles  and  wires,  is  not  an  additional  burden,  and,  if  the  abut- 
ting owner's  property  is  damaged  by  the  use  of  the  streets  for 
such  poles  and  wires,  that  he  has  no  remedy  for  such  damages. 

The  leading  case  is  the  Bhode  Island  case,  and  the  conclusion 
readied  there  was  predicated  upon  the  court's  finding  that  the 
electric  street  railway  did  not  occupy  any  more  exclusively  anj 
portion  of  the  street  than  an  ordinary  horse  railway  would.    11 
all  the  other  cases  follow  the  Rhode  Island  case,  and  if  it  can  b( 
said  that  these  cases  are  authority  for  the  proposition  contended 
for  here,  that  an  electric  street  railway,  with  its  wires  and  poles, 
is  not  an  additional  burden,  then  it  is  worth  while  to  observe  thai 
the  principle  upon  which  the  cases  rest  is  the  one  mentioned  b^ 
the  Bhode  Island  courts  namely,  not  an  exclusive  and  continued 
occupation  of  a  part  of  a  street  to  the  exclusion  of  the  rest  of  the 
piablic^    That  principle  is  sound.    But  in  the  case  at  bar  there  if 
no  room  for  the  conclusion  that  the  street  railway  company,  by 
the  poles  and  wires  which  it  has  placed  in  the  street^  does  not  ex- 
clusively occupy  a  portion  of  that  street  to  the  exclusion  of  the 
rest  of  the  public 

Ix>oking  at  the  original  platting  of  Jaynes'  properfy,  and  the 
dedication  made  by  the  then  owner  of  the  lots  of  a  part  of  it  for 
a  street,  we  thinik  the  true  construction  of  the  grant  made  is  this : 
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That  the  grantor  intended  that  the  street  should  be  used  for  the 
purpose  of  enabling  the  public  to  pass  and  repass  thereon;  that 
it  might  pass  on  foot,  on  horseback,  or  in  vehicles,  and  that 
whether  the  motive  power  of  the  vehicles  should  be  steam,  elec- 
tricity, horae  power,  compressed  air,  or  any  other  power.  The 
grant  contemplated  the  right  of  the  pubUc  to  temporarily  use 
any  part  and  all  of  these  streets  for  the  purpose  of  passing  over 
them  in  any  manner  that  it  might  choose,  and  by  such  means  as 
it  might  see  fit  to  employ.  But  the  grant  did  not  contemplate 
that  any  person  or  corporation  might  exclusively  and  perma- 
nently appropriate  any  part  of  these  streets  to  its  use,  to  the  con- 
tinued exclusion  of  the  rest  of  the  publia 

In  the  case  at  bar  the  railway  company,  with  its  poles  and 
wires,  has  exclusively  appropriated  a  portion  of  these  streets  to 
its  own  use,  to  the  exclusion  of  the  rest  of  the  public.    If  the 
railway  company  were  moving  its  cars  on  the  surface  of  these 
streets  by  electiic  power,  without  so  permanently  and  exclusively 
occupying  any  portion  of  the  street,  we  do  not  think  the  mere 
fact  that  the  motive  power  used  was  electricity  would  take  the 
use  out  of  the  purpose  contemplated  by  the  original  grant    The 
use  made  of  these  streets  by  the  railway  company  is  not  one  in 
common  with  that  of  the  public  generally.    Its  poles  and  wires 
remain,  and  must  remain,  and  exclusively  occupy,  particular 
portions  of  the  street,  and  continuously  exclude  the  public  from 
such  portions.    Whether  a  use  made  of  a  street  is  an  additional 
burden  upon  the  easement  we  do  not  think  depends  upon  the 
motive  power  which  moves  the  vehicle  employed.     It  depends 
upon  the  question  whether  the  vehicle  and  appliances  used  in  and 
necessaiy  to  effectuate  that  purpose  permanently  and  exclusively 
occupy  aU  or  a  portion  of  the  street,  to  the  continued  exclusion 
of  the  rest  of  the  public.     If  they  do  not,  then  it  is  not  an  addi- 
tional burden ;  if  they  do^  it  is. 

It  has  been  almost  universally  held,  we  think,  that  an  ordinary 
street  railway,  whose  cars  were  moved  by  horses,  was  not  an  addi- 
tional burden.     See,  among  others,  the  following  authorities: 
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Attorney  General  v.  Railroad  Co.,  125  Mass.  615;  Citizens' 
Coach  Co.  V.  Camden  Horse  B.  Co.,  33  N,  J.  Eq.  267;  Hobart 
V.  Railroad  Co.,  27  Wia.  194 ;  Texas  &  P.  Ry.  Co.  v.  Rosedale  8t. 
Ry.  Co.,  64  Tex.  80 ;  Elliott  v.  Railroad  Co.,  4  Am.  Elect.  Gas. 
449, 32  Conn.  579.  These  decisions  rest  upon  the  principle  that 
the  street  was  originally  dedicated  to  the  pubKc  for  the  purpose 
of  travel  thereon;  that  a  car  is  a  vehicle,  the  same  as  a  coach  or 
a  wagon;  and  that  the  track  of  a  street  railway  company  is  laid 
upon  a  level  with  the  surface  of  the  street,  and  in  such  manner 
as  not  to  obstruct  the  street^  and  prevent  people  from  freely 
passing  and  repassing  thereon.  In  other  words,  the  horse  car 
and  its  track  is  not  a  continued  exclusive  appropriation  of  any 
part  of  the  street^  to  the  continued  exclusion  of  the  rest  of  the 
public  from  that  part  of  the  street. 


It  is  quite  generally  held  that  an  ordinary  steam  railroad 
in  a  dity  street  or  oountiy  highway  constitutes  an  additional  bur- 
den; and  this  is  because  the  track  of  a  steam  railroad  is  of  such 
a  nature,  and  so  constructed,  that  it  exclusively  and  continu- 
ously  occupies  a  portion  of  the  street  or  highway,  to  the  con- 
tinuous exclusion  of  the  rest  of  the  public  from  such  part  of  said 
street  or  highway.  See,  among  others,  Railroad  Co.  v.  Ingalls, 
15  Neb.  123,  16  N.  W.  762 ;  Railroad  Co.  v.  HaHley,  67  HL 
439,  and  cases  there  cited. 

Bailroad  cars  are  as  much  vehicles  for  the  transportation;  of 
passengers^  enabling  the  public  to  pass  and  repass  from  one  part 
of  the  city  or  country  to  another,  as  are  horse  cars  or  carriages 
and  buggies;  but  tiie  rails  of  an  ordinary  railroad  are  laid  upon 
ties,  and  these  rest  upon  an  elevation,  and  the  railroad  is  of  sudi 
a  nature  and  construction  that  it  obstructs  the  street  or  highway 
in  which  it  is  placed,  and  debars  the  rest  of  the  public  from  the 
use  of  that  part  of  tihe  street  or  highway  occupied  by  its  track. 

It  is  also  very  generally  held  tha/t;  telegraph  and  telephone 
poles  in  city  streets  or  nu'al  highways  oonaititute  additional 
burdens,  entitling  the  abutting  property  owner  to  compensation. 
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See,  among  othero^  the  following  cases  so  holding:  Telegraph 
Co.  V.  Bamett,  107  IlL  507;  Telephone  Co.  v.  Mackenzie, 
(Md.)  3  Am.  Eleod.  Caa  196,  21  AU.  690;  Telegraph  Co.  v. 
Smith  (Md.),  18  Atl.  910;  Telegraph  Co.  v.  Williams  (Va.), 
3  Am.  ElectL  Caa.  184,  11  S.  E.  106 ;  Eels  v.  Telegraph  Co., 
5  Am.  Eleod.  Caa.  92,  143  N.  Y.  133,  38  N.  E.  202. 

The  principle  upon  which  all  of  these  cases  rest  is  the  sound 
one,  that  the  highway  or  street  is  dedicated  to  the  pubKc  for  the 
purpose  of  enabling  the  public  to  pass  and  repass  thereon,  and 
that  the  erection  of  the  poles  in  the  streeta  by  the  telephone  or 
telegraph  companies  is  a  permanent  and  exclusive  occupation 
of  the  streets  by  such  companies,  to  the  continued  exclusion  of 
the  remainder  of  the  public,  and  in  that  sense  the  poles  are  a  con- 
tinued obstruction  in  the  streets.    The  Supreme  Court  of  Penn- 
sylvania, in  Pennsylvania  R.  Co.  v.  Montgomery  County  Pass. 
By.  Co.,  5  Am.  Electl.  Oas.  166,  167  Pa.  St  62,  31  Atl.  468, 
held  that  an  electric  street  railway  such  as  the  one  involved  in 
this  case,  built  in  a  public  highway  outside  of  the  city,  was  an 
additional  burden,  entitling  the  adjacent  owner  to  damages. 

We  think  that  the  poles  and  wires  of  the  electric  railway 
company  are  an  additional  servitude,  or  constitute  an  additional 
burden,  upon  the  streets  in  which  they  are  placed,  and  that  the 
abutting  lot  owners  of  such  streets  are  entitled  to  whatever  dam- 
ages their  property  has  sustained  by  reason  thereof. 

2.  Thufl  far  we  have  conBidered  this  case  with  reference  to 
the  question  as  to  whether  the  original  dedication  made  of  Ihe 
street  contemplated  that  the  city  might  use  or  authorize  the  use 
of  the  streets  for  the  purpose  of  placing  poles  and  wires  therein 
in  connection  with  the  operation  of  a  railway.  But  our  consti- 
tution (art.  1,  sec.  21),  provides  that  the  properly  of  no  person 
shall  be  taken  or  damaged  for  public  use  without  just  compensa- 
tion. The  writer  is  of  opinion  that  if  it  be  assumed  that  the  ori- 
ginal owner  of  this  street,  in  dedicating  it  to  the  public,  contem- 
plated that  it  might  be  used  for  the  erection  of  poles  and  wires 
therein,  in  connection  with  the  operation  of  a  passenger  street 
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railway,  nevertheless  if  the  city  in  applying  the  street  to  that 
use,  or  authorizing  it  to  be  so  applied,  damages  the  property  of 
the  adjacent  owner,  he  is,  by  virtue  of  the  constitution,  entitled 
to  damages.  This  court,  and  nearly  all  other  courts  in  which 
the  State  constitution  is  like  ours,  has  held  that  an  abutting  lot 
owner  is  entitled  to  compensation  if  his  lot  is  depreciated  in 
value  by  reason  of  the  changing  of  the  grade  of  the  street  in 
front  of  it.  'Now  when  the  land  owner  plats  it  infx)  an  addition 
to  a  city,  and  leaves  a  space  for  a  street,  he  not  only  dedicates 
that  space  to  the  public  for  the  purpose  of  a  street,  but  he  knows, 
or  must  know,  that  the  municipality  may  work  such  street,  keep 
it  in  repair,  pave  it,  grade  it,  curb  it,  and  may  change  the  grade. 
And,  where  the  courts  have  awarded  damages  to  abutting  lot 
owners  because  of  a  change  in  the  grade  of  a  street^  it  has  not 
been  upon  the  principle  that  such  a  change  of  grade  was  not 
contemplated  at  the  time  the  grant  was  made,  but  it  has  been  be- 
cause of  the  constitutional  inhibition  that  the  public  for  ite  use 
shall  not  damage  the  citizens'  property  without  compensation. 
Such  is  City  of  Elgin  v.  Eaton,  83  TU.  536.  Most  of  the  old 
constitutions  contained  a  provision  that  private  property  should 
not  be  taken  for  public  use  without  just  compensation,  and  it 
was  quite  generally  held  by  the  courts  that  this  provision  of  the 
constitution  did  not  entitle  an  abutting  lot  owner  to  compensa- 
tion for  damages  which  his  property  had  sustained  by  reason  of 
a  change  of  grade  in  the  street  These  c^ses  rest  upon  the  prin- 
ciple that  a  change  of  grade  of  a  street  was  within  the  purview 
of  the  original  grant  of  the  land  for  the  street  Suppose  that 
A.,  owning  a  block  in  a  city,  shall  deed  one-half  of  xt  to  that 
city  for  any  public  purpose ;  by  such  a  grant  the  city  may  devote 
that  to  any  city  purpose  it  may  choose,  and  A  could  not  be  heard 
to  say  that  the  purpose  to  which  tlie  city  had  devoted  the  grant 
was  not  within  it.  But,  nevertheless,  if  the  city  in  the  use  it 
makes  of  the  granted  property,  shall  injure  the  remainder  of 
A.'s  property,  it  would  be  liable  for  the  damages,  because^  in  ac- 
cepting the  grant,  it  did  so  subject  to  the  constitutional  pro- 
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viaioii;  and,  though  it  might  devote  it  to  any  puhlio  purpooB  it 
choBOy  yet  if,  in  bo  doing,  it  damages  A/s  property,  or  any  other 
citizen's  property,  it  must  make  good  such  damages.  Iifa  seems 
to  me,  therefore,  that,  in  order  to  enable  the  plaintiff  in  error  in 
this  case  to  recover  damages  from  the  street  railway  company, 
it  is  not  absolutely  essential  that  the  poles  and  wires  of  the 
street  railway  company  should  be  held,  as  a  matter  of  law,  to  be 
an  additional  burden  upon  the  easement. 

8.  The  petition  m  this  case  aDeges  that  the  permanent  ex- 
istence in  the  street  opposite  this  property  of  the  poles  and  wires 
of  the  railway  company  interferes  with  the  plaintiff's  ingress 
and  egress  to  and  from  her  property,  and  have  depreciated  its 
valua  Are  these  facts  evidence  competent  to  go  to  the  jury 
for  the  determination  of  the  question  as  to  whether  the  plain- 
tiff's property  has  been  damaged,  withm  the  meaning  of  the  con- 
stitution just  quoted  t 

Applying  the  principles  enunciated  in  the  foregoing  cases  to 
the  facte  of  the  case  at  bar,  we  are  of  opinion  that^  if  Jaynes' 
property  is  depreciated  in  value  by  reason  of  the  exclusive  use  of 
a  part  of  the  streets  in  front  thereof  by  the  railway  company's 
poles  and  wires,  and  the  continued  presence  in  su<^  streets  of 
said  poles  and  wires^  she  is  entitled  to  compensation  for  such 
damages.  As  an  abutting  property  owner,  she  has  the  right  to 
free  ingress  and  egress  to  and  from  this  property  and  to  and 
from  the  street ;  a  right  to  an  unobstructed  view  of  th.e  property 
from  the  street,  and  an  unobstructed  view  of  the  street  from  the 
property ;  and  if  poles  and  wires  of  tJbe  railway  company  in  the 
street  in  front  of  this  property  perman^tly  and  continuously 
infringe  these  rights,  and  she  is  damaged  thereby,  she  is  entitled 
to  compensation  therefor.  If  a  railway  company,  without  re- 
sponsibility to  the  abutting  lot  owner,  may  build  and  maintain 
in  the  street  one  track,  it  may  construct  and  maintain  any  num- 
ber. If  it  may  with  impunity  place  and  maintain  in  the  street 
in  front  of  the  lot  owner's  property  poles  50  feet  apart,  it  may 
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place  them  5  feet  apart,  or  cloeer,  until  the  preznidee,  with  ita 
poles  and  wires  in  front  of  it,  will  resemble  the  pictures  one  sees 
of  the  staked  corral  of  the  South  African  Zulu.  Such  a  staking 
in  of  the  prenuses  would,  of  course,  impair  their  value,  and  vet 
the  difference  in  the  case  supposed  and  the  one  under  considera- 
tioA  is  one  of  degree  only.  This  difference  does  not  affect  the 
owaier's  right  of  action,  but  goes  only  to  the  quantum  of  his 
damagesi  Whait  acts,  omissions,  facts,  or  circumstances  are 
oompetent  evidence  of  damages  to  be  considered  by  a  jury  are 
questions  of  law  for  the  court;  but  whether  such  acts,  omissions, 
facts,  and  circumstances  affect  an  owner's  property,  and  dam- 
age it,  and  the  amount  of  such  damages,  are  for  the  jury.  The 
judgment  of  the  District  Court  is  reversed,  and  the  cause  re- 
manded, with  instructions  to  overrule  the  demurrer  of  the  street 
railway  company,  and  permit  it  to  answer.  Reversed  and  re- 
manded. 

Ibvine,  C,  not  sitting. 

Btan^  C,  wrote,  concurring  with  the  prevailing  opinion,  be- 
cause of  the  obstruction  of  access  to  plaintiff's  property  by  poles 
and  wires  of  the  defendant 


NoTB. — See  note  2  at  end  of  Part  IL 
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Company. 

Oharles  Kobban  v.  Samx. 

Wi90(Huin  Supreme  Court,  March  22,  1898. 

(99  Wis.  83.) 

EUSCTUC   BTBCET  lAlLWAY  IN   OOUWrVT  HIGHWAY. — NeW   BX7BDEN. 

An  electric  passenger  railroad  upon  a  country  highway,  whether  or  not  the 
rmilroad  be  interurban,  constitutes  an  additional  burden  which  entitles 
the  abutting  owner  to  compensation  for  injury  sustained. 
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Independent  of  the  ahore^  the  abutting  owner  is  entitled  to  compenaation 

if  hie  right  of  access  be  impaired. 
CSases  of  this  series  cited  in  opinion:    Jaynea  v.  Omaha  8t.  Ry.  Oo^  yoL  7, 

p.  328;  Detroit  City  Ry.  Co.  v.  MilU,  vol.  3,  p.  333;  Penn.  A.  Co.  v. 

Montgomery  Co.  Pass.  Ry.  Co.,  vol.  6,  p.  166. 

Appeals  hy  defendant  from  ordeiB  of  tlie  Superior  Oourt  of 
Milwaukee  denying  motions  to  vacate  temporary  injunctions. 

These  are  two  actions  in  equity  brought  to  permanently  en- 
join the  defendant  railway  company  from  grading  down  the 
highway  in  front  of  the  residences  of  the  plaintiffs,  and  from 
laying  an  electric  street  railway  thereon.  The  cases  are  identi- 
cal in  their  f  acta,  and  but  one  statement  will  be  necessary.  The 
facts  appearing  by  the  complaint  and  the  affidavits  used  upon 
the  motion  to  dissolve  the  preliminary  injunction  were  substan- 
tially as  follows :  Oakland  avenue  is  a  highway  60  feet  in  width, 
and  running  north  and  south  in  the  city  of  Milwaukee,  and  ex- 
tends northward  into  the  town  of  Milwaukee  and  reaches  the 
village  of  White  Fish  Bay,  which  is  an  incorporated  village  of 
four  or  five  hundred  inhabitants,  whose  southern  boundary  is 
about  one  and  one-half  miles  north  from  the  nortihern  boundary 
of  the  city  of  Milwaukea  The  plaintiffs  own,  respectively,  two 
small  lots,  on  which  they  reside,  fronting  on  the  east  side  of  this 
highway,  about  one-quarter  of  a  mile  north  of  the  city  limits  of 
Milwaukee.  This  highway  has  existed  and  been  traveled  by 
ordinary  travel  for  many  years,  during  all  of  which  time  there 
has  been  a  grade  in  front,  of  the  plaintiffs'  lots,  ascending  to  the 
north  about  one  foot  in  twenty-one,  and  the.  plaintiffs'  lots  are 
now  four  or  five  feet  above  the  grade.  This  grade  extends  for  a 
distance  of  800  feet  along  the  highway,  and  for  an  additional 
300  feet  there  is  a  grade  of  one  foot  in  thirty  feet  Most  of  the 
property  on  the  highway  from  the  city  limits  north  past  the 
plaintiffs'  lots  has  been  platted  into  city  lots,  and  many  of  the 
lots  have  been  sold ;  but  the  greater  part  of  them  are  held  by 
nonresident  owners  for  sale,  and  are  not  occupied  or  improved. 
There  are  about  25  actual  residents  upon  the  road  from  the 
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limitB  of  the  citiy  to  the  limits  of  White  Fish!  Bay.  The  village 
of  White  Fiah  Bay  is  oompoeed  largely  of  people  doing  bosineas 
in  Milwaukea  The  defendant  owns  an.d  operates  substantially 
the  entire  electric  street  railway  system  of  the  city  of  Milwau- 
kee, and  carries  passengers  only.  In  the  summer  of  1897  many 
of  the  inhabitants  of  White  Fish  Bay  desired  an  extension  of 
the  defendant's  electrio  street  railway  on  Oakland  avenue  to  the 
village  of  White  Fish  Bay ;  and  the  defendant  was  desirous  of 
making  that  extension,  but  it  declined  to  build  the  line  unless 
the  street  grade  above  mentioned  was  considerably  reduced; 
and  after  negotiations  with  the  town  board  of  the  town  of  Mil- 
waukee, a  written  agreement  was  made  between  the  defendant 
and  the  town  board,  August  17,  1897,  by  which  the  defndant 
was  allowed  to  build  its  electric  road  for  passenger  service  ui)on 
Oakland  avenue,  past  the  plaintiffs'  premises,  and  to  operate  it 
under  certain  conditions  for  60  years,  provided  that  it  would 
grade  the  highway  at  its  own  expense,  and  save  the  town  harm- 
lees  from  all  damages  by  reason  of  the  change  of  grade,  such 
new  grade  being  made  according  to  a  profile  attached  to  the 
agreement.  By  this  agreement  and  profile  the  highway  was  to 
ue  cut  down  in  front  of  the  plaintiffs'  lots,  and  for  a  long  dis- 
tance on  either  side  of  them,  and  was  to  be  filled  in  at  other 
places,  so  as  to  reduce  the  grade.  The  depth  of  the  cut  in  front 
of  the  plaintiffs'  premises  was  about  eight  feet,  and  the  width 
of  the  cut  at  the  bottom  thirty-six  feet,  with  the  sides  sloping 
back  on  each  side  to  the  street  line.  Afterwards,  on  October 
16th  following,  the  town  board  made  an  order  fixing  the  grade 
of  the  street  as  indicated  in  the  profila  A  large  proportion  of 
the  property  owners  on  the  highway  along  the  line  of  the  pro- 
posed change  consented,  in  writing,  to  the  change;  but  others^ 
including  the  plaintiffs^  did  not  consentL  By  the  change  pro- 
posed, the  lots  of  the  plaintiffs  were  to  be  left  from  twelve  to 
fourteen  feet  above  the  roadbed,  and  access  to  thena  by  team 
will  be  either  entirely  cut  off  or  made  very  difficult*  A  tem- 
porary restraining  order  was  obtained  upon  the  complaint^  and 
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aocxnnpanyiiig  affidavits  in  each  case  at  the  oammenoemeixt  of 
tbe  adiozuk  Afterwardfl  the  defendant  appeared,  and,  upon 
affidavits^  moved  in  each  case  to  vacate  the  order,  which  motions 
were  denied^  and  the  defendant  appeals  in  both  cases. 

Miller,  Noyes,  Miller  £  W<M,  for  appellant 

Xy  Connor,  Hammel  £  Schmilz,  for  respondenta 

WiNSLOW,  J.  (after  stating  the  facts) :    The  defendant  pro- 
poses to  oonstmet  and  operate  an  electric  street  railway  for  the 
carriage  of  passengers  upon  a  highway  in  a  country  town  out- 
side of  the  city  limits  of  Milwaukee^  and,  for  that  purpose  and 
hj  permission  of  the  town  authorities,  to  cut  down  the  highway 
abotiifl  ei^t  feet^  so  that  an  abutting  owner's  right  of  access  to 
Ms  property  will  be  seriously  impaired;  and  the  question  is 
whether  this  can  be  done  without  the  consent  of  the  abutting 
owner,  and  without  the  payment  of  compensation  to  such  owner. 
The  question  is  a  new  one  in  this  court,  and  one  the  importance 
of  which,  in  view  of  the  rapid  development  of  electric  power  as 
a  means  of  oarriage  for  long  distancesj,  can  hardly  be  overesti* 
mated.    If  the  highway  in  question  in  this  case  can  be  so  used, 
the  question  at  once  arises  whether  every  country  highway  may 
not  be  used  in  the  same  way.    If  it  be  said  that  the  highway  be- 
fore us  in  this  case  is  in  effect  a  cil^  street  because  of  its  dose 
proximity  to  the  city,  and  because  the  adjoining  lands  are  plat- 
ted, and  because  it  connects  a  suburban  village  with  -the  city, 
and  that  a  dear  distinction  ought  to  be  drawn  between  such  a 
highway  and  the  ordinary  country  road  in  farming  districts, 
the  inquiry  will  then  be:  Can  such  a  distinction  be  practically 
drawn,  and  can  it  be  satisfactorily  applied,  and  upon  what  solid 
grounds  will  it  rest  ?    A  distinction  so  important  must  in  reason 
be  one  which  can  be  drawn  with  some  reasonable  degree  of  cer- 
tainty in  every  case,  and  must  be  capable  of  practical  applica* 
tion.    Is  the  line  to  be  drawn  according  to  density  of  population, 
and,  if  so,  what  d^ree  of  density  is  to  be  the  test  ?    Is  it  to  de- 
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pend  upon  tlie  activity  and  hopefulnese  of  adjoining  lando^mers 
in  platting  their  land  into  building  lots,  or  upon  the  question 
whether  a  neighboring  village  or  town  can  properly  be  called  a 
suburb  of  the  principal  city  ?  Or  is  it  to  depend  upon  a  judic- 
ious consideration  of  all  these  conditions  massed  together,  and 
upon  a  conclusion  to  be  evolved  from  the  entire  mass,  which  will 
determine  the  answer  to  the  question  in  each,  particular  case, 
but  in  no  other  1  Or,  on  the  other  hand,  must  it  be  held  that^ 
in  order  to  make  a  highway  a  city  street,  it  must  lie  williin  the 
corporate  boundaries  of  the  city,  and  that  outside  of  those  boun- 
daries no  reasonable  or  practicable  distinction  can  be  drawn 
based  either  on  proximity  to  the  city,  or  on  platting  of  lands  or 
density  of  population,  or  upon  the  fact  that  the  highway  con- 
nects the  city  with  a  neighboring  suburban  village  1  These  are 
all  important  questions,  which,  as  before  indicated,  are  new  in 
tbis  courts  and  demand  careful  consideration. 

It  was  long  ago  held  by  this  courts  following  the  well-nigh 
universal  current  of  authority,  that  a  horse  railway  constructed 
iip(»k  grade  in  a  city  street,  and  by  permission  of  the  city  author- 
itiee^  was  not  an  additional  burden  upon  the  fee,  and  that  the 
adjoining  landowner  was  not  entitled  to  compensation  therefor. 
Hobart  v.  Railroad  Co.,  27  Wis.  194.  In  a  recent  case  it  was 
further  held  by  this  court  that  an  electric  railway  constructed 
under  a  charter  authorizing  it  to  carry  passengers,  merchandise, 
baggage,  mail,  and  express  matter,  and  ranning  from  city  to 
city,  was  not  a  street  railway,  within  the  meaning  of  the  Hobart 
case,  so  far  as  it  passed  over  the  highways  of  intervening  coun- 
tiy  towns,  and  that  it  could  not  use  such  highways  without  tihe 
consent  of  or  compensation  paid  to  the  owners  of  the  abutting 
real  estate.  Chicago  £  N.  W.  Ry.  Co.  v.  Milwaukee  R.  £  K. 
Electric  Ry.  Co.,  95  Wisw  561,  70  K  W.  678.  No  other  de- 
oisionB  directly  bearing  on  the  controversy  before  us  now  have 
been  made  in  this  court,  and  it  is  manifest  that  neither  of  the 
oases  referred  to  is  decisive  of  the  questions  here  involved.  In 
oliier  courts  there  have  been  decisions  holding  more  or  less 
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direotly  that  an  eleetrio  street  railway  upon  a  city  street  oon- 
structed  with,  poles  and  a  trolley  wire  stands  in  the  same  legal 
situation  as  a  horse  railway,  and  does  not  constitute  necessarily 
an  additional  burden  to  the  fee.  These  cases  will  be  found 
cited  in  the  note  to  section  83  of  Booth  on  Street  Bailways, 
although  it  is  entirely  clear  that  the  cases  cited  do  not  support 
the  broad  proposition  which  the  writer  lays  down.  Most  of 
these  cases  were  reviewed  by  Ragan,  J.,  in  Jaynes  v.  Railway 
Co.  (Neb.),  7  Am.  ElectL  Gas.  328,  74  N.  W.  67,  and  it  is  not 
deemed  necessary  to  review  them  in  this  opinion,  as  the  ques- 
tion is  not  before  us.  The  Nebraska  case  cited  seems  to  reach 
the  conclusion  that  if  an  electric  street  railway  on  a  city  street 
moves  its  cars  without  occupying  permanently  any  part  of  the 
street  with  poles  or  wires,  as,  for  instance,  by  storage  batteries, 
it  does  not  constitute  an  additional  burden  simply  because  the 
motive  power  is  electricity ;  but  that  the  planting  of  poles  in  the 
street^  so  as  to  interfere  with  an  abutting  owner's  right  of  access 
to  his  property,  will  constitute  an  additional  burden,  for  which 
compensation  must  be  made.  We  have  been  referred  to  no  case 
which  squarely  holds  that  the  mere  fact  that  the  cars  upon  a 
street  railway  in  a  city  street  are  propelled  by  electricity  by  the 
overhead  trolley  system,  instead  of  by  animal  power,  makes  the 
railway,  as  a  matter  of  law,  an  additional  burden,  although  very 
vigorous  dissenting  opinions  to  that  effect  may  be  found  in  the 
case  of  Railway  Co.  v.  Mills,  3  Am.  ElectL  Cas.  333,  85  Mich. 
634,  48  K  W.  1007. 

The  question  has  not  been  presented  to  this  court,  and  hence 
has  not  been  decided,  and  cannot  be  decided  now.  The  ques- 
tion here  presented  is  whether  such  a  railway  is  an  additional 
burden  when  it  is  to  be  operated  upon  a  highway  in  a  oountry 
town,  and  when,  also,  the  railway  company  proposes  to  grade 
down  the  highway  for  the  purpose  of  laying  their  track  to  such 
an  extent  as  to  seriously  impair  the  right  of  access  of  adjoining 
lot  owners.  It  is  very  evident  that  this  last-named  consideration 
is  an  important  one.     Conceding  for  the  moment  that  the  hieh- 
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way  should  be  treated  as  a  city  street,  and  that  an  electric  trol- 
ley system  operating  upon  grade  upon  such  a  street  is  not  an 
additional  burden  upon  the  fee,  still  it  has  not  been  yet  held  by 
this  court  that  the  public  authorities  could  lawfully  authorize 
a  street  railway  company  to  grade  down  a  street  for  the  express 
purpose  of  laying  its  tracks  and  operating  its  road  to  the  im- 
pairment of  the  abutting  owners'  right  of  access.    It  was  said  in 
Hobart  v.  Railroad  Co.,  supra,  that  a  horse  railway  upon  a  city 
street  was  not  an  additional  burden  "except  when  some  private 
right  of  such  an  owner  (as  his  free  access  to  his  own  land  or 
buildings)  has  been  materially  impaired  thereby ;"  and  this  is 
certainly  in  accord  with  the  authorities.    Now,  it  appears  very 
conclusively  here  that  the  proposed  grading  of  'the  highway  is 
about  to  be  done  by  the  defendant  company,  by  consent  of  the 
town  authorities,  for  the  express  purpose  of  enabling  the  com- 
pany to  successfully  build  and  operate  iits  street  railway.    One 
of  the  officials  of  the  company,  whose  affidavit  was  used  upon  the 
hearing  of  the  motion,  deposed  that  the  defendant's  cars  could 
not  be  practically  or  economically  operated  over  the  highway  if 
the  grade  were  not  changed,  and  that  the  company  had  always 
refused  to  extend  its  line  on  that  account,  and  that,  before  it 
consented  to  extend  its  line,  it  insisted  that  the  new  grade  be  es- 
tablished.    It  was  evidently  solely  in  consequence  of  this  de- 
mand by  the  street  railway  company  that  the  town  authorities 
made  the  agreement  with  the  company,  binding  it  to  do  the  grad- 
ing at  its  own  expense,  and  to  hold  the  town  harmless  from  all 
claims  for  damages  resulting  therefrom.    There  does  not  seem 
to  have  been  any  other  demand  that  the  grade  be  changed.    The 
highway  had  been  in  use  for  many  years,  and  had  sufficed  for  all 
ordinary  purposes  of  travel;  and  it  is  evident  that  the  change 
was  to  be  made  simply  to  meet  the  requirements  of  the  street 
railway  service,  and  in  pursuance  of  the  demand  of  the  com- 
pany.   It  is,  of  course,  true  that  the  bed  of  the  highway,  when 
graded,  would  have  a  somewhat  easier  grade  for  the  uses  of  ordi- 
nary travel,  but  that  seems  to  have  been  merely  an  incidental 
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result  The  object  aimed  at  was  to  fit  the  highwaj  for  tiie  cor- 
porate uses  of  the  street  railway  oompanj,  and  hence  it  was  y&tj 
reasonably  insisted  by  the  town  authorities  that  the  railway 
companj,  being  the  beneficiary,  should  defray  the  expense.  This 
being  so,  the  question  is  whether  in  fact  the  railway  company 
is  not  about  to  materially  impair  the  right  of  access  of  the  ad- 
joining lot  owners  by  the  construction  of  its  railroad,  within  the 
meaning  of  ^e  decision  in  the  Hobart  case,  and  whether  it  can 
do  80  without  compensation. 

It  is  said  on  behalf  of  the  company  that  the  town  board  has 
full  power  to  change  the  grade  of  the  highway  at  pleasure,  and 
without  payment  of  compensation  to  lot  owners,  and  that  the 
company  is  simply  acting  as  the  agent  or  employee  of  the  town 
board  in  doing  the  grading,  and  hence  that  such  grading  cannot 
be  considered  as  any  part  of  the  construction  of  ^tiB  railroad, 
but  rather  the  exercise  of  the  power  of  the  town  to  grade  high- 
ways. It  has  been  held  in  this  State  that  cities  and  other  muni- 
cipal corporations  which  are  endowed  with  power  to  fix  and 
change  the  grades  of  streets  are  not  liable  to  adjoining  lot  owners 
for  such  changes^  in  the  absence  of  express  statutory  provision 
for  compensatiaiL  This  principle  is  so  weU  estabUshed  that  it 
is  unnecessary  to  cite  authorities  in  its  support  The  assump- 
tion that  town  boards  have  the  same  broad  powers  as  to  the  grad- 
ing of  highways  as  are  generally  conferred  upon  the  authorities 
of  cities  is  somewhat  doubtful,  to  say  the  leasts  if  not  unwar- 
ranted by  the  provisions  of  the  statutes.  It  is  true  that  town 
boards  have  the  care  and  supervision  of  the  highways  and 
bridges  of  the  town^  and  it  is  their  duty  to  see  that  they  are  kept 
in  repair,  and  that  obstructions  are  removed.  They  are  also  re- 
quired to  divide  the  town  into  road  districts^  and  levy  highway 
taxes,  and  to  require  the  overseers  of  highways  to  perform  their 
duties,  and  they  have  power  to  lay  out  new  highways.  Rev.  St^ 
sec.  1223,  as  amended  by  chapter  103,  Laws  1885.  These  com- 
prise the  general  duties  of  the  town  boards  as  to  highways^  and 
we  are  not  referred  to  any  section  empowering  the  board  to 
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make  anj  such  radical  change  of  grade  as  was  attempted  here, 
in  the  absence  of  some  shomiig  that  such  grading  was  necessary 
in  order  to  make  the  highway  safe  for  travel.  Doubtless,  the 
board  may  make  such  changes  in  the  surface  of  the  road  as  will 
make  it  safe  for  travel,  because  they  are  charged  with  the  duty 
of  providing  reasonably  safe  highways,  and  they  must,  of 
ooorse,  possess  powers  broad  enough  to  carry  out  this  very  im* 
portant  duty ;  but,  when  it  cannot  be  shown  that  a  change  is  neo- 
essary  to  accomplish  this  purpose,  the  question  as  to  their  power 
to  make  a  change  prejudicial  to  the  adjoining  property  owners 
seems  doubtful  We  do  not,  however,  decide  this  question,  be- 
cause we  do  not  deem  it  necessary.  Grant,  if  you  please,  that 
the  power  exists ;  still  it  is  entirely  certain  that  it  is  a  power  to 
be  exercised  solely  for  the  public  good,  and  not  for  the  benefit 
of  a  private  corporation  or  individual.  Upon  this  subject  the 
following  veiy  pertinent  remarks  are  made  in  Elliott,  Roads  & 
S.,  pu  558,  note  4 :  ''The  rule  that  municipal  corporations  may 
change  the  grades  of  streets  at  pleasure  is,  at  best,  not  easily  de- 
fended, and  to  so  extend  it  as  to  make  it  work  for  the  benefit  of 
a  private  corporation  at  the  expense  of  a  property  owner  is  giv- 
ing a  harsh  rule  an  application  that  it  should  never  receive. 
.  .  .  We  do  not  believe  that  the  discretionary  power  to  change 
grades  of  streets  exists  where  the  change  is  solely  for  the  bene- 
fit of  a  private  corporation  or  individual.  We  cannot  avoid  the 
conviction  that  the  courts  may  inquire  whether  the  change  is  for 
municipal  purposes  or  exclusively  for  the  benefit  of  a  private 
corporation,  and,  if  they  find  that  it  is  solely  for  the  benefit  of 
sach  corporation,  they  may  rightfully  interfere."  These  views 
seem  to  us  reasonable  and  just  In  the  present  case  it  is  certain 
that  the  attempted  change  of  grade  was  made  at  the  demand  of, 
aiid  primarily  for  the  sole  benefit  of,  the  street  railway  com- 
pany. No  fact  could  be  more  clearly  proven  than  this  fact  is  in 
tlie  case.  Whatever  small  benefits  the  general  public  may  re- 
ceive in  the  way  of  an  easier  grade  for  vehicles  or  the  privilege 
of  riding  upon  the  electric  cars  are  merely  incidental  to  the 

vol-  VII — 23. 
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main  object  That  main  object  was  and  is  the  pecuniary  benefit 
to  the  street  railway  company  arising  from  the  operation  of 
street  cars  over  the  highway,  which  was  impracticable  before  the 
change,  and  will  be  practicable  after  the  change.  The  town 
authorities  had  no  intention  of  grading  the  street^  and  the  public 
did  not  demand  it  We  believe  public  powers  which  are  held 
in  trust  to  be  exercised  for  the  benefit  of  the  whole  people  ought 
not  to  be^  and  cannot  be,  farmed  out  to  an  individual  for  his 
own  especial  benefit^  when  private  rights  are  thereby  invaded. 
Such  proceedings  seem  to  us  clearly  against  public  policy.  The 
vice  lies  not  in  the  fact  that  the  work  is  physically  done  by  the 
street  railway  company  instead  of  by  employees  of  the  town 
(the  town  may  probably  choose  its  own  agents,  to  whom  it  may 
intrust  the  performance  of  lawful  pubUc  works),  bwt  the  vice 
lies  in  the  fact  that  the  work  itself  is  primarily  and  essentially 
private  work,  done  by  a  private  corporation,  for  the  advance^ 
ment  solely  of  its  own  ends,  and  is  not  a  work  demanded  by  the 
public,  or  which  would  be  undertaken  by  the  town  as  a  necessaiy 
public  work. 

The  question  is  certainly  not  free  from  difficulty.  It  is  stated 
in  Booth,  St  By.  Law,  sec.  92,  that  if  a  street  railway  compai^, 
acting  under  authority  of  the  city  cotmcil  in  laying  its  tracks, 
changes  the  grade  of  a  street  to  conform  to  a  new  grade  estab- 
lished by  the  municipality,  and  does  the  work  properly  and  skiU^ 
fully,  as  directed  by  the  city  authorities,  it  will  not  be  liable  to 
an  abutting  owner  for  incidental  damages.  The  cases  cited  in 
support  of  the  doctrine  seem  to  be  cases  where  the  city,  acting 
in  exercise  of  its  undoubted  powers,  has  fixed  the  grade  of  a 
street  for  the  benefit  of  the  whole  public,  and  thereafter  the  tbUt 
way  company  has  built  its  road  and  done  the  necessary  grading 
to  put  its  tracks  upon  the  legal  grade.  Briggs  v.  Bailroad  Co.^ 
79  Ma  363,  10  AtL  47 ;  Railway  Co,  v.  Early,  46  Kan.  197, 
26  Paa  422.  Such  cases  are  manifestly  not  this  casa  It  is 
very  certain  that  a  street  railway  cannot  change  the  grade  of  a 
street  to  suit  itself,  and  thereby  injure  the  property  owner'a 
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right  of  access  to  his  property.  Booth,  St  By.  Law,  sec  91 ; 
Nichols  V.  Railway  Co.,  87  Mich.  361,  49  N.  W.  538.  Begard- 
ing  tiie  change  of  grade  here  to  be  made  as  substantially  a 
change  made  by  the  railroad  company  for  its  own  ends,  and 
purely  to  enable  it  to  operate  its  road  successfully,  we  are  un- 
willing to  subscribe  to  the  doctrine  that  the  mere  consent  of  the 
town  authorities  will  free  the  railway  company  from  liability 
to  the  adjoining  property  owner  whose  property  will  be  rendered 
practically  inaccessibla  We  regard  it  as  dear  that  the  abut- 
ters' right  of  access  has  been  cut  off  by  the  building  of  the  road 
and  the  necessary  acts  connected  therewith,  and  not  by  the 
merely  nominal  act  of  the  town  board  in'  attempting  to  fix  the 
grade  at  die  request  and  for  the  sole  benefit  of  the  street  railway 
company. 

There  is,  however,  another  question  in  the  present  case, 
which  is  much  broader  in  its  scope,  and  which  is  becoming  a 
more  pressing  question  every  day;  and  that  is  the  question 
whether  passenger  railroads  operated  by  mechanical  power  can 
be  laid  over  country  highways  without  consent  of,  or  compensa- 
tion paid  to,  the  adjoining  landowner;  or,  in  other  words^  aie 
they  additional  burdens  to  the  fee  i  The  development  of  electric 
railways  and  motors  is  so  rapid  that  this  question  should,  if 
possible,  be  settled,  as  the  day  is  evidently  not  far  distant  when 
such  passenger  railways  running  from  cily  to  city  will  be 
numerous,  and  extend  to  all  parts  of  the  State.  It  is  well  settled 
liiat  a  hone  railroad  upon  a  city  street^  built  upon  grade,  and 
for  the  carriage  of  passengers  only,  is  not  an  additional  burden. 
Hie  drift  and  weight  of  authority  in  other  States  seem  to  be 
also  that  the  operation  of  the  road  by  electricity  or  other  mo- 
dianical  power  does  not  change  the  nature  of  the  road  in  this 
respect^  although  it  is  also  held  by  some  other  courts  that,  if  peir- 
manent  erections  in  the  street  interfering  with  the  right  of 
access  are  necessary  for  the  operation  of  the  road,  these  UGiay 
constitate  an  additonal  burden.  This  court,  however,  has  not 
{Mssed  upon  these  questions ;  and,  however  they  may  be  decided, 
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the  result  would  not  neceesarily  detenniiie  the  statuB  of  a  oounr 
try  road  in  these  respects. 

That  there  are  many  and  marked  differenoee  between  the  uses 
to  which  a  city  street  is  put  and  the  uses  to  which  a  country  hi^- 
way  is  put  cannot  be  denied ;  nor  can  it  be  denied  that  tbe  uses 
contemplated  when  the  land  is  taken  vary  widely,  except  that 
both  are  intended  for  purposes  of  travel.  The  street  railway  in 
its  inception  is  a  purely  urban  institution.  It  is  intended  tt> 
facilitate  travel  in  and  about  the  city,  from  one  part  of  the  mu- 
nicipality  to  another,  and  thus  relieve  the  sidewalks  of  foot  pas- 
sengers and  the  roadway  of  vehicles.  It  is  thus  an  aid  to  the 
exercise  of  the  easement  of  passage ;  strictly,  a  city  convenience, 
for  use  in  the  city,  by  people  living  or  stopping  therein,  and 
fully  under  the  control  of  municipal  authorities,  who  have  been 
endowed  with  ample  power  for  that  purpose.  This  strictly 
urban  character  of  the  street  railways  remained  practically  un- 
changed for  many  years,  and  during  these  years  the  long  line  of 
decisions  grew  up  recognizing  the  street  railway  as  merely  an 
improved  method  of  using  the  street  and  rather  as  a  help  to  the 
street  than  as  a  burden  thereon.  Time,  however,  has  made 
changes  in  conditions.  New  motive  power  has  been  discovered, 
and  it  is  found  that  by  its  use  an  enlarged  city  street  car  may 
profitably  run  long  distances,  and  compete  to  some  extent  with 
the  steam  railway.  It  is  proposed  to  convert  tlie  city  railways 
into  lines  of  passenger  transportation,  covering  long  distances, 
and  connecting  widely  separated  cities  and  villages,  by  using 
the  country  highways,  and  operating  long  and  heavy  coaches, 
sometimes  made  up  into  trains  of  several  cars.  Thus,  the  urban 
railway  has  developed  into  the  interurban  railway,  and  threat- 
ens soon  to  develop  into  the  interstate  railway.  The  small  car 
which  took  up  passengers  at  one  comer,  and  dropped  them  at 
another,  has  become  a  large  coach,  approximating  tlie  ordinary 
railway  coach  in  size,  and  has  become  a  part,  perhaps,  of  a 
train  which  sweeps  across  the  country  from  one  city  to  another, 
bearing  its  load  of  passengers  ticketed  through,  with  an  occa- 
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sional  local  passenger  picked  up  on  the  highway.     The  purely 
city  purpoee  which  the  urban  railway  subserved  has  developed 
into  or  been  supplanted  by  an  entirely  different  purpose,  namely, 
the  transportation  of  passengers  from  city  to  city  over  long 
stretches  of  intervening  country.    When  this  train  or  car,  with 
its  load  of  through  passengers,  is  passing  through  a  country 
town,  it  is  clearly  serving  no  township  purpose,  save  in  the  most 
limited  sense.    It  is  very  difficult  to  say  that  this  use  of  a  coun- 
try highway  is  not  an  additional  burden.    It  is  built  and  oper- 
ated mainly  to  obtain  the  through  travel  from  city  to  city,  and 
only  incidentally  to  take  up  a  passenger  in  a  country  town.  This 
through  travel  is  unquestionably  composed  of  people  who  other- 
wise would  travel  on  the  ordinary  steam  railroad,  and  would  not 
use  the  highway  at  all.    Thus,  the  operation  of  this  newly-devel- 
oped street  railway  (so  called)  upon  the  country  road  is  precisely 
opposite  to  the  operation  of  the  urban  railway  upon  the  city 
street    It  burdens  the  road  with  travel  which  would  otherwise 
•lot  be  there,  instead  of  relieving  it  by  the  substitution  of  one 
vehicle  for  many.    However  we  regard  this  development  of  the 
urban  into  the  interurban  railway,  it  seems  utterly  impossible 
and  illogical  to  say  that  it  is  essentially  the  same  in  its  purpose 
or  effects  as  the  mere  street  railway,  which  was  held  in  the  Ho- 
bart  case  not  to  be  an  additional  burden  on  the  fee.    The  reasons 
given  for  that  holding  in  that  case  either  do  not  apply  at  all,  or 
only  in  a  very  limited  degree,  to  the  interurban  railway.    The 
difference  is  not  so  much  in  the  change  of  motive  power,  but  in 
the  entirely  different  character  of  the  use.     Suppose  a  steam 
railway  corporation  were  organized  to  carry  passengers  only 
from  city  to  city,  and  should  attempt  to  lay  its  track  upon  the 
country  roads  without  compensation ;  is  there  any  doubt  but  that 
it  would  be  held  that  it  could  not  do  so  ?    We  think  not.     Our 
conclusion  is  that  on  interurban  electric  railway,  running  upon 
die  highways  through  country  towns,  is  an  additional  burden 
upon  the  highway.     Permsylvania  B.  Co.  v,  Montgomery  Co. 
Pass.  Ry.  Co.,  6  Am.  ElectL  Cas.  166,  167  Pa.  St  62,  31  Atl. 
468. 
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But  it  is  said  that  a  distinction  should  be  drawn  betiween  a 
highway  in  close  proximity  to  a  city,  or  rumiing  between  the 
city  and  a  neighboring  suburb,  and  the  ordinary  country  road 
through  a  farming  district  The  suggestion  is  not  without  weight. 
There  is  mudi  difference  between  the  practical  uses  to  which 
the  two  highways  are  generally  put     The  suburban  highway 
very  frequently  approximates  closely  to  the  city  street    Buit^  as 
indicated  at  the  outset  of  this  opinion,  the  difficulty  in  drawing 
any  clear  line  of  demarkation  between  the  two  is  very  great.    If 
a  Une  be  drawn  in  one  case  upon  llie  facts  in  that  case,  depend- 
ing upon  mere  proximity,  or  upon  the  manner  of  use,  or  the 
density  of  population,  or  the  prospect  of  rapid  settlement^  or 
upon  aU  of  these  circumstances  together,  it  cannot  apply  to  any 
other  case;  and  the  question  will  always  be  one  of  doubt  and  em- 
barrassment^ leading  to  different  conclusions  in  different  courts. 
Such  a  condition  of  the  law  is  to  the  last  degree  undesirable. 
*  The  legislature,  by  diapter  175  of  the  Laws  of  1897,  has  pro- 
vided that  such  corporations  may  condemn  lands  necessary  for 
their  use,  but  has  further  provided  that  the  act  should  not  apply 
to  streets  in  an  incorporated  city.    In  thus  clothing  street  rail- 
way companies  with  the  power  to  condemn  as  to  all  property  ex- 
<5ept  streets  within  city  Umits,  the  legislature  seems  to  have  in- 
dicated its  conclusion  that  the  city  line  was  the  proper  line  of 
demarkation,  and  that  within  that  line,  at  least^  condemna/tion 
of  a  street  was  unnecessary.    While  this  legislative  idea  has  no 
binding  force  in  determining  the  question  of  additional  burden, 
it  may  justly  be  considered  by  the  court  which  is  called  upon  to 
pass  upon  a  question  beset  with  so  much  difficulty.    If  the  line 
be  fixed  at  the  limits  of  the  corporation,  it  will  at  least  have  the 
great  merit  of  certainty,  and  be  capable  of  unerring  application. 
Presumably  the  city  limits  include  the  entire  urban  area,  and 
we  feel,  under  all  the  circumstances;,  that  it  is  the  true  and 
proper  line. 

We  are  not  unmindful  of  the  fact  that  the  questions  dis- 
cussed in  thia  opinion  are  vexed  questions,  upon  which  there  haa 
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been  mudi  oantrarietj  of  opinion  in  the  various  oourts  of  the 
ocmntry,  and  tliat  the  law  is  only  in  process  of  settlemen(t>  and 
must  continue  in  that  condition  for  years.  In  endeavoring  to 
draw  the  line  between  the  public  right  or  passage,  upon  the  one 
side,  and  the  rights  of  the  private  owner,  on  the  other,  great 
cars  is  manifestly  needful  that  neither  be  sacrificed  nor  unduly 
magnified  at  the  expense  of  the  other.  We  held  in  the  case  of 
Chicago  4&  N.  W.  By.  v.  Milwaukee,  B.  £  K.  E.  Co.,  95  Wisi. 
561,  70  N.  W.  678,  that  an  electric  railway  for  the  carriage  of 
passengers,  freight^  and  express  matter  between  cities  consti- 
tates  an  additional  burden  upon  the  highway  in  a  ooimtry  town 
through  which  it  passee.  We  hold  in  this  case  that  an  electrio 
passenger  railroad  upon  a  country  highway  falls  under  the  same 
rola  Both  holdings  seem  to  us  to  be  founded  upon  good  reason 
as  well  as  authority,  and  we  believe  them  to  be  salutary  and  justL 
Orders  affirmed. 


NonE. — See  note  2  at  end  of  Part  IL 
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Iowa  Supreme  Court,  May  10,  1808. 
(105  Iowa,  284.) 

ISLECTSIO  BAILWAT  no  2TEW  BtTBDEZT. — SPECIAL  DTJITBC 

An  abntting  lot  owner  has  no  suflScient  ground  to  comDlain  of  the  erection 
and  maintenance  of  electric  street  railway  poles  in  the  street  in  front  of 
hit  premisefl,  if  they  are  properly  placed,  and  this  is  true  whether  he 
owns  the  fee  of  the  street  or  not;  but  an  injunction  will  lie  when  the 
poles  are  so  placed  as  to  cause  serious  injury  and  damage  to  the  abutting 

property. 
Cases  of  this  series  cited  in  opinion:    Elliott  «.  Netoport  8t.  Ry,  Co.,  vol.  4, 
p.  449;  Jaynee  t>.  Omaha  8t.  Ry,  Co,,  vol.  7,  p.  328;  Taggart  v.  Newport 
BU  Ry.  Co.,  voL  3,  p.  306;  Ealsey  v.  Rapid  Trans.  8t.  Ry.  Co.,  yoL  3, 
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p.  283;  Lockhart  v,  Oraig  St.  Hy.  Co.,  yol.  3,  p.  314;  LauisviUe  Bagging 
Mfg.  Co,  V.  Cent.  Pass.  Ry.  Co.,  vol.  4,  p.  202;  Detroit  City  Ry.  v.  Mills, 
▼ol.  3,  p.  333;  Cumberland  Tel.  4  Teleph.  Co.  v.  United  Eleo.  By.  Co^ 
vol.  4,  p.  206. 

Appeal  by  plaintiffs  from  a  judgment  of  the  District  Court 
of  Lee  County,  sustaining  a  demurrer  to  plaintiffs'  petition  for 
an  injunction* 

T.  B.  Snyder,  for  appellants. 

/.  D.  M.  Hamilton,  for  appellee. 

RoBiNsoif^  J. :  The  material  facts  alleged  in  the  petition,  and 
admitted  by  the  demurrer,  are  as  follows:  The  plaintiffs  have 
owned  and  occupied  as  a  homestead,  since  the  1st  of  March, 
1892,  part  of  a  lot  and  a  dwelling  house  thereon  situated  on 
Broadway  street,  in  the  city  of  Fort  Madison.  The  lot  i^ 
bounded  on  the  west  by  that  street,  and  the  house  fronts  thereon, 
and  on  a  public  park,  from  which  it  is  separated  by  the  street 
The  streets,  avenues,  parks,  and  lots  of  the  city  were  laid  out 
and  platted  under  and  by  virtue  of  Act  of  Congress  approved 
July  2,  1836,  and  an  act  amendatory  thereof  approved  Mardi 
8,  1837,  by  the  government  of  the  United  States,  from  which 
the  title  of  the  plaintiffs  were  derived.  The  defendant  is  a  oor> 
poration  organized  under  the  laws  of  this  State,  and  is  engaged 
in  operating  a  street  railway,  which  is  laid  along  Broadway 
street,  in  front  of  the  premises  of  the  plaintiffs.  In  the  summer 
of  the  year  1895,  electricity  was  substituted  for  the  animal 
power  which  had  been  previously  used  to  operate  the  railway. 
The  trolley  system  was  adopted,  and,  to  aid  in  supporting  the 
trolley  wire,  a  pole  20  or  more  feet  in  height  was  placed  in 
front  of  the  dwelling  of  the  plaintiffs,  in  that  side  of  the  street 
which  was  next  to  their  lot.  The  petition  alleges  that  the  pole 
is  an  obstruction  to  the  enjoyment  by  the  plaintiffs  of  their 
homestead ;  that  it  is  a  nuisance ;  that  there  was  no  necessity  for 
placing  the  pole  where  it  is;  that  it  coidd  have  been  so  placed 
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that  it  would  not  have  affected  the  plaintiffs  seriously ;  that,  he- 
fore  it  was  erected,  the  plaintiffs  protested  against  its  being 
placed  where  it  now  is,  and  since  its  erection  have  offered  to  pay 
to  the  defendants  the  cost  of  moving  it  to  a  poinl)  near  the  north 
line  of  their  property,  but  that  the  offer  was  refused ;  and  that 
th^  have  been  greatly  damaged  by  the  placing  of  the  pole  where 
it  now  is,  and  will  suMain  much  damage  in  the  future  if  it  be 
not  removed.  The  petition  further  states  that  the  defendant 
has  not  caused  the  damage  which  the  plaintiffs  have  suffered, 
and  will  suffer  by  reason  of  the  erection  of  the  pole  to  be  asr 
sessed,  nor  has  it  compensated  them  for  such  damage.  The 
plaintiffs  ask  for  a  mandatory  injimction  requiring  the  defend- 
ant to  remove  the  pole  from  their  property,  and  particularly 
frc«n  the  front  of  their  dwelling  house;  and  they  ask,  further, 
that  the  defendant  be  perpetually  enjoined  from  erecting  or 
maintaining  the  pole  in  front  of  their  dwelling,  and  for  general 
equitable  relief.  The  demurrer  is  based  upon  the  ground  that 
the  petition  does  not  state  facts  which  entitle  the  plaintiffs  to  the 
relief  they  ask. 

1.  The  acts  of  Congress  under  which  the  town  of  Fort  Madi- 
son was  platted  are  found  on  pages  962-964  of  the  Eevision  of 
1860.  Those  acts  were  considered  in  the  case  of  City  of  Du- 
buque V,  Moloney,  9  Iowa,  450,  where  it  was  held  that  the  fee 
of  the  streets  of  a  city  platted  and  dedicated  by  virtue  of  those 
acts  was,  subject  to  the  public  easement,  vested  in  the  owners  of 
the  adjoining  lots,  and  that  the  city  had  no  right  to  use  the 
streets  for  any  purpose  different  from  that  for  which  they  were 
originally  designed.  The  same  principle  was  approved  in  Cook 
V.  City  of  Burlington,  30  Iowa,  94.  In  Williams  v.  Carey,  73 
Iowa,  196,  34  N.  W.  813,  a  distinction  between  cases  when  the 
fee  to  streets  is  in  the  abutting  property  owners  and  when  it  is 
in  the  city  was  noticed.  It  follows  that  the  defendant  in  this 
case  could  not  rightfully  acquire  from  the  city  nor  exercise 
rights  in  the  street  which  were  not  authorized  by  the  dedication 
of  the  streets,  but  are  inconsistent  with  the  easement  granted  to 
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the  publia  Section  464  of  the  Code  of  1873  gave  to  cities  and 
towns  power  to  authorize  or  forbid  the  location  and  laying  down 
of  tracks  for  street  railways  on  all  streets,  alleys^  and  public 
placea  See,  also,  Damour  v.  Lyons  City,  44  Iowa,  276.  It 
now  appears  to  be  settled  that  an  ordinary  surface  street  railway 
operated  by  animal  power  is  not  a  new  or  additional  burden 
upon  the  public  easement  in  a  street^  but  one  which  the  right  of 
the  public  to  use  the  street  authorizes  for  the  purpose  of  facili- 
tating public  travel.  Citizens*  Coach  Co.  v.  Camden  Horse  R. 
Co.,  33  N.  J.  Eq.  267 ;  Attorney  General  v.  Metropolitan  R.  Co,, 
125  Mass.  516;  Hobart  v.  Railroad  Co.,  27  Wis.  194;  Texas  A 
P.  Ry.  Co.  V.  Rosedale  8L  Ry.  Co.,  64  Tex.  80 ;  Elliott  v.  Railr 
road  Co.,  4  Am.  Electi.  Cas.  449,  32  Conn.  679;  Carson  v. 
Railroad  Co.,  36  Cal.  326;  Merrick  v.  Railroad  Co.  (N.  C), 
24  S.  E.  667 ;  Cincinnati  &  8.  0.  Ave.  St.  Ry.  Co.  v.  YiOage  of 
CumminsvUle,  14  Ohio  St  523;  Brown  v.  Duplessis,  14  La. 
Ann.  842 ;  Railroad  Co.  v.  O'Daily,  12  Ind.  561 ;  Chicago,  B. 
&  Q.  R.  Co.  V.  West  Chicago  St.  R.  Co.  (HI.  Supw),  40  N.  E. 
1008 ;  Jaynes  v.  Railway  Co.  (Neb.),  7  Am.  ElectL  Cas.  828,  74 
N.  W.  67 ;  Booth,  St.  Ry.  Law,  sec  83. 

Streets  are  designed  for  public  uses,  among  whidi  are  the 
construction  and  operation  of  street  railways;  and  if  they  are  so 
constructed  and  operated  as  not  to  affect  prejudicially  the  righta 
of  the  public,  nor  to  interfere  with  the  proper  use  of  the  street 
by  otherS)  no  burden  not  contemplated  by  the  dedication  of  the 
street  is  placed  upon  it.  In  such  cases  the  kind  of  power  used  in 
operating  the  railway  is  wholly  immaterial  It  is  said,  how- 
ever, that  the  erection  of  trolley  poles,  and  the  placing  of  wires 
upon  them,  is  a  permanent  obstruction  of  the  street  for  the  bene- 
fit of  the  street  railway,  which  necessarily  interferes  with  the 
proper  use  of  the  street  by  others.  That  poles  and  wires  might 
be  so  erected  and  arranged  as  to  have  that  effect  is  undoubtedly 
true,  but  the  mere  fact  that  the  spaces  they  occupy  cannot  be 
used  for  other  purposes  does  not  show  an  improper  use  of  the 
street    They  are  designed  to  aid  in  the  rapid,  convenient^  and 
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eoonomical  transportation  of  persona  from  place  to  place,  and 
thus  to  facilitate  the  use  of  the  street  by  the  public  for  whom  it 
was  intended.  It  is  true  that  some  authorities  hold  that  the 
erection  and  maintenance  of  poles  in  the  streets  do  cast  a  burden 
upon  the  street  which  it  was  not  intended  to  bear.  Jaynes  v. 
Bailway  Co.,  supra,  and  cases  therein  cited.  But  the  greater 
weight  of  authority  appears  to  sustain  the  conclusion  which  we 
reach.  Taggart  v.  Railway  Co.,  3  Am.  Electl.  Cas.  306,  16  B. 
L  669,  19  AtL  326 ;  Ealsey  v.  Railway  Co.,  3  Am.  ElectL  Ca& 
283,  47  N.  J.  Eq.  380,  20  Atl.  859 ;  Lockhart  v.  Railway  Co., 
(Pa.  Sup.),  8  Am.  Electl.  Cas.  314,  21  AtL  26;  Louisville  Bag- 
ging Mfg.  Co.  V.  Central  Pass.  By.  Co.  (Ky.),  4  Am.  Electl. 
Casw  202,  28  S.  W.  692;  Railway  Co.  v.  Mills  (Mich.),  8  Am. 
ElectL  Cas.  333,  48  N.  W.  1007 ;  Chicago,  B.  £  Q.  B.  Co.  v. 
West  Chicago  8t.  R.  Co.  (HL  Sup.),  40  N.  E.  1008;  Cumher- 
land  Telegraph  &  Telephone  Co.  v.  United  Electric  Ry.  Co. 
(Tenn.  Sup.),  4  Am.  Electl.  Cas.  296,  29  S.  W.  104;  Crossw. 
Electricity,  sees.  108,  109,  182,  183 ;  Booth,  St  Ry.  Law,  sea 
88.  It  follows  from  what  we  have  said  that  an  abutting  lot 
owner  has  no  sufficient  ground  to  complain  of  the  erection  and 
maintenance  of  street  railway  poles  in  the  street  in  front  of  his 
|>remi8e8  if  they  are  properly  placed,  and  this  is  true  whether 
be  owns  the  fee  of  the  street  or  not 

Our  attention  is  called  to  section  1324  of  the  Code  of  1878, 
es  amended  by  chapter  104  of  the  Acts  of  the  19th  General  As- 
sembly, which  relates  to  the  erection  of  telegraph  and  telephone 
poles  along  the  highways  of  tiie  State,  and  to  section  1325  of  the 
Code  of  1873,  which  provides  for  the  payment  of  damat^es 
caused  by  setting  poles  in  private  grounds,  but  we  do  not  find 
anything  in  these  sections  to  conflict  with  what  we  have  said. 
OCt  has  been  held  in  some  cases  that  the  erection  of  telegraph  and 
telephone  poles  in  streets  imposes  a  new  burden,  because  Uiey  do 
not  in  any  manner  aid  in  the  use  of  the  street  by  the  public; 
}mt,  as  no  question  of  that  character  is  involved  here^  we  re< 
frain  from  expressing  any  opinion  in  regard  to  it. 
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2.  It  is  the  duty  of  a  street  railway  oampany  to  so  oonstruot 
and  operate  its  railway  as  not  to  interfere  unnecessarily  with 
the  right  of  abutting  properly  owners  to  use  and  enjoy  tlieir 
property.     Cadle  v.  Railroad  Co.,  44  Iowa,  14;  Croesw.  Elecr 
tricity,  85.     A  private  individual  may  maintain  an  action  for 
relief  from  injury  to  himself  or  his  property  if  the  injury  be 
separate  and  distinct  from  that  which  affects  the  general  publia 
Churchill  v.  Water  Co.,  94  Iowa,  89,  62  N.  W.  646.    The  peti- 
tion in  this  case  alleges,  and  the  demurrer  admits,  that  the  plain- 
tiffs have  sustained  serious  injury  from  the  placing  and  mainr 
taining  of  the  pole  in  its  present  location,  and  that  the  injury 
will  continue  if  the  pole  be  not  removed.     To  show  tiiis  more 
clearly,  we  set  out  somewhat  more  fully  than  we  have  already 
done  tihe  substance  of  avennebts  contained  in  tihe  petitioiib    In 
addition  to  the  platting  of  the  town,  the  location  of  the  property 
in  question,  and  the  adoption  by  the  defendant  of  the  trolley 
system,  the  petition  alleges  that  the  plaintiffs  have,  since  the 
year  1892,  owned  and  occupied  as  a  homestead  the  promises 
described ;  that  the  defendant  erected  in  that  part  of  the  street 
appurtenant  to  their  property,  and  in  front  of  their  dwelling,  a 
pole  20  or  more  feet  in  height,  used  in  supporting  its  trolley 
wire,  and  similar  poles  at  intervals  on  each  side  of  tlie  street ; 
that  the  poles  so  erected  were  connected  by  cross  wires  to  whidi 
the  trolley  wire  was  attached ;  that  it  was  not  necessary  to  place 
a  pole  in  front  of  the  plaintiffs'  dwelling  house,  nor  on  that  part 
of  the  street  appurtenant  to  their  premises ;  that  the  pole  on  the 
opposite  side  of  the  street  to  which  the  one  in  qiiestion  is  at- 
tached  is  from  four  to  six  feet  further  north  than  is  the  one  in 
question,  and,  had  the  latter  been  placed  three  feet  further  norA 
than  is  the  one  to  which  it  is  attached,  it  would  still  have  been  in 
front  of  the  plaintiffs'  lot,  but  not  at  a  place  where  it  would 
have  damaged  the  plaintiffs'  premises  to  such  an  extent  as  to  be 
complained  of;  that  the  pole  in  question  is  a  nuisance  and  an 
obstruction  to  the  enjoyment  by  the  plaintiffs  of  their  premises 
and  homestead ;  that  it  was  placed  where  it  is,  not  because  of 
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any  necessity,  but  to  annoy  the  plaintiff &,  and  to  injure  and  de- 
preciate the  value  of  their  property,  and  that  it  had  had  that 
e£Fect;  that,  before  it  was  placed  where  it  is,  the  plaintiffs  pro- 
tested against  its  erection  there,  and,  after  its  erection,  offered 
to  pay  the  defendant  the  cost  of  moving  it  to  a  point  near  the 
north  line  of  their  property,  where  they  would  not  object  to  it, 
bat  that  the  defendant  declined  to  accept  the  offer;  that  the 
plaintiffs  have  been  greatly  damaged  by  the  placing  of  the  pole 
where  it  now  is,  and  will  continue  to  suffer  such  damage  until 
it  is  removed ;  and  that  they  have  not  been  in  any  manner  com- 
pensated for  such  damage. 

The  petition  in  this  case  states  that  the  pole  in  question 
was  placed  in  front  of  the  property  of  the  plaintiffs  without  ne- 
cessity therefor,  to  annoy  them,  and  to  injure  and  depreciate  the 
value  of  their  property ;  that  it  is  an  obstruction  to  the  enjoy- 
ment by  them  of  their  property;  that  it  has  depreciated  the 
value  of  that  property,  and  caused  great  damage  to  the  plain- 
tiffs, and  will  continue  to  cause  such  depreciation  and  damage 
if  not  removed ;  and  that  they  have  not  been  compensated  for 
the  damage  received.  Applying  the  rule  of  the  statutes  and 
authorities  cited,  we  conclude  that  the  statements  of  the  petition 
are  of  ultimate  facts,  which  show  a  cause  of  action,  although  it 
may  be  true  that  a  motion  for  a  more  specific  statement  as  to 
the  manner  and  extent  of  the  obstruction  and  its  effect  might 
have  been  required  had  it  been  asked.  But  the  ultimate  fact  was 
the  unnecessary  obstruction  of  the  use  and  enjoyment  of  the 
plaintiffs'  properly  to  their  substantial  damage;  and  that  the 
petition  showed.  We  do  not  understand  the  appellee  to  question 
this  if  it  be  true  that  the  pole  in  question  may  have  been  so 
placed  and  maintained  as  to  give  to  the  plaintiffs  a  right  of 
action.  If  the  plaintiffs  can  prove  the  averments  of  their  peti- 
tion, they  might  recover  damages  for  the  injuries  suiiitained ;  but 
they  are  not  compelled  to  resort  to  that  remedy.  If  the  location 
of  the  polo  is  not  only  injurious,  but  unnecessary,  tliey  may  have 
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recourse  to  this  action  for  the  removal  of  ihe  pole.  Richards  t*. 
Holt,  61  Iowa,  533,  16  N.  W.  696;  Qribben  v.  Hansen,  69 
Iowa,  255,  28  N.  W.  684;  Harbach  v.  Railway  Co.,  80  Iowa, 
693,  44  N.  W.  848. 

We  must  not  be  understood  as  holding  that  a  property  owner 
may  dictate  the  location  of  poles  in  front  of  his  premises,  nor 
that  he  may  recover  damages,  however  trivial,  which  may  be 
caused  by  their  location.  The  railway  company  has  the  right  to 
so  place  its  poles  aa  to  secure  the  best  results  for  ita  railway, 
provided  that  it  so  places  them  as  not  to  cause  any  unnecessaiy 
injury.  The  injurious  consequences  which  it  must  guard  against 
are  Ihjoee  of  a  subetantial  character.  The  placing  of  poles  in 
front  of  property  is  seldom  desired  by  the  property  owner,  and 
may  in  some  slight  degree  interfere  with  the  use  of  his  property, 
as  by  obstructing  the  view  from  it;  but  for  such  injury  alone  he 
would  rarely,  if  ever,  be  entitled  to  relief.  The  placing  of  a  pole 
in  a  walk  or  roadway,  however,  or  in  front  of  and  near  to  an  im- 
portant window,  if  the  pole  could  as  well  be  placed  elsewhere^ 
might  afford  ground  for  relief.  But  we  cannot  undertake  to  lay 
down  general  rules  which  would  govern  all  cases.  Each,  of 
necessity,  must  be  decided  according  to  its  own  facta  It  fol- 
lows frosn  what  we  have  said  that  the  District  Court  erred  in 
ODstaining  the  demurrer,  and  its  judgment  is  reversed. 

Dbbmeb^  0.  J.,  wrote  dissentiDg  memorandunu 


KoTB. — See  note  2  at  end  of  Part  IL 
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IfoDsaicoTT  ▼.  Wabben^  Bbookpisld  &  Stjsscsr  Stbezt 

Eatlway  CoMPAinr. 

MoMsaehiuetU  Supreme  Judicial  Court,  November  28,  1898. 

ElBCTBIO  STBHaET  BAILWATS  NO  NXW  BUBDBN. 

In  Massachusetts,  the  law  recognizes  no  right  of  the  abutting  owner  to 
compensation  for  the  use  of  highways  for  street  railways,  including  those 
operated  by  electricity. 

A  statute  authorizing  selectmen  to  assess  the  dami^ges  suffered  by  abutting 
owners  on  account  of  the  construction  of  lines  for  the  "transmiasiun  of 
intelligence  by  electricity"  and  of  ^electric  light  and  electxio  power 
lines,"  does  not  affect  electric  railway  lines. 

Appeal  by  plaintiff  from  judgment  of  Superior  Courts  Wor- 
cester County,  sustaining  demurrer  to  declaration. 

/.  B.  Thayer  and  A.  P.  Rugg,  ior  appellant 

N.  Sumner  Myrich  and  J.  A.  Bracketty  for  appellee. 

E[nowi.ton^  J. :  The  plaintiff's  declaration  is  founded  on  an 
award  of  the  selectmen  of  Brookfield  assessing  damages^  on  the 
plaintiff's  petition,  against  the  defendant  corporation,  for  the 
oonBtniction  of  an  electric  railway  in  the  usual  manner  along 
and  upon  the  highway  opposite  the  plaintiff's  land.  The  de- 
fendant demurred  to  the  declaration,  and  the  principal  ground 
of  the  demurrer  is  that  the  selectmen  had  no  jurisdiction  to  en- 
tertain the  plaintiff's  petition  and  make  an  award  in  her  favor. 
The  principal  question  in  the  case  is  whether  Puh.  St  a  109^ 
seoL  4,  amended  by  the  statute  of  1884  (chap.  306),  is  appli- 
cable to  ordinary  street  milways  which  use  electricity  as  a  mo- 
tfive  power.  This  chapter  of  the  Public  Statutes,  prior  to  its 
amendmesty  related  only  to  ''companies  for  the  transmission  of 
inteilligesce  by  electricity."  The  amendment  above  referred  to 
extends  the  provisions  of  section  4,  allowing  the  assessment  of 
damages  in  certain  cases,  to  ^'electric  light  and  electric  power 
lineSb"    At  the  time  of  the  enactment  of  this  amendment,  ele(>- 
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trie  railways  were  not  known,  or  at  least  were  not  in  oomiiion 
use.  In  tbe  statute  as  amended  there  is  no  reference  to  street 
railwaya  The  statute  in  regard  to  street  railways  is  PuK  St 
G.  113,  and  it  contains  elaborate  provisions  authorizing  the  con- 
struction  and  operation  of  such  railways.  By  section  39  of  this 
chapter  it  is  provided  ^^that  a  street  railway  may  use  such  motive 
power  on  its  tracks  as  the  board  of  aldermen  of  cities  or  the 
selectmen  of  towns  through  which  it  is  located  may  from  time  to 
time  permit."  Under  this  provision,  in  recent  years  street  rail- 
ways generally  have  adopted  electricity  as  their  motive  power. 
In  Howe  v.  Railway  Co.,  167  Mass.  46-48,  44  K  K  386,  387, 
it  is  said  that  ^'the  statutes  of  the  commonwealth  make  no  pro- 
vision for  compensation  to  abuttei's  when  an  electric  railway  is 
laid  in  a  public  way,"  etc. ;  and  we  are  of  opinion  that  the  legis- 
lature did  not  intend  by  St.  1884,  c.  306,  sea  1,  to  abridge  the 
rights  of  street  railway  companies,  or  to  affect  them  in  any 
way.  It  seems^  rather,  that  companies  for  the  production  and 
sale  of  electric  power  or  of  electric  light  were  intended  to  be 
brought  within  the  provisions  of  the  statute.  While  electric 
railways  use  electric  power,  they  are  not  properly  called  electric 
power  companies.  Their  use  of  power  is  only  in  their  own  busi- 
ness of  maintaining  and  operating  railways  for  tie  transporta- 
tion of  passengers  or  freight  In  the  same  way  they  use  electric 
light  for  the  illumination  of  their  cars,  but  they  are  not  for 
either  of  these  reasons  electric  power  companies  or  electric  light 
companies.  They  are  not  in  the  business  of  manufacturing  or 
furnishing  electric  power  or  electric  light  for  others.  We  are  of 
opinion  tliat  the  statute  relied  on  is  inapplicable  to  the  facts 
stated  in  the  petition,  and  that  it  gives  the  selectmen  no  juris- 
diction to  act  upon  the  petition.  It  follows  that  their  action  was 
without  warrant  in  law  and  that  their  award  was  void.  Lav*- 
rence  v.  Smith,  6  Mass.  362 ;  Riley  v.  City  of  Lowell,  117  Mass. 
76 ;  Custy  v.  City  of  Lowell,  id.  78. 
Judgment  affirmed. 

Note. — iSee  note  2  at  end  af  Part  IT. 
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La  Cbobss  City  Railway  Company  v.  K  C.  Higbbx. 

Wisconsin  Supreme  Court,  September  26,  1900. 

(107  Wis.  389.) 
Elbgtrio  stbbet  raii^wat  no  additional  bubden. 

(Head-note  by  the  Judge) : 

The  rule  aa  regards  whether  a  street  railroad  is  an  additional 
burden  on  the  fee  title  to  the  street  on  which  it  is  located, 
established  in  Uohart  v.  Railroad  Co.,  27  Wis.  194,  applies  to  street 
railroads  operated  by  electric  power  communicated  by  means  of  a 
trolley  wire  supported  over  the  track  by  cross  wires  attached  to  poles 
■et  in  the  streets  near  the  outer  edge  of  the  sidewalk  lines,  so  far  as  the 
construction  and  operation  of  such  roads  fall  within  the  principle  of 
such  case. 

The  doctrine  of  Krueger  v.  Telephone  Co.  (Wis.)  7  Am.  Electl.  Gas.  285, 
namely,  that  any  new  use  of  a  street  which  to  any  extent  requires  a  per- 
manent occupancy  thereof  is  an  additional  burden  on  the  fee,  applicable 
to  telephone  lines,  does  not  apply  to  electric  street  railroads,  because 
such  railroads  are  but  an  improved  method  of  using  the  street  to  effect 
its  original  design.  The  two  doctrines  divide  on  whether  the  use  of  the 
street  is  new,  having  regard  to  the  original  purpose  thereof,  or  the  use 
is  only  a  new  mode  of  devoting  the  street  to  public  travel.  if«i  ori|?inal 
purpose. 

The  principle  of  Hohart  v.  Railroad  Co.  may  be  stated  as  follows:  A  rail- 
road, constructed  on  the  grade  of  a  street  and  operated  so  as  not  to  ma- 
terially interfere  with  the  common  use  thereof  for  public  travel  by 
ordinary  modes,  or  with  private  rights  of  abutting  land-owners,  and  for 
the  purpose  of  transporting  persons  from  place  to  place  on  such  street 
at  their  reasonable  convenience,  is  not  an  additional  burden  on  the  fee 
thereof. 

A  railroad  satisfies  the  above  essentials,  regardless  of  the  motive  power 
used  or  how  it  is  applied,  if  it  be  strictly  a  street  railroad  for  the  car- 
riage of  passengers  on  the  street,  taking  them  on  and  discharging  them 
at  reasonable  points,  and  it  be  so  constructed  and  operated  as  not  to 
materially  interfere  with  the  ordinary  modes  of  using  the  street  for 
public  travel  or  with  private  rights. 

A  supporting  trolley-wire  pole,  set  in  a  street  in  front  of  the  sidewalk, 
does  not  violate  the  above  rule  if  it  be  placed  with  reasonable  regard  for 
the  convenience  of  the  owner  of  the  fee  of  the  land  on  which  it  is  located, 
and  so  as  not  to  materially  interfere  with  access  to  his  lot  outside  the 
street  line. 

Cases  of  this  series  cited  in  opinion:  Krueger  v.  Wieconain  TelepK  Co,, 
vol.  7,  p.  285;  Zehren  v,  Mihoaukee  Elee.  Ry.  d  L.  Co,,  vol.  7,  p.  845; 
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William*  v.  City  BUo,  By.  Co.,  vol.  3,  p.  231;  Jaynet  v.  Omaha  St.  Ry. 
Oo,»  vol.  7,  p.  328;  Louisville  Bagging  Mfg.  Co.  v.  Cent.  Pom.  By.  Co.^ 
▼ol.  4,  p.  202;  State,  Boebling,  Froa.,  v.  Trenton  Paes.  B.  Co.,  yoI.  G. 
p.  137;  Detroit  City  By.  v.  Mille,  vol.  3,  p.  333;  Taggart  v.  Newport  St, 
By.  Co.,  vol.  3,  p.  306;  Halaey  v.  Bapid  Trane.  St.  By.  Co.,  vol.  3,  p.  283; 
Lockhart  v.  Craig  St.  By.  Co.,  vol.  3,  p.  314;  Cin.  Ino.  PI  By.  Co.  v.  City, 
etc.,  A98*n,  vol.  3,  p.  343;  Dean  v.  Ann  Arbor  St.  By.  Co.,  vol.  4,  p.  172; 
Ogden  City  By.  Co,  v.  Ogden  City,  vol.  3,  p.  321;  Cumberland  Tel.  <& 
Teleph.  Co.  v.  United  Eleo.  By.  Co.,  vol.  4,  p.  297. 

Appeal  from  Circuit  Court,  La  Crosse  County. 

Action  to  enjoin  the  defendant  from  cutting  down  an.  electric 
street  railway  pole,  which  was  erected  in  the  usual  way  at  the 
outer  edge  of  the  sidewalk  on  his  property,  on  one  of  the  streets 
of  the  city  of  La  Crosse,  Wis.  Sufficient  facts  are  properly 
stated  in  the  complaint  to  constitute  a  good  cause  of  action 
against  the  defendant,  if  electric  street  railroad  poles  may  be 
legally  placed  in  a  city  street,  when  so  located  as  not  to  mater- 
ially interfere  with  public  travel,  or  access  to  and  ^ress  from 
abutting  property,  without  the  consent  of  the  owner  of  such 
property,  or  his  being  compensated  for  a  taking  of  his  property 
for  the  public  use.  The  defendant  interposed  a  general  demur* 
rer  to  the  complaint^  which  was  sustaine<]^  and  plaintiff  ap- 
pealed. 

Loaey,  Woodward  &  Lees,  for  appellant. 

Higbee  &  Bunge,  for  respondent 

Masshall^  J.:  The  decision  appealed  from,  as  we  are  inr 
formed,  was  made  on  the  theory  that  the  case  is  controlled  by  the 
conclusion  reached  in  Krueger  v.  Telephone  Co.  (Wis.),  7  Am. 
Eleetl.  Cas.  285,  81  N".  W.  1041,  regarding  the  right  to  main- 
tain telephone  poles  in  public  highways  without  the  consent  of 
abutting  property  owners,  and  the  reasoning  that  led  to  such 
conclusion.    Counsel  for  respondent  urge  the  same  view  in  this 
court,  so  we  are  confronted  at  the  outset  with  the  question  of 
whether  the  point  now  presented  has  been  in  effect  decided  and 
the  law  in  re«rard  to  it  established  for  this  State  against  appel- 
lant's contention  to  the  effect  that  an  electric  railway  pole  in  a 
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city  street^  properly  placed,  is  not  an.  additional  burden  apon 
tte  fee  title  to  ihe  land  over  whidi  tiie  atreet  is  laid. 

We  shall  not  discuss  at  any  great  lengtli  what  was  said  in  the 
Kmeger  case,  for  die  purpose  of  explaining  and  rendering  the 
reasoning  of  the  opinion  there  more  clear  and  conaiatent  with 
the  coDcluaions  here  tlian  they  seem  to  have  been  to  counsel  for 
respondent  and  to  the  learned  court  that  decided  tliis  case  be- 
low. If  there  exist  any  necessity  for  making  the  opinion  in  the 
Kmeger  case  more  definite  and  certain,  it  is  not  perceived  here. 
Wbat  was  said  there  should  be  read  and  considered  with  refer- 
eoce  to  tlie  points  decided,  upon  which  the  final  decision  was 
grounded.  Snch  points  are,  first,  the  law  governing  the  right  of 
telegraph  and  umilar  companies  to  erect  and  maintain  polee  and 
lines  on  public  streets  and  highways,  does  not  extend  beyond  the 
public  ri^t  to  the  street,  henoe  is  subject  to  the  private  rights 
of  (he  owners  of  tlie  fee  of  the  land  covered  by  the  streets,  who 
must  be  dealt  with  independent  of  such  law,  if  such  poles  con- 
stitute an  additional  burden  upon  such  fee;  second,  as  regards 
the  contingency  suggested,  as  between  the  rule  in  jurisdidione 
holding  that  any  quasi  public  use  of  a  street  is  permissible  that 
is  not  so  inconsistent  with  the  original  design  thereof  as  to  ma- 
terially interfere  therewith,  under  which  telephone  and  tele- 
graph lines  in  public  atreets  have  been  held  not  to  be  an  addi- 
tional burden  upon  the  fee,  and  the  rule  adopted  by  the  great 
majori^  of  courts  and  supported  generally  by  law  writers, — 
that  a  new  mode  of  using  a  public  highway  so  wholly  different 
£nnn  the  original  mode  of  use  as  to  really  constitute  a  new  use 
affects  private  rights,  thoU^  such  use  may  in  some  d^ree  affect 
the  original  design  of  the  way,  if  it  requires  to  some  extent  a  per- 
manent occupancy  of  the  street,  regardless  of  whether  audi  occu- 
pancy materially  interferes  with  the  primary  use  of  the  street, — 
under  which  rule  the  maintenance  of  telegraph  and  telephone 
poles  on  public  streets  has  been  held  to  be  an  additional  burden 
on  the  feo,  for  which  the  abutting  owner  must  be  compensated, 
the  court  inclines  to  and  adopts  the  majority  rule  above  so  far  as 
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relates  to  telephone  lines.  That  coirnse  was  followed,  aa  was  re- 
marked, in  view  of  the  fact  that  the  latter  rule  has  the  greater 
support,  as  indicated,  and  the  further  fact  that  a  middle  ground 
for  street  railways  was  adopted  for  this  State  in  Hobart  v.  Bail- 
road  Co.,  27  Wis.  194.  All  said  in  the  opinion  as  to  permanent 
occupancy  of  a  street  by  a  qiuisi  public  corporation  for  a  pur^ 
pose  not  originally  contemplated  in  the  acquirement  of  the  land 
covered  by  it  for  public  use,  being  of  itself  a  new  burden  upon 
the  fee  thereof,  was  said  arguendo,  and  as  mere  backing  for  the 
extreme  rule  in  favor  of  abutting  property  owners,  adopted  as  to 
telephone  lines,  but  which,  as  indicated  in  the  opinion,  has  been, 
since  the  Hobart  case,  contrary  to  the  policy  of  the  State  regard- 
ing street  railways,  as  the  opinion  clearly  shows. 

So,  as  we  have  seen,  there  is  nothing  in  the  Krueger  case, 
when  rightly  understood,  and  when,  we  may  properly  say,  undes^ 
stood  as  the  language  of  the  opinion  clearly  indicates,  to  affect 
the  question  raised  in  this  case.  That  is  all  we  deem  necessary 
to  say  regarding  the  Krueger  case.  It  established  the  law  for 
this  State,  governing  the  question  presented  for  decision  and 
decided,  and  the  opinion  should  not  be  read  as  in  any  way  limit- 
ing the  law  regarding  street  railways,  laid  down  in  the  early  case 
in  this  court 

From  what  has  been  said  this  case  is  left  to  turn  on  whether 
a  street  railroad  pole,  properly  placed,  is  an  additional  burden 
on  the  fee  of  the  land  upon  which  it  is  located,  within  the  prin- 
ciple of  Hobart  v.  Railroad  Co.  Such  principle,  briefly  stated, 
is  that  a  railroad,  constructed  and  operated  in  the  street  of  a 
city  at  grade,  so  as  not  to  materially  interfere  with  its  common 
use  for  public  travel  by  ordinary  modes,  or  with  private  rights 
of  abutting  land  owners,  for  the  purpose  of  transporting  per- 
sons fi-om  place  to  place  on  such  street  at  their  reasonable  con- 
venience, is  not  an  additional  burden  upon  the  fee  thereof. 

In  Chkago  &  N.  W.  Ry.  Co.  v.  Milwaukee,  R.  &  K.  Electric 
Ry.  Co.,  95  Wis.  661,  70  K  W.  678,  37  L.  R  A.  856,  the  court 
pointed  out  the  significance  of  the  purpose  of  a  street  railway 
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as  indicated  in  the  rule  under  consideration,  namely,  the  cai^ 
riage  of  passengers ;  abo  the  Bignificance  of  the  place  where  such 
purpose  may  be  exercised,  namely,  in  city  streets;  and  it  was 
held  that  a  railway  having  ior  it3  purpose  the  carriage  of  freight, 
a  commercial  railway,  is  not  covered  by  the  Hobart  case. 

In  Zehren  v.  Light  Co.,  7  Am.  ElectL  Caa.  345,  99  Wie.  83, 
74  N.  W.  538,  41  L.  H.  A.  575,  the  significance  o£  that  part  of 
the  rule  of  the  Hobart  case  relative  to  where  a  street  railway 
may  be  constructed  was  again  pointed  out  and  disousised,  and  it 
was  held  that  it  does  not  extend  to  a  purely  country  highway. 
So  it  wiU  be  seen  that  the  law  governing  the  subject  under  dis- 
cussion, as  laid  down  when  first  oonsidered  in  this  court,  has  not 
sLnce  been  extended  or  limited.  No  reason  is  perceived  and 
noiue  contended  for,  as  we  understand  it,  why  such  law  ahould 
now  be  extended.    The  issue  raised  must  be  tested  accordingly. 

It  is  claimed  by  appellant  that  no  significance  should  be  given 
to  the  fact  that  in  the  Hobart  case  the  motive  power  was  ob- 
tained by  the  use  of  horses,  while  the  oontj'ary  is  urged  by  coun- 
sel for  the  respondent,  attention  being  called  to  the  following 
language  of  the  chief  justice  in  Chicago  <£  N.  W.  By.  Co.  v. 
Milviatikee,  R.  <£  K.  Electric  Ry.  Co.,  supra,  "There  is  cer- 
tainly far  more  difference  in  the  use  of  mere  horse  power,  as  in 
Hobart  v.  Railroad  Co.,  supra,  and  electric  power,  as  in  the  case 
of  the  defendant,  than  there  is  in  the  oase  of  electricity  and 
steam."  When  that  language  is  read  with  reference  to  the  point 
under  consideration^  it  will  be  seen  that  it  was  not  intended  to 
oonvey  the  idea  that  the  difference  between  horses  as  a  motive 
poiwor  and  electricity  is  sufficient  to  render  a  street  railroad  an 
additional  burden  upon  the  fee  of  the  land  on  which  the  street 
is  located.  The  question  to  which  the  quoted  language  referred 
is,  why  should  an  ordinary  steam  commercial  railroad  company 
be  required  to  pay  for  its  right  of  way  in  the  public  streets,  to 
the  owner  of  (he  fee  of  the  land  upon  which  the  railroad  is  con- 
structed, and  an  electric  street  railroad  company  be  free  from 
that  burden)    The  mere  difference  in  motive  power  would  seem 
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to  be  inmifficieiit,  it  was  said ;  and  as  a  farther  reason  whj  meire 
motive  power  Bhould  not  be  the  test^  the  idea  was  suggested  ex- 
pressed in  the  language  which  counsel  for  respondent  deem  so 
signifieant  What  would  be  fairly  gathered  from  all  that  was 
said  on  the  subject  is  that  the  motive  power,  of  itself ,  is  not  suf- 
ficient to  class  an  electric  street  railway  with  an  ordinary  rail- 
road, as  regards  its  being  an  added  burden  upon  the  fea  That 
is  in  line  with  all  or  nearly  all  authority  on  the  subject  WU- 
liama  v.  Railway  Co.  (C.  C),  3  Am.  ElectL  Cas.  231,  41  Fed. 
656 ;  Jaynes  v.  Railway  Co.,  7  Am.  ElectL  Cas.  828,  53  Neh. 
631,  74  N.  W.  67,  39  L.  R  A.  751 ;  LoidsvUle  Bagging  Mfg.  Co. 
V.  Central  Pass.  Ry.  Co.,  4  Am.  ElectL  Oaa  202,  96  Ky.  60,  23 
S.  W.  592 :  Roehling  v.  Railroad  Co.,  6  Am.  ElectL  Cas.  137, 
68  N.  J.  Law,  666,  32  AU.  1090 ;  Reid  v.  Railroad  Co.,  7  Am. 
Electl.  Cas.  — ,  94  Va.  117,  26  S.  K  428,  36  L.  R  A.  274; 
Briggs  v.  Railroad  Co.,  79  Me.  363, 10  AtL  47 ;  Newell  v.  BaU- 
way  Co.,  35  Minn.  112,  27  K  W.  839 ;  Nichols  v.  Railway  Co., 
87  Mick  361,  49  N".  W.  538,  16  L.  R  A.  371 ;  Railway  Co.  v. 
Mais,  3  Am.  ElectL  Cas.  333,  85  Mich.  634,  48  K  W.  1007; 
Booth,  St.  By.  Law,  sea  80;  Joyce,  Electric  Law,  sees.  344, 
845. 

The  subject  last  referred  to  has  been  considered  by  the  courts 
of  most  of  the  States  of' the  Union,  and  many  of  the  Federal 
courts,  with  the  uniform  result  indicated.  A  brief  reference  to 
particular  decisions  will  give  point  to  what  has  been  said. 

In  People  v.  Kerr,  27  N.  T.  188,  Mr.  Justice  Emott,  speak- 
ing for  the  court^  said :  ^^I  do  not  attadi  any  importance  to  the 
motive  power.  I  have  no  doubt  that  steam  will  ultimately  be 
applied  to  carriages  upon  common  roads^  and  I  suppose  it  might 
be  used  upon  these  iron  ways  without  affecting  the  present  qnea- 
tion," — the  rights  of  abutting  property  owners. 

In  Newell  v.  Railway  Co.,  supra,  the  right  to  use  steam  as  a 
motive  power  to  operate  street  cars  was  sustained,  the  evidence 
showing  that  the  motor  was  so  designed  as  not,  in  the  operation 
of  hauling  street  cars,  to  be  materially  different  from  horse  or 
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electric  power  as  r^ards  interference  with  ordinarf  pnblio 
travel,  or  with  private  rigbt&  The  court  said  that  the  teet  to  be 
a,pplied,  in  determining  whether  a  railway  constructed  on  a 
street  and  c^rated  by  the  use  of  a  steam  motor  is  an  additional 
burden  upon  the  fee,  is  whether  it  is  in  fact  a  "street  railioad" 
as  the  term  is  commonly  uniderstood, — a  railroad  constructed 
and  operated  in  aid  of  passenger  travel  on  the  street  over  which 
it  rons,  by  taking  on  and  discharging  pasaengers  at  street  croes- 
ings, — and  whether  it  is  constructed  on  the  street  grade  and 
operated  so  as  not  to  materially  interfere  with  the  ordinary  com- 
mon nse  of  the  street  or  with  the  access  to  abutting  property. 
Moses  V.  BaUroad  Co.,  21  111.  616,  is  to  the  same  effect 

In  Railway  Co.  v.  Mills,  supra,  the  conrt  considered  all  the 
elements  that  can  be  suggested  why  the  use  of  electricity  as  a 
motive  power  should  render  a  street  railroad  operated  by  such 
power  difierenti  frtnn  a  street  railroad  operated  by  horse  power, 
as  regards  being  an  additional  servitude  upon  die  fee  of  the 
stnet  owned  by  the  abutters,  and  it  was  decided  against  the  con- 
tentiouB  of  the  abutter  on  all  pointe.  The  decision  was  subse- 
quently referred  to  in  a  case  involving  the  same  subject,  and 
affirmed,  the  court  remarking  that  there  is  almost  a  consensus 
of  judicial  opinion  in  that  direction. 

So  it  follows  that  in  determining  whether  a  street  railroad  is 
an  additional  burden  upon  the  land  already  set  aside  for  the 
public  use  as  a  highway,  we  are  to  look  to  the  manner  of  its  con- 
struction and  use,  and  not  to  the  motive  power.  The  latter  may 
be  steam,  horse,  electric  or  compressed  air  power,  and  the  road 
and  its  operation  be  consistent  with  the  common  public  use  for 
which  the  street  was  originally  designed,  and  not  violate  private 
rights ;  and  either  may  be  so  used,  and  the  road  be  so  constructed 
and  operated,  as  to  have  the  opposite  effects  Electric  railroads 
oonstracted  in  the  usnal  way  and  operated  by  the  use  of  the  over- 
head trolley  wire  supported  by  cross  wires  fastened  to  poles  set 
at  the  corb  lines  of  the  street,  or  otherwise  located  so  as  not  to 
materially  interfere  with  the  ordinary  common  nse  of  the  street, 
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belong  to  the  former  class^  as  we  shall  see  later;  and  that  has 
become  80  firmly  established  by  the  courts  that  it  cannot  be  con- 
sidered open  to  serious  question. 

If  the  crucial  test,  to  be  applied  in  determining  whether  a 
street  railway  company  is  entitled  to  a  free  right  of  way  along  a 
public  street  as  against  abutting  property  owners,  were  whether 
a  different  motive  power  is  used  than  was  contemplated  when  the 
street  right  of  the  public  was  acquired,  all  new  discoveries  of  im- 
provedmodesof  ti*avelwouldrequire,ashas  often  been  remarked, 
dealing  with  the  owners  of  the  fee  of  the  land  on  whidi  the 
streets  are  located  before  the  public   could   have   the   benefit 
thereof.     When  a  new  mode  of  using  the  public  streets  and 
highways  is  adopted  the  question  arises  of  whether  it  violates 
the  rights  of  the  owners  of  the  fee  to  the  streets  and  is  inconsist- 
ent with  the  original  design  in  setting  the  land  aside  for  a  public 
thoroughfare,  keeping  in  view  the  fact  that  such  design  is  pre- 
sumed to  have  contemplated  the  adoption  from  time  to  lime  of 
improvements  in  mechanical  appliances  and  their  use  in  aid  of 
travel  upon  the  street, — the  keeping  abreast  with  the  march  of 
civilization,  with  the  growth  of  population  and  consequent  in* 
crease  of  travel,  so  as  to  adequately  satisfy  public  needs  and  oonr 
veniences.    Lands  are  set  aside  for  public  streets  and  highways, 
not  for  the  present,  with  its  necessities  and  modes  of  use^  but  for 
all  time,  with  all  the  added  demands  that  may  be  made  upon  the 
public  ways  within  the  scope  of  their  original  design,  in  the 
course  of  natural  development  that  is  constantly  going  on.    Sub- 
ject to  that  test  the  traction  engine,  automobile,  and  street  rail* 
ways,  regardless  of  the  motive  power  used,  are  entitled  to  the  use 
of  ihe  street,  subject  to  the  necessity  for  consent  by  public 
authority  in  proper  cases,  and  reasonable  police  regulations. 

Here,  as  we  have  seen,  appellant's  railroad  is  not  outside  of 
the  Hobart  case  because  of  the  motive  power  ujsed.  It  is  within 
the  rule  in  that  it  is  for  the  carriage  of  passengers  and  ia  strictly 
a  street  railway.  The  complaint  shows  that  the  railway  was  con- 
structed by  legislative  authority  in  all  respects  according  to  the 
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ordnance  of  the  city  of  I^a  Croeae  granting  to  appellant  its  fran- 
chises; that  the  poles,  including  the  particular  pole  in  question, 
were  {^aced  at  the  curb  lines  of  the  streets  under  the  supervision 
and  direction  of  the  proper  city  official ;  and  that  the  mode  of 
oonstruction  adopted  generally  is  the  usual  mode,  ^ere  electric 
power  ia  used  and  couununicated  to  the  car  motor  by  means  of 
an  overhead  trolley  wire  supported  by  cross  wires  attained  to 
poles  set  at  or  near  the  curb  lines  of  the  streets.  No  complaint 
is  made  against  the  use  of  the  streets  contemplated  by  a|q>el- 
lant's  franchise,  unless  &e  manner  in  which  the  road  is  con- 
structed (HV  respondent's  property,  or  the  manner  in  which  it  is 
operated,  violates  private  rights. 

The  complaint  was  condemned  h^  the  trial  oourt  merely  be- 
canse  a  permanent  occupancy  of  the  street,  to  some  ezbent,  was 
shown;  but  that  is  not,  of  itself,  material  in  oasee  of  street  rail- 
ways. As  has  been  shown,  the  reasoning  which  the  learned 
jndge  supposed  he  was  bound  by  does  not  apply,  because,  unlike 
a  telephone  line,  the  purpose  of  a  street  railroad  is  within  the 
scope  of  the  tniginal  design  of  the  street  Any  oQier  view  would 
condemn  Hobari  v.  Railroad  Co.,  and  the  decisioi^  of  aU  the 
oourta  that  have  anetained  the  rule  that  the  use  of  a  ata%et  for 
street  railway  purposes  does  not  of  itself  impose  an  additional 
burden  upon  liie  fea  It  is  uselees  at  this  late  day  to  urge  that 
the  distinction  so  made  is  unreasonable.  It  has  the  sanctirai 
of  this  and  other  courts  for  upwards  of  a  quarter  of  a  century 
and  is  not  now  open  to  question. 

On  the  question  of  whether  die  manner  in  which  the  road, 
with  its  appurtenances,  was  constructed,  affects  the  right  of  the 
defendant  to  recover  for  an  additional  burden  upon  the  fee  of 
the  street,  we  must  come  down  to  the  simple  questdon  of  whether  I 
the  pole,  set  at  the  outer  edge  of  the  sidewalk  on  defendant's 
preznisee,  interferes  wiUi  access  to  or  ^ress  from  his  property. 
We  understand  from  the  complaint,  that  the  pole  was  not  located 
•0  as  to  interfwe  with  any  driveway  or  other  avenue  used  for 
puMoe  to  or  from  lie  street  to  rf.anondent's  property  outside  of 
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the  street  line.  It  mi&relj  prevented  a  person  from  stepping  on 
or  off  the  sidewalk  ttt  the  precise  point  wbere  the  pole  was 
located.  That  is  not  sudi  an  unreasonable  interference  with  pri- 
vate property  as  to  violate  the  rule  that  a  street  railway  cannot 
be  so  constructed  as  to  interfere  with  access  to  abutting  propertyy 
without  the  ooneent  of  the  owner  thereof.  As  well  might  it  be 
said  that  the  mere  f  act^  that  because  of  the  location  of  the  rails 
in  the  street  one  traveling  with  a  vehicle  must  approach  to  or 
go  from  property  abutting  thereon  at  a  different  angle  than  he 
otherwise  would,  or  the  fact  that  he  cannot  as  conveniently  uee 
the  street  in  front  of  such  property  for  ordinary  temporary  pur- 
poses incident  to  the  occupancy  thereof,  is  a  violation  of  private 
rights.  Interference  with  access  to  propertyi  within  the  mean- 
ing of  the  street  railway  cases^  meauA  some  substantial  interfer- 
ence. Railway  Co.  v.  Mills,  96  Mich.  634,  48  N.  W.  1007; 
Joyce,  Electric  Law,  sec  380.  A  street  railway  pole,  properly 
placed  at  the  curb  line  of  a  street^  no  more  interferes  with  access 
to  or  egress  from  property  outside  of  the  street  line  tlian  a  lamp- 
post or  hitching  post  or  shade  tree^  and  no  more  intecferes 
with  the  ordinary  use  of  the  street  for  public  travel 

We  are  aware  that  there  is  at  least  one  cas^  decided  in  a  oooit 
of  last  resort,  where  a  different  conclusion  was  reached.  We 
refer  to  Jaynes  v.  Railway  Co.,  7  Am.  ElectL  Cas.  328,  53  fTeh. 
631,  74  N.  W.  67,  39  L.  R  A.  751.  The  opinion  tiere  shows 
that  the  subject  treated  did  not  receive  careful  study.  The  con- 
clusion reached  is  contrary  to  aU  the  authorities  cited  by  tbe 
court.  A  very  few  cases  were  cited, — ^but  a  small  fraction  of 
those  where  courts  have  considered  the  subject  under  discussion, 
— ^yet  those  referred  to  were  all  the  fTebraska  court  could  find, 
so  said  in  the  opinion.  The  decision  was  based  on  tlie  tiieoiy 
that  any  exclusive  occupancy  of  any  part  of  a  street  by  a  street 
railway,  is  a  new  burden  on  the  fee  title  thereof.  An  effort  was 
made  to  harmonize  the  contrary  holdings  in  the  few  cases  cited, 
with  the  opinion,  which  seems  to  have  been  successful  in  tlie 
judgment  of  the  writer  of  the  opinion,  yet  success  was  reached 
by  the  exercise  of  judicial  ingenuity  that  has  few  parallels. 
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A  single  instance  will  give  point  to  what  is  said  in  r^ard  to 
the  manner  in  which  decided  cases  were  brought  into  harmonj 
with  the  decision  of  the  Nebraska  court  Taggart  v.  Railway 
Go.,  3  Am.  ElectL  Cas.  306,  16  R.  I.  668,  19  AU.  826,  7  U  E. 
A.  206,  one  of  the  leading  cases  on  the  subject,  which  has  in  a 
measare  guided  many  courte,  was  referred  to.  There  the  plain- 
tiff, who  was  the  owner  of  proper^  abutting  on  the  street  <hi 
which  a  horse  railway  was  located,  which  it  was  proposed  to 
change  to  an  electric  street  railway  operated  by  the  overhead 
trolley  system,  desired  to  enjoin  the  railway  cwnpany  from 
erecting  poles  and  wires  in  front  of  his  property,  on  the  ground 
tliat  they  would  constitute  an  additional  burden  thereon.  The 
oonrt  decided  to  the  contrary,  referring  to  the  underlying  prin- 
eiples  of  the  horse  railway  cases  to  justify  the  conclusion 
reached,  and  saying  that,  "It  does  not  appear  that  it  (the  street 
railway  operated  by  eleohricity)  occupies  ttie  streets  or  highways 
any  imoit^  exdusively  than  if  it  were  operated  by  horse  power." 
Hat  holding  the  Nebraska  court  quickly  disposed  of  by  the  re- 
mark that,  "Th^ie  is  no  question  bat  that  the  law  of  the  case 
is  correctly  laid  down,  if  the  evidence,  or  the  record  on  its  face, 
mstains  the  finding  of  fact  made  by  the  oonrt  that  the  electric 
street  railway  no  more  exduaiTely  oocupies  the  street  than  an  or- 
dinary horse  railway."  There  was  no  finding  of  fact  involved 
in  the  casa  What  is  referred  to  as  a  finding  of  fact  is  the  oaa- 
elusion  of  the  appellate  court  as  regards  whether  an  electnc  rail- 
way, with  its  wires  over  the  street  supported  by  cross  wires  at 
tadied  to  poles  set  in  the  street^  "at  the  front  margin  of  the 
rideweUc,"  is  an  exclusive  occupancy  of  the  street  so  as  to  ma- 
terially interfere  with  its  primary  use  or  violate  private  rights 
within  the  principlee  govemiug  horse  railway  cases.  The  de- 
ctaion  is  directly  oontraiy  to  that  in  the  Jaynes  case.  The  lat- 
ter is  out  of  harmcny  with  all  judicial  and  test-book  authority. 
It  was  made,  as  it  seems,  l^  overlooking  the  distinction  between 
ft  mere  new  mode  of  devoting  a  street  to  the  use  originally  do- 
Bgned,  which  admits  of  some  degree  of  permanent  occupancy 
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of  tiie  storeet  without  oompensating  the  owner  of  the  fee  title^ 
azul  an  entirely  new  use  of  the  street — a  Mae  inoonsiflbant  with 
its  original  design — ^which  does  not  admit  of  sach  occupancy. 

If  a  mere  challenge  can  raise  a  question  for  judicial  consider- 
ation,  however  well  settled  the  principles  involved  may  be,  we 
ought  to  go  further  and  inquire  as  regards  whether  the  manner 
in  which  plaintiff's  road  is  operated,  as  shown  by  the  complaint^ 
justifies  the  conclusion  that  it  cannot  be  classed  with  ordinary 
horse  power  railroads,  respecting  its  efPeots  upon  private  rights 
That  is  a  field  that  has  been  explored  over  and  over  again,  as  the 
cases  heretofore  cited  indicata  It  would  be  a  work  of  superero- 
gation to  go  over  it  again  at  this  late  day.  No  new  light  can 
1)6  shed  upon  it  The  question  has  been  iLLumined  by  the  wis- 
dom of  eminent  judges  of  meet  of  the  courts  of  last  resort  in  this 
country,  and,  with  the  single  exception  mentioned,  so  far  bb  we 
can  discover,  the  conclusion  has  been  reached  that  a  street  rail- 
way, having  its  track  laid  so  as  to  conform  to  the  surface  of  the 
street^  regardless  of  the  motive  power  used  or  how  applied,  so 
long  as  neither  private  rights  nor  the  common  use  of  the  street 
for  public  travel  is  materially  affected,  is  governed  by  the  law 
early  laid  down  as  to  street  railways  operated  by  horse  power, 
and  that  the  ordinary  electric  street  railway,  with  its  trolley 
wire  supported  by  cross  wires  attached  to  poles  set  near  the 
outer  edge  of  iiie  sidewalks^  with  due  regard  to  the  abutting 
property  owner's  convenience,  satisfies  the  essential  mentioned. 
Such  a  railway  is  but  an  improved  method  of  using  the  street 
for  public  travel,  which  was  the  original  purpose  to  which  it  was 
devoted.  So  was  the  horse  railroad  in  its  day.  The  same  prin- 
ciples that  justify  one  without  purchasing  the  right  from  abut- 
ting property  owners,  justify  the  other.  There  is  no  limit  to  the 
public  right  to  use  a  street,  and  eveiy  part  of  it,  so  long  as  that 
use  is  in  aid  of  public  travel  thereon  and  does  not  unnecessarily 
interfere  with  the  common  use  of  the  way  by  ordinary  modes  of 
travel,  and  is  no  substantial  impairment  of  private  riehts  of 
property.    An  electric  car,  as  compared  with  a  horse  car,  in  re- 
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;ard  to  freedom  from  interfering  with  private  rights,  ia  superior 
la  r^ards  reUeving  ihe  street,  because  it  moves'  more  rapidly, 
B  Btarted  and  stopped  with  greater  facility,  and  will  readily 
nove  the  greater  number  of  persona  the  greater  distance  in  t 
pven  tima.  It  is  superior  as  regards  actually  obstructing  the 
itreet  because  of  its  more  rapid  motion  and  shorter  stops.  These 
onsideratdoQB,  and  many  others  that  might  be  mentioned,  have 
noved  courts  to  declare  the  law  as  here  indicated.  The  follow- 
ug  are  a  few  of  the  multitude  of  cases  directly  on  the 
lubject:  Briggs  v.  Railroad  Co.,  79  Me.  363,  10  AtL  47;  Tag- 
jart  V.  Railway  Co.,  3  Am.  Electl  Cas.  306,  16  R.  I.  668,  19 
ML  326,  7  L.  R.  A.  205 ;  WUliams  v.  Baiiway  Co.  (C.  C),  41 
Fed  556 ;  Nichols  v.  Railroad  Co.,  87  Mich.  361,  49  N.  W.  538, 

16  L  R  A.  371 ;  Halsey  v.  Railway  Co.,  8  Am.  Electl.  Cas.  283, 

17  N.  3.  Eq.  380,  20  AH.  859 ;  LockhaH  v.  Railway  Co.,  3  Am. 
Eleca  Cas.  314,  139  Pa.  SL  419,  21  AtL  26 ;  CinciTmati  In- 
clined-Plarie  Ry.  Co.  v.  City  £  Sviwban  Tel.  Ass'n,  3  Am. 
ElectL  Cas.  343,  48  Ohio  St  390,  27  N.  E.  890,  12  L.  R.  A. 
534 ;  Louisville  Bagging  Mfg.  Co.  v.  Central  Pass.  By.  Co.,  4 
Am.  ElectL  Cas.  202,  95  Ky.  50,  23  S.  W.  592;  Dean  v.  Bail- 
way  Co.,  4  Am.  ElectL  Cas.  472,  93  Mich.  330,  53  N.  W.  396; 
Ogden  City  Ry.  Co.  v.  Ogden  City,  3  Am.  Electl.  Gas.  321,  7 
Utah,  207,  26  Pac.  288;  Howe  v.  Railway  Co.,  167  Mass.  46, 
44  N.  E.  386 ;  Birmingham  Traction  Co.  v.  Birmingham  Ry.  & 
Electric  Co.  (Ala.),  24  South.  502;  Chicago,  B.  &  Q.  R.  Co.  v. 
West  Chicago  St.  R.  Co.,  156  111.  255,  40  N.  E.  1008,  29  L.  R. 
A,  485;  Cumberland  Telegraph  <£  Telephone  Co.  v.  United 
Electric  By.  Co..  4  Am.  Electl.  Cas.  297,  93  Tenn,  492,  29  S. 
W.  104 ;  Taylor  v.  Bailway,  91  Me.  193,  39  Atl.  560. 

In  Booth,  on  Street  Railway  Law  published  in  1892,  after  a 
review  of  all  judicial  authorities  down  to  tJiat  time,  the  author 
said:  "After  a  full  consideration  of  the  various  objections 
mised  to  the  use  of  electrici^,  ervery  court  of  last  resort  to  which 
the  question  has  been  submitted  has  held  that  the  electric  street 
railway  does  not  constitute  a  nepw  servitude,"  and  "does  not 
entitle  abutting  owners  to  compensation."     In  Joyce  on  EW- 
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trie  Lawy  publiahed  in  Jxme  of  this  year,  it  is  said  that,  in  every 
State  where  a  street  railway  operated  by  horse  power  has  been 
held  not  to  create  a  new  burden  upon  the  fee  title  to  the  street^ 
entitling  the  owner  of  such  title  to  compensation,  the  holding 
has  been  the  same  as  r^ards  an  ordinary  electric  street  railway, 
except  in  Nebraska  in  Jaynes  v.  Bailway  Co.,  supra.  In  Cuwr 
herland  Telegraph  <6  Telephone  Co.  v.  United  Electric  By.  Co., 
supra,  a  very  well-considered  case  decided  in  1893,  it  is  said 
that,  ^'witih  rare  unanimil^  the  courts  have  concurred  in  holding 
that  an  electric  street  railway,  confitructed  and  operated  upon 
streetB  by  means  of  an  overhead  trolley  wire  supported  by  poles, 
with  permission  of  the  public  authorities,  for  the  transportadon 
of  passeugeiB  only,  and  conforming  its  track  to  the  surface  of 
the  ground,  lb  not  an  additional  servitude  upon  the  fee  within 
the  streets^  but  a  legitimate  use  of  the  streets  within  the  original 
general  purpose  of  their  dedication. '^ 

The  length  to  which  we  have  gone  in  considering  the  ques- 
tion presented  on  this  appeal  is  only  justified  by  the  fact  that  the 
precise  question  has  not  before  been  submitted  to  this  court  for 
decision,  and  was  reserved  for  further  consideration  in  Zehren 
V.  Light  Co.,  supra,  in  such  a  way  as  to  invite  its  presentation 
when  a  proper  case  therefor  should  be  made  up.  It  seems  dear 
that  in  reaching  a  conclusion  that  the  demurrer  to  the  complaint 
was  improperly  sustained,  the  principles  of  Hobart  v.  Bailroad 
Co.  are  followed  and  neither  limited  nor  extended.  It  will  be 
noted  that  this  opinion  does  not  lead  to  the  conclusion  that  an 
electric  street  railway  pole  may  be  placed  at  any  point  in  the 
street  near  the  outer  edge  of  the  sidewalk  without  being  an  added 
burden  upon  the  fee  title.  Keasonable  regard  must  be  had,  in 
locating  such  poles,  for  the  convenience  of  abutting  property 
owners  in  the  enjoyment  of  their  property.  We  gather  from  the 
complaint  that  the  pole  in  this  case  was  properly  placed  in  re- 
apect  to  that  rule.  The  order  appealed  from  is  reversed,  and 
the  cause  remanded  for  further  proceedings  according  to  law* 


Note. — See  note  2  at  end  of  Part  II. 
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tXHBT  S.  Ehbxt  T.  OjUCDBN  &  TkKCTTOIT  RaJLBOAI>  COICPAST. 
Vne  /«r*ev  Court  of  Ohanogry,  ifommfr«r  ST,  IBOO. 
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trolley  railwmy  upon  *  country  bighway  !■  not  an  additional  Mrrituda 
upon  the  land  of  an  abutting  owner,  who  owni  to  the  middle  of  the  road. 
aaca  ol  this  aeries  cited  in  opinion:  Roebling  v.  Trenton  Pan.  Rj/.  Co., 
to).  0,  p.  137;  West  Jertey  S.  Co,  v.  Camden,  eto..  By.  Co.,  vol.  5,  p.  137; 
Zekren  v.  Jftliraufcce,  eto.,  Co.,  vol.  7,  p.  345;  Penna.  B.  Co.,  «,  tfonl- 
gomery  Co,  Pom.  Ry.  Co.,  vol.  6,  p.  166. 

Demurrer  tobilL 

ChaTlet  E.  Chambers  and  Mark  R.  Booy,  for  complainant. 

Boicard  Flanders,  Bamttel  Belden,  and  David  J.  Paneoast. 
or  defendant. 


Reed,  V.  C. :  The  question  preeemted  by  tliese  demurreis  is 
rhether  a  trolley  railway  upon  a  oountiy  liighway  is  an  addi- 
ional  serritude  upon  the  land  of  tbe  abutting  owner,  who  owns 
>  the  middle  of  the  road.  The  bill  is  filed  to  enjoin  the  con- 
Ixuction  of  audi  a  road  in  the  front  of  complainant's  property, 
'rom  the  bill  it  appears  lliat  t^e  complainant  owns  land  in  tho 
)waflhip  of  Beverly,  in  Burlington  county,  fronting,  aa  de- 
sribed  in  the  deed  eet  out  in  the  bill,  179  feet  on.  a  public  road, 
lao  called  "Warren  street,"  leading  frtan  Uie  city  of  Beverly  to 
ke  city  of  Burlington.  Ilie  charge  is  that  the  defendant,  under 
trttficate  of  incorporatioD  under  the  Act  of  1893,  for  the  for- 
ittion  of  trolley  oompaniea,  and  under  an  ordinance  of  the 
wnahip  of  Bevea-ly,  is  aboat  to  confitruct  a  lino  of  passenger  '. 
ilway,  to  be  operated  by  electricity,  over  the  said  road,  and 
'or  the  land  of  the  complainant  lying  in  said  road,  without 
aking  compensation  to  complainant.     The  queetion,  then,  ia 
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whetiier  a  troUej  load  to  be  oonstrocted  under  the  Act  of  1893 
imposes  a  burden  upon  the  land  of  an  abutting  owner  in  exoesB 
of  public  easement  which,  aroee  by  the  creation  of  the  highway. 
The  law  is  settled  that  a  trolley  road  in  a  city  does  not  entitle  to 
compensation.  Boebling  v.  Railway  Co.,  6  Am.  ElectL  Caa. 
137,  68  N.  J.  Law,  666,  34  AtL  1090,  33  L  R.  A.  129.  U  it 
imposes  an  additional  servitude  upon  land  over  which  a  country 
highway  ruDiS)  it  must  be  because  the  easement  in  die  public  in 
the  case  of  a  highway  or  township  differs  from  the  easem^Kt  of 
a  street  in  a  pure  municipality;  and  the  difference  must  be  in 
respect  to  the  propriety  of  the  use  in  either  highway  or  street  of 
such  a  method  of  locomotion.  Now,  a  street  may  be  puit  to  many 
uses  which  are  disconnected  from  its  primary  purpose  of  offeir* 
ing  a  passage  for  vehicles  and  pedestrians.  These  uses  spring 
out  of  the  necessities  of  a  congested  urban  communi^.  It  may 
be  admitted  that  some  or  these  secondary  uses  may  be  imposed 
upon  land  of  an  abutter  upon  a  attreet  without  compensation, 
and  may  not  be  imposed  upon  an  abutter  along  a  highway. 
However  that  may  be^  I  fail  to  perceive  any  difference  in  the 
easement  which  the  public  had  in  a  country  road,  on  the  one 
hand,  or  a  city  street^  on  the  other,  which  would  make  a  trolley 
operated  under  the  Act  of  1893  an  additional  servitude  in  the 
one  instance,  and  not  in  the  other.  I  am  not  speaking  of  a  road 
built  and  run  in  the  manner  pictured  by  the  late  diancellor  in 
his  opinion  in  the  case  of  West  Jersey  R,  Co.  v.  Camden,  (?.  d 
W.  Ry.  Co,,  6  Am-  Electl.  Caa  137,  52  N.  J.  Eq.  31-35,  29 
Atl.  423.  Nothing  in  the  bill  intima'tes  that  the  cars  or  motive 
power  or  speed  or  tracks  are  to  be  different  from  other  roads 
known  under  the  name  of  "trolley  railways."  So  it  must  be  as- 
simied  that  the  road  is  to  be  used  as  an  ordinary  street  railroad, 
the  motive  power  of  which  is  electricity.  The  features  of  such 
a  road  are  that  its  tracks  are  laid  so  as  not  to  interfere  with  the 
use  of  the  surface  of  the  road  by  other  vehicles ;  that  its  cars  ai« 
of  such  size,  and  run  at  such  a  speed,  as  not  to  interfere  with 
other  traffic ;  that  such  stops  are  made  as  will  accommodate  thoee 
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living  along  the  line  of  the  road.  So  used,  I  do  not  perceive  the 
[east  difference  in  the  adaptability  of  such  a  road  to  tlie  uses  of 
a  highway,  whether  it  be  a  country  road  or  a  municipal  street 
Its  design  is  to  serve  ihs  primary  purposes  of  a  highway, 
Eiamely,  to  enable  people  to  pass  from  one  place  to  another.  If 
t  distinction  is  to  be  dravm  between  the  highways  and  streets, 
upon  what  line  shall  they  be  distinguished  ?  If  density  of  popu- 
lation along  the  highway  is  to  be  the  criterion,  how  closely  must 
the  houses  stand  ?  Must  they  be  within  50  feet,  50  yards,  or  500 
farda,  to  destroy  the  right  of  an  abutting  owner  to  damages  1 
Lf  the  teet  is  to  be  a  corporate  test,  and  all  roads  lying  within 
townfihips  tc  be  within  one  class,  and  all  roads  within,  other 
Diunicipalities  within  the  other  class^  what  is  the  aubstamtial 
basis  of  difference!  I  can  perceive  none.  Then,  again,  as 
pointed  out  by  Vice  Chancellor  Gbet  in  his  opinion  when  this 
case  was  before  him  upon  a  rule  to  show  cause  why  an  injiinc- 
tion  should  not  issue,  a  rural  community  in  a  short  time  may 
become  an  urban  community,  and  thus  the  abutter  upon  a  high- 
way, who  now  has  a  right  to  damages  for  the  location  in  front  of 
bis  premises  of  a  street  railway,  the  nest  year  may  be  stripped 
}f  that  right  by  the  fact  that  neighbors  have  built  in  his  vicinage, 
>r  because  the  linee  of  a  borough  have  been  extended  so  as  to  in- 
dnde  his  property.  In  the  case  of  Zckren  v.  Light  Co.,  7  Am. 
ElecU.  Cas.  345,  99  Wis.  83,  74  N.  W.  538,  41  L.  R.  A.  676,  it 
irea  held  that  an  electric  road  in  a  highway  was  different  in  its 
purpose  and  effect,  from  an  electric  road  in  a  street  The  force 
>f  the  opinion,  however,  was  spent  in  considering  the  right  to 
■baoge  the  grade  of  the  highway,  for  the  sole  purpose  of  the 
ilectxic  road,  so  as  to  seriously  impair  the  right  of  access  of  abut- 
ing  owners.  It  was  held  that  the  power  of  a  municipality  to 
change  road  grades  will  be  controlled  by  the  courts,  whore  it 
ippears  that  the  change  is  not  for  municipal  purposes,  but  ez- 
tlusively  for  the  benefit  of  a  private  corporation.  It  was  also 
leld  that  the  electric  road  was  an  additional  servitude,  but  the 
listinctiott  between  highways  and  streets  is  not  elaborated.  The 
TOi-  VII — 25. 
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oourt  was  oontent  witii  th.e  authority  of  the  case  of  Pennsylvania 
JB.  Co.  V.  MofUgomery  Co.  Pass.  By.  Co.,  5  Am.  EleetL  Csa 
166,  167  Pa.  St  62,  31  AtL  468,  27  L.  R.  A.  766.  It  was 
held  ia  that  case  that  the  oonstruction  of  a  street  passenger  rail- 
way upon  the  surface  of  a  highway  withiu  a  township  imposed 
an  additional  servitude.  In  the  opinion  in  that  case,  the  differ- 
ence in  the  easement  of  the  public  in  a  city  street  and  in  a 
country  highway  was  illustrated  by  Pemifiylvania  cases,  in 
one  of  which  it  was  held  that  a  pipe  line  could  not  be  laid  in 
a  highway,  and  in  the  other  that  it  could  be  laid  in 
a  street,  without  imposing  an  additional  servituda  The  lUhs- 
trative  use,  it  is  perceived,  belongs  to  the  second  class 
of  servitudes  already  mentioned.  The  purpose  of  a  street  rail- 
road, on  the  other  hand,  is  to  subserve  the  primary  purpose  of 
a  highway.  The  case  mainly  deals  with  the  inability  of 
the  township  authorities,  under  their  legal  oiganizatioD, 
to  give  consent  to  an  electric  railroad  to  cany  passengera  over  a 
highway,  through  a  township,  on  a  journey  from  one  city  or 
borough  to  another,  because  it  is  in  no  sense  a  township  purpose. 
But,  as  I  must  assume  that  the  structure  to  be  constructed  on 
this  highway  is  to  serve  the  public  within  the  township  in  ex- 
actly the  same  manner  as  within  a  municipal  corporation,  I 
camiot  perceive  why  the  road  does  not  serve  the  people  of  a 
township  in  the  same  way  as  the  people  of  a  city.  I  am  of  the 
opinion  that  the  bill  states  no  ground  for  relief. 


Note. — See  note  2  at  end  of  Part  IL 


MICHIGAN,  1900. 


IQUer  T.  Ibdlmr  Co. 


Farhis  B.  M11J.BB  V.  DsTBOiTj  Ypsilanti  &  Aim  Asbok  Rui^ 
WAT  Company. 

Michigan  Supreme  Court,  Jlovember  18,  1900. 
BUCIBIO  aTBEET  XULWAT  MAT  BCIIOTK  SHADE  TBKEB. 

&a  dectrie  Btreet  rkilwaj,  Authorized  hj  the  proper  tawnBliip  authorities 
to  Iaj  tfAcks,  erect  poles  mnd  string  wires,  is  impliedlj  aathorized  to 
remove  obstructions,  including  shade  trees,  whenever  neceetarj  for  the 
ooDstructJon  of  the  rAilwaj  a*  located  by  the  township  authorities,  with- 
out compensation  to  the  owner.  The  owner  is,  however,  first  entitled  to 
notice  and  an  opportunitj  to  remove  the  trees  himself. 

Caem  of  this  aeriee  eitod  in  opindon:  Wjfant  v.  Cmi.  Teleph.  Oo^  vol.  7, 
p.  2M;  80.  Bell  Teleph.  d  Tel.  Co.  «.  Frimoie,  vol.  6,  p.  160. 

Appeal  by  defendant  from  jadgment  of  Circuit  Coiirt,  Wfuih- 
t«iuw  County. 

Plaintiff  recovered  a  judgment  in  die  court  below  of  $276  for 
the  destruction  of  eleven  shade  treea  in  front  of  her  property, 
dug  up  and  removed  by  the  defendant  in  the  constmction  of  its 
railway.  Plaintiff's  land  is  situated  in  the  township  of  Tpsil- 
anti.  The  proper  township  autlioritiea  granted  a  franchise  to 
the  defendant's  assignors  for  the  construction  of  the  railway, 
and  fixed  its  location  20  feet  from  the  center  <^  the  hi^way. 
This  location  of  the  roadbed  evidently  made  it  necessary  to  re- 
more  the  trees. 

Cutcheon  <&  Stellwagen  {John  D.  MacKay,  of  counsel),  for 
appell&nt. 

Tracy  L.  Towner  (John  P.  Kirk,  of  oounsel),  for  appellee. 

QnAWT,  J.  (after  atating  the  facte) :  The  principal  and  im- 
portant qoestaon  in  the  case  is,  haa  a  street  railway  company  the 
ri^t  to  remove  shade  trees  within  the  limits  of  the  public  high- 
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way,  for  the  construction  of  its  road  as  established  by  the  town- 
ship authorities  without  compensation  for  damages  ?  The  same 
principle  was  involved  in  Wyant  v.  Telephone  Co.,  7  Ahl  Electl. 
Cas.  256  (MicL),  81  N.  W.  928,  47  L.  R.  A.  497.  We  there 
distinctly  held  that  a  telephone  company  had  the  right  to  cut 
out  the  branches  of  the  trees  along  the  public  highway  under  a 
franchise  similar  to  that  here  conveyed.  The  same  necessity 
may  exist  for  the  removal  of  trees  as  may  exist  for  the  removal 
of  their  branches.  The  principle  is  the  same  in  either  case.  It 
is  established  beyond  controversy  that  municipal  authorities 
have  the  entire  control  over  their  highways,  streets,  and  side- 
walks, and  may  remove  shade  trees  whenever  they  are  an  obstruc- 
tion to  the  use  of  the  highway  for  public  travel,  without  oompen- 
sation  to  the  owner.  Vaaiderhurst  v,  TholcJee,  113  Cal.  147, 
45  Paa  266 ;  Everett  v.  City  of  Council  Bluffs,  46  Iowa,  66  : 
Wilson  V.  Simmons,  89  Me.  242,  36  Atl.  380.  It  is  true  that 
these  trees  were  lawfully  planted,  and  that  they  are  the  private 
property  of  the  abutting  owner.  It  is  also  true  that  one  plant- 
ing trees  in  the  public  highway  plants  them  with  the  understand- 
ing that  they  can  remain  there  only  so  long  as  the  space  occupied 
by  them  is  not  required  for  public  use.  Theso  roads  are  not  an 
additional  servitude,  as  we  have  repeatedly  held.  When,  there- 
fore, their  construction  is  duly  authorized,  it  logically  follows 
that  the  company  has  the  right  to  remove  from  the  highway  any 
obstruction  which  interferes  with  the  proper  construction  and 
operation  of  the  road.  Such  power  is  necessarily  implied. 
Dodd  V.  Traction  Co.,  57  N.  J.  Law,  482,  31  Atl.  980;  Tele- 
phone Co.  V.  Francis,  6  Am.  Electl.  Cas.  160,  109  Ala.  224, 19 
South.  1,  31  L.  R.  A.  193.  When  a  man  dedicates  his  land  for 
a  public  highway,  or  it  has  been  condemned  for  that  purpose, 
and  he  has  been  compensated,  it  is  definitely  understood  by  Kirn 
that  whatever  he  may  lawfully  do  within  the  boundaries  of  that 
highway  is  done  with  the  right  of  the  lawful  authorities  to  ap- 
propriate the  entire  width  of  the  highway  for  purposes  of  travel 
if  it  shall  become  necessary.    Street  railways,  in  city  and  ooun- 
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;iy,  have  come  to  be  regarded  as  a  public  neoes^ty,  and  their  cod- 
>truction  upon  the  highways  universally  sanctioned.  If  the 
ownahip  authorities  may  remove  any  obstruction  to  the  public 
ise,  there  seems  to  be  no  Bound  reason  why  they  may  not  authoi^ 
20  street  railway  companies,  telephone  companies,  and  the  like 
»  do  ao,  whea  such  companies  are  lawfully  entitled  to  the  use 
>f  the  streeta.  It  is  conceded  that  the  township  authorities  in 
his  case  were  authorized  to  grant  the  franchise  to  the  defendant, 
ind  to  determine  in  what  part  of  the  highway  its  road  should 
»  constnicted  The  township  authorities  might  possibly  fix 
IS  a  oonditaon  to  the  grants  the  payment  of  damages  for  the  de- 
rtruction  of  shade  trees.  The  legialature  undoubtedly  has  the 
fN>wer  to  provide  thadi  abutting  owners  should  be  compensated 
for  the  damage  that  must  result  to  them  in  the  destruction  of 
Iheir  trees.  That,  however,  is  a  matter  for  the  determination 
>f  the  legislature^  and  not  for  die  oourts.  The  legislature  has 
!p-anited  the  power  to  do  it  without  compensation.  The  town^ip 
authoritiee  have  not  provided  for  it.  Courts  are  therefore 
powerleesi  Bat  there  is  one  fatal  defect  in  the  defendant'E 
proceedings.  It  seoured  no  greater  rights  by  ite  franchise  than 
the  municipality  had.  The  law  gives  neilier  the  right  to  remove 
^ade  trees  without  notioe  to  the  owner,  and  an  opportunitj' 
pveo  to  him  to  remove  them  as  he  may  see  fit  Clark  v.  Dasso, 
34  Hich.  86.  Under  that  decision  plaintiff  was  entitled  to 
recover  for  damages,  and  the  judgment  muat,  therefore,  be 
affirmed.  See,  also>  Stretch  v.  Village  of  Cassopolis  (handed 
down  herewith)  84  N.  W.  61. 

Judgment  affirmed. 

MoNTooMEKT,  C  J.,  and  Moobe  and  Jjonq,  JJ.,  ooncarred. 
HooEBB,  J.,  vrrote  dissenting  opinion. 
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OoirsouDATXD  Tkaotioit  Compaitt  v.  South  Obavox  ahb 

Maplswood  Teaotioit  Compajty. 

Vew  Jeraey  Court  of  Chancery,  March  I,  1899. 

IKTSBFEBSNGI  09  ■LBOTBIOAL  UBK8. 

A  trolley  railw&j  eompcoij,  oocupying  a  public  street^  is  aot  entitled  to 
compensation  for  the  crossing  of  its  tracks  bj  another  similar  company, 
although  such  crossing  necessitate  the  change  of  both  tracks  and  wirei^ 
and  the  joint  use  of  appliances  to  some  extent;  so  Icmg  as  the  first  com- 
pany will  not  be  permanently  interfered  with  by  the  proper  constructioi 
of  tiie  crossing. 

Held,  proper  to  determine  the  question  on  application  for  preliminary  !»> 
junction. 

Cases  of  this  series  cited  in  opinion:  Morrie  d  Eeaem  JEL  Co,  v,  Vev" 
ark  Pom,  By,  Co,,  vol.  5,  p.  229;  IFes^  Jersey  R,  Co,  v,  Camden,  dc, 
By,  Co.,  vol.  6,  p.  137;  Hinohman  v.  Union  Depot  B,  Co,,  vol.  4,  p.  403; 
Haleey  v.  Bap.  Trans,  8t,  By,  Co,,  vol.  3,  p.  283;  New  York,  do^  M*  Oa, 
V,  Bridgeport  Traction  Co,,  voL  5,  p.  246. 

Application  for  injunction. 

Mr,  CouLt  and  Halsey  M.  Barrett,  for  oomplainanft. 

Alfred  Skinner  and  Mr.  Ten  Eyck,  for  defendant 

Emebt^  V.  C. :  The  complainant  is  a  traction  company  oper- 
ating street  railways,  organized  under  the  Traction  Act  of 
Mar^  14,  1893,  and  under  this  act  entered  upon  and  is  operat- 
ing the  street  railroad  of  the  Orange  &  Newark  Horse  Car  Kail- 
road  Company,  as  one  of  its  lines.  This  street  railroad  is  a 
double  track  road,  running  through  Main  street,  in  the  city  of 
Orange,  and,  at  the  time  of  the  entry  on  it  by  complainant,  was 
operated  by  horses,  but  is  now  equipped  and  operated  by  the 
electric  overhead  trolley  system.  The  rights  of  the  complainant 
to  the  occupation  of  the  portion  of  Main  street  now  in  questicHi, 
for  the  purposes  of  its  railroad,  were  first  conferred  on  the 
Newark  Pavssenger  Company,  a  predecessor  in  title  of  the  com- 
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alainaiLt,  b;  a  resolution  of  the  common  council  of  the  city  of 
Dran^  passed  August  25,  1890,  which  authorized  this  oom- 
yany  to  construct,  maintain,  and  operate  their  street  railway  for 
he  transportation  of  passengers  f  ixhq  the  point  on  Main  street 
vhere  their  line  then  ended,  westerly  to  the  city  boundary  line. 
\.  previous  resolution  of  the  common  council  of  August  8,  1890, 
rave  the  Newait  Paeseoger  Company  the  ri^t  to  use  the  over- 
lead  trolley  system  for  propelling  their  cars.  The  defendant 
8  also  a  traction  company,  organized  under  the  Traction  Act  of 
1893,  incorporated  November  8,  1897,  and  on.  or  about  this  date 
mtered  upon  the  street  railroad  of  the  South  Orange  &  Maple- 
vood  Street  Railway  Company.  This  latter  company  was  or- 
ganized as  a  street  railway  company  in  1894,  and,  by  its  origi- 
lal  articles,  its  road  was  to  be  ccmstmcted  entirely  within  the 
imits  of  the  village  of  South  Orange,  and  was  to  run  over  pri- 
'ate  property,  except  where  it  crossed  two  public  avenues.  The 
oad  was  Bubeequently  extended  beyond  the  village  of  South  Cr- 
inge, and  into  the  township  of  West  Orange,  and  into  the  dty 
if  Orange,  up  to  the  south  side  <^  Main  street,  where  eomplaiD- 
at'fl  railway  is  now  operated.  This  extension  is  alleged  by 
mni^ainant  to  have  heea  made  without  authc»dty  of  law.  The 
xtension  of  the  road  of  the  South  Orange  &  Maplewood  Street 
lailway  is  also  built  upon  private  lands,  except  where  it  crosses 
be  public  highways ;  and,  for  this  crossing  of  the  hi^ways  by 
he  road  as  extended,  the  munitapol  authorities  of  the  township 
ave  given  authority.  The  exteoaion  of  the  road  by  the  street 
ailway  company,  as  far  as  the  soath  side  of  Main  street  in 
>range  (according  to  the  bill),  was  completed,  and  the  road  in 
peration,  as  long  ago  as  the  7th  of  June,  1897 ;  and  on  this  date 
le  street  railway  company  applied  to  the  city  of  Orange  for 
ermission  to  cross  Main  street,  and  the  tnty  council  passed  an 
rdinance  on  August  9,  1897,  granting  this  authority.  On 
LUgost  30, 1897,  a  certiorari  was  granted  by  Mr.  Justice  Depub 
a  the  application  of  complainant,  r^noving  the  ordinance  to 
le  Supreme  Court;  and  by  consMtt  of  the  street  railwav  com- 
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pany,  which  was  a  i>arty  defendant  to  the  proceedings,  the  or- 
dinance was  afterwards  set  asida    One  of  the  reasons  assigned 
in  the  certiorari  proceeding  for  setting  aside  the  ordinance  was 
that  the  street  railway  company  had  no  authority  to  construct 
or  operate  a  street  railway  beyond  the  limits  of  South  Orange. 
After  this  ordinance  had  been  set  aside,  the  defendant,  the 
South  Orange  &  Maplewood  Traction  Company,  was  oi^anized 
under  the  Traction  Act  of  1893,  and  entered  upon  the  railroad 
of  the  South  Orange  &  Maplewood  Street  Railway  Company^ 
as  constructed  and  operated  by  the  latter  company.    At  the  time 
of  filing  the  certificate  of  entry  required  by  the  Traction  Act  of 
1893  (P.  L.  p.  306,  sees.  6,  6),  the  road  was  constructed  and  in 
operation  as  far  as  the  south  side  of  Main  street,  and  ever  since 
its  entry  thereon  has  been  operated  by  the  defendant  from  that 
point.    On  Kov.  8, 1897,  the  defendant,  under  the  Traction  Aet 
(sec  6),  filed  a  route  for  a  proposed  extension  of  its  road  from 
the  terminus  of  the  extension  of  the  road,  on  the  south  side  of 
Main  street,  and  across  Main  street,  whore  complainant's  tracks 
are  laid.    The  Traction  Act  (sec  6),  requires  the  consent  of  the 
municipal  authorities  to  the  location  of  the  route  of  an  exten- 
sion by  a  traction  company  before  the  construction  thereof;  and 
the  defendant^  on  its  application  to  the  conmion  council,  pro- 
cured an  ordinance  approved  on  December  21,  1897,  granting 
permission  to  construct,  maintain,  and  operate  a  double-track 
street  railway  across  Main  street.    This  ordinance  did  not  pro- 
vide for  the  location  of  the  tracks  and  poles  of  the  extension 
across  Main  street,  but  a  resolution  passed  January  3,  1898 
(three  days  before  the  filing  of  the  bill),  provides  for  these 
locations.     The  defendant's  railway  is  also  operated  by  the 
overhead  trolley  system,  and  it  now  proposes  to  construct  its 
system  across  the  complainant's  tracks,  and  claims  the  right  to 
do  so  under  this  ordinance.    Such  construction  cannot  be  made 
without  to  some  extent  interfering  with  the  complainant's  tracks 
during  construction,  and  the  continued  operation  of  both  roads 
at  the  point  of  crossing  in  the  method  provided  by  the  ordinance 
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will  requiTe  the  removal  of  the  present  rails  of  complainant, 
and  the  substitution,  at  the  crossing,  of  rails  especially  con- 
Btructed  for  crossings,  and  will  also  require  the  adoption  of  the 
overhead  wire  system  now  owned  and  used  by  complainant  in 
such  way  that,  at  the  place  of  croesing,  a  joint  use  for  a  short 
distance  either  of  some  portion  of  complainant's  wire  or  of  de- 
fendant's wire  is  necessary. 

The  complainant  has  given  no  consent  to  the  constmction  of 
the  crossing  by  defendant,  nor  has  any  offer  of  compensation 
for  damages  to  complainant  by  reason  of  the  construction  been 
made.  Complainant's  1»11  asks  an  injunction  upon  two  grounds: 
First,  that  the  defendant  has  no  right  to  make  its  extension 
across  the  street,  for  the  reason  that  the  railroad  of  the  street 
railroad  company,  upon  whose  road  defendant  entered,  was  not 
Lawfully  constructed  beyond  the  limits  of  South  Orange,  and 
defendant's  entry  thereon  under  the  traction  law,  outside  of 
that  township,  was  unauthorized;  secondly,  that  complainant's 
rights  in  its  track  and  trolley  system,  operated  in  the  public 
Btreets,  are  property  rights,  which  cannot  be  interfered  with 
against  ita  consent,  without  compensatioiL  A  preliminaiy  in- 
junction 18  now  applied  for. 


Seontd.  Hie  principal  ground  upon  which  the  right  to  a 
pr  Uminary  injunction  is  based  is  that  the  construction,  of  de- 
fendant's railroad  across  complainant's  tracks,  and  its  operation 
by  the  trolly  system,  will  necessarily  invade  complainant's 
property  rights,  aa  owner  of  the  track  and  trolly  system,  and 
int^ere  with  its  franchise  of  operating  its  road.  The  construo- 
liaa  of  the  crossing  as  proposed  will  undoubtedly  inteorfere  to 
lome  extent  with  the  operation  of  complainant's  road  during 
he  construction.  And  if  constructed  in  the  manner  disclosed 
yy  the  affidavits,  and  by  the  plans  produced  at  the  hearing,  it 
irill  also  permanently  change  the  present  actual  condition  of 
jomplflinant's  property  at  the  croesing  in  the  following  particu- 
mtb:  In  lieu  of  its  continuous  unbroken  rail,  a  rail  of  special 
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oosfitructioxi^  a  eroes  in  shape,  called  a  ''frog/'  is  laid  down,  the 
arms  of  which  are  laid  on  the  lines  of  the  reepectiye  roads,  and 
in  such  manner  that,  when  laid,  the  line  upon  each  road  is  con- 
tinuous, except  that,  at  the  angle  or  very  point  of  crossing,  a 
gfoove  or  opening  exists,  sufficiently  wide  to  admit  the  passage 
of  the  wheels  of  the  cars  which  are  to  cross  on  the  other  line. 
This  is  the  method  now  adopted  as  the  best  form  of  crossing 
for  cars  operated  by  trolley,  and  is  the  form  of  crossing  adopted 
by  steam  and  trolley  cars  in  crossing,  instead  of  leaving  the  line 
of  the  old  road  continuous,  and  breakiugtherailsof  thenewnoad. 
In  the  old  form  of  crossing  steam  railroads  by  horae  cars,  there 
was  no  break  ii  the  railroad  track ;  but  the  horse  car  wheels  were 
pulled  against  and  over  the  railroad  trades.    When  the  tracks 
are  actually  constructed  in  the  manner  now  proposed,  there  will 
be  no  interference  with  the  operation  of  complainant's  road; 
so  that,  so  far  as  the  tracks  are  concerned,  the  question  of  prop- 
erty rights  is  whether  such  change  of  the  rail  at  the  point  of 
crossing  can  be  made  without  consent  or  compensation.     The 
operation  of  the  trolley  wires  at  the  point  of  crossing  will  re- 
quire a  change  in  the  complainant's  system  of  more  perma- 
nency ;  for  when  these  are  constructed  in  the  manner  now  ooDh 
sidered  the  best,  and  according  to  the  plan  proposed  by  defend- 
ant, there  must  be,  at  the  ^lace  of  crossing,  a  use  for  a  short 
distance  by  one  road  of  a  trolley  or  feed  wire  supplied  with  elec- 
tricity by  the  other  road.     The  trolley  feed  wires  of  the  two 
crossing  systems  are  laid  in  the  same  plane;  and  inasmuch  aa 
the  electric  current  operating  each  line  must  be  continuous,  so 
far  as  possible,  and  in  the  direction  of  the  line,  the  tix>I- 
ley    or    feed    wire    of    one    of    the    companies    is    cut    at 
the  proposed   crossing   in   such   manner   as   to   interrupt    it 
for  the  whole  width  of  the  crossing  of  both  tracks  (about  30 
feet) ;  and  for  this  space  the  current  is  carried  between  the 
points  of  the  cut  wire  by  a  loop  wire  extending  upward,  and 
running  over  the  crossing.     The  wire  of  the  other  company  is 
not  cut,  but  its  current  is  continued  as  before.     This  leav€«  a 
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space  of  about  30  feet  at  the  orossiiig,  where  the  trolleiy  wheel 
oi  the  otiier  company  receives  no  cuneDt  from  its  own.  wire  or 
ajstem,  but  must  be  taken  fnmi  one  end  of  its  own  wire  (and  of 
the  loop),  to  the  other  end,  without  its  own  current;  and,  inas- 
much as  this  lofiB  of  current  for  bo  great  a  distance  would  be 
unsafe,  it  has  been  provided  against  b;  the  method  of  welding 
to  the  continuous  wire  of  the  company,  whose  line  is  uncut,  a 
cross  wire  extending  to  the  ends  of  the  other  company's  out  or 
loop  wire,  but  not  connected  electrically  with  these  ends;  this 
connection  being  prevented  by  the  insertion  o£  what  is  called 
a  "circuit  breaker."  This  cross  wire,  30  feet  in  length,  is  sup- 
plied with  a  current  from  the  wire  of  the  continuous  system. 
The  geneiBl  reenlt,  therefore,  is  that  this  cross  wire  between 
the  points  of  the  disconnected  line  ia  supplied  with  a  current  by 
one  company,  for  the  sole  use  of  the  other  oompany,  and  in 
order  that  it  may  now  have  a  practically  continuous  current 
over  the  actual  crossing,  which  ia  the  point  of  danger.  Devices 
by  switdies,  etc,  for  supplying  electric  currents  to  the  cross 
wire  from  either  system,  may  also  be  applied,  but  are  not  im- 
p<Nrtant  or  considered  for  the  present  purpose,  for  the  reason 
diat  the  defendant  is  undoubtedly  bound  to  construct  its  oroes- 
ing  with  as  little  interference  with  oomplainant'e  structures  as 
is  reasonably  practicable;  and  tliis  principle  would  give  c(»n- 
plainant  the  ri^t  or  option  to  have  its  own  continuous  wire  left 
intact.  This  could,  on  the  proposed  method,  be  accomplished, 
however,  tally  at  the  burden  of  expense  of  providing  on  the  cross 
wire  the  electric  current  for  the  oompany  whose  wires  are  cut; 
and,  in  disposing  of  the  case,  I  will  therefore  consider  the  ri^t 
to  compensation  on  this  basis  of  alteration.  Another  method  of 
crossing  is  practicable,  and  is  sometimes  used,  by  which  the 
wires  of  both  companies  are  cut  for  a  space  of  about  nine  inches 
at  the  crossing  of  each  set  of  tracks  (in  this  instance  making 
four  crossings),  and  a  concave  circular  plate  of  this  diameter  or 
other  device  is  inserted,  which  holds  all  the  wires,  and  over 
which  the  two  currents  are  also  passed  by  loope  of  wire  joinit^ 
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the  disconnected  ends,  and  thus  supplying  a  continuous  cuirfflit 
But  in  this  method  the  trolley  wheel  of  each  car  "jujnpe"  the 
nine-inch  space  covered  by  the  plate  without  a  current;  and, 
inasmuch  as  four  of  these  would  occur  at  the  crossing,  the 
method  above  referred  to,  of  supplying  a  continuous  current,  is 
now  considered  the  best  and  safest,  and  is  the  one  pro- 
posed to  be  adopted  by  defendant.  The  defendant,  in  its 
answer,  admits  its  liability  to  construct  the  crossing  at  its  own 
expense,  and  offers  to  supply  the  current  for  the  cross  wire  to 
be  used  by  complainant  if  its  wire  is  out  In  the  af&davits,  the 
president  of  the  defendant  states  that  the  defendant  is  prepared 
to  bear  all  the  cost  attendant  upon  or  incident  to  said  oroasing, 
either  in  its  construction  or  subsequent  maintenance. 

It  is  manifest,  therefore,  that  the  construction  of  Uie  crossing, 
as  proposed,  will  to  some  extent  change  the  nature  and  charac- 
ter of  the  complainant's  ownership  of  its  tracks  and  wires  laid 
and  erected  by  it  in  a  public  street,  and  will  create  hereafter, 
at  the  place  of  crossing,  joint  rights  or  interests  of  some  char- 
acter in  the  use  of  the  traclcs  and  wire  system  at  this  place.  The 
question  is  whether  this  can  be  done  against  complainant's  con- 
sent, without  compensaticm.  So  far  as  relates  to  the  mere  inter- 
ruption of  the  operation  of  complainant's  road  during  the  per^ 
iod  of  construction,  there  can  be  no  basis  for  compensation,  for 
complainant's  ri^t  to  the  use  of  the  street  must  be  subject  to 
the  right  of  the  public  to  cross  its  tracks  located  therein,  and  to 
the  ri^t  of  the  public  authorities  to  provide  for  crossing  the 
tracks  by  any  carriages  or  vehicles  which  have  the  right  to  use 
the  street  for  travel,  and  to  interrupt  complainant's  operation 
in  such  roasooable  manner  as  may  be  necessary  to  provide  for 
the  constructiOTL  of  the  crossing,  when  the  ri^t  to  cross  exists. 
National  Docks  &  N.  J.  J.  0.  By.  Go.  v.  Penneylvania  B.  Go., 
54  N.  J.  Eq.  142,  33  Atl.  860,  aflBrmed  March  Term,  1896. 

As  to  the  permanent  changes  in  complainant's  tnu^  and 
wires,  the  precise  question  now  involved  has  not  been  expressly 
adjudicated  in  our  courts,  nor  has  the  right  of  the  complainant 
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for  such  taking  or  use  of  ite  property  as  ia  purdy  and  neces- 
sarily incidental  to  the  orossiDg  of  its  tracks  by  street  cars, 
moved  either  by  horae  or  electric  power,  in  the  safest  and  most 
approved  metbod,  been  expressly  reco^ized.  And,  on  the 
other  band,  the  decisions  of  our  courts  thus  far  have  recr^ized 
the  rights  of  street  railway  companies  to  cn)B8  the  tracks  of 
steam  railroads  laid  in  the  public  street,  without  the  consent  of 
the  Utter,  and  without  cwnpensation.  In  Morris  &  E.  R,  Go. 
V.  Newark  Pass.  By.  Go.  (1892),  fi  Am.  ElecU.  Oaa.  229,  51 
N.  J.  Eq.  379,  29  Atl.  184-  Chancellor  McGru-  refused  to  en- 
join a  trolley  company  from  crossing  a  steam  railroad  laid 
where  the  latter  crossed  a  publio  hi^way,  and  from  erecting 
its  poles  and  wires  over  the  oomplainant's  road.  The  decision 
was  affirmed  by  the  Court  of  Errors  and  Appeals  for  the  reasons 
giTcai  by  the  chancellor.  Id.  (1894)  52  N.  J.  Eq.  340,  31  Atl. 
383.  Iti  West  Jersey  R.Go.v.Camden,Q.&  W.By.  Co.  (1893). 
5  Am.  ElectL  Caa.  137,  52  K.  J.  Eq.  31,  29  Atl.  423,  Chan- 
cellor Mc'^TLi.  likeiwise  refused  to  enjoin  a  trolley  company 
from  crossing  the  tracks  of  a  steam  railroad  company  laid  in 
a  publio  street.  In  both  of  these  cases,  the  decisions,  so  far  as 
they  were  made  on  the  merits  of  the  case,  involved  the  denial 
of  any  right  to  compensation  to  the  railroad  company,  unless  it 
be  considered  that,  being  applications  for  preliminary  injuno- 
ticaifl,  the  denials  of  such  injunctions  were  correct,  because  the 
right  to  compensation  was  doubtful,  and  therefore  could  not  be 
protected  by  preliminary  injunction.  FVom  the  report  of  the 
Morris  &  E.  R.  Co.  case  on  appeal,  in  29  Atl.  184,  and  31  Atl. 
383,  it  would  seem  that  this  was  the  ground  relied  on ;  but  in  the 
official  report  (52  N.  J.  Eq.  340,  31  Atl.  383),  all  the  reasons 
given  in  the  court  below  are  approved.  This  principle  of  refus- 
ing preliminary  injunction,  if  the  oomplainant's  right  be  doubt- 
ful, if  now  applied,  would  require,  I  think,  the  denial  of  the 
preliminary  injunction  in  the  present  case. 

The  recent  decision  of  the  Supreme  Court  in  a  late  case 
(Paterson,  N.  &  N.  Y.  B.  Co.  v.  City  of  Newark  [N.  J.  Sup., 
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Nov.,  1897]  38  Atl  689),  is  relied  on  by  oompkinaut'fl  couii- 
Bel  aa  eettling  the  legal  right  to  compensation  in  this  case,  bat  I 
do  not  80  read  the  decision.  In  that  case  a  public  street  was  laid 
out  over  a  railroad  operated  at  this  point  c«i  the  company's  own 
land,  for  which  land,  and  damages  for  the  use  of  it  as  a  street, 
the  railroad  ocmipany  was,  under  the  law  relating  to  the  opming 
of  streeto,  entitled  to  compensation.  The  question  was  whether 
the  expenaes  of  a  flagman  and  of  gates  at  the  new  croeeing  were 
proper  elements  of  damages  for  the  opening  of  the  street,  and 
it  was  held  that  ther^  were.  Hie  right  to  any  compensation 
whatever  in  the  oase  was  based  on  the  taking  of  land  belonging 
absolutely  to  the  oon^>any,  as  a  private  owner,  and  for  whidi  it 
had  paid ;  and  the  company  being  therefore  entitled,  by  the  ex- 
press pTOvisions  of  the  statute,  to  damages  for  the  taking  of  its 
land,  the  queetion  was  aa  to  the  elements  properly  included. 
This  case  is  no  authority  for  the  present  application  of  com- 
plainant, which  depends  upon  its  rights  to  compensation  for 
tracks  and  other  structures  erected,  not  on  ita  own  lands,  but  in 
a  public  street.  The  Coach  Oo.  case  (1880),  33  N.  J.  Eq.  267. 
is  also  relied  on  as  establishing  the  nature  of  the  complainant's 
ownership  of  its  tracks  and  wires,  and  inferentially  the  right  to 
compensatifm  for  any  interference  whatever  therewith-  But 
that  case  related  to  the  habituai  wrongful  use  of  the  railway 
company's  tracks  for  the  purpose  of  passage  along  the  same,  and 
did  not  toufdi  upon  or  settle  the  question  of  necessary  interfer- 
ence for  the  purpose  of  legitimate  public  travel  across  the  track. 
Nor  was  the  Ooach  Company  case  considered  in  the  later  decis- 
ions above  referred  to  aa  settling  the  rights  at  oroBsingB.  In 
these  decisions  (Morris  &  E.  R  Oow  and  West  Jersey,  G.  &  W. 
R  Co.  cases),  the  respective  right  of  the  electric  street  car  and 
steam  railroad  companies  at  crossings  in  the  public  streets  were 
fully  treated  on  the  merits  of  the  question ;  and  principles  were 
laid  down  which,  aa  it  seems  to  me,  when  read  in  connection 
with  our  previous  decisions,  govern  the  question  of  the  right  of 
complainant  to  oompenflation  for  croesing  its  tracks  laid  in  a 
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public  street.  And  in  view  of  the  fact  that  the  ri^t  to  oompen- 
sation,  if  it  eziate  in  this  case,  is  a  constitutional  ri^t  to  com- 
pensatioa  previoiis  to  taking,  which  can  be  fuUy  protected  and 
enforced  only  by  the  prevention  of  the  taking  of  complainant's 
property,  I  am  inclined  to  think  that  -where  the  complainant  is 
in  actvial  possession  and  constant  use  of  the  property  proposed 
to  be  taken  or  interfered  with  1^  the  defendant,  tinder  claim  of 
statutory  authority,  and  all  the  facts  relating  to  the  e-iistence 
of  the  right  of  the  defendant  to  thus  take  or  interfere  with  the 
property  in  complainant's  actual  possession  and  use  are  fully 
presented  on  application  for  preliminary  injunction,  leaving 
no  substantial  dispute  as  to  the  facts  which  should  be  settled  by 
a  final  hearing,  and  no  other  special  reason  appears  in  the  case 
for  delaying  the  decision  of  the  le^l  question  arising  on  the 
facts  until  final  hearing,  them  this  court  should  decide  the  legal 
question  of  the  right  to  c(»npensation  on  application  for  prelim- 
inary injunction.  Such  cases  would  seem  to  oome  within  the 
class  referred  to  in  Hori  v.  Leonard  (Err.  &  App. ;  1886), 42  N. 
J.  Eq.  415,  419,  7  Atl.  865,  as  cases  where  one  attwnpts  to  ap- 
propriate the  land  of  another,  under  color  of  statutory  author- 
ity, without  complying  with  the  legal  conditions  precedent.  In 
the  cases  there  cited  as  belonging  to  this  class,  the  right  to  ccon- 
pensation  was  affirmed  and  protected  by  prelinunary  injuno- 
tion.  See,  also,  Township  of  Franklin  v.  Nviley  Water  Co., 
53  N.  J.  Eq.  601,  32  Atl.  381,  and  cases  cited  on  page  606,  54 
N.  J.  Eq.,  and  page  383,  32  AtL,  as  to  the  use  of  preliminary 
injunctions  for  the  protection  of  constitutional  or  statutory 
rights  requiring  previous  consent  of  aomplainauts  previous  to 
interference  with  their  property  or  right  of  oontroL  l^iese 
cases  as  to  the  decision  upon  preliminary  injunction  differ  from 
the  cases  where  the  complainant  is  not  in  the  actual  possession 
and  use  of  the  property  proposed  to  be  taken,  and  where  com- 
plainant's own  right  to  the  legal  possession,  free  of  defendant's 
ri^t  to  take  without  compensation,  was  the  doubtful  right  as- 
serted.    Su(^  cases  of  doubtful  right  in  complainant  not  in 
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actual  possession  were  Hinchman  v.  Railroad  Co.  (Chanoellor 
Green,  1864),  4  Am.  ElectL  Cas.  463,  17  N.  J.  Eq.  75,  and 
Halsey  v.  Railway  Co.  (Vice  Chancellor  Van  Fleet,  1890),  3 
Am.  Electl.  Cae.  283,  47  N.  J.  Eq.  380,  20  Atl.  859.  And, 
although  in  both  of  these  cases  protection  of  complainant's 
doubtful  right  by  preliminary  injunction  was  denied,  yet  it 
should  be  noticed  that  complainant's  right  to  compensation  was 
in  both  cases  fully  examined,  on  its  merits,  and  decided  ad- 
versely to  complainants,  and  both  cases  have  been  since  accepted 
as  settling  the  important  questions  of  right  involved,  viz. :  that 
additional  burdens  in  the  public  easement  on  streets  are  not 
created  by  the  use  of  street  oars  operated  by  horse  power  or  trol- 
ley. 

In  the  present  case  all  the  facts  relating  to  the  manner  of 
crossing,  upon  which  the  right  to  compensation  must  depend, 
are  as  fully  presented  as  they  would  be  on  final  hearing.  The 
property  of  complainant  in  constant  use  by  it  is  proposed  to  be 
actually  interfered  with,  and  there  would  seem  to  be  no  sufficieiit 
reason  why  the  question  of  the  right  to  compensation  should 
not  be  now  considered,  and  that  right  be  protected,  if  it  be  held 
to  exist.  Considering  the  question,  therefore,  upon  its  merits, 
I  shall  apply  the  principles  relating  to  it,  which  seem  to  me  to 
be  settled  by  our  decisions  above  referred  to,  especially  in  the 
Hinchman  case,  the  Halsey  case,  the  Morris  &  E.  B.  cas^  and 
the  West  Jersey,  Q.  &  W.  R.  Co.  case,  supra.  These  cases  settle 
that  electric  street  railways,  operated  by  the  overhead  trolley 
system  with  its  poles  and  wires,  are  not  additional  burdens 
upon  the  soil  of  the  highway,  and  that  these  structures  may  be 
placed  in  the  public  streets  without  compensation  to  the  owner 
of  the  soil,  subject  to  the  public  easement  of  passage  and  other 
ordinary  uses  of  a  highway.  They  also  settle  that  a  steam  rail- 
road lawfully  constructed  across  a  public  street  cannot  exclude 
the  public  from  the  right  to  use  the  highway  at  the  point  of 
crossing,  or  from  crossing  their  tracks  by  street  cars  operated  bv 
either  horses  or  trolley,  except  to  the  extent  that  interferenoe 
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may  be  necessary  to  permit  the  lawful  operation  of  the  steam 
railroad  at  the  point  of  oroesing.  These  principles,  as  it  seema 
to  me,  control  the  ri^t  of  trolley  oompaniee  (whose  tracks  aro 
laid  longitudinally  in  the  public  street)  to  prevent  the  croaaing 
of  their  tracks.  They  can  only  prevent  this  crossing  so  far  as 
the  croeeing  interferes  with  or  prevents  the  (^oration  of  their 
road  or  the  exercise  of  their  franchises.  Their  tracks  occupy 
the  streets  longitudinally,  without  compensation,  to  the  abutting 
owner,  only  upon,  the  theory  that  they  provide  a  method  of  pas- 
sage over  the  street  which  does  not  interfere  with  the  ordinary 
uae  of  the  streets  for  public  travel,  and  that  their  construction 
or  operation  in  their  ordinary  mode  does  not  exclude  or  prevent 
reasonable  crossing  of  its  tracks  by  the  public  And  the  right 
of  the  legislature,  or  of  a  municipality,  under  its  authority,  to 
provide  for  arossing  of  tracks  already  laid  down  by  other  tracks 
operated  in  the  same  manner,  seems  to  reet  upon  the  same  founr 
datioD  as  the  original  right  of  the  complainant  to  construct  its 
own  tracte  in  the  public  streets,  and  operate  by  oveihead  trol- 
ley, without  oompenfiation.  The  right  of  one  street  railway  to 
oroBS  another  street  railway  already  constructed  is  the  same 
le^timate  use  of  the  highway  as  the  construction  and  operation 
of  the  original  road ;  and  the  original  right  to  construct  and  op- 
erate a  road  in  the  public  streets  is  necessarily  subject  to  all 
legitimate  purposes  of  crossing.  This  would  include  the  meth- 
ods of  crossing  made  neceesary  by  the  development  of  Intimate 
methods  of  using  the  streets  fcff  travel.  Nor  does  the  fact  that 
the  croeeing,  as  at  preeeet  proposed,  necessitates  Bome  actual 
interference  with  the  tracks  and  wires  as  constructed,  and  to 
some  extent  changes  thereafter  the  exclusive  use  by  oomplain- 
ant  at  the  crossing,  fteveat  the  crossing  by  a  similar  railway 
oompany,  without  ocanpensation,  if  made  under  the  proper  legis- 
lative authority ;  for  these  changes  are  the  neceeaaiy  result  «f 
the  development  of  the  method  of  operating  electric  roads  at 
their  points  of  crossing  and  are  such  as  are  made  necessary,  as 
the  best  and  safest  methods  nmr  attainable  for  the  safety  and 
vol-  Til — 26. 
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oonvenieiDoe  of  the  public  in  the  operatioxi:  of  both  roads  at  the 
poiiiit  of  oroBsing.  They  are  therefore  changes  and  burdens  in 
the  use  of  its  tracks  and  trolley  system  to  which  the  original 
right  to  lay  and  oonstruct  them  was  necessarily  subject,  and,  in 
a  legal  point  of  view,  are  different  only  in  degree,  and  not  in 
character,  from  the  changes  in  the  property  and  control  of  its 
tracks  made  in  the  ordinary  horse  car  crossing.  By  reason  of 
the  operation  of  both  railroads  by  electricity  supplied  by  over- 
head wires,  the  actual  joint  use  at  the  point  of  crossing,  which 
was,  with  the  horse  railways,  confined  to  a  short  space  on  the 
tracks  and  surface  of  the  ground,  is  now  extended  to  a  more 
complicated  system  of  tracks  on  the  surface,  and  also  of  wires 
overhead.  But  it  is  still  in  the  whole  extent  of  the  crossing  ap- 
pliances, and  in  every  part  thereof,  merely  a  crossing  in  the 
safest  and  best  manner  by  two  street  railroad  companies,  each 
of  which  has  the  right  to  use  electricity  at  the  place  of  crossing, 
with  the  proper  tracks  and  wire  system  for  that  purpose.  The 
use  of  the  whole  system,  although  a  complicated  use,  is  still,  in 
its  essential  nature,  only  a  joint  use  of  the  public  highway  at  the 
point  of  crossing  for  the  sole  purpose  of  crossing;  and  inasmuch 
as  the  complainant's  tracks  and  wires  were  originally  laid  and 
constructed  subject  to  the  right  of  the  proper  authorities  to  dis- 
turb them  for  the  purpose  of  legitimate  public  travel  in  the  pub* 
lie  street  across  their  tracks,  and  the  changes  and  disturbances 
are  necessarily  incident  to  such  crossing,  these  are  not  in  my 
judgment  the  subject  of  comi)ensation.  If  the  complain'ant  is 
to  be  compensated  for  the  changes  in  its  property  to  which  it  is 
subjected,  solely  by  the  necessity  of  providing  for  legitimate 
public  travel  across  its  tracks,  and  can  prevent  such  travel  on  the 
streets  from  crossing  its  tracks  until  compensation  for  the 
changes  in  its  property  and  damages  (whatever  they  may  be) 
arising  solely  from  the  necessary  provision  for  sudi  travel,  then 
a  situation  arises  in  which  it  may,  perhaps,  be  necessary  to  con- 
sider  whether  the  structures  which  complainant  has  erected  in 
the  street  have  not  now  become  such  as  interfere  with  and  ol>- 
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struct  public  travel  at  the  point  of  croseing,  and  for  such  es- 
cluaive  benefit  of  the  cmnplainaiit  that  they  go  beyond  its  right 
of  occupation  of  tlie  street,  and  whether  tiie  company,  on  its 
part,  has  not  become  subjeot  to  claima  for  compensation  based 
<m  the  imposition  of  an  additional  bordm  on  highways  at  the 
point  of  crossing  for  its  exclusive  use.  The  only  basis  for  the 
existence  or  continuance  of  complainant's  stnictures  in  the 
street,  without  compensation,  is  that  they  do  not  subetantially 
interfere  with  the  ordinary  and  proper  use  of  the  highway  for 
public  travel;  and,  so  long  as  the  struotures  it  erects  are  kept 
within  its  limit,  no  right  to  compensation  would  arise;  but,  if 
the  structuree  it  now  erects  do  interfere  wilii  legitimate  public 
travel  across  its  tracks,  by  methods  of  travel  whidi  axe  Inti- 
mate on  the  other  portion  of  the  public  street,  them,  as  it  seems 
to  me,  the  complainant  has  erected  and  is  operating  a  system 
■which  is  no  longer  a  mere  instrument  for  public  travel  over  the 
highway  subject  to  the  nght  of  the  public  to  cross  it  in  any 
legitimate  manner,  but  has  by  its  structuree  interfered  with  and 
obstructed  a  certain  portion  of  the  legitimate  travel  across  its 
trac^  And  if  these  structures  of  ccnnplainant  cannot  be  safely 
or  reasonably  crossed  by  such  legitimate  travel,  without  oom- 
pensation,  then  the  operation  of  them  goee  beyond  the  original 
limitation  of  complainant's  right  to  occupy  the  streets  for  travel 
in  common  with  the  public;  and,  as  to  the  legitimate  travel  in 
crossii^,  complainant's  structures  are  not  entitled  to  be  pro- 
tected by  injunction  for  the  purpose  of  securing  compensation. 
I  reacb  the  conclusion,  therefore,  on  the  merits  of  the  ques- 
tion, tbat  the  complainant  is  not  entitled  to  ccnupensation  for 
damages  to  its  property  by  the  pTopee  construction  of  this  cross- 
ing; and  as  the  crossing,  when  properly  erected,  will  not  inter- 
fere with  the  exercise  of  its  franchises,  the  application  for  pre- 
liminary injunction  on  this  ground  of  right  to  compensation 
is  refused,  l^iis  oontdusion  agr^s  with  the  principles  settled 
t^  the  decisions  of  the  courts  of  other  States,  in  cases  involving 
the  rights  oi  crossing  in  public  streets,  so  far  as  I  have  been  re- 
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ferred  to  them.  These  are  easee  of  street  car  tracks  crossing 
steam  railroads,  and  deny  this  right  to  comp^ieatioo.  Brooklyn 
Cent.  &  8.  R.  Co.  v.  Brooklyn  City  R.  Co.  (1861),  33  Barb. 
420;  Chicago.  B.  &  C.  R.  Co.  v.  West  Chicago  St.  R.  Co.  (IlL 
Sup. ;  1895),  40  N.  E.  1009 ;  Philadelphia,  W.  <£  B.  R.  Co.  v. 
Wilmington  City  By.  Co.  (Del.  Oi. ;  1897),  38  AtL  1067; 
Pennsylvania  R.  Co.  v.  Oreensburg,  J.  &  P.  St.  Ry.  Co.  (Pa. 
Sup.;  1896),  35  Atl.  122;  New  York,  N.  H.  <&  H.  R.  Co.  v. 
Bridgeport  Traction  Co.  (ConjL,  1895),  5  Am.  ElectL  Cas.  246, 
32  Aa  953. 

It  was  suggested  in  the  brief  of  oomplainant's  counsel  that  & 
oourt  of  equity  has  jurisdiction  to  control  the  construction  of 
this  crossing  if  the  parties  cannot  agree.  Such  jurisdiction  can, 
undoubtedly,  be  exercised ;  and,  where  the  right  to  construct  a 
crossing  exists,  a  oourt  of  equity  will,  if  necessary,  and  on  ap- 
plication of  either  party,  interfere  to  ctaitrol  the  construction. 
This  was  the  course  taken  in  this  court  wheire  the  ri^t  to  ood- 
Btruct  a  crossing  arose  after  condemnation  jwtKeedings,  and  the 
jurisdiction  for  the  purpose  of  finally  deciding  upon  the  charac- 
ter of  the  cPQsaing  was  affirmed  by  the  Court  of  Errors  and  Ap- 
peals. National  Docks  &  N.  J.  J.  C.  Ry.  Co.  v.  Pennsylvania 
R.  Co.  (Vice  Chancdlor  Rbzd,  1896),  54  N.  J.  Eq.  142,  33 
AtL  860,  affirmed  March  Term,  1896.  And  such  equitable  jui^ 
isdiotiim  relating  to  the  joint  use  of  the  public  hi^way  would 
probably  extend  to  the  settlement  of  all  questions  relating  to  tlie 
construction,  operation,  and  mainteoiance  of  the  crossing  in  case 
the  parties  did  not  agree.  But  the  bill  in  the  present  case  ia  not 
based  on  the  right  to  equitable  interfermos  for  the  purpose  of 
constructing  the  croesing  properly,  either  aa  to  time  or  man- 
ner, but  to  prevent  its  construction  at  all,  in  any  mannar,  with- 
out compensation.  Nor  has  the  ai;gumeQt  on  this  application 
been  addressed  to  the  question  of  controlling  the  joint  use,  and  I 
am  not  satisfied  that  an  interference  by  this  court  is  yet  neces- 
sary for  this  purpose.  The  defendant,  of  course,  has  no  ririit 
arbitrarily  to  select  its  own  time  or  manner  of  erecting  the 
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croesing,  bat,  as  it  now  Btrikes  me^  is  bound,  if  no  agre^uent  is 
made,  to  give  due  notice,  both  of  tlie  time  and  manner  in  wbidi 
the  croesing  is  proposed  to  be  niad&  This  was  the  oouxse  pur^ 
sued  in  the  National  Dooks  case.  Hie  rights  and  obligations 
arising  wpaa  the  notice  are  matters  which  are  not  now  before 
the  ooort.    Tlie  present  apj^cation  is  denied. 

Nom— 8m  not*  2  «t  md  of  P«rt  IL 


BlBMIHQHAK  TbaOTIOIT   ComFANT  T.   SoUTBEBfT   BsLL  TsUC- 
PHOKB  &  TlXBOBAfH  CoUPAlrr. 

Alabamii  Bupreme  CoMrt,  Oct.  29,  1808. 

Zriebfebxhos  or  ilbotsicai.  dbu. 

Whila  prior  oeeapmncj  ot  ».  atreet  bf  ■  Mepbone  CMDpanj  maj  not  oonfer 
pTivil<g«a  ■nperior  to  tlkat  of  an  elactrie  railwftj  companj  •ubsequently 
enteTiDg  the  street,  it  in»j  certain];  be  considered  in  denial  of  the  rail' 
way  company's  rights  to  usurp  the  street  and  exclude  the  telephone  mm' 
paDj. 

While  inddental  damages  will  not  warrant  the  enjoining,  at  suit  of  a  tele- 
phone company,  of  an  electric  railway  c<»npany  from  operating  its 
road,  injunction  is  warranted  by  such  actual  present  injury  by  the  rail- 
way company,  as  so  placing  its  wires  as  to  short  circuit  and  ground  the 
wire*  of  the  telephone  company  and  prsrent  their  use. 

Cue  of  this  series  cited  in  opinion,  Cumberland  Teltph.  A  TA.  Co.  «. 
Pmted  £(«&  Ay.  Co.,  toI.  4,  p.  296. 

Appeal  by  defendant  below  from  decree  ovemiling  dwnmrer 
and  denying  motion  to  dismiss  bill  and  dissolve  injunction. 

Appeal  from  Chancery  Court,  Jefferson  County. 

The  facta  alleged  in  the  bill,  so  far  as  is  neccasaiy  to  set  tham 
out  for  a  proper  understanding  of  the  ease,  are,  that  the  appel- 
lee^  complainant  below,  ia  a  duly  organized  and  incorporated 
company,  with  fnll  authority,  under  its  charter,  to  own,  build. 
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and  constmct  linefl  of  wire  and  poles  for  telephonic  and  tele- 
graphic purpoees,  and  that  it  now  owna  and  is  operating^  and 
has,  for  a  long  time, — for  ten  years  or  more, — owned  and  oper^ 
ated  with  full  power  and  anthority  to  do  so,  in  and  around  the 
city  of  Birmingham,  Ala.,  along  streets  and  avenues  in  said  city 
which  are  specifically  named,  a  Hystam  of  telephone  service, 
whidi  required  polee  and  wires  for  its  operation. 

It  also  avers,  th&t  the  defendant,  the  Binnin^iain  Traction 
Ccanpany,  the  appellant  in  this  coort,  a  corporation  organized 
under  the  laws  of  Alabama,  is  operating  a  street  railroad  along 
tlie  streets  and  avenuee  along  which  the  complainant  is  operat- 
ing its  telephone  lines,  which  street  railroad  is  run  by  steam 
power;  that  it  has  been  iniormed,  and  upon  information  and  be- 
lief states,  that  the  defendant  proposes  to  convert  its  street  rail- 
road into  a  road  on  which  its  cars  will  be  propelled  and  operated 
by  electric,  instead  of  by  steam  power,  by  which  the  same  is 
now  being  operated ;  that  defendant  will  be  compelled,  in  the 
operation  of  a  street  railroad  propelled  by  electric  power,  to 
erect  and  construct  polee  and  wires  all  along  said  streets  and 
avenuee,  along  which  complainant's  telephone  lines  are  being 
operated,  and  that  defendant  has  a  large  force  of  men  engaged 
in  erecting  such  poles,  wires,  etc ;  that  the  poles  upon  which  de- 
feoidant  proposes  to  stretch  its  wires,  are  placed  in  such  a  maur 
ner  as  that  the  stringing  and  stretching  of  the  wires  upon  said 
poles,  will  greatly  injure  and  damage  complainant  in  the  exer- 
cise and  enjoyment  of  its  franchise;  that  the  complainant  has 
already  been  injured  and  damaged  by  defendant's  wires,  which 
have  been  constructed  on  parts  of  said  streets  and  avenues,  and 
that  the  stretching  of  said  wires  along  said  streets  and  avenues 
upon  the  polee  of  defendant,  as  t3xej  are  now  placed,  wiU  irre- 
parably injure  and  damnge  complainant  by  crossing  and  short- 
circuiting  or  grounding  complainant's  wires,  so  that  it  cannot 
carry  c«i  its  business ;  that  such  short  circuits  or  grounded  wires 
wiU  greatly  interfere  with  and  damage  its  teleji^onie  subscribers 
whose  connections  are  on  such  streets  and  avenues. 
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It  is  further  alleged,  that  d^endant  is  puttii^  up  its  said 
poles  and  wires  in  a  maimer  oontrary  to  law  and  public  policy, 
to  oomplaiuanits'  great  damage  as  aforesaid,  ia  this,  that  defend- 
ant is  placiiig  its  wires  at  such  height  that  they  sometimee  urn 
orer  and  sometimes  are  under  complainant's  wires,  and  in  pass- 
ing or  crossing  oomplainant's  wires,  they  touch  and  rub  up 
against  them  and  therein  interrupt  and  out  off  the  electric  our- 
reoit,  so  that  messages  cannot  be  sent  over  complainant's  wires ; 
that  complainant  called  on  the  general  manager  of  defendant, 
and  called  his  attention  to  the  fact  that  defendant's  said  poles 
and  wires  were  so  oonstructed,  that  thef  short-circuited  and 
grounded  complainant's  telej^one  wires,  so  that  it  cannot  carry 
on  its  busioess,  and  requested  him  to  correct  the  wrong;  and 
said  manager,  in  yerj  coarse  and  em^iatic  language,  said  that 
defendant  would  not  correct  it,  and  if  complainant  did  not  do 
it  itself,  defendant  would  tear  up  complaina^'a  wires  and 
poles. 

Complainant  further  alleges  tJiat  it  is  the  dvtj  of  the  last 
party  putting  up  electrio  wires  along,  by  or  across  ot^r  electric 
wires,  to  bo  place  its  wiree  as  not  to  injure  the  said  wires  which 
are  already  up;  that  there  is  an  ordinaiuse  of  the  cit^  of  Bir- 
min^am,  which  the  defendant  has  been  and  is  now  riolating 
to  complaintmt's  irreparable  injury,  whic^  is  as  follows :  "When- 
erer  it  is  neoeeaaiy  for  any  electrio  li^t,  power  or  trollejr  wiree 
to  be  run  under  tel^raj^  fire  alarm  or  telephcme  wire,  permis- 
sion shall  be  granted  to  do  so,  but  the  company  running  sudi 
wire  or  wires  shall  pay  the  ezpeust  of  raising  the  other  wires,  if 
already  unlawfully  constructed,  so  that  said  wires  shall  not  be 
less  than  five  feet  above  said  electric  light,  power  or  trolley 
wire,  to  make  th^n  entirely  safe ;  and  whenever  any  telegraph, 
fire  alarm  or  telef^one  company  wishes  to  stretch  wires  above 
any  electrio  light,  povrar  or  trolley  wire,  they  must  cross  not  lees 
than  five  feet  above  said  vrires.  The  guard  wire  above  each  trol- 
ley wire  must  consist  of  two  wires  not  less  than  No.  10  gauge, 
and  be  tightly  strung  not  less  than  two  feet  above  said  trol- 
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ley  vim,  and  twelve  indieB  oa  eadi  side ;  but  when  gtmng  on 
polee,  center  street  construction,  (me  guard  wire  ahall  sofficei 
The  cost  of  audi  guard  irons  or  diange  c^  poles  shall  be  borne 
b;  the  person  or  companj  making  tiie  last  constructioiL" 

It  is  also  averred  upon  complainant's  information  and  be- 
lief, tliat  defendant  has  no  power  or  authority  under  its  tdiarter 
to  build,  own,  and  operate  street  railroads  in  the  city  of  Bir- 
miiigliam,  propelled  by  dectricity. 

The  prayer  of  the  bill  was  Uiat  an  injunction  be  issued  "re- 
Btraicing  and  enjoining  iixe  d^endant,  its  officers  and  agents, 
from  BO  constructing  its  line  of  poles  and  wires  on  and  along 
eaitl  streets  and  avenues  as  set  out  in  the  body  of  this  bill  of 
coinplaint,  as  to  interfere  witli,  hurt,  harm  or  injure  oomplaio- 
ani's  said  telephone  property,  service  wires  and  poles." 

Upon  the  filing  of  the  bill,  there  was  issued  a  tetnporaiy  in- 
junction. The  defendant  moved  to  dismiss  the  bill  for  the  want 
of  equity,  and  also  demurred  to  the  bill  upon  the  following 
grounds:  (1)  It  is  not  shown  in  and  1^  said  bill  how  complain- 
ant will  suffer  any  imerparable  damage.  (2)  It  is  not  shown  in 
and  hy  said  biU  that  the  damage  which  complainant  will  suffer 
by  the  erectimi  of  said  poles  and  wires  is  other  or  more  than  the 
incidental  damage  arising  from  the  (iteration  in  the  same 
streets  and  avennee  <^  two  electric  systeims.  (S)  It  appears 
from  the  all^ations  of  said  bill  that  complainant  has  a  full, 
adequate  and  ccnnplete  remedy  at  law  for  the  redress  of  the 
grievaDces  alleged.  (4)  It  is  not  shown  in  and  by  said  Wll 
why  complainant  cannot  raise  its  said  wires  and  put  in  the  nec- 
essary guard  wires  as  required  by  the  ordinance  of  the  said  city 
of  Birmingham,  set  forth  in  said  bill,  and  thus  avoid  the  dam* 
a^e  and  inconvenience  complained  of.  (6)  It  is  not  allied  in 
the  said  bill  that  this  respondent  is  insolvent,  w  not  fully  able 
to  respond  in  damages  to  any  judgment  complainant  may  re- 
cover against  it,  or  has  ever  refused  to  pay  for  raising  said 
wires.  (6)  It  appears  from  the  said  bill  that  this  respondent  is 
building     and     equipping     an     electric     street     car     systani 
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along  the  Bbeeta  and  avenues  mentioned,  without  ob- 
jection on  the  part  of  the  municipal  or  other  authorities,  and 
oomphiinaot  cannot  qnestion  the  authority  of  respondent  to 
thuB  build  and  equip  its  said  line  in  this  proceeding.  The  de- 
fendant also  moved  to  disBolve  the  injunction  for  the  want  of 
equity  in  the  bilL  On  the  submiBaion  of  the  cause  on  the  mo- 
tions and  demurrers  of  the  defendant,  the  chancellor  rendered  a 
decree  overruling  the  motion  of  the  defendant  to  dismiss  the 
ball  and  the  demurrer  to  the  bill,  and  also  evermled  the  moii(Hi 
of  the  defendant  to  dissolve  the  injunction.  From  this  decree 
the  defendant  appeals,  and  assigns  the  rendition  thereof  aa 
error. 

Alex  T,  London  and  John  London,  for  appellant. 

W»Iker,  Porter  &  Walker,  for  appellee 

Harat^oh,  J. :  We  do  not  understand  it  to  be  insisted  in  this 
caa^  that  the  telephone  company  has  the  exclusive  right  to  the 
strei^ti  and  avenuee  of  the  city  of  Birmingham,  for  the  purpose 
of  tolerating  its  telephone  system.  No  oompanj,  nndw  i»di- 
naiy  eircnunBtances,  can  assert  and  maintain  a  right  to  the  exclu- 
sive enjoyment  of  a  public  street.  Such  a  monopoly  the  law 
doee  not  favor.  Counsel  for  appellee  in  their  written  brief  say 
thai  "it  does  not  seek  to  enjoin  appellant  from  constructing  its 
electrio  street  railway,  but  simply  asks  that  appellant  be  re- 
strained from  so  constructing  its  lines  of  poles  and  wires  on 
and  «l(»ig  said  streets  and  avenues,  as  to  interfere  with,  hart, 
hann  and  injure  appellee's  property,  service  wires  and  poles." 
Nor,  again,  do  we  understand  the  contention  of  appdlee  to  be 
that  a  telephone  company  can  maintain  a  bill  for  an  injunction 
against  the  operation  of  an  electrio  railway,  to  prevent  damagw 
incidentally  sustained  by  the  escape  of  electricity  from  its  rails 
and  wires.  It  is  probably  true,  that  two  electrio  systems  of  the 
hind  could  not  be  oonatmct«d  in  and  operated  aloi^  the  same 
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street, — unless  it  was  of  nnoommoik  widthi, — without  iudiolaiig 
s<Hne  incidental  injury  or  damage,  the  one  to  the  other.  In  the 
present  state  of  electrical  science,  one  would  not  be  authorized 
to  be  very  definite  or  em^^tio  in  his  conclusions  touching  such 
matters.  However  that  maj  be,  it  may  be  safely  stated,  aa  ap- 
plicable to  all  conditionfl,  that  no  one  publie  corporation  of  the 
kind  should  be  given  e  mcmopoly  to  the  exclusion  of  others  in  the 
use  of  the  streets  of  a  city.  Ordinarily,  such  privileges  should 
be  granted,  equal  with  and  not  superior  to  other  like  enterprises 
established  for  the  use  of  the  pnUic  The  State  licenses  soich 
enterprises,  not  simply  that  the  owner  of  them  may  earn  profits 
by  establishing  and  operating  them,  but  that  the  general  public 
as  well  may  enjoy  the  benefits  of  their  existence;  and  when  two 
are  authorized  by  law  to  use  the  same  atrert  or  avenue,  it  shoold 
be  with  the  express  or  implied  condition,  that  each  shall  respect 
the  rights  and  interests  of  the  other,  and  ocoasion  no  unneces- 
sary harm  the  caie  to  the  other.  The  matter  of  the  regulation  of 
such  public  corporations  is  ofloally  ctsnmitted  to  the  muni<npal- 
ities  where  they  are  established,  and  in  the  case  before  us,  it  is 
certainly  true,  that  the  regulation  of  the  two  oorporaticms  per^ 
tains  to  the  municipal  government  of  the  city  of  Birmin^uon. 
The  matter  of  dispute  between  tham,  as  disclosed  by  the  bill, 
demurrers  thereto  and  motion  for  its  dismissal,  and  the  argu- 
ment of  counsel  here  for  appellee,  seem  to  suggest  some  superior 
rights  in  the  appellant  company  over  the  rights  of  the  ai^llee 
company,  in  the  use  of  the  streets  and  avenues  of  the  city  of 
Birmingham,  along  whidi  the  appellee  has  been  for  so  long  a 
time  operating  its  telejAione  system,  by  the  authority,  it  is  to  be 
presumed,  of  said  ci^.  There  is  no  suggestion  in  the  bill, 
however,  that  this  authority  to  the  appellee  is  exclusive.  The 
bill  does  allege  an  ordinance^  set  out  in  the  statememt  of 
facts,  which  seems  to  have  been  adopted  for  the  purpose  of  pre- 
venting just  such  contentions  and  difBcultiee  as  those  presented 
in  this  case,  which  ordinance,  it  is  alleged,  the  defendant  has 
been  and  is  now  violating,  to  the  injury  of  oranplainant.    If  this 
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e  tme,  as  it  must  be  (»i  the  trial  of  Uiis  cose,  on  the  facts  alone 
lleged  in  the  bill, — and  if  it  is  also  true,  as  alleged,  that  com- 
lainant,  before  filing  thia  bill,  went  to  Boe  tho  general  manager 
f  defendant,  and  called  bia  attention  to  the  fact  that  hia  com- 
tanj  waa  oonetructing  its  polee  and  wires  in  a  way,  ae  aet  out 
a  the  bill,  to  prevent  complainant  from  carrying  on  its  busi* 
less,  and  that  said  manager  in  emj^tic  language  replied  that 
lefendant  would  not  correct  the  abuses  complained  of,  and  noti- 
ied  complainant  ihat  if  it  did  not  itaelf  correct  theee  troubles, 
lafendant  would  tear  up  oomplatnant's  wires  and  poles, — ^there 
irises  what  appears  to  be  an  unwarranted  usurpation  of  right 
ind  power  by  defendant,  denying  to  ccsnplainant  anything  like 
m  equal  privilege  to  the  enjoyment  of  said  streets  with  the  de- 
lendant.  The  complainant  had  for  about  ten  years,  been  oper- 
iting  its  telephone  system,  under  full  authority  to  do  so,  as  is 
dleged,  and  was  the  first  comer  to  occupy  the  streets.  While 
iQch  prior  occupan<^,  we  deem  it  unnecessary  to  decide  con- 
ferred superior  privil^ee,  it  may  certainly  be  oonsldered  in 
lenial  of  defendant's  alleged  usurpation  of  superior  rights  in 
laid  streets  and  avenues. 

For  the  purposee  of  the  case,  if  conceded  that  defendant,  in 
:^>erating  its  electric  railroad,  had  a  right  to  use  the  streets  of 
laid  city,  equal,  in  all  respects,  to  the  right  of  complainant  to 
lie  enjoyment  of  the  same  for  the  purpose  of  its  telephone  sys< 
em,  which  is  as  much  as  defendant  may  claim,  the  concession 
rould  place  the  two  companies  towards  each  other  in  the  legal 
ittitude  of  using,  each  in  a  sense,  its  own  property,  calling  for 
he  application  of  the  old  and  just  and  universally  aocepted 
■ule,  that  every  person  is  bound  to  the  exercise  of  reasonable 
tare  in  the  use  of  bis  own  property,  and  for  any  default  in  that 
Mirticular,  ho  is  liable  to  the  peraon  injured  in  an  action  of 
lamagcti  resulting  from  his  own  negligence,  or  to  state  the  same 
■nle  somewhat  differently,  it  is  nowhere  denied,  that  "if  one  do 
I  lawful  act  upon  his  own  premises,  he  cannot  be  held  reepoosi- 
>le  ior  injoriouB  oonsequences  that  may  result  frcnn  it,  unless 
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it  was  BO  done  as  to  conatitute  actionable  tiegligence;"  a 
whatever  atmoyanoe  or  injury  may  result  to  one  persou  fn 
the  netful  and  lawful  use  of  hia  property, — ^which  implies 
want  of  care  ftw  the  rights  and  interests  of  others, — it  is  da 
num  absque  injtiria.  In  conformity  with  these  principles, 
has  been  stated  by  high  authority,  in  a  case  similar  to  the  o 
in  hand,  to  he  'VeJl  settled  bo  far  as  persons  operating  vnc 
legislative  grants  are  concerned,  that  something  more  than 
cidental  damage  to  another  must  be  proved, — something  In  fi 
in  the  nature  of  an  abuse  of  the  franchise, — to  entitle  the  pai 
injured  to  an  injunctiaD."  Cumberland  Tel.  &  Tel,  Go. 
United  Electric  By.  Co.  (C.  C.  M.  D.  Tam.,  opinion  of  Bbow 
J.),  4  Am.  Elec^  Cas.  2d6,  42  Fed.  273.  See,  also,  25  A 
&  Eng.  Enc  law,  76^767. 

The  contentioD  of  appellant,  that  the  court  below  erred 
ovemiling  the  motion  to  dissolve  the  injunction,  proceeds  up 
the  assumption,  that  there  is  no  equity  in  the  bill,  as  appears 
its  own  all^ationa.  It  may  be  admitted,  that  a  mere  allegati 
of  irreparable  injury  without  a  statement  of  facts  to  show  sn 
injury,  is  a  mere  conclusion,  and  cannot  be  made  the  gron 
for  granting  an  injunction.  The  facts  in  this  case,  to  sh< 
SQch  allied  injury,  are  fully  set  out.  Whether  they  are  ful 
enough  averred  or  not,  we  will  not  now  discuss.  That  they  shi 
injury  to  complainant  of  a  serious  character  is  manifest  T 
right  in  complainant  to  use  the  street,  cannot,  under  the  allef 
tions,  be  denied.  The  conduct  of  defendant  as  shown,  is 
unwarranted  usurpation,  amounting  to  a  trespesa  on  complai 
ant's  rights,  which  is  recurrent,  continuous  and  tending  to 
multiplicity  of  suits.  This,  a  court  of  equity  will  interfere 
injunction  to  prevent  Bowling  v.  Crook,  104  Ala.  130, 
South.  131. 

Moreover,  the  authority  of  an  equity  court  to  grant  ai 
maintain  this  injunction,  may  be  rested  on  that  other  ground 
chancery  jurisdiction,  that  such  courts  will  interfere  to  conti 
such  corporations  as  these,  to  keep  them  within  the  line  of  the 
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uthorit^  and  subject  to  law,  in  order  to  prevent  sucli  u£urpa- 
lons  and  damages  as  are  here  oomplained  of.  East  &  W.  B.  Co. 
.  East  Tennessee,  V.  &  O.  B.  Co.,  75  Ala.  275 ;  Bailroad  Co. 
.  Matthews,  9»  Ala.  24,  10  SouUi.  267 ;  Bailway  Co.  v.  With- 
row,  82  Ala.  190,  3  South.  23 ;  Mobile  &  M.  By.  Co.  v.  Ala- 
ama  M.  By.  Co.  (Ala.),  23  South.  57. 

Ihe  damages  to  complainaDt  in  this  case  as  shown,  are  not 
icidental,  growing  out  of  a  carefol  and  lawful  use  of  the  streets 
ad  avenues  by  defendant,  and  such  as  are  damnum  absque  inr 
uria;  but  they  arise  from  the  misoonduct  of  defendant  in  the 
ature  of  an  abuse  of  its  franchise.  These  damages  the  defend 
Dl  mi^t,  as  appears,  avoid,  but  which  it  without  reason  claim! 
16  complaioAnt  was  under  obligation  to  remove. 

If  the  facts  of  this  case  as  averred  are  true,  as  the  demurrer 
od  motion  to  dismiss  admit,  it  is  difficult  to  see  whj  the  bill 
oea  not  contain  equity.  Hiere  was  no  error  iit  refusing  to  dis- 
Ave  the  injunction, 

AfBrmed. 


Nob.— Sm  not«  8  »t  end  of  Put  IL 


hnson  Elbotxio  Lioht  k  Powxs  Co.  t.  MxBOHAirra'  ft  Mah- 

UTAOTDBEBS'  ElECTBIO  LlQHT,  Hea.T  &  POWBB  Co.  XT  AI. 

PffHuylmnia  AiprMM  Court,  July  17,  1901. 

IHTUKFEBKNCS  of  DfCTllIOAL  usvs. 

'  two  elMtrte  ligbt  eompuiiM  are  granted  iimilar  franchiiM  in  the  mum 
(tract,  tlM  Ut«r,  if  eitlier,  miut  be  limited  In  ite  um  of  the  itreat,  lo  u 
not  to  interfere  with  the  line  of  the  other  oompaaj. 
kia  ia  not  affected  by  the  fact  that  the  later  oompaDy  has  a  contract  for 
pabUe  rtreet  Ugbting. 
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Not  only  wuitoii  and  negligent  dkmmg^  but  »1I  infarference,  not  strlctlr 
unavoidable,  with  the  line  of  the  earlier  company,  will  ba  enjoined,  irre- 
■pectin  of  tiw  question  of  additional  expense. 

Appeal  from  Erie  County  Court  of  Coannoa  Pleas. 
Bill  to  enjoin  interference. 
Appeal  hj  complainant  below. 

FraTik  OumvUon,  for  appellant. 

John  8.  Billing  and  HcTiry  E.  Fish,  for  appellees. 

MiTOHBLL,  J. :  This  decree  must  be  rereised  for  want  of  any 
proper  finding  of  facts  upon  which  it  csn  be  sustained.  Tlie 
gravamen  of  the  bill  is  that  the  complainant,  being  in  the  lawful 
exercise  of  its  franchises  with  the  consent  of  the  cdty,  is  inter- 
fered with  at  present,  and  in  danger  of  further  interference  in 
the  future,  by  the  defendant  placing  its  wires  so  as  to  croas  or 
nm  between,  through,  and  among  the  plaintiff's  wires,  in  dan- 
gerous proximity  thereto,  and  throu^  the  space  already  occu- 
pied l^  plaintiff,  and,  secondly,  throu^  adjacent  space  neces- 
sary to  the  plaintiff  for  the  growth  and  future  operation  of  its 
business.  The  answers  i^  defendants  deny  the  danger  of  iider- 
ference  bj  proximity  of  the  wires,  and  aver  that  oomplainant  is 
oocupying  an  unreasonable  and  unnecessary  space,  not  in  good 
faith,  for  the  purposes  of  its  busioees,  but  with  dead  wires, 
merely  to  obstruct  and  exclude  any  other  ctsnpany  from  the 
streets.  The  court  ilnfartunat^y  made  no  ocHiclusiTe  finding 
on  these  disputed  points,  though  it  did  find,  in  a  general  way: 
(1)  That  the  defendant  had  strung  its  wires  "in  many  places 
in  dangerous  proximity  to  the  wires  of  the  plaintiff  company, 
and  in  scsne  places  through  and  between  the  wires  of  the  plain- 
tiff company ;  that,  subsequ^itly  to  the  filing  of  plaintiff's  bill, 
a  very  large  majority  of  such  interferences  were  remedied  hj 
the  defendants,  but  up  to  the  time  of  taking  the  last  testimony 
in  this  case,  on  the  14th  day  of  April,  1898,  the  defendants  had 
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lot  BO  adjusted  thedr  lines  &£  to  be  entirely  free  frcan  intep- 
"erencea  with  the  plaintiff's  line;"  (2)  Hiat,  "after  the  city 
>f  Erie  had  entered  into  the  cootract  with  the  defendant  for  the 
>treet  lighting  the  plaintifF  company,  in  order  to  hold  the  said 
inoccupied  apace  claimed  by  it,  in  many  plaoee  strung  nnmei^ 
)U8  dead  wires  along  ita  poles  and  over  street  intersections,  in 
[uch  a  way  as  to  embarrase  the  defendant  in  the  oonstmotion  of 
laid  extension  of  its  line."  (3)  That  the  court  was  "not  eatia- 
ied  that  the  defendant,  in  the  construction  of  its  line  as  it  now 
ixists,  after  the  correction  of  the  interferences  as  above  stated, 
las  inflicted  any  wanton,  negligeoLl:,  or  unneoessary  injury  to 
he  electric  lines  and  property  of  the  plaintifE." 

On  Uiase  findings  both  parties  appear  to  be  somewhat  in 
^ault,  and  there  is  no  accurate  dstermination  <xf  their  respective 
ights,  the  court  being  of  opinion  that  this  was  unneoessary,  for 
he  reason  set  out  in  tho  legal  conclusions,  that,  "as  between  said 
>l&intiff,  engaged,  as  at  present,  exclusively  in  commercial  and 
>riTate  lighting,  and  the  defendant,  so  far  as  it  is  engaged  es- 
dusively  in  lighting  die  public  streets  by  virtue  of  a  city  con- 
ract,  the  defendant,  althou^  holding  the  later  franchise,  by 
irtue  of  the  public  character  of  its  business,  has  the  paramount 
i^it  of  way,  eo  far  aa  is  necessary  to  reach  the  places  where  the 
ontract  caUs  for  street  lighting,  by  a  direct  and  practical  route; 
>ut  at  &e  sane  ame  the  defendant,  in  the  construction  of  ita 
ine  for  tiae  purpose  of  such  street  lighting,  has  no  right  to  do 
he  property  of  plaintiff  any  wanton,  negligent,  or  unnecessary 
lamage^  and  must  at  all  places  keep  its  lines  dear  from  those  in 
ctual  use  by  plaintiff,  wherever  it  can  be  done  without  extra 
oat"  ^ia  principle  is  wholly  inadmisaibla  How  far  the 
ity,  having  agreed  to  the  plaintiff's  exercise  of  ita  franchises 
ipon  the  street,  may,  under  ita  municipal  powers  and  duties,  or 
i&der  the  reservations  of  its  ordinance  of  consent,  subsequently 
Dvads  m  interfere  with  the  franchises,  is  not  now  before  us. 
Jut,  as  between  two  corporations  exeroiaing  similar  franchisee 
pon  the  same  street,  priority    carries   eaperiorit^    of    right. 
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Equity  will  adjust  the  ooii£ictiiig  intereets  us  far  as  pc«uble,aa 
control  boUi,  bo  that  each  companj  maj  ezercise  its  own  fran 
chises  as  full;  as  ia  compatible  with  the  necessary  etzercise  o 
the  other's.  But  if  interference  and  limitation  of  one  or  tb 
other  are  nnaToidable,  the  later  must  give  way,  and  the  fact  tba 
it  ia  under  contract  with  the  city  for  work  of  a  public  natur 
doee  not  alter  its  position,  or  give  it  any  claim  to  preferenca 

MoreoTer,  the  standard  of  damages  indicated  by  the  court 
that  the  defendant,  in  the  ocoistruction  and  operation  c^  its  line 
must  not  do  "any  wanton,  n^ligent,  or  unnecessary  damage,' 
and  must  keep  its  lines  clear  from  those  of  plaintifF,  "wherers 
it  can  be  dcoie  without  extra  cost,"  is  altogether  too  brood 
Equity  will  enjoin,  not  only  wanton  or  negligent  damage,  ba 
all  interferenoe  which  is  not  strictly  unavoidable^  and,  in  re 
gard  to  keeping  defendants'  wires  clear  of  those  in  bona  fide  usi 
by  the  plaintiff  and  neceesary  for  its  business,  tlie  injunctioi 
must  be  absolute,  without  regard  to  extra  coet  oi  other  methods 

The  further  question  raised  by  appellant,  of  the  rig^  d 
plaintiff  to  exdnde  defendants  from  the  occupatifm  of  spaos  neo 
essary  for  plaintiff's  business  in  the  proximBte  future^  ia  ml 
sufficiently  presented,  on  the  facts  of  the  case,  for  determina 
tion  at  this  time.  The  court  has  found  that  plaintiff  has  ocou 
pied  uimeceesary  space  with  dead  wires  to  exclude  or  embarrasc 
defendant,  but  how  far  its  requirements  of  space  for  futon 
growth  may  be  genuine,  and  how  near  in  iha  future,  is  nol 
shown.  Decree  reversed,  with  directions  to  rehear  and  deter 
mine  the  case  on  the  principles  of  tiiis  opini<Ht. 

Koi».    Bw  twte  t  wibK  vtaX  OMMk 
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*osTAL  Telegraph  Cabix  Company  of  Utah  t.   Obeooh 
Shokt  Line  Raileoab  Compawy. 

Dtak  jSiipreme  Court,  Man  10.  ISOl. 

TnxaBApa  UKt  on  eailboad  bioht  of  way. — Euinent  domais. 

ADd  owned  bj  a  ruilToad  eomp«.Dj  but  not  bung  part  of  it*  right  of  waj 
OT  easentikl  to  tlie  enjoyiiient  of  it«  (ranchiM  »Dd  property  may  be  appro- 
priated to  the  lue  of  a  telegraph  compaoy,  a*  a  more  neecMarj  publie 

L  telegraph  company  vbich  ha«  availed  itidf  of  the  proTisiona  of  the 
Post-roada  Act  of  Congreaii  may  eoDBtract  its  line  along  the  ri^t  of  way 
of  a  railroad  company,  not  materially  interfering  with  its  uie  for  rail- 
road purpOM*. 

icceptance  by  telegraph  company  of  prlvilegei  of  Poat-roads  Act  may  be 
shown  by  the  certificate  of  the  poetmnBter-general. 

■  a  proceeding  to  eondemn  land  for  purposee  of  a  telegraph  company, 
along  a  railroad  right  of  way,  held,  that  poBieisioD  cannot  be  taken  until 
after  eompeniation  Bxed,  purauant  to  State  itatute,  and  paid;  that  the 
measure  of  damitgea  ia  the  depreciation  in  value  of  right  of  way  for 
railroad  purpose*,  and  in  case  of  no  interference  the  damages  are  nomi- 
nal ;  that  damage*  from  added  ezpenaea  of  burning  grase  along  the  right 
of  way,  due  to  preaenee  of  tel^raph  poles,  ia  too  remote  to  be  aonsid- 
ered;   that  the  property  required  was  sufficiently  described. 

^ases  of  this  series  cited  in  opinion:  Poital  Tel,  CabU  Co.  «.  itorgan't 
La.,  Ao.,  Co.,  v<d.  6,  p.  18S;  Lochia  «.  Mut.  Uft.  Tel.  Co.,  vol.  1,  p.  425. 

Appeal  b;  defendant  below  frcso  judgment  of  District  Oourt, 
Salt  Lake  Conntj. 

P.  L.  WUliams,  for  appellant. 

Powera,  Btraup  <6  Lippman,  for  reapcMideait. 

HaiXj  Distriet  Judge:  Id  tbis  case  it  appears  that  on  the 
I4th  day  oi  July,  1809,  certain  citizens  of  Utah,  in  connection 
rith  the  asBistant  superintendent  and  the  general  counsel  of  the 
?0Btal  Telegraph  Cable  Company,  a  corporation  organized  on- 
ler  the  laws  of  New  York,  proceeded  to  organize  under  the  lavB 
VOL.  vn — 27. 
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of  Utah  the  refipoadent  heredn,  the  Postal  Telegrai^  CaUe 
Company  oi  Utah.  Ten  per  cent  of  the  capital  stock  of  the 
Utah  corporation  waa  paid  in,  the  money  being  furnished  by  the 
New  York  corporation.  All  the  requirements  of  the  statutes  ol 
Utah  relating  to  the  organization  of  corporations  were  complied 
with.  The  articles  of  incorporation  were  duly  filed  with  thi 
county  clerk  of  Salt  Lake  county,  and  a  certified  copy  of  tht 
same  waa  filed  with  the  secretary  of  State  of  Utah,  who  issnet 
his  certificate,  as  required  by  law,  certifying  that  the  responden 
had  complied  with  the  provisions  of  the  statutes  and  that  it  wu 
duly  incorporated.  The  directors  of  the  respondent  met  tan 
formally  organized,  directed  that  n^otiations  be  had  with  ap 
pellant  for  a  rigbt  of  way  to  construct  a  tel^raph  line  along  it 
railroad  right  of  way  from  Salt  Lake  City  north  to  the  Idahi 
State  line,  and  adopted  a  resolution  selecting  the  right  of  waj 
and  also  proceeded  to  accept  the  provisions  of  an  Act  of  Con 
gress,  approved  July  24,  1866,  entitled  "An  act  to  aid  in  th 
construction  of  telegraph  lines  and  to  secure  to  the  govemmen 
the  use  of  the  same  for  poetal  and  militaty  and  other  purposes. 
Failing  in  its  negotiations,  respondent  commraiced  this  proooec 
ing  under  the  Eminent  Domain  Act  of  Utah  to  condemn  n  rigli 
of  way  for  the  purpose  of  constructing,  maintaining,  and  opea 
ating  its  telegraph  line  upon  the  right  of  way  of  the  appellaii 
longitudinally,  from  Salt  Lake  City  north,  through  the  oountie 
of  Salt  Lake,  Davis,  Weber,  Box  Elder,  and  Cacha,  in  thi 
State,  to  the  State  line  of  Utah  and  Idaho, — a  total  diBtance  o 
about  100  miles.  In  its  complaint  the  respondents  set  forth  th 
character  of  the  confltniction  of  the  telegraph  line  designed,  th 
length  of  the  poles,  their  size  at  the  base,  the  depth  that  the 
would  be  planted  in  the  ground,  their  distance  from  the  railroai 
track,  and  the  size  of  the  cross-arms  upon  which  wires  are  pro 
posed  to  be  strung.  It  was  also  alleged  in  the  complaint  that 
when  crossing  the  track  of  appellant,  the  wires  would  be  stnini 
high  enough  for  safety,  and  that  on  reasonable  notice  from  ap 
pellant,  when  it  was  necessary,  the  poles  would  be  moved  to  eiicl 
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M.  point  OB  the  appellant  might  deeignata  Ilie  distance  of  the 
polee  from  esieh.  other  and  the  amount  of  ground  each  would 
oocnpy  waa  alleged;  the  general  route  and  terminal  were  de- 
scribed; the  neceesity  for  the  taking,  and  the  failure  of  the 
parties  to  come  to  terujH  were  set  forth ;  and  the  fact  that  the 
telegraph  line  would  not  interfere  with  the  appellant's  busineBs 
waa  stated,  as  well  as  other  allegations  not  necessary  here  to 
repeat.  The  defendant  demurred  to  the  complaint  upon  two 
grounds:  (1)  That  the  court  has  no  jurisdiction  of  the  subject- 
matter  of  the  action,  so  far  as  the  same  is  situated  outside  of 
Salt  Lake  county  and  within  the  counties  of  Davis,  Weber,  Box 
Elder,  and  Oaohe,  respectively;  (2)  that  the  complaint  does 
not  state  facte  sufficient  to  constitute  a  cause  of  action.  After 
argument  the  demLurrer  was  oivemiled  by  the  lower  court,  and 
the  appellant  answered,  denying  the  inoorporation  of  respond- 
ent, and  basing  ite  defense  principally  upon  an.  allegation  that 
the  respondent  is  the  agent  and  under  tJie  control  of  the  Postal 
Tel^raph  Cable  OMnpany  of  New  York,  a  foreign  corporation, 
wiiich  has  not  the  power  to  exercise  the  right  of  eminent  do- 
main in  this  State,  and  which,  through  the  organization  of  re- 
spondent, is  seeking  to  do  by  indirection  that  which  it  cannot  ao- 
oomplish  in  its  own  name  directly,  and  that  in  reality  respond- 
ent has  no  separate  existence  from  the  Postal  Td^;raj^  Cable 
Company  of  New  York.  The  caae  was  tried  in  the  District 
Ctaurt  without  a  jury,  and  the  court  found  the  issuee  for  Uie  re- 
Bpondeoit,  asseesiog  appellant's  damages  at  $100. 


It  IB  objected  that  the  complaint  does  not  so  deecribe  the  lands 
or  premises  which  respondent  asks  to  have  appropriated  to  its 
use  that  it  can  be  definitely  described  in  a  judgment.  The  axa- 
pbdnt  aaks  for  a  right  of  way  upon  the  railroad  right  of  way 
betweeai  certain  named  termini  within  certain  named  oonnties 
in  the  State,  and  describes  the  amount  of  ground  needed  for 
eacb  pole,  the  distanoe  of  the  poles  frwn  each  other,  and  their 
diitanoe  from  the  railroad  track.     When  the  object  in  the  ooi^ 
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denination  case  is  to  Bectue  a  right  of  way  through  a  farm  or 
legal  subdiyiBioo,  it  probably  ahould  be  described  by  aucli  subdi- 
vision ;  but  this  is  for  a  right  of  waj  on  an  established  railroad 
right  of  way,  the  locus  of  which  is  accurately  fixed  by  survey, 
of  which  there  are  acceflsible  records.  It  would  seem  that  there 
can  be  no  difficulty  in  so  framing  a  judgment,  with  such  descrip- 
tion of  the  land  taken,  that  parties  may  know  where  it  is.  A 
railroad  track  is  a  fixed  monument  Lake  Shore  &  M.  8.  By. 
Go.  V.  Pittsburg,  Ft.  W.  £  C.  By.  Co..  71  IlL  40.  Frran  this 
fixed  monument  other  distances  may  be  measured,  and  Uiean 
does  not  appear  to  be  any  difficulty  in  locating  exactly  the  line 
of  construction  to  be  followed  by  this  telegraph  company.  The 
complaint  describes  the  property  upon  which  the  respondent 
proposes  to  locate  its  telegraph  line  as  the  railway  of  appellant 
from  Salt  Lake  City  to  Cannon  Station,  on  the  State  line  be- 
tween Utah  and  Idaho.  It  allies  that  the  railroad  bed  is 
located  near  the  center  of  its  right  of  way,  which  is  not  lees  than 
100  feet  in  width ;  that  the  railroad  track  is  four  feet  eight  and 
one-half  inches  gauge,  and  upon  the  ceuter  of  the  railroad  bed ; 
that  the  telegraph  line  to  be  constructed  will  consist  of  polee  30 
feet  in  length,  planted  firmly  in  the  ground  at  a  depth  of  not 
leas  than  five  feet,  and  30  feet  from  the  outer  edge  of  the  rail- 
road track ;  that  the  poles  will  be  erected  at  a  distance  of  167 
feet  from  eadi  other  on  the  ri^t  of  way ;  that  each  pole  will  be 
one  foot  in  diameter  at  the  base  and  will  occupy  only  one  square 
foot  of  ground ;  that  no  wires  will  be  attached  to  appellant's  fix- 
tures, nor  poles  erected  upon  embankments,  nor  will  the  wires 
interfere  with  any  other  telegraph  line;  that  the  wires  are  to  be 
attached  to  cross-anns  high  enough  so  that  they  will  not  inters 
fere  with  appellant's  property  or  business ;  and  that  tike  aross- 
arms  will  be  eight  feet  in  length.  This  description  covers  every 
reasonable  intendment  of  the  statute. 

That  the  telegraph  is  a  public  use,  and  the  business  of  tele- 
graphy is  obviously  a  public  business,  is  well  eetablisbed.     It 
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is  a  quasi  public  employment, — one  not  merel;  exercised  for 
the  purpose  of  private  gain,  but  for  the  geneoral  benefit  and  wel- 
fare of  the  community.  A  telegraph  company  ie  a  public  ser- 
vant, n-hich  must  serve  all  alike  who  make  demands  upon  it,  and 
its  right  to  exercise  the  power  of  eminent  d(xnain  is  reoc^nized 
by  our  statutes  and  by  uumerouB  decisions  of  the  courts.  Rev. 
St.  sec  3588,  subeec  8 ;  Joyce,  Electric  Law,  sec.  274 ;  Lewis, 
Em.  Dom.  sea  172.  He  use,  then,  to  which  respondent  seeks 
to  apply  the  land  to  be  condemned  ia  a  public  use,  recognized  by 
law.  It  is,  however,  oontended  that  the  land  sought  ia  already 
devoted  to  a  public  use,  and  t^t  the  eondenmation  for  telegraf^ 
purposes  will  not  be  devoting  it  to  a  more  necessary  public  use. 
The  land  which  respondent  seeks  to  condemn  is  not  now  used 
for  any  purpose.  Practically  it  is  now  idle  property,  and  the 
new  use  promises  to  be  one  of  public  utility.  The  appropriation 
of  the  right  of  way  of  a  railroad  not  essemtial  to  the  enjoyment 
of  its  franchises  and  property,  for  the  construction  of  a  tele- 
graph line,  is  to  and  for  a  more  necessary  public  use.  Southern 
Pac.  By.  Co.  v.  Soutkem  Cal.  By.  Co.,  Ill  CaL  231,  43  Pae. 


It  is  contended  by  appellant  that  the  respondent  bad  no  power 
to  locate  it«  tel^raph  line  longitudinally  upon  appellant's  rig^t 
of  way,  because  when  the  lands  have  been  once  taken,  by  virtue  of 
the  power  of  eminent  domain  or  otherwise  and  appropriated  to  a 
public  use^  as  is  the  ri^t  of  way  in  controversy,  such  land  can- 
not again  be  sul^'ected  to  another  public  use,  unless  such  sec- 
ondary appropriaticK)  be  authorized  1^  the  legislature.  The 
authorities,  however,  afBrm  that  this  rule  only  applies  when  tiie 
second  public  use,  by  reason  of  its  nature  or  character,  necessar- 
ily supersedes  or  destroys  the  former  use.  Where,  as  in  this 
case,  the  construction  of  the  telegraph  line  will  not  materially 
interfere  with  the  use  of  appellant's  land  for  railroad  purposes, 
it  is  dear  that  the  rule  does  not  apply.  Baltimore  &  0.  S.  W. 
B.  Co.  V.  Board  of  Com'rs  (Ind.  Sup),  58  N.  E.  837  ;(7oW  v. 
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Railway  Co.,  153  Ind.  2S2,  53  N.  E.  285 ;  Steele  v.  Empaom, 
142  Ind.  397,  41  N.  E.  822 ;  Southern  Pac.  B.  Co.  v.  Southern 
Cal.  By.  Co.,  Ill  CaL  221,  43  Pac.  602;  Southwestern  Tele- 
graph £  Telephone  Co.  v.  Gulf.  C.  &  S.  F.  B.  Co.  (Tax.  Civ. 
App.),  7  Am.  ElectL  Cas.  427n,  62  S.  W.  106;  fii.  Louis&G.R. 
Co.  V.  Postal  Tel.  Co..  1  Am.  Eleca  Ca«.  426n,  173  HI.  521,  51 
N.  E.  382.  Mr.  Lewis,  in  hia  work  on  Eminent  Domain  (aec 
269),  saya:  "A  telegraph  line  may  be  established  along  a  rail- 
road right  of  way,  it  being  no  material  interference  with  the 
use  thereof  for  railroad  purpoaes."  And  this  is  undoubtedly 
the  law.  A  telegraph  line,  constructed  as  proposed,  will  not, 
in  the  nature  of  things,  interfere  with  the  operation  of  appel- 
lant's railroad. 

The  certificate  of  the  postmaster  general  of  the  United  States, 
showing  the  acceptance  by  respondent  of  the  provisions  of  the 
Act  of  Congress  of  July  24,  1866,  entitled  "Ad  act  to  aid  in  the 
construction  of  telegraph  lines  and  to  secure  to  the  government 
the  use  of  the  same  for  postal,  militaiy,  and  other  purposes," 
was  properly  admitted  in  evidence.  By  accepting  the  provisionfl 
of  this  act,  respondent  is  given  the  right  to  erect  its  telegraph 
lines  upon  all  post  roads;  and  by  section  3964  of  the  Revised 
Statutes  of  the  United  States  all  railroads  are  made  post  roads. 
But,  before  respondent  can  exercise  the  right  thus  granted  by 
Congress,  it  must  have  fixed  and  paid  to  the  appellant  just  com- 
pensation for  the  easement.  This  is  ascertained  by  resorting  to 
the  State  law  relative  to  eminent  domain.  The  State  law  be- 
comes auxiliary  to  the  Act  of  CongresB,  and  provides  the  method 
of  condemnation  and  compensation.  In  other  words,  a  right  is 
given  by  this  Act  of  Confrress,  and  the  remedy  is  furnished  by 
the  laws  of  the  State.  Postal  Tel.  Cable  Co.  v.  Southern  Pac. 
R.  Co.  (C.  C),  89  Fed.  190;  Gilmer  v.  Lime  Point,  18  CaL 
229 ;  Postal  Tel.  Cable  Co.  v.  Morgan's  Louisiana  £  T.  B.  t6 
8.  S.  Co.,  6  Am.  Electl.  Cas.  183,  49  La.  Ann.  58,  21  South. 
183 ;  Smith  v.  Drew,  6  Mass.  613 ;  Bogers  v.  BradsHaw,  20 
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Johns.  735-744;  Kohl  o.  U.  S.,  91  U.  S.  373,  23  L.  Ed.  449; 
Both.  St  Const  sec  399. 

It  is  also  claimed  that  the  lo^er  court  erred  in  the  rule  as  to 
Ui6  measure  of  daniages  which  it  adopted.  It  is  insisted  that 
the  value  of  the  propertj  taken  should  be  measured  by  the  most 
advantageous  use  to  which  it  could  be  put.  That  rule  is  un- 
doubtedly correct  where  one  owns  property  in  fee  and  may  put 
it  to  any  use  which  be  chooses;  but  it  is  cot  the  rule,  as  in  this 
case,  where  the  railroad  right  of  way  can  only  be  devoted  to  rail- 
road uses.  Even  though  the  award  be  nominal,  if  the  sum 
awarded  is  a  full  and  fair  equivalent  for  the  thing  taken,  it  is 
just  compensation.  In  the  case  of  a  railroad  company  whose 
ri^t  of  way  is  held  for  railroad  purposes,  it  is  not  a  question  as 
to  what  the  property  would  be  worth  to  the  most  advantageous 
use  to  whicli  it  could  be  put;  but  the  question  is,  how  much  will 
the  land  be  damaged  for  railroad  purposes  by  the  erection  of  the 
telegraph  line  ?  St.  Louis  £  C.  E.  R.  Co.  v.  Postal  Tel.  Co., 
1  Am.  Elect].  Cas.  426ii,  173  III  608,  51  N.  E.  382 ;  Chicago,  B. 
£  Q.  B.  Co.  V.  City  of  Chicago,  149  111.  457,  37  N.  E.  78,  id., 
166  0.  S.  226,  17  Sup.  Ct  581,  38  L.  Ed.  819.  The  railroad 
company  holds  its  right  of  way  strictly  for  railroad  purposes, 
and  is  restricted  in  its  use  of  the  same  for  such  pui-poses.  Under 
this  view  of  the  estate  which  the  railroad  company  has  in  its 
right  of  way,  it  is  difficult  to  see  how  the  damage  from  the  erec- 
tion of  a  telegraph  line  can  be  more  than  nominal.  Evidence 
was  introduced  by  appellant  to  show  damages  from  the  added 
expense  of  burning  gi-aaa  from  the  right  of  way  by  reason  of  the 
erection  of  telegraph  poles;  bi.t  such  damages  are  too  remote. 
Southwestern  Telegraph  &  Telephone  Co.  v.  Gulf,  C.  &  S.  F. 
R.  Co.,  7  Am.  Electl.  Oas.  427n  (Tex.  Civ.  App.),  52  S.  W.  107. 
Neither  can  damages  be  allowed  for  imaginary  dangers.  Joiies 
V.  Railroad  Co.,  68  111.  380;  Railroad  Co.  v.  Lamb,  11  Neb. 
592,  10  N.  W.  498 ;  Chicago  &  N.  W.  Ry.  Co.  v.  Town  of 
Cicero,  157  IlL  48,  41  N.  E.  640;  Lockie  v.  Telegraph  Co.,  1 
Am.  ElectL  Cas.  425,  103  III.  401.     Where,  as  in  thi»  case,  a 
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telegraph  ccanpau;  has  a  right  under  Ui«  statutes  to  ocaidenui 
a  right  of  way  on  the  ri^t  of  way  of  a  railroad,  the  damages  to 
be  paid  to  the  railroad  company  are  nominal,  inasmuch  as  the 
railroad  company  only  owns  a  rig^t  of  way,  and  such  a  right  of 
way  is  not  interfered  with  by  the  tel^n^^  company.  Railroad 
Go.  V.  Catholic  Bishop,  119  111.  629,  10  N.  E.  372 ;  Hilcoat  v. 
Bird,  10  C.  B.  327;  Allen  v.  City  of  Boston,  137  Mass.  319; 
In  re  Albany  St.,  11  Wend.  149,  25  Am.  Dec  618  ^Chicago,  B. 
(6  Q.  R.  Co.  V.  City  of  Chicago,  166  U.  S.  258,  17  Sup.  Ot  992, 
38  L.  Ed.  819. 

We  find  no  error  in  the  record,  and  the  judgment  of  the  lower 
court  must  be  affirmed,  with  <x>st8. 


NOTE  1. — The  following  recent  caaes,  in  addition  to  tliase  abovs  re- 
ported in  full,  relate  to  the  respective  rights  of  telegraph  and  telephone 
oompanieB  and  abutting  land  owners: 

In  Postal  Telegraph  Cable  Co.  v.  Eato»,  170  111.  613  (Dec  22,  1887),  and 
American  Telephone  d  Telegraph  Go.  v.  Jonet.  7B  111.  App  372  (Oct.  S, 
181)8),  it  was  held,  that  the  applioncea  of  a  telegraph  company  do  not 
impose  a  new  burden  upon  a  highway,  for  whlcb  the  abutting  ownor  it 
entitled  to  compensation. 

The  same  is  fuld,  aa  to  telephone  oompanies  in  Auerbooh  o.  CwyoAojM 
Telephone  Co  et  al.,  7  Ohio  Nisi  Priua  Reports.  633  (Cuyahoga  Co.  Com- 
mon Pleas.  Jan  3,  1900) ;  and  the  contrary  in  Eaat  Tenntaaee  Telcph.  Co. 
u.  RutteUville,  61  S.  W.  308   (Kentucky  Ct.  Ap.,  May  24.  1809). 

In  Andrews  o.  Delhi  <f  Stamford  Teleph.  Co.,  36  Hiec.  25  (N.  T.  Supreme 
Court,  Delaware  Special  Term.  September,  1901),  held,  that  a  telephone 
company  cannot  acquire  the  right  as  against  an  abutting  owner  to  main- 
tain its  line  in  a  country  highway  by  proof  of  twenty  years  superBcial 
possession  of  ita  route.  Alao  that  an  abutting  owner  may  maintain  eject' 
ment  for  the  removal  of  a  telephone  line,  left  on  his  land  by  a  change  in 
the  route  of  a  highway. 

In  Ertoin  v.  Central  Cnion  Telephone  Co.,  46  N.  £.  667  (Indiana  Su- 
preme Court,  April  1,  1897),  held,  that  •  bill  by  ut  abutting  land  owner 
to  enjoin  a  telephone  company  from  laying  its  conduits  under  the  sidewalk, 
which  does  not  allege  that  plaintiff  owned  the  fee  in  the  walk  or  the  street, 
or  that  the  walk  or  street  was  dedicated  to  the  public  by  one  who  at  the 
time  owned  the  fee,  is  demurrable. 

In  Spokane  v.  Colby,  48  Fac.  248  (Washington  Supreme  Coort,  March 
17,  1897),  held,  that  a  dty,  having  aoaiemagd  a  strip  of  land  for  the  pnr- 
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pOM  of  lajing  and  nuintaining  a  water  main,  can  not  authoriie  tbe  mm- 
tion  of  a  telephone  line  upon  said  land,  since  an  additional  burden  ia  im- 
poaed  therebj  for  which  the  owner  of  tlie  land  baa  received  no  compeotA- 

In  TetepJione  A  rele^rapA  (7o.  v.  Bhmo,  102  lenn.  313  (April  19,  ISM), 
punitive  damagga  were  allowed  againtt  a  telephoue  companj  whoae  em- 
plo7eB  cut  treei  by  the  roadside,  after  having  been  previously  warned  bj 
the  abutting  owner  in  whose  aheeuee  the  cutting  waa  done  over  his  wite'a 

The  following  additional  deciaiona  are  upon  the  subject  of  abuttjng 
owners'  rights  with  relation  to  trolley  railways: 

In  the  following  cases  it  is  Md^  that  an  electric  street  railway  imposes  no 
new  burden  in  a  highway:  Ca/iuuXoia  Knife  Co,  v.  NewingttM  Tramwajf  Co. 
ft  oi.,  38  Atl.  1107  (Connecticut  Supreme  Court  of  Errors,  1807)  ;  Poole 
V.  Falls  Road  EUotric  Ry.  Co.,  41  Atl.  1069  (lifaryland  Court  of  Appeals, 
Dec.  20,  1898)  ;  Chicago  tl  W.  T.  K.  Co.  e.  Gen.  Btec.  Ry.  Co.,  70  111.  App. 
569  (Jan.  0.  1890)  ;  Rankin  v.  Bt.  LouiM,  da.  Ry.  Co.,  BS  Fed.  470  (U.  S. 
Circuit  Court,  8.  D.,  Illinois)  ;  Howe  v.  Watt  End  St.  Ry.  Co.,  187  Mass. 
46  (Oct.  23,  1896)  ;  Birmingham  Ry.  d  Elec.  Co.  v.  Birmingham  Traction 
Co.,  1Z2  Ala.  349  (November,  1898)  ;  Retd  v.  Norfolk  City  R.  Co.,  94  Va. 
117  {Dec.  10,  1806)  ;  Taylor  v.  Portamouth,  do.,  St.  Ry.,  91  Me.  193  (Jan. 
3,  1898)  ;  Southern  Ry.  Co.  v.  Atlanta  Ry.  d  Power  Co.  el  al.,  11  Ga.  6B0 
(Aug.  7.  1000)  ;  Baker  o.  Selma  Bt.  d  B.  Ry.  Co.  (Alabama  Supreme  Court, 
June  S9,  1001),  30  So.  464. 

In  Snyder  v.  Fort  «adiaon  St.  Ry.  Co.,  106  Iowa,  284  (May  10.  1898), 
It  ia  held,  that  although  the  poles  of  an  electric  railway,  if  properly  placed, 
are  no  ground  of  complaint  to  an  abutting  owner,  whether  he  own  the  fee 
of  the  highway  or  not;  still  tbey  must  be  so  placed  as  not  to  necessarily  in- 
tarfere  with  the  use  of  his  property;  and  such  interference  will  he  enjoined. 

In  JfcDermoK  t>.  Worren,  do.,  8t.  Ry.  Co.,  172  Mass.  197  (Nov.  22, 
1898).  a  stetute  allowing  compensation  tA  abutting  owners  for  the  main- 
tenance in  highways  of  electric  lines  for  tlie  transmission  of  intelligence, 
uid  in  certain  instances  for  electric  light  and  power  lines,  was  construed 
ta  not  extending  to  electric  street  railways. 

In  Louieville  d  yathville  R.  Go.  v.  BowUng  Oreen  Railway  Co.,  63  S. 
W.  4  (Kentucky  Court  of  Appeals,  May  7,  1001),  held,  that  a  city  ordi- 
lance  authoriiing  a  street  railway  to  change  ite  motive  power  to  electricity 
raa  valid,  though  the  charter  permitted  the  company  to  use  animal  power; 
lod  the  permission  became  effective  when  the  company  was  subsequently 
LQthorized  by  its  charter  te  operate  by  electricity.  Injunction  of  crossing 
team  by  electric  railway  denied,  despite  number  of  tracks  to  be  crossed 
md  number  of  daily  bains,  and  danger  in  running  trains  by  reason  of  over- 
leul  wires. 

In  Philadelphia,  WilnUngton  d  Baltimore  Railroad  Co.  v.  Wilmington 
tUy  Railway  Co.,  38  Atl.  1067  (Delaware  Court  of  (Chancery,  May  19, 
897),  held,  that  since  the  trolley  railway  is  not  an  additional  burden,  it 
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I  higtmy  tiw  uune  u  uif  oUwr  umt 

In  tke  following  additioiwl  cum  the  riglit  of  talc^npfa  eompaniM  to 
«mstruet  and  nwinbtia  their  line*  npon  knd  along  railroad  nghta  of  waj 
is  coiwidered: 

In  W.  V,  TA  00.  9.  Am  Arbor  B.  Oo„  W  Fed.  Rep.  370  (Circuit  Oooit 
of  Appeals,  Sixth  Qrcuit,  Nor.  0.  ISBS),  held,  that  the  Post-roada  Act  of 
Congress  does  not  gire  a  telegraph  company  th«  right  to  occupy  tlia  ri^ 
of  way  of  a  railroad  without  Ita  conMnt;  but  that  a  court  of  equitj  hai 
powar,  on  the  ground  of  public  necewitj,  to  cooilemn  an  easement  of  user 
for  the  telegraph  oompany. 

In  Pottal  Tel.  Cable  Co.  of  LomaiatM  o.  Louiatana  Weetem  R.  Co.,  49 
I«~  Ann.  1270  (May  10,  leOT),  held,  that  the  right  secured  to  tcl^raph 
ennpaDies  by  Act  of  Congreas  of  July  24,  1660,  known  as  the  "Poet-roads 
Act,"  and  by  Louisiana  Acts,  1880,  No.  124,  is  only  to  acquire  an  easenwnt, 
not  a  fee,  in  the  right  of  way  of  railroad  companies;  and  the  value  of  the 
property  to  be  expropriated  in  a  condemnation  proceeding  for  such  purpow 
is  the  value  of  use  and  occupation,  not  of  the  fee. 

In  Postal  Tel.  Cable  Co.  v.  Cleveland,  £o.,  Ry.  Co.,  S4  Fed.  234  (IT.  S. 
Circuit  Court,  N.  D.  Ohio  E.  D.,  Uay  20,  1890),  helA,  that  the  right  given 
telegraph  companies  to  maintain  their  lines  along  railroad  rights  of  way 
is  subject  to  the  condemnation  lawa  of  the  Stat«  where  the  prt^Mrty  is 
situated. 

In  ifobile  <t  Ohto  A.  Go.  o.  Postal  Tel.  Cable  Co.,  24  So.  Rep.  408  (Ala- 
bama Supreme  Court,  Nov.  G,  18QS),  held,  that  unless  the  tdegraph  line  In- 
terferes with  the  use  of  the  railroad,  only  nominal  damagea  should  be 
awarded   in   condemnation   proceeding. 

Savannah,  do.,  Ry.  Co.  o.  Postal  Tel.  CaJtle  Co.,  112  Ga.  941  (Not.  22. 
IBOO),  indicates  what  must  be  established  in  a  coDdemnation  suit  for  the 
OM  by  a  telegraph  company  of  a  railroad  right  of  way. 

In  San  Atitonto  d  Aranaaa  P(ua.  Ry.  Co.  v.  8.  W.  Teleph.  d  Tel.  Co., 
60  S.  W.  201  (Texas  Coivt  of  Civil  Appeals,  March  21,  1900),  the  following 
is  the  head-note: 

The  telephone  being  a  new  species  of  telegraph,  the  right  of  eminent 
domain  conferred  on  telegraph  companies  by  Rev.  St.  1895,  tit.  21,  c  7, 
is  applicable  to  telephone  companies,  although  the  latter  are  not  mentioned 
in  the  statute. 

The  damaj^es  to  which  a  railroad  company  is  entitled,  upon  condemna- 
tion of  HO  much  of  its  right  of  way  as  is  needed  by  a  telegraph  or  t«I«- 
phone  company  in  which  to  place  its  poles,  is  to  be  measured  by  the  extent 
to  which  its  use  of  the  land  has  been  impaired,  and  not  by  the  advantages 
accruing  to  the  telegraph  or  telephone  company. 

In  Si.  Louis  d  Coiro  K.  Co.  v.  Postal  Tel.  Co.  of  lUinoie,  )73  III,  608 
(June  18,  1898),  keld,  that  a  telegraph  company  may,  under  the  Illinois 
statutes,  lawfully  condemn  a  right  of  way  lengthwise  upcm  the  right  of  way 
of  ft  railroad  company. 
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Wlwra  a  tel^rapk  company  eonderona  »  railroad  right  of  way  the  meaa- 
n  of  damage*  ia  the  extent  to  which  the  ralue  of  the  lue  of  the  laud, 
ubraeed  within  the  right  of  iraj  between  the  polee  and  under  the  vires, 
J  the  railroad  oompany  ii  diminbhed  by  the  dm  (d  the  same  by  the 
degraph  company  for  ita  purposes. 

In  Bavannah,  Florida  it  Wetiont  Ry,  Co,  o.  Postal  Tel.  Cable  Co.,  112 
\m.  941  (Feb.  28,  IBOIJ,  held,  to  quote  from  the  official  head-note  in  a  pro- 
■eding  inatitnted  by  a  telegraph  company,  under  the  provisions  of  the 
Let  of  December  20,  1B98,  to  condemn  so  much  of  the  right  <d  way  r4  a 
tilroad  company  aa  may  be  necessary  for  the  erection,  maintenance,  and 
peration  of  ita  telegraph  linee,  it  la  not  esaential  that  the  telegraph  cam- 
any  ahould  affinnatively  show  that,  in  order  to  erect,  maintein,  and  oper- 
te  ita  telegraph  lines  between  the  pointe  proposed,  it  is  necessary  for  it 
a  eondemn  sucli  right  of  way;  nor  is  it  essential  for  it  to  show  that  it  is 
eoeasary  for  it  to  use  the  particular  portions  of  such  right  of  way  which 
t  proposes  to  condemn. 

In  8.  W.  Tel.  A  Telepft  (7o.  «.  QvXU  Col.  4  S.  F,  By.  Co..  Texas  Court  of 
Hril  Appeals,  May  31,  1890  (02  8.  W.  Kep.  106),  held,  that  the  words 
magnetic  tel^raph,"  used  in  article  S99,  Sayles'  Civ.  Gt.,  giving  authority 
o  telegraph  companies  to  appropriate  lands  necessary  for  the  erection  of  its 
oles,  etc,  apply  to  telephone  companiea  as  well  as  telegraph  companies. 

A  tel^raph  and  telephone  company  may  condemn,  for  the  construction  of 
ts  lines,  land  previously  condemned  by  a  railroad  company. 

The  measnre  of  damagea  in  such  a  case  is  the  damages  sustained  by 
««>on  of  the  interference  of  the  use  by  the  railway  company  of  ita  right 
rf  way  by  the  placing  of  the  poles  of  the  telegraph  company  upon  such 
ight  of  way. 

In  Qulf,  Col.  i  8.  F.  Ry.  Co.  v.  B.  W.  Tel.  it  Teleph.  Co.,  Texas  Court  of 
^ivil  Appeals,  March  13,  ISOI  (01  8.  W.  40G),  held,  that  "it  is  settled  law 
D  this  State  that  a  foreign  telegraph  company,  having  obtained  from  the 
Itate  a  permit  te  do  bualneBS,  has  the  right  of  eminent  domain  for  ite 
ight  of  way;  and  the  same  rule  applies  to  telephone  lines." 

In  TeiBaa  Midland  R.  Co.  o  B.  W.  Tel.  it  Teleph.  Co.,  67  B  W.  312  (Texan 
^lurt  of  Civil  Appeals,  April  7,  1900),  held,  that  in  an  action  by  a  tele- 
hone  company  to  condemn  a  right  to  construct  ite  line  along  the  right 
t  way  of  a  railroad,  the  railroad  is  only  entitled  te  luch  damages  as  might 
esult  from  the  construction  and  maintenance  of  the  telephone  line,  and  is 
ot  entitled  to  recover  the  valua  of  the  land  taken  by  the  telephone  com- 
any  for  its  right  of  way. 


NOTE  2. — The  subject  of  the  rights  of  owners  of  land  abutting  on  high- 
ray*  to  compensation  tor  the  establishment  and  maintenance  of  electric 
nM  therein  has  been  considered  in  notes  in  previous  volumes  of  this  ssriea 
a  folIoWB:  T(d.  3,  p.  848;  vol.  4,  p.  218;  vol.  0,  p.  ISS,  and  vol.  8,  p.  Ifil; 


AMERICAN  EI^ECTKICAL  CASES.       [voi. 
Tel^nph  Ckbia  Co.  ▼.  Bftilnwd  Co^ 


and  DO  iiMful  pitrpoM  would  b«  Mired  bj  repeaUng  thoM  ncta*  or  th 


So  far  «■  tha  Ul«gT»pli  Mid  talepfaoite  ara  coaeenivd,  •peeiAl  AttaitioD 
called  to  tba  Dot«  of  Mr.  Ktubty,  at  page  283  of  this  Tolunuk 

With  respect  to  the  ca«e«  reported  in  tba  preaent  Toluine,  it  is  A«U, 
New  Tork  (Balleran  v.  BM  TelepS.  Co^  ante,  p.  253;  Cfutls  v.  £ 
T*leph.  Co.,  ante,  p.  201),  and  Indiait*  (MagM  v.  Ovarthiner,  ante, 
MI),  and  Oobum  o.  Vmp  Tetepk.  Oo.,  ants,  p.  270),  that  the  telephone 
not  a  new  lervitude.  In  the  last  three  of  eaid  Cftsea  the  abutter  owned 
the  center  of  the  street;  and  in  the  last  two,  the  telephone  lines  were 
underground  conduits.  In  HalleroH  c.  Bell  TeUph,  Co.,  tupra,  and  in  £r 
gar  v,  Wiaeontin  Teteph.  Co.,  ante,  p.  286,  the  right  to  compensalioii 
damages  for  interference  with  light,  air  or  access  to  adjoining  premises 
rseoguiied.  In  New  Jersey,  telephone  lines  are  hj  statute  a  new  bur^ 
(Bee  NieoU  v.  N.  T.  it  S.  J.  Telepk.  Co.,  ante,  p.  277). 

With  respect  to  electric  light  lines,  it  is  interesting  to  note  in  the  a 
of  Palmer  v.  Lamhmont  EUctria  Co..  ante,  p.  208,  that  the  New  Ti 
Court  of  Appeals  failed  to  recognize  the  analogj  which  the  Appelli 
DiTision  in  its  decision,  6  Am.  Electl.  Caa.  128,  found  between  that  ct 
and  the  ease  of  EtU  v.  An.  r«IpA.  J  ^el.  Co.,  6  Am.Electl.Cas.  02,  when 
was  decided  that  a  telephone  line  is  ft  new  burden  in  a  rural  highway. 
the  Palmer  case,  it  is  held,  that  electric  light  flitures  for  public  lighti 
impose  no  new  burden;  while  in  Carpenter  v.  Capital  Eleo.  Co..  onle, 
SI2,  and  Jftdreoe  v.  Gat  d  Eleo.  Co.,  ante,  p.  310,  it  ia  held,  that  I 
private  lighting  the  contrary  is  true. 

According  to  the  weight  of  authority  now,  as  in  the  past,  the  electi 
street  railway  imposes  no  new  servitude.  Bnyder  v.  Ft.  Madison  Bt.  I 
Co.,  ante,  p.  3S0:  UcDerjnott  v.  Warrm,  do.,  Bt.  Ry.  Co.,  ante,  p.  3S 
La  Orotee  City  Ry.  Oo.  v.  Righie,  ante,  p.  36P,  and  Ehret  o.  Camden,  A 
R.  Co.,  ante,  p.  383;  though  in  Zehren  v.  Milwaukee  Elec.  Ry.  A  Light  C 
ante,  p.  340,  the  contrary  is  held,  as  to  rural  highways;  and  the  sai 
is  intimated  in  /oynM  v.  Omaha  Street  By.  Oo.,  ante,  p.  328;  though 
that  Cftse  access  to  abutting  premises  was  in  fact  interfered  with,  tb 
causing  special  injury;  compensation  for  special  injury  is  also  held  propi 
in  accordance  with  the  uniform  rule,  in  Snyder  v.  Ft.  lladiion  St.  By.  C 
ante,  p.  350.  In  Miller  v.  Detroit,  <fa.,  Ry.  Co.,  ante,  p.  387,  the  con 
doea  not  even  protect  shade  trees  from  the  axe  of  the  trolley  lineman,  pi 
Tided  only  notice  of  tlie  intended  destruction  or  maiming  be  given  t 
owner. 

Interference  of  one  alectrie  company  with  anotber  in  their  occupation 
highways,  which  was  once  a  fertile  source  of  litigation,  as  witness  ma 
eases  in  the  early  volumes  of  this  seriea,  fnmiahes  but  three  eaaes  for  tl 
volume. 

The  right  ot  telegraph  cmnpaniee  to  maintain  their  lines  along  the  ri^ 
of  way  of  railroad  companies  is  conferred  by  the  Federal  statute  of  Jm 
1866,  ktnywa  aa  the  Foat-roada  Act*  and  bf  statute*  of  varions  Stab 
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one  of  Uuoe,  howsver,  have  been  ooiutrued  hy  Uie  courts  to  Authoriie 
ich  OM  without  eomp^uation.  The  nature  of  tiie  Stale  laws  is  in  fact 
laioljr  the  extaiuicn  and  application  of  the  condemnation  lam  to  Huub 
uee.  The  tneamra  <d  the  isllroad  companlee'  damage*  in  condonnation 
roc«ediiigi  ii  the  burden  of  many  of  the  oaaea  upon  the  subject,  of  wUdt 
lia  last  preceding  cms  and  thoM  ititntd  to  in  note  1  ftre  eumplea. 


PART  III. 


ACTIONS  BASED  OST INJUEIES  TO  PER- 
SON  OE  PKOPERIY  CAUSED  DIEECTLT 
OE  INDIEEOTIY  BY  THE  ELEOTBIO 
OTTRKENT. 


(«1.) 
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Lkavehwobth  Coal  Compant  t.  John  Ratohfobd. 

Cmmm  Court  of  Appeals,  Northern  Departmmt,  E.  D.,  April  30,   1607. 
Ikjubt  bt  shock  fbom  uva  wise. 

(He»dnot«  t^  the  Court): 

Proof  that  ft  live  electric  wire  belangins  to  an  electric  light  plant  is  broken 
and  lying  upon  the  premises  of  ttie  ptaintilT  in  the  citf ,  in  such  a  condi- 
tion ftB  to  endanger  the  property  of  said  plaintifT,  and  that  in  attempting 
to  remove  the  aame  Injury  resulted  to  the  plaintiff  therefrom,  makes  a 
prima  facie  ease  of  negligence  against  the  defendant  company,  entitling 
the  plaintiff  to  recover  tor  aach  damages. 

n  Euch  caM  the  plaintiff  has  a  right  to  attempt  to  remove  such  live  wire 
from  his  premises,  using  ordinary  care  therein ;  and  such  an  attempt  to 
mnore  a  live  wire  is  not  ipao  facto  contributory  negligence. 

t  was  the  duty  of  the  defendant  company,  using  the  streets  and  alleys  of 
the  city  of  Leavenworth  with  its  poles  and  overhead  wires  in  lighting 
the  city  and  houses  therein,  to  employ  a  aufflcient  number  of  men,  and 
to  use  the  best  of  the  devices  known,  for  the  purpose  of  preventing  injury 
to  tbe  inhabitants  of  the  cit?  by  the  displacement  or  breaking  of  it* 
wires,  and  especially  so  immediately  after  a  storm  likely  to  produce  such 
displacement  or  breakage. 

Is  fact  that  ft  live  wire  is  emitting  sparks  and  ft  blaze  ol  electric  light, 
apparently  jeopardizing  the  buildinRs  of  the  plaintiff,  will  not  of  itself 
preclude  the  plaintiff  from  attempting,  using  ordinary  prudence,  to  re- 
move such  wire  for  the  purpose  of  relieving  his  property  from  apparent 
danger  of  a  conflagration ;  and  such  an  attempt  made  by  the  plaintiff 
will  rot  be  held,  as  a  matter  of  law,  to  be  contributory  nc<;1i;^nce. 

be  plaintiff  having  discovered  that  a  broken  wire  of  the  defendant,  emit- 
ting ft  blaze  of  electric  fire  apparently  endangering  his  property,  and  in 
attempting  to  remove  the  wire  from  his  buildings  apparently  jeopardized 
thereby,  using  for  that  purpose  a  baseball  bat,  and  being  injured  by 
coming  in  contact  with  the  wire  by  an  unexpected  movement  of  the  wire 
Cftused  bj  its  being  thrown  from  the  buildings  by  the  use  of  such  bat, 
■uch  injury  is  the  proximate  result  of  tbe  negligence  of  the  defendant 
company  in  permitting  its  wire  to  be  broken  and  displaced  and  to  fall 
npon  the  plaintifTs  buildings. 

Bses  of  this  feries  cited  in  opinion:   Bayn«i  v.  Ralfigh  Oat  Co.,  vol.  S, 
p.  2G4;   Vggla  c.  IVest  End  St.  Ry.  Co^  vol.  4,  p.  389;  Dmvtr  Cotwot, 
Xlec.  Co.  V.  Simpaon,  vol.  5,  p.  278. 
VOL.   VII — 28. 
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Appeal  by  defendant  below  from  judgment  of  Districst  Cou 
Leavenworth  County. 

Wm,  C  Hook,  for  plaintiff  in  error. 

Lucien  Baker  and  C.  W.  F.  Dossier,  for  defendant  in  en 

Mahait,  p.  J. :  This  is  an  action  cconmencod  in  the  Disti 
Coairt  of  Leavenworth  county  by  the  defendant  in  error  agai 
the  plaintiff  in  error  for  injuries  suffered  by  coming  in  cont 
with  an  electric  light  wire  used  by  the  defendant  in  operat 
its  light  plant  in  the  city  of  Leavenworth.  The  facts  appeal 
be  that  about  the  7th  day  of  May,  1889,  in  the  nighttime,  a  stc 
occurred,  which  ces^ed  about  4  o'clock  in  the  morning.  "] 
.'^torm  was  one  of  rain,  wind,  thunder,  and  li^tning,  not  of 
uBual  violence.  About  6  o'clock  in  the  morning  the  defend, 
in  error  had  his  attention  called  to  the  fact  that  his  stable 
shed  in  the  rear  of  his  premiseB  was  on  fire.  Going  out  of 
door  of  Mb  residence,  lie  discovered  that  one  of  the  mrea  of 
plaintiff's  plant  had  broken,  and  a  part  of  the  wire  had  fal 
across  the  roof  of  his  shed,  from  which  were  issuing  sparks  i 
a  blaze  of  fire,  apparently  endangering  his  buildings, 
picked  up  a  baseball  bat,  ran  out  to  his  shed,  pushed  the  w 
off  of  the  buildii^  onto  the  ground,  and,  in  falling,  the  wire 
some  manner  came  in  contact  with  his  hand.  His  hand  ^ 
severely  burned,  bo  as  to  permanently  cripple  the  samei 
was  severely  shocked  by  the  electric  current,  and  was  thro 
to  the  ground,  apparently  dead.  He  endured  very  oonaidera 
physical  suffering  arising  therefrnn.  The  plaintiff  in  er 
waa  operating  at  the  time  something  over  40  miles  of  wire 
lighting  the  streets,  residences,  and  business  houses  of  the  c 
of  Leavenworth.  It  kept  a  day  engineer  in  fiixrge  of  the  pli 
from  7  in  the  morning  until  7  in  the  evening,  and  a  night  en 
neer  in  chai^  from  7  in  the  evening  until  7  in  the  momi] 
In  addition  to  these  engineeirs,  the  company  kept  a  superintei 
ent  and  a  lineman.    On  the  ni^t,  or  rather  the  morning,  of  i 


KANSAS,  1897. 


oocndent  the  night  engineer  was  in  charge  of  the  plant  entirely, 
and  it  seems  from  the  evidence  that  no  atteiLtiini  was  paid  to  it 
by  anj  one  except  the  night  engineer  until  he,  discovering  some 
difficulty  in  the  operation  of  the  plant,  attempted  to  call  the 
superinlendent  by  telephone  at  about  6  o'clock  in  the  morning. 
In  R  brief  space  of  time  hj  made  three  calls  l^  telei^one  before 
getting  the  superintendent,  who  reported  to  the  power  house, 
and  made  an  investigation  of  the  inside  of  the  plant,  and  foond 
that  something  was  seriously  wiong,  bat  could  not  locate  it. 
After  having  satisfied  himself  that  Uiere  was  nothing  wrong  iik- 
aide  of  the  plant,  that  whatever  difficulty  there  was  must  be  on 
liie  line,  he  turned  about  and  went  towards  the  door,  as  he  says, 
of  the  plant,  to  look  after  his  horse  that  he  had  ridden  tiiere. 
From  a  half  to  three-quarters  of  an  hour  had  been  spent  in  this 
investigation  in  waiting  and  talking  with  the  engineer,  when 
a  boy  arrived,  and  informed  the  superintendent  that  the  defend- 
ant in  error  was  caught  in  a  wire,  and  immediately  the  opera- 
tion of  the  plant  was  suspended,  and  the  superintendent  re- 
sorted to  the  residence  of  the  defendant  in  error,  and  found  him 
injured  as  above  stated.  It  was  disclosed  by  the  evidence  that 
the  company  had  used  an  instrument  called  a  "nogneto  bell" 
for  the  purpose  of  determining  whether  the  circuits  of  the  wires 
were  complete,  whether  any  wires  were  broken  or  grounded,  and 
diat  this  bell  was  the  latest  discovery  and  the  most  improved 
device  for  the  purpose ;  but  it  was  not  used  at  the  time,  although 
the  superintendent  had  it,  and  had  often  used  it  before.  The 
evidence  also  disdoees  the  fact  that  ordinarily  the  (^>6ration  of 
the  plant  would  have  to  be  suspended  in  order  to  apply  the  test 
of  tlie  magneto  bell,  but  it  oould  be  applied  without  suspending 
the  <^>eration  of  the  plant,  but  with  scone  hazard.  Hie  evidetnce 
disdoees  the  fact  that  it  would  take  about  tliree  minutes  to  sus- 
pend the  operation  of  the  plant  and  apply  the  test  and  resume 
operation  again.  There  was  evidence  of  expert  witnesses — eleo- 
tricdanfl,  so  called — ^who  testified  that,  if  the  oonditions  existed 
as  shown  by  the  plftintifTs  evidence,  this  test  would  not  have  dis- 
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cloeed  if  a  wire  was  broken,  iuasmuch  as  the  coaditions  of  tl 
wire  after  broken  would  apparently  disclose  irom  the  test  a  co 
tinuouB  unbroken  circuit  or  current  of  electricity.  The  ca 
was  tried  to  the  court  and  a  jury,  and  resulted  in  a  verdict  f 
the  defendant  in  error  (plaintiff  below)  for  $1,200,  for  whl 
judgment  was  rendered,  and  the  plaintiff  in  error  (defends 
below)  now  brings  the  case  here  for  review.  In  additioa  to  t 
general  verdict,  the  jury  made  certain  special  iiiidings  of  ft 
at  the  request  of  the  plaintiff  in  error  (defendant  below). 

Counsel  for  plaintiff  in  error  make  11  assignments  of  err 
in  their  brief.  The  first  is  that  the  jury  erred  in  finding  th 
the  faiUiro  to  use  the  magneto  bell  contributed  to  the  aocidei 
The  special  findings  of  the  jury  upon  that  question  are  as  f 
lows :  "Is  the  magneto  bell  the  best  or  most  approved  device  i 
the  purpose  of  ascertaining  whether  an  electric  current 
broken  or  not  ?  Ans.  Ye8."  "Did  the  defendant  have  su 
magneto  bell  in  its  power  house  when  the  electricity  was  bei: 
gemerated  at  the  time  of  the  injury  complained  oft  Ans,  Ye« 
"If,  when  it  was  discovered  in  the  power  house  that  somethi 
waa  wrong,  the  machinery  had  been  shut  down,  or  the  electi 
current  shut  off,  and  the  magneto  bell  had  been  used  for  teeti: 
whether  the  outside  circuit  waa  complete  on  which  the  brok 
wire  was,  would  such  i,cst  have  shown  that  the  circuit  was  ca 
plete  ?  Ans.  We  do  not  know."  "Would  such  test  as  mention 
in  the  last  question  have  indicated  that  the  wire  waa  brokei 
Ans.  We  do  not  know."  "(40)  Do  you  find  that  the  nedigen 
of  the  defendant  was  Uie  proximate  cause  of  the  injury  ?  Ai 
Yes."  "(43)  If  you  answer  question  No.  40  'Yes,*  then  sta 
whether  such  negligence  consisted  in  not  using  the  magneto  bi 
.nnd  testing  whether  the  circuit  was  complete,  Ans.  Yea 
These  are  all  of  the  special  findings  of  the  jury  wiiich  indica 
that  the  jury  found  or  held  that  the  failure  to  use  the  magne 
bell  contributed  to  the  accident.  The  evidence  is  sufficient 
sustain  the  findinfrs.  'ihe  trial  court  passed  upon  the  findin 
and  the  evidence  in  support  of  them,  and  approved  them,  ai 
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we  cannot  say  from  the  record  that  the  jury  was  guilty  of  any 
wrong  or  error  in  making  these  findings  aa  they  did. 

The  seooDxl  assignment  of  error  is  that  the  answer  of  the  jtuy 
to  question  No.  43  is  against  the  law  and  the  evidence.  Qiiee- 
tion  No.  43  is  the  last  finding  quoted  above,  and  I  think  tliat 
counsel  have  fallen  Into  an  error  in  Uieir  reference,  becauae 
they  add,  "The  failure  to  shut  down  the  machine  was  not  n^li- 
gence."  Special  finding  No.  44  is  ae  follows:  "If  you  answer 
that  the  defendant  was  negligpnt,  then  state  the  specific  acta  or 
omissions  that  constituted  the  defendant's  negligence  which  was 
tbe  cause  of  the  injury  t  Ans.  For  not  shutting  down  the  nui- 
chine  when  they  found  there  waa  something  wrong."  Counsel 
doubtless  iutetkded  to  refer  to  special  finding  No.  44  instead  of 
No,  43  in  this  second  assignment  We  cannot  say  that  this 
finding  is  against  the  evidence;  on  the  contrary,  the  evidence 
abundantly  supports  it.  The  engineer  left  in  charge  of  the 
works  was  apprised  that  there  was  something  wroni;  with  die 
plant  more  than  an  hour  before  the  happening  of  the  injury. 
The  superintendent  was  called,  and  he  had  fully  three-fourths 
of  an  hour's  notice  of  some  disturbance  in  the  operation  of  the 
plant  before  the  happening  of  the  injury.  He  at  once  discov- 
ered that  it  was  not  in  connection  with  anything  inside  of  the 
plant,  but  that  the  diflEculty  was  upon  the  line.  A  company  or 
person  operating  such  dangerous  machinery  as  an  electric  plant 
for  lighting,  using  such  a  dangerous  element  as  electricity,  ought 
to  be  held  to  the  strictest  rule  of  care  and  attention  in  its  use, 
to  the  highest  d^p-ee  of  care  and  attention  exercised  by  men  in 
the  management  of  their  affairs.  They  know — they  must  be 
held  to  know — the  dangers  that  attend  its  operation ;  that  a  wire 
— a  "live  wire,"  as  they  are  called — is  exceedingly  dangerous  to 
both  men  and  domestic  animals ;  and  in  a  crowded  street,  with 
a  profusion  of  wires  oc43upying,  above  ground,  the  public  high- 
ways, whCTe  people  must  pass  and  repass  in  the  performance  of 
their  duties  and  social  intercourse;  and  it  was  not  too  much  to 
lay,  upon  the  evidence,  that  the  defendant  company  bad  such 
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notice  of  danger  aa  to  put  their  agents  upcHi  their  guard,  an 
require  them  to  exercise  all  the  means  and  devices  they  had  ; 
band  to  prevent  any  misfortune  that  might  arise  therefrot 
And,  indeed,  it  was  a  small  thing  to  do  to  suspend  the  nuimi 
of  their  engine,  or  suspend  their  electric  current,  which,  it  a 
pears  from  tho  evidence,  they  could  have  done  in  three  minute 
and  have  applied  the  test  that  they  had  at  hand,  or  even  to  asce 
tain  that  nothing  had  transpired  in  connection  with  this  dange 
0U8  element  which  they  were  using,  from  which  hann  mig] 
come  to  the  persona  or  property  of  the  inhabitants  of  tiie  cit 
The  answer  is  not  against  the  law  or  the  evidence. 

The  third  assignment  of  error  is  that  the  court,  at  the  reque 
of  the  plaintiff,  erroneously  instructed  the  jury  in  the  foUowii 
instruction:  "Second.  If  the  jury,  from  the  evidence,  belie' 
that  the  defendant  could,  by  the  exercise  of  due  care  and  ca 
tion  in  and  about  its  business  of  lighting  the  streets,  stores,  ai 
buildings  aforesaid,  have  prevented  one  of  its  wires  from  fallii 
upon  the  premises  and  upon  the  shed  or  bam  of  the  plainti: 
then  it  was  its  duty  to  do  so;  and  if  the  same  could  have  bet 
prevented  by  the  exercise  of  due  care  and  caution,  then  it  w; 
the  duty  of  the  defendant  to  have  exercised  such  care  and  ca 
ticm ;  and  if  you  find  that  such  care  and  caution  was  not  exe 
oised,  and  that  one  of  the  wires  of  the  defendant,  becau 
thereof,  did  fall  into  or  upon  the  bam  or  shed  of  the  plaintil 
then  the  defendant  would  in  any  case  be  guilty  of  n^ligenco 
The  criticism  upon  this  instruction  is  the  expression  "due  ca 
and  caution ;"  that  is,  that  the  company  might,  by  the  exerci 
of  due  care  and  caution,  have  avoided  inflicting  ^e  injury  upc 
the  plaintiff.  Taking  this  instruction  in  connection  with  tl 
other  instructions,  it  is  not  open  to  any  criticism,  because  tl 
court  had  told  the  jury  what  care  or  degree  of  care  and  attentic 
constituted  due  care  and  caution  upon  its  part.  Instructioi 
must  he  taken  together,  and  not  a  single  one,  or  a  single  pan 
graph,  or  a  single  clause  considered  by  itself  for  the  purpose  c 
Baying  that  the  court  erred  tliprein. 
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The  fourth  assignmoiit  of  error  is  UiAt  the  defendant  (plaiu- 
tiff  in  error)  requested  the  court  to  instruct  the  jury  as  fol- 
lows, which  the  court  refused  to  do,  to  wit. :  "If  the  jury  finds 
from  the  evidence  that  the  injury  was  dooe  to  the  plaintiff  by 
means  of  one  of  the  defendant's  electric  wires,  no  preeumpticm 
arises  from  that  fact  alone  that  the  defendant  was  negligent  in 
such  matters."  In  the  first  place,  this  principle  of  law  was  cor- 
ered  by  the  court  in  its  general  instructions. 

The  fifth  assignment  of  error  is  that  the  court  refused  to  give 
to  tlie  jury,  at  the  request  of  the  plaintiff  in  error,  the  following 
instructions :  "Sixth.  If  the  jury  should  find  that  ignorance  of 
the  plaintiff  of  the  fact  that  an  electric  light  wire  emitting 
sparks  and  fiames  might  be  dangerous  to  handle  induced  him  to 
so  act  with  reference  to  such  wire  as  to  cause  the  injury  com- 
plained of,  you  should  find  for  the  defendant.  Seventh.  If  the 
jniy  should  find  that  the  ignorance  of  the  plaintiff  of  the  fact 
that  an  electric  wire  emitting  sparks  and  fiames  might  be  dan- 
gsraoB  to  handle  induced  him  to  so  act  with  reference  to  such 
wire  as  to  contribute  to  tlie  injury  complained  of,  you  should 
find  for  the  defendant.  Eighth.  If  the  jury  should  find  from 
the  evidence  that  the  plaintiff  voluntarily  picked  up  the  electric 
light  wire  with  his  hand,  knowing  the  same  to  be  ^ive,  or  to  be 
emitting  sparks  and  fiames,  and  the  injury  was  thereby  caused, 
you  should  find  for  the  defendant."  "Thirteenth.  If  the  juiy 
find  from  the  evidence  that  the  electric  wire  which  plaintiff 
came  in  contact  with  was  emitting  sparks  and  fiames  at  different 
points,  and  the  plaintiff  observed  and  knew  such  to  be  the  case, 
then  he  should  have  known  that  a  personal  contact  with  such 
wire  might  cause  injury.  Fourteenth.  If  the  plaintiff  knew 
that  the  said  wire  was  emitting  sparks  and  fiames,  then  he 
should  have  known  that  it  was  charged  with  electricity.  Fif- 
teenth. The  plaintiff  must,  as  a  matter  of  law,  have  known  that 
a  broken  electric  light  wire,  charged  with  electricity,  might  be 
dangerous  to  him  if  he  came  in  contact  with  it  SixteentJL  If 
the  plaintiff  conducted  himself,  or  acted  in  his  endeavor  to  re- 
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more  the  electric  light  wire  which  caused  the  injury,  aa  thouf 
the  same  were  harmless  under  any  circumstances,  and  becaui 
of  his  so  acting  anJ  ci^iiducting  himself  the  injury  complaint 
of  was  incurred,  you  should  find  for  the  defendant."  These  i; 
Btnictions  are  based  upon  the  assumption  that  the  plaintiff  vc 
untarily  came  in  contact  with  the  wire.  It  is  assumed  that  1 
was  bound  to  know  that  an  electrio  wire  emitting  sparks  an 
flames  of  fire  was  dangerous  to  handle,  and  that  he  ought  not 
have  attempted  to  remove  it  fn»n  his  bam  under  any  ciroiu 
stances.  This  is  not  the  law  applicable  to  the  case.  The  que 
tion  to  be  submitted  to  the  jury  was,  did  he  ase  due  care  ai 
att€intion  in.  attempting  to  remoTe  it  from  his  buildings!  bi 
that  his  contact  with  the  wire  was  a  wiUf  ul  contact ;  that  he  pn 
poeely  took  hold  of  or  came  in  contact  with  the  wireL  And  tl 
evidence  does  not  support  the  assumption,  or  either  of  the  i 
sumptions.  Nor  can  it  be  said,  as  a  matter  of  law,  that  in  tl 
year  1889  every  pereon  or  any  person  was  bound  to  know  th; 
an  electrio  wire  was  such  a  dangerous  instrument  that  a  perse 
whose  property  was  apparently  jeopardized  by  its  preeeoi 
ought  not  to  attempt  in  any  manner  to  remove  it 

The  sixth  assignment  of  error  is  as  follows:  "In  the  gemtm 
instructions  to  the  jury  the  court,  in  passing  upon  the  queetic 
of  contributory  negligence,  virtually  said  that,  in  order  to  di 
feat  a  recovery,  the  plaintiff  must  knowingly  have  coatribate 
to  his  own  injury."  The  instruction  referred  to  is  as  foUow! 
"But  if  they  were  convinced  by  what  the  law  calls  a  prepoode 
ance  of  the  evidence  that  they  were  negligent,  then  he  wool 
not  be  entitled  to  a  verdict  if  he  contributed — in  the  meaning  c 
the  law,  which  I  will  explain — to  his  own  injuiy  f  that  is,  if  h 
knowiiif^lv  imutributed  to  his  own  injur)'."  Subsequently  th 
court  did  explain  fully  what  he  meant  by  "knowingly  eontribul 
ing  to  his  own  injuiy;"  and,  taking  the  entire  instnictions  tc 
gether,  the  jury  could  not  have  been  misled  thereby,  Th©  oor 
tention  of  counsel  Is  based  upon  the  rule  that  the  plaintiff  wa 
bound  to  know  and  act  upon  the  knowledge  that  this  wire  wa 
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sucli  a  dangerous  wire  aa  would  preclude  him  from  in  any  manr 
oar  attempting  to  remove  it  from  his  premieee ;  but  this  is  not 
the  law  in  the  case. 

The  seTenth  afiaigiimeat  of  error  is  as  follows:  "Upon  the 
question  of  the  degree  of  care  and  diligence  incumbent  upon 
the  defendaut  company  to  exercise,  the  court  instructed  the  jury 
as  follows:  'And  that  it  would  be  ita  duty,  under  such  circum- 
Btances,  as  far  as  they  could  do  so  by  the  exercise  of  the  highest 
oere  and  diligence,  to  prevent  an  injury  of  this  character,  it  is 
hardly  necessary  for  me  to  say;  because  the  jury  will  infer, 
from  what  they  heard  in  this  case,  and  probably  from  their  com- 
mon knowledge  of  such  subjects,  that  the  electric  light  machine, 
including  the  wires,  is  a  dangerous  machine,'  etc.  And  again: 
'As  to  the  care  that  is  necessary  to  be  used  by  the  defendant  in 
the  suit,  I  wiU  say  to  you  that  this  being  a  dangerous  machine 
for  the  purpose  of  producing  and  distributing  electricity  in  the 
cdty,  the  law  holds  the  defendant  to  the  highest  degree  of  care 
known  for  the  purpose  of  preventing  injunee  arising  from  the 
use  of  that  instrument;  the  law  being  that  the  care  that  a  per- 
son must  take  in  the  use  of  an  appliance  that  may  be  dangerous 
mnst  inorease  in  proportion  to  the  danger  in  the  use  of  the  ap- 
f^ance,  so  that,  if  this  is  a  highly  dangerous  instrument, 
the  highest  care  would  be  'necessary  in  providing  against  injur- 
ies frtan  its  use.' "  This  is  a  fair  statemeoit  of  the  law  of  the 
ease,  as  favorable  to  the  defendant  as  it  was  entitled  to  undor 
the  facts.  We  do  not  deem  it  neceesary  to  euter  into  an  argu- 
ment on  this  propositioQ.  The  instructions  are  in  accord  with 
the  authoritiee  upon  that  subject  Haynes  v.  Oas  Co.  (N,  0.), 
6  Am  ElectL  Cas.  264,  19  S.  E.  344;  Vggla  v.  RaUway  Go., 
4  Am.  Eleetl.  Cas.  389,  160  Mass.  351,  35  N.  E.  1126;  Elec-  ' 
trie  Co.  v.  Simpson  (Oolo.  Sup.),  5  Am.  ElectL  Oas.  278,  41 
Pac  499 ;  Larson  v.  Railway  Co..  56  lU.  App.  263. 

The  eighth  assignment  of  error  is  that  the  court  refused  to 
iistniot  the  jury  to  find  for  defendant.  This  assigmneoit  is 
based  upon  the  proposition  liat  the  injury  was  not  the  proxi- 
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mate  result  of  negligenoe  oa  the  part  of  the  defendant.  The 
claim  is  that  the  attempt  oi  the  plaintiff  to  remove  the  wire  fnmt 
hie  building  was  the  iaterpositi(»i  of  a  naw  cause;  in  other 
words,  that  the  company  was  not  held,  imder  the  law,  to  haTS 
ooBtemplated  that  whea  they  were  guilty  of  such  negligence  u 
leaving  a  live  wire  about  the  highways  of  the  city  or  the  prem- 
ises of  one  of  its  ii^abitants  that  a  pear  son  woiild  not  be  injured 
by  it,  in  the  ordinary  course  of  events,  by  attempting  to  remove 
it  from  his  premises  for  the  purpose  of  avoiding  danger  to  hia 
property.  The  positioa  is  untenable.  The  plaintiffs  property 
was  apparently  exposed  t*>  a  conflagration  by  the  presence  of  the 
fire.  The  court  told  the  jury  that  if  it  was  a  fact  that  the  wire, 
ID  the  condition  in  which  it  was,  did  endanger  the  plaintifTa 
property, — not  apparently,  but  in  fact, — and  the  company 
knew  it,  then  the  negligence  of  the  defendant  in  permitting  the 
wire  to  be  there  was  the  proximate  cause  of  the  injury.  This 
waa  as  favorable  a  presentation  of  the  law  to  the 
facts  as  the  defendant  could  ask.  The  assumption  of  ooun- 
sel  for  defendant  in  their  brief  is  that  the  plaintiff  might, 
in  tlie  attempt  to  save  human  life,  atteimpt  to  remove  the  wire 
f rcsn  bis  property,  but  not  to  save  his  property.  It  will  not  do 
to  say,  as  a  proposition  of  law,  that  where  a  person  or  company 
is  engaged  in  the  exercise  of  as  dangerooa  a  business  as  that  of 
the  defendant,  they  may  expose  the  property  of  citizens  to  a 
conflagration  without  the  right  to  attempt  to  preseare  the  sama 
The  court,  upoa  the  trial,  in  its  instructions,  told  the  juiy  that 
it  was  the  duty  of  the  plaintiff,  when  he  saw  that  his  property 
had  been  exposed  to  danger,  even  by  the  'negligent  act  of  the  de- 
fendant, to  exercise  reasonable  care  to  prevent  the  injury  if  he 
discovered  it  in  time.  This  is  the  universal  rule  of  law.  It  is 
the  rule  founded  on  honesty  and  integrity,  and  ought  to  apply 
in  all  its  force  to  the  defendant  compai^  under  the  dream- 
stances  in  this  case^ 

The  ninth  contention  of  the  plaintiff  in  error  is  that  the  oouit 
refused  to  submit  the  question  to  the  jujy  as  to  wihethier  the 
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plaintiff,  in  building  his  improvements,  bad  encroadied  upon 
the  alle^,  iind  whether  or  not  a  part  of  his  improTements  were 
beyond  the  line  oi  his  property,  and  in,  the  alley.  One  of  the 
all^ationa  of  tho  petition  is  that  the  defendant,  in  constructing 
its  line  of  wires  in  the  city,  and  especially  in  the  alley  in  the 
rear  of  the  plaintiff's  premises,  so  constructed  it  that  the  wires 
hung  over  and  were  liable  to  fall  upon  the  improvements  of  the 
plaintiff.  It  appeared  by  the  evidence  that  the  plaintiff  knew 
of  the  foots  at  the  time  of  the  construction  of  the  Kne,  and  that 
his  oonduct  with  reference  thereto  amounted  to  a  license  to  the 
defendant  company  to  so  construct  its  line  and  maintain  it  in 
the  position  it  did,  and  that,  therefor^  the  question  of  negli- 
gence on  the  part  of  the  defendant  company  in  the  construction 
of  its  line  was  out  of  the  case.  This  ruling  of  the  court  was 
most  favorable  to  the  defendant,  and,  instead  of  being  preju- 
dicial to  its  interest,  was  in  its  interest,  and  about  which  the 
company  has  no  cause  to  complaiUk  A  part  of  this  assignment 
of  error  is  that  the  court  refused  to  submit  to  the  jury  questions 
of  fact  aa  to  whether  the  plaintiff's  improvements  encroached 
upon  the  alley  or  not  Upon  the  holding  of  the  court  that  the 
plaintiff  could  not  rely  upon  this  all^ation  of  n^Iigence,  it  be- 
came utterly  immaterial,  and  the  court  properly  refused  to  sub- 
mit to  the  jury  any  special  findings  upon  that  subject 

The  tenth  assignment  of  error  is  that  the  answer  to  the  forty- 
third  finding  submitted  by  the  defendant  to  the  jury  indicatee 
that  the  jury  was  prejudiced  against  the  plaintiff,  and  that  it 
had  no  show  fcv  a  f^r  trial.  It  is  only  necessary  to  say,  in  this 
connection,  that  after  a  very  careful  consideration  of  the  record, 
oorering  the  whole  course  of  the  trial,  including  the  instructitms 
of  the  court,  we  are  impelled  to  the  conclusion  that  the  court 
treated  the  defendant  (plaintiff  in  error)  moet  fairly  and  con- 
siderately; that  there  is  no  indication  of  any  bias  or  prejudice 
upon  the  part  of  either  the  court  or  the  jury ;  that  the  findings 
of  the  jury  referred  tc^  taken  in  connection  with  the  other  find- 
ings of  the  jury,  and  the  facte  and  cdroumstancee  of  the  oase^ 
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do  not  indicate,  as  Buggested  by  oounBel,  that  it  entertained  laj 
bias  or  prejudice  or  feeling  of  uufaimees  towards  die  plaintifi 
in  error  whatever. 

The  eleventh  assignment  of  error  is  th&t  the  court  refused  llie 
motion  for  a  new  trial  There  being  no  error  in  the  record,  the 
trial  having  been  a  fair  one,  the  plaintifiF  in  error  having  been 
denied  no  right  or  privilege  to  which  it  was  entitled  under  the 
law,  the  instructions,  taken  as  a  whole,  being  most  favorable  to 
the  plaiatifi  in  error,  the  result  being  a  fair  and  just  one,  dien 
was  no  ground  for  a  new  trial,  and  the  motion  was  properl; 
overruled.  The  judgment  of  the  lower  court  is  affirmed.  All 
the  judges  concurring. 

Hoik. — S«e  mote  2  at  end  of  Put  HI;  alao,  note  to  next  cAse. 


The  Teekton  Pabsbngeb  Railway  Compakt  (Consolidated) 
V.  Chaelbs  S.  Coopeb. 

Same  v.  Samubi.  M.  Bennett. 

lF«ie  Jtrtey  Court  of  Error*  and  Appeaia,  June  28,    1807. 

(60  N.  J.  L.  819.) 

Electbio  street  uilwat—Injdrt  bt  shock — Kbs  ipsa  ioquttus. 

(Head-note  bj  the  Court): 

Escape  of  electricity  fTom  a  street  railway,  to  the  injury  of  a  horu  bpin; 

driven  on  a  public  street,  is  preeumptive  proof  of  negligeuae  in  tlie  oper 

atJou  of  the  railway.     "Ret  tp*a  loquitur." 

On  error  to  the  Supreme  Court. 

James  Buchanan,  for  plaintiff  in  error. 

Garret  D.  W.  Vroom  and  John  H.  Baches,  for  defandsnto  in 
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Collhth,  J. :  These  two  causee  were  argued  together  upon 
ideetical  bills  of  exception  and  afisigiunents  of  error,  the  origi- 
nal actions  having  been  tried  together  in  the  Mercer  Circuit. 
The  actions  were  based  upon  alleged  negligence  in  the  lawful 
operation  by  means  of  electricity  of  a  street  railway  in  the  city 
of  Trenton.  In  sudi  operation  an  electric  current  was  con- 
ducted through  rails  laid  on  the  street,  the  ends  of  the  rails  be- 
ing fastened  together  with  metallic  ties  by  a  process  called  in 
the  declaration  and  teetimony  "bonding."  The  negligence  aver- 
red was  in  insufficient  or  defective  bonding,  permitting  the  es- 
cape of  electricity.  In  one  of  the  actions  the  result  averred  was 
injury  to  a  valuable  horse  owned  and  being  driven  by  the  plain- 
tiff Cooper,  and  in  the  other  personal  injury  to  the  plaintiff 
Bennett,  who  was  Cooper's  hostler  and  waa  riding  with  him. 
The  horse  ran  away,  and  both  men  were  thrown  from  the  car- 
riage. The  plaintiffs  recovered  damages,  and  the  judgments 
have  been  removed  by  writs  of  error  to  this  court 

Error  is  first  assigned  upon  refusal  to  nonsuit  The  conten- 
tion is  that,  as  the  averments  of  negligence  were  limited  to  the 
bonding  of  the  rails,  the  plaintiffs  were  obliged  to  point  out 
and  establish  some  particular  defect  or  insufficient^  in  such 
bonding.  I  do  not  assent  to  this  view.  It  would  have  been  suf- 
ficient to  aver  that  electricity  was,  throu^  negligence,  permit- 
ted to  escape  from  the  rails ;  but,  as  it  appeared  in  the  case  that 
9uch  escape  was  only  possible  at  the  ends  of  the  rails,  it  was  a 
necessary  condusiom  that,  if  it  occurred,  it  must  have  been  due 
to  insufficient  or  defective  bonding.  It  must  be  assumed  that 
with  proper  and  sufficient  bonds  the  rails  would  have  carried  a 
current  of  electricity  with  safety  to  horses  stepping  upon  them. 
Otherwise  the  operation  of  the  railway  in  a  public  street  by 
means  of  such  a  current  passing  throu^  its  rails  was  ipso  facto 
a  nuisance.  No  legislation  has  authorized  such  an  infringement 
on  the  rights  of  the  public  in  a  highway.  If,  therefore,  elec- 
tricity did  escape  from  the  rails,  that  fact  was  prssumptive 
proof  of  negligenca    The  case  comes  clearly  within  the  bounds 
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set  by  this  oourt  for  the  rig^"  of  a  plaintiff  to  Bay,  "£es  if 
loquitur."  Bohr  v.  Lombard,  Ayrea  £  Co.,  24  Vroom,  2f 
Of  course,  proof  of  a  latent  defect  or  of  a  break  in  &  bond, 
which  the  managers  of  the  railway  oould  not  with  due  diligec 
have  learned,  might  rebut  the  presumption  of  negligence,  bat 
snch  proof  appeared  in  the  plaintiff's  case.  Assuming  tl: 
there  was  proof  tending  to  show  that  electricity  did  escape  frc 
the  company's  rails  and  affect  the  horse,  it  was  the  duty  of  t 
trial  judge  to  require  a  defense.  There  was  proof  sufficient 
go  to  the  jury  of  such  escape  and  shock.  The  hotBB,  previous 
docile,  and  accustomed  to  the  city  streets,  was  being  drivi 
across  the  railway  track.  Immediately  after  stepping  on  a  ra 
he  stopped,  shook,  quivered,  and  then  plunged  forward,  and  n 
so  violently  as  to  overwHoe  all  efforts  to  restrain,  him.  A  sahi 
quent  examination  by  a  veterinary  surgeon  revealed  sympbn 
of  shock  by  electricity.  The  motion  to  nonsuit  was  proper 
denied,  and,  as  no  conclusive  rebuttal  of  such  presumption  < 
negligence  was  eetablishad  by  the  defense,  there  was  no  suppo 
for  the  renewal  of  the  motion  at  the  close  of  the  evidence.  H 
case  was  one  for  the  jury. 

The  judgment  should  be  affirmed. 
GabsisoiTj  3.,  dissents  in  the  Cooper  case. 

NOTK. — Even  though  the  dutj  of  the  defendant  may  not  go  w  for  a*  ' 
iniure  against  accident,  there  are  cases  in  which  th«  fact  that  hann 
done  is  eridence  of  want  of  care.  The  facts  which  prove  the  accident  aL 
■peak  of  the  negligence  of  the  defendant  and  throw  upon  him  the  bardt 
of  showing  that  the  accident  was  due  to  some  other  cause  than  his  wai 
of  care.  The  maxini  applied  in  such  cases  is  rea  ipsa  toqmtiir.  It  can  onl 
be  applied,  however,  when  the  accident  is  such  that  the  natural  and  rea 
unable  inference  is  that  it  would  not  hare  happened  but  for  the  uegligeni 
of  the  defendant  or  when  it  appears  that  the  facts  are  so  far  within  h 
exclusive  knowledge  that  it  is  reasonable  to  call  wi  him  for  an  sxplani 
tion  of  the  accident,  and  it  must  always  be  remembered  that  it  is  a  go 
Mai  rule  of  law  that  the  mere  proof  of  the  occurrence  of  an  accidmt  raist 
no  presumption  of  negligence.  Keaabey  on  Electric  Wires,  section  £7! 
The  maxim  was  applied  to  the  falling  of  dectric  apparatus  set  up  in  tli 
■tT«st  In  Uggla  «.  Weat  End  8l.  By.  Co.,  100  Man.  351,  36  N.  B.  Bep.  121 
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4  Aw  E3eetl.  Cm.  869;  ffovabior  Electrio  Co.  v.  Bteeet,  57  N.  J.  L*w,  284, 
3D  Ati.  Rep.  CSS;  to  cues  of  electrio  shock,  in  Enait  v.  Qray,  87  Hun, 
3S6,  84  N.  T.  Bupp.  379,  6  Am.  Electl  Cu.  32S)  Ciorlb  v.  Natiau  El.  Rg. 
Co.  (N.  Y.),  B  App.  DiT.  CT,  6  Am.  Electl.  Caa.  234,  49  N.  T.  Supp.  78; 
Jtmet  V.  Union  By.  Co..  18  App.  Div.  (N.  T.)  267,  7  Am.  Electl.  Cas.  «7, 
41  N.  T.  Supp.  381;  0'Fla3\«rty  v.  Vmmm  £1.  By.  Co.,  34  App.  Bit.   <N. 

Y.)  14,  7  Am.  Elect].  Cu. ,  S4  N.  Y.  Supp.  96;  Bulvrhan  Eieotrie  Co. 

t).  Sugvnt,  58  N.  3.  Iaw,  688,  6  Am.  Electl.  Cu.  &3B,  84  Atl.  Sep.  1069; 
hanon  v.  Omtral  By.  Co.,  56  111.  App.  263;  Bnyd«r  v.  Wheeling  El.  Co., 
48  W.  Va.  eel,  7  Am.  Electl.  Cm.  473,  28  S.  E.  Eep.  733,  29  L.  K.  A. 
499,  with  note  and  biiefi;  Western  Union  TeUg.  Co.  v.  State,  82  Md.  293, 
6  Am.  ElecU.  Cu.  210;  ffaynea  v.  AoIeijrA  0a«  Co..  114  N.  Car.  203,  5 
Am.  ElecU.  Cm.  264,  19  S.  E.  Hep.  344;  BeyboU  t>.  V.  Y.,  L.  E.  d  W.  B.  B. 
Co.,  96  N.  Y.  G02 ;  Dmoer  Tromicay  Co.  o.  Raid,  4  Colo.  App.  53,  35  Pac. 
Rep.  269,  4  Am.  Electl.  Cas.  332.  A  dUtinctioii  vaa  taken  in  a  case  where 
a  man  was  injured  indirectlj,  his  horse  being  frightened  bf  the  fall  of  * 
lire  wire.  Kepner  v.  Harritliurg  Traction  Co.,  168  Fa.  St.  497,  32  Atl. 
Rep.  44. 

A*  to  the  meaning  and  application  of  the  maxim  rea  ipta  loquitur,  aee 
SoAr  V.  Lombard,  Ayrea  A  Co.,  53  N.  J.  Law,  233,  23  Atl.  Rep.  167; 
ffynM  «.  BoadU,  2  Hnrlst  ft  Colt.  722;  Beott  v.  London  A  8t.  Katharine 
Dock  Co.,  3  Hurlst  ft  Colt.  596;  Kearney  v.  London,  Brighton  A  South 
Coaet  By.  Co.,  L.  R.  5  Q.  B.  411,  6  id.  759;  Uullen  v.  Bt.  John,  67  N.  Y. 
eS7;  Tarry  v.  Aahton,  1  Q.  B.  Dir.  314;  Bheridan  «.  Foley,  58  N.  J.  Law, 
230,  33  Atl.  Rep.  484;  Pollock  on  Torts,  422;  Smith  on  Nf^ligeuce,  248; 
Shearman  ft  Bedfleld  on  Negl.,  sec  59.  For  an  ezamination  of  the  cases 
on  thia  subject  relating  to  electric  wires,  k«,  Eeub^  (m  Electric  Wires, 
ate.  232;  sec.  271-273,  2d  ed.  £.  Q.  E. 


WniiAjf  T.  JoHEB,  Keepandent,  y.  Uniow  Railway  Compawt 
Off  Nbw  Yobk  Citt,  Appellant. 


(19  App.  Div.  816.) 

ImUMT    91     SHOOS — Bn     IFSA     LOqUITUB — NlOUQEITOI — BlTBDEIT     ' 


The  plaintiff,  white  standing  In  the  street  at  night,  was  itmeh  on  ths 
bead  bj  the  end  of  a  span  wire  used  to  support  defendant's  troUty  wir^ 
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the  ■[MU  wire  li*Tiiig  broken  uid  tailta  to  the  lidewAlk;  the  wir*  bnriMd 
through  hia  h>t>'deatrojed  an  ey  Mid  inflicted  other  injuria. 

Bi-'d,  th&t  the  doctrine,  res  xpia  loquitur,  applied,  and  that  there  waa  i, 
preatunption  of  negligwce  which  defendant  must  rebut.  That  the  fact 
that  the  plaintiff  waa  not  a  paaaenger  did  not  render  the  rule  inap- 
plicable. 

The  span  wire  was  a  aingle  atcel  wire,  while  the  more  modem  practice  ia 
to  use  a  braided  wire  of  aeveral  strands;  but  at  the  time  of  the  accident 
both  kind*  were  in  common  uaa.  ffeM,  that  negligence  could  not  be 
predicated  of  the  use  of  a  single  wire. 

Ir  addition  to  the  above  facta,  there  waa  eridence  that  the  broken  end  at 
wire  wae  "drawn  to  a  pencil  point;"  that  In  close  proiimit;  to  the  span 
wire,  about  two  inchea  away  the  day  before  the  accident,  ran  an  electrie 
light  wire,  placed  there  before  the  defendant's  wire  waa  erected;  that 
the  electric  light  wire  carries  a  current  of  3,000  Tolts,  the  trolley  wire 
a  current  of  600  volts,  and  the  span  wire  is  supposed  to  carry  no  cur- 
rent; that  insulation  is  not  always  perfect;  that  it  is  afl^ected  by 
moisture  and  the  current  may  be  worn  off;  that  there  was  no  possible 
source  of  heat  except  an  electric  current. 

Eeld.  that  it  was  a  question  tor  the  jury  whether  the  defendant  had  con- 
structed and  maintained  its  plant  reasonably  safe  and  secure  for  the 
public;  also  whether  it  should  have  anticipated  danger  from  the  close 
pi'oximity  of  the  wire*  and  taken  measures  to  guard  af^inst  that  danger. 

TBi»  court  charged  that  in  absence  of  contributory  negligence,  the  defend- 
ant was  liable  for  plaintiff's  injury,  provided  the  breaking  of  the  wire 
oouM  be  attributed  to  defendant's  want  of  reasonable  care.  Held, 
error;  that  the  plaintiff  must  eBtablish  by  a  fair  preponderance  of  proof 
not  only  that  the  brealcing  of  the  wire  could  be  attributed  to  the  want 
of  reasonable  care,  but  as  a  matter  of  fact  was  actually  due  to   that 

The  court  charged,  in  substance,  that  when  the  plaintiff  rested,  the  burden 

of  proof  was  upon  the  defendant.    Eeld,  error. 
Cases  of  this  series  cited  in  opinion:  Oilmore  v.  Brooklyn  Seighta  B.  Co., 

vol.  6,  p.  432;  Clarke  v.  Scutau  Eleetrio  R.  Co.,  vol.  0,  p.  231. 

Appeal  by  defendant  from  judgment  of  Supreme  Cowrt, 
KJnpa  County,  entered  upon  the  verdict  of  a  jury,  and  also  from 
an  order  denying  motion  for  new  trial  upon  the  minutes.  Ap- 
peal transferred  from  First  to  Second  Department. 

Willvim  N.  Cohen  and  Nathan  Otlinger,  for  the  appellant. 

William  P.  Burr,  ior  the  reepondenL 
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Cth^lxSj  J.;  This  flctiou  ia  to  reoorer  damages  for  personal 
injuriee  alleged  to  have  beea  caueed  b;  tlie  negligence  of  the  de- 
fendant The  defendant  maintains  a  trollej  railroad  line  on 
Third  aveaue  in  the  city  of  New  York.  The  occurrence  which 
is  the  subject  of  the  action  happened  about  two  o'clock  on  the 
night  of  June  4,  1893.  The  plaintiff  was  standing  at  or  near 
the  comer  of  Third  avenue  and  the  Boulevard,  when  one  of  the 
span  wires  that  suj^rt  the  trolleiy  wires  of  defendant's  railroad 
brokei  The  wire  swung  to  the  sidewalk,  where  plaintiS  was 
standing,  the  broken,  end  striking  his  hat;  the  wire  burned 
through  the  brim  of  his  hat  and  came  in  contact  with  one  of  his 
eyes,  he  thereupon  falling  unoonsciouB.  The  ^e  was  destroyed, 
and  the  evidence  tended  to  show  that  the  plaintiff's  brain  and 
faculties  were  seriously  impaired.  At  the  scene  of  this  occur- 
rence an  electrio  light  company  maintains  a  circuit  of  lights  and 
wires.  The  electric  light  wires  had  been  strung  before  the  de- 
fendant's railroad  was  constructed,  and  these  wirea  came  in 
close  proximity  with  the  span  wires  of  the  railroad. 

We  think  the  case  was  {Hxiperly  one  for  the  jury.  A  large 
portion  of  the  appellant's  brief  is  devoted  to  the  argument  that, 
at  the  close  of  the  plaintiff's  case,  the  defendant's  ownership  of 
the  wire  which  broke  and  injured  the  plaintiff  bad  not  been  es- 
tablished, and  that  no  case  had  been  made  out  to  which  the  de- 
fendant was  called  upon  to  respond.  This  is  of  no  importance, 
for  it  appeared  by  the  defendant's  evidemce,  without  dispute, 
that  the  wire  which  broke  and  caused  the  injuiy  was  its  span 
wire.  When  the  defendant  enters  into  its  proof,  the  question 
never  is,  whether  die  plaintiff's  evidence  is  sufficient  to  justify 
the  submission  of  the  case  to  the  jury,  but  whether,  on  the  whole 
case,  there  is  a  question  of  fact  as  to  the  defendant's  liability. 
If,  at  the  close  of  a  plaintiff's  case,  the  defendant  is  confident 
that  no  cause  of  action  has  been  made  out,  the  only  method  of 
securing  a  review  of  an  erroneous  ruling  on  the  point  is  to  let 
the  case  stand  without  further  evidence.  If  the  defendant 
enters  apon  its  evidence,  it  takes  the  chances  of  supplying  the 
deficiencies  of  the  plaintiff's  case. 
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At  the  close  of  the  testimosy  tiie  case  stood  aubetantiallj  in 
this  position:  It  was  undisputed  that  the  defendant's  span  wire 
broke  and,  falling,  struck  the  plaintiff's  eye,  deetroying  it. 
When  this  fact  appeared,  we  think  that  Uie  doctrine  ret  ipsa 
loquitur  applied,  anf^  that  there  waa  a  preaumption  «£  ne^- 
genoe  on  the  defendr.ut's  part  whidi  it  was  called  upon  to  ex- 
plain or  rebut  This  propoeitioa  the  defendant  vigoroualy 
assails,  but  we  do  not  see  why  the  rule  does  not  &pply>  The  rea 
in  this  case  waa  not  the  electric  current,  but  the  breaking  of  tlie 
defendant's  wira  It  waa  the  wire  that  inflicted  the  injury.  No 
matter  how  intenee  the  electric  current,  had  the  wire  not  broken 
and  fallen  on  the  plaintiff  no  injury  could  have  hai^t^ied  him. 
Nor  is  the  rule  inapplicable  because  the  plaintiff  was  not  a  pas- 
senger of  tlie  defendant,  but  a  mere  third  party,  to  whom  it 
owed  only  the  duty  of  ordinary  care.  The  leading  case  in  this 
State  on  the  subject,  that  of  Mullen  v.  St.  John,  $7  N.  Y.  567, 
occurred  between  parties  between  whom  there  waa  no  contractual 
relation.  A  building  fell  or  collapsed  and  injured  a  traveler 
on  the  highway.  It  was  held  to  be  incumbent  on  the  defendant 
to  show  that  the  building  fell  without  fault  on  his  part.  The 
principle  has  been  twice  applied  l^  us  within  the  last  few 
months.  In  Gilmore  «.  Brooklyn  Heights  B.  B.  Co.,  6  Anu 
Electl.  Cas.  432,  6  App.  Div.  117,  the  plaintiff,  when  entering 
the  oar  and  on  the  platform,  was  struck  by  the  brake  handl^ 
which  was  suddenly  set  free  in  some  unexplained  manner.  It 
was  held  that  the  occurrence  called  for  explanation,  and  that  a 
nonsuit  was  erroneous.  In  Clarice  v.  Nassau  Electric  R.  B.  Co., 
6  Am.  EectL  Cas.  234,  9  App.  Div.  51,  the  plaintiff's  horse, 
while  crossing  the  rails  of  defendant's  railroad,  waa  killed  by 
an  electric  shock  from  scnne  source^  The  defendant  operated  ita 
road  by  electricity.  It  waa  there  said  by  Justice  Babtlbtt: 
"The  plaintiff,  or  any  other  traveler  suffering  a  similar  misad- 
venture^ could  have  no  means  of  ascertaining  the  precise  state 
of  the  defendant's  plant  in  respect  to  insulation,  or  in  respect 
to  oontaci  with  other  sources  of  electrical  enei^gy.     The  fact 
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that  the  defendant  brought  electridtj  into  the  street  for  use  as 
a  motive  power,  and  the  fact  that  electricity  bo  employed  was 
capable  of  escaping  in  such  a  way  as  to  produce  the  casualty 
whidi  actually  took  place,  were  sufficient,  taken  together,  to 
justify  the  inference  that  the  accident  was  due  to  the  agency  of 
the  defendant,  in  the  absence  of  proof  that  it  was  otherwise 
caused.  The  maxiia  res  ipsa  loquitw  ia  directly  applicable." 
The  case  oi  Searles  v.  ManJutttan  Railway  Co.,  101  N.  Y.  661, 
ia  not  in  point.  There  the  plaintiff  was  injured  by  a  cinder 
from  a  locomotive  on  the  elevated  railroad.  It  was  held  that 
the  mere  escape  of  the  spark  or  cinder  did  not  establish  negli- 
gence. But  the  ground  of  this  decision  was  that,  ao  far  from 
the  escape  of  sparks  from  a  locomotive  being  presumptive  evi- 
dence of  negligence^  it  is  a  matter  of  ocomnon  knowledge  that 
no  locomotive  can  be  ma  without  the  escape  of  sparks.  Had  the 
sparks  or  cinders  been  ahown  to  have  been  of  unusual  size,  or 
to  have  been  emitted  in  extraordinary  quantities,  then  undoubt- 
edly the  rule  of  res  ipsa  loquitur  would  have  applied  and  the  de- 
fendant been  called  upon  to  explain  the  occurrence. 

The  defendant's  evidence  was  to  Uie  effect  that  the  span  wire 
in  question,  a  Na  4  gauge,  galvanized  steel  wire,  was  of  the 
kind  usually  employed  at  tiie  time  for  such  purpose  in  the  oon- 
BtmctioD  of  trolley  roads.  It  appears  that  the  more  recent  prac- 
tice is  to  substitute  for  a  single  wire  a  braided  wire  or  wire  com- 
posed of  several  strands ;  but  even  the  plaintiff's  experts,  while 
criticising  the  use  o£  the  single  wire,  concede  that,  at  the  time 
of  the  accident,  the  use  of  such  a  wire  was  as  common  as  that  of 
braided  wire.  The  identity  of  the  particular  wire  seems  to 
bave  been  conceded.  We  think,  therefore,  that  the  defendant 
conld  ikot  be  charged  with  negligence  in  using  wire  of  an  im- 
proper character.  The  testimony  of  the  defendant's  lineman 
showed  that  the  broken  end  was,  as  he  termed  it,  "drawn  to  a 
pencil  point."  Now,  if  this  was  the  condition  of  the  wire  when 
it  was  originally  put  up,  or  the  wire  bad  been  worn  to  that  size 
by  ordinary  use,  I  think  the  jury  could  have  found  that  there 
was  n^ligence  either  in  stringing  or  maintaining  a  wire  with 
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siicli  a  defect.  If  the  oondition  of  the  wire  was  caused  hj  some- 
thing extraordinary  happening  at  the  time,  or  immediateJ;  be- 
fore the  wire  broke,  it  plainly  proceeded  from  electrical  oausee. 
If  this  theory  be  correct,  then  a  current  waa  oommuiiicated  to 
the  span  wire  (which  should  be  dead)  from  eithra-  the  trolley 
wire  or  tte  wire  of  the  electric  light  company.  This  current 
fused  the  wire  and  caused  it  to  break.  We  are  not  sufficiently 
Tersed  in  the  science  of  electricity  to  express  with  certainty  an 
opinion  as  to  which  was  the  source  of  the  current.  But,  even  to 
us,  it  appears  dear  that  at  some  point  the  wire  must  have  bo- 
come  ohsi^ged  wiUi  a  current  of  electricity.  When  the  wire 
struck  the  plaintiff  it  must  hare  been  heated  to  a  Tery  hi^  de- 
gree, for  it  burned  a  hole  through  his  hat  aa  well  as  burning  oat 
his  eye.  There  was  no  poesible  source  of  heai,  in  the  vicinity  es- 
cept  Budh  as  could  be  developed  from  the  passage  of  an  alectrio 
current.  Therefore,  the  wire  most  eithw  have  had  an  electrio 
current  passing  through  it  before  it  broke  and  been  heated  by 
the  currant,  or  after  it  broke  it  must  have  fallen  on  a  live  wire 
and  received  a  current  from  it  If  the  latter  was  the  fact^  them, 
as  already  stated,  the  jury  might  find  the  defendant  negligent 
on  account  of  the  attenuated  condition  of  the  wire.  If  the 
former  was  the  case^  it  becomes  seoeesary  to  consider  whether,  in 
any  aspect  of  the  erndeooe,  the  jury  oould  have  attributed  njeg- 
ligence  to  the  def  eoidant. 

The  evidence  of  the  lineman  was  that  the  wire  broke  aomie 
six  feet  beyond  the  insulator  which  carried  the  troUey  wire. 
From  this  fact  I  should  think  it  probable  that  the  current  did 
not  proceed  friMn  the  trolley  wire,  though  if  it  did  it  would  be 
for  the  defendant  to  explain  why  the  trolley  wire  was  not  rest- 
ing on  the  insulator.  If  the  current  did  not  proceed  from  tJie 
trolley  wire  it  must  have  come  from  the  electric  light  wire,  and. 
it  now  remains  for  us  to  consider  whether,  assuming  that  this 
was  the  cause  of  the  breaking  of  the  span  wire,  the  jury  could 
hold  the  defwidant  responsible  for  it.  The  electrio  li^  wirce 
were  strung  on  the  street  before  the  trolly  wires.    Presumably, 
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they  were  lawfully  strung  titers.  The  defendant  owed  tiie  duty 
of  constmcting  its  plant  oa  the  street  in  a  maimer  reasonably 
safe  and  aeoure  so  far  as  the  public  who  might  use  the  street 
were  concerned.  It  is  evident  from  the  testimony  (if  indeed 
it  is  not  a  matter  of  common  knowledge  of  which  we  may  take 
notice)  that  the  great  danger  in  highways,  from  the  presence  of 
niumerouB  wiree,  some  of  theau  carrying  electric  currents  of  high: 
intensity,  is  that  those  wiree  may  come  in  contact,  and  a  wire 
designed  either  to  carry  no  current,  or  tranfimit  one  of  but 
slight  power,  may  become  charged  wiUi  a  force  dangerous  to 
lif  &  Electric  light  wires,  of  all  wires  in  common  use^  cany  the 
most  powerful  currents.  It  is  stated  in  the  testimony  that  the 
ordinary  intensity  of  such  a  ctirreDt  is  3,000  volts,  while  that  of 
the  trolleiy  wire  is  only  600  volts,  and  as  for  tedephone  or  tele- 
graph wires,  tliat  the  current  throng  them  is  of  auch  slight  in- 
tensity  as  not  to  be  regarded.  It  also  appears  by  the  evidence 
that  the  insulation  of  wiree  is  not  always  perfect ;  that  moisture 
teods  to  render  substances  conductors  of  eleotrio  current  which, 
when  dry,  would  be  insulators ;  that,  also,  the  insulating  mater^ 
ial  may  be  worn  off  by  use  or  timei 

!Fn>m  this  I  think  it  fairly  might  have  been  claimed  before 
the  jury  that  it  was  dangerous  to  string  tlie  span  wiree  too  close 
to  Uie  electric  light  wires,  at  least  without  taking  particular  prer 
cantions  against  the  danger  of  the  light  wire  coming  in  contact 
with  the  span  wire.  The  defendant's  lineman  testifies  that 
when  he  inspected  the  wiree  on  the  afternoon  before  the  acci- 
dent, the  electric  light  wire  was,  as  far  as  he  could  judge, 
about  two  inches  from  tlie  span  wira  It  was  the  duty  of  the  de- 
fendant not  only  to  construct,  but  to  maintain  its  plant  reasoo- 
«Wy  safe  and  secure  for  the  publia  And,  whether  the  wires 
were  originally  strung  so  dose  togethenr,  or  whether  the  light 
wire  had  fallen  or  sa^ed  towards  the  span  wire,  it  was  a  ques- 
tion of  fact  whether  the  defendant  should  not  hare  anticipated 
danger  from  the  close  proximity  of  the  wires  and  have  taken 
measures  to  guard  against  that  danger.    We  have  thus  discussed 
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at  much  len^h  the  facts  of  the  case  in  answer  to  the  elaborate 
argument  of  the  defendant  that  there  was  no  sufficient  evidence 
apon  whidi  its  negligence  could  be  predicated.  We  do  not  aay 
that  Hie  two  ctmclusions  we  have  stated  should  be  found  from 
the  evidence.  We  merely  say  that  the  jury  could  have  found 
them  from  the  evidence,  and  that  is  sufficient  to  answer  the 
motion  of  a  nonsuit. 

We  are,  however,  of  opinion  that  there  were  errors  in  the 
chai^  of  the  learned  trial  judge  which  require  a  reversal  of 
this  judgment.  Substantially  at  the  close  of  the  cha^  the  trial 
judge  said:  "In  the  abe^ice  of  oontnbutoiy  n^ligenoe  cm  the 
part  of  the  plaintiff  the  def^idant  is  liable  for  any  injury  bus- 
tained  by  the  plaintiff  as  a  result  of  the  accident  under  ccmsid- 
eration,  provided  the  breaking  of  the  wire  can  be  attributed  to 
the  want  of  reasonable  care  on  the  part  of  the  defendant.  In 
the  ordinary  course  of  things  a  span  wire  used  for  tihe  purposes 
to  which  the  wire  in  question  was  applied  does  not  break  and 
fall ;  it  is,  therefore,  a  reasonable  presumption,  in  the  absence 
of  any  explanation,  that  the  accident  resulted  from  the  want 
of  ordinary  care  on  the  part  of  the  defendant  The  presumj)- 
tion  is  not  controlling,  and  it  ia  for  yon  to  say  whether  it  has 
been  successfully  overcome  by  the  testimony.  When  the  plain- 
tiff rested,  the  burden  was  upon  the  defendant  of  showing  such 
facia  as  warrant  the  conclusion  that  the  accident  was  due  to 
circumstances  which  the  exercise  of  ordinary  care  could  not 
foresee  and  guard  against.  Has  the  defendant  met  this  obliga- 
tion t  If  it  has,  your  verdict  must  be  for  the  defendant."  In 
the  beginning  of  the  charge  the  judge  had  correctly  instructed 
the  jury  that  the  burden  of  proof  was  on  the  plaintiff,  and 
possibly  had  the  matter  rested  at  the  close  of  the  extract  quoted 
we  might  feel  justified  in  considering  the  chaise  as  a  whole  and 
construing  this  portion  in  connection  with  what  had  previously 
been  said.  But  after  a  long  discussion  between  the  court  and 
counsel  on  both  sides,  the  court  said:  "On  that  branch  of  the 
case  T  will  read  you  again,  that  there  may  be  no  mistake,  what 
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I  oonaider  the  law,"  The  judge  then  repeated  the  portion  oi 
the  charge  already  quoted.  To  the  three  propoeititmfi  contained 
in  this  portion  of  the  charge  the  counsel  for  the  appellant  duly 
severally  ezoepted,  and  of  those  propositions  two,  we  think, 
were  clearly  erreixecmB.  It  was  not  sufficient,  to  rwider  the  de- 
fendant liable  for  the  injuries  sustained  by  the  plaintiff,  that 
the  breaking  of  the  wire  could  be  attributed  to  the  want  of  reas- 
onable cara  To  render  the  defendant  liable  it  was  requisite 
that  the  plaintiff  should  establish  by  a  fair  preponderance  of 
proof  not  only  that  the  breaking  of  the  wire  could  be  attributed 
to  the  want  of  reasonable  care,  but  as  a  matter  of  fact,  was 
actually  due  to  that  cause. 

The  second  proposition,  substantially  the  rule  of  res  ipsa 
loquitur,  as  we  have  already  stated,  is  oorre<^ 

The  third  proposition  is :  "When  the  plaintiff  rested,  the  bur- 
den was  upon  the  defendant  of  showing  such  facts  as  warrant 
the  conclusion  that  the  accident  was  due  to  circumstances  which 
Uie.exerrase  of  ordinary  care  could  not  foresee  and  guard 
against.  Has  the  defendant  met  this  obligation?  If  it  has,  your 
verdict  must  be  for  the  defendant."  If  the  fair  interpretation 
of  this  instruction  was  only  that  when  the  plaintiff  rested  the 
defendant  was  called  upon  for  explanation,  it  would  not  be  ob- 
jectionable ;but  I  do  not  think  it  can  be  considered  as  so  limited, 
Takem  in  connection  with  the  preceding  proposition  I  think 
its  true  construction  is  that  the  burden  of  proof  was  on  tiie  de- 
fendant. So  construed,  the  charge  was  plainly  erroneous.  The 
burden  of  proof  always  remains  upon  the  party  who  has  the 
affimuitivs  of  the  iesua  From  certain  facts  presumptions  may 
arise.  Those  presumptions  are  merely  evidence,  like  other 
proof  in  the  case.  When  the  case  was  finally  submitted  to  the 
jury,  weighing  presumptions,  proofs  and  all  the  evidence,  the 
burden  of  proof  was  on  the  plaintiff  to  establish  affirmatively 
the  negligence  of  the  defendant,  Whitlatch  v.  The  Fidelity  £ 
Casualty  Co.,  149  N.  Y.  45;  Weigley  v.  Kmeland,  18  App. 
I>iv.  47.     A  presumption  does  not  shift  the  burden  of  proof. 


4S6  AMEBIOAIT  ELEOTEIOAL  GASES.       [voi-  7 

DwTar  t.  Elactric  Oo. 

This  was  tlie  final  statement  of  the  court  to  the  jmy  and  was 
given  to  the  jnry  as  a  proposition  or  series  of  propositions  com- 
plete in  themselves  and  embracing  t^e  whole  law  on  the  subject 
included  in  them.  We,  therefore,  think  the  error  is  too  serions 
to  be  overlooked.  The  judgment  and  order  appealed  from 
should  be  reversed  and  a  new  trial  granted,  oosts  to  abide  the 
event 

All  concurred. 

Judgment  and  order  revetraed  and  a  new  trial  granted,  oosts 
to  abide  the  eveat. 

Nois. — Sw  note  to  pr«o«ding  mm;  also  not*  i  »t  aid  of  PmI  m. 


Eatb  Dwyeb,  as  Administratrix,  etc^,  of  Mioeael  Dwtkb, 
Decaaaed,  Respondent,  t.  Bditai^  Qsnbbai.  Elsctkic  Com- 
PAKT,  A|rpellant 


(20  App.  Div.  124.) 

iKJVWT  BT  KLBOTHO   shoos — RXS  IPSA  lOQUrrOB. 

Ab  tron  brace  lupporting  k  cross-Brm  upon  &  telc^^pli  pole  wsa  in  oofr 
tact  with  Ml  dectrie  light  irln^  nilMeqnentlj  plaoed,  knd  the  inmlatioii 
upon  Uie  Iktter  wire  became  abraded  bj  «uch  contact.  The  facta  ol 
oontact  and  abrasioa  were  not  riaible  from  the  itreet  below.  The  tde- 
graph  wires  carried  a  current  ol  ISO  volta;  the  dectrie  light  wiraa  of 
1,100  volta.  Plaintiff'e  intestate,  a  lineman  ^mplojed  hj  the  td^raph 
company,  ascended  ita  pole,  in  the  line  <rf  his  dnty,  took  iuM  of  tJie 
brace,  Utrew  np  his  arms  and  fell  to  tlie  pavement  dead.  Acroas  tJie 
palm  of  one  hand  was  a  mark  of  rust.  A  medical  witness  who  examined 
the  body  testified,  not  without  contradiction,  that  there  were  oonditiooa 
indicating  an  electric  shock.  The  intestate  wore  no  gloves.  There  was 
eridence  that  it  was  customarT-  for  linemen  to  handle  wirM  of  the  tde- 
graph  company  without  glovea  and  without  recdving  injuiy. 
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la  MB  actiim  «gkiD«t  tli«  electric  light  eompanj,  in  which  it  wms  charged 
that  de«th  ma  due  to  its  negligence  in  conitructing  or  nuuntaining  ite 
Appliincea,  held,  queBtiona  for  the  Jury  to  determiiLe,  whether  death  was 
«niMd  bj  ahoek,  either  direcUj  or  indirectlj  aa  a  result  of  the  fall; 
and  if  caused  bj  ■hock,  whether  it  was  received  from  the  wires  of  the 
defendant  or  of  da  telegraph  oompanjr  or  from  trollij  wlrea  in  the 
TioinitT. 

Thd  facta  that  defendant's  wires  carried  a  death  dealing  cnrrait;  that  Its 
wire  was  in  contact  with  Uie  bra«e  and  the  insulation  abraded  thereby, 
and  that  plaintiff's  intestate  waa  in  a  position  where  he  might  have 
toncbad  the  ttraca,  being  conceded  hj  the  defendant,  held,  that  the  doc- 
trine of  res  ipsa  loqvitur  applied,  the  oonrt  citing  t^  following  caaai 
ol  this  aariea:  Olarks  v.  Naaaau  EUo.  By.  Co.,  vol.  S,  p.  234;  Bnnie  v. 
Gray,  ToL  S,  p.  8ZS. 

Tsatimony  that  a  flash  of  light  waa  occasionsd  by  tondhing  a  wirs  to  the 
braoe  Is  a  stat«mant  of  fact,  not  of  opinion. 

Appeal  hj  defeadaut  from  order  of  Snpirenie  Oonrt,  Erie 
Trial  Term,  denjing  motion  for  new  trial  upon  tiie  "''mifry 
after  verdict  for  plaintiff  upon  trial. 

Tracy  G.  Becier,  for  the  appellant. 

Atuley  Wilcox,  for  the  respondent. 

Hasdin,  p.  J. :  On  the  23d  of  August,  189fi,  llficjiael  Jhty^r, 
&0  husband  of  the  plaintiff,  in  William  Btreet  in  iha  city  of 
Buffalo,  lost  bis  life^  and  the  plaintiff  InringB  this  action:  to  le- 


A  trial  was  had  at  the  March  Trial  Term  in  Erie  county  be- 
fore the  court  and  a  jury,  and  a  verdict  of  $6,000  waa  rendered 
in  favor  of  the  plaintiff. 

It  IB  alleged  in  the  ctanplaint  that  prior  to  that  time  the  de- 
fendant had  oonstructed  one  of  its  lines  for  the  tranamission  of 
dectricitj  along  the  northerly  side  of  William  street  in  the  city 
of  Buffalo,  and  that  at  the  northwesterly  comear  of  William 
street  and  the  tracks  of  the  Now  York  Central  and  Hudson 
KivBr  Railroad  Company,  where  the  same  cross  William  street, 
defendant  Lad  erected  a  pole  to  carry  its  said  electric  light 
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wires,  "and  had  □egligentlj'  snd  improperlj  placed  the  said 
pole  near  to  a  ceortain  othar  pole  oontaining  a  large  nomber  of 
tele^aph  and  telej^ne  irirea  of  the  Weetem  Union  Telegraph 
Compan/  and  the  Bell  TeleiAone  Company  of  Buffalo,  whidi 
said  laBt-mMitioned  pole  and  wires  were  lawfully  placed  in 
their  position;  and  the  defemdaut  had  negligemtly  and  im- 
properly strung  its  electric  light  wires  upon  its  said  line  of 
poles,  and  had  neglig^itly  failed  to  keep  and  maintain  the  same 
in  proper  condition  so  tiiat  the  said  electric  light  wires  were 
immediately  under  the  said  telegraph  and  telephone  wires,  and 
one  of  the  said  electric  light  wiree  came  in  contact  witii  a  cer- 
tain iron  brace  on  the  pole  supporting  the  said  telegraj^  and 
telephone  wires  and  forming  a  part  of  the  structure  designed  to 
hold  up  the  said  wires,  and  that  by  re^Boa  of  the  said  electric 
light  wire  coming  in  contact  with  the  said  iron  brace  and 
rubbii^  against  the  same,  the  protecting  and  insulating  mater- 
ial was  rubbed  off  from  the  said  electric  light  wire  so  tliat  the 
said  iron  brace  became  heavily  ciiarged  with  electrituty,  all  of 
whic^  was  due  to  the  faulty  and  negligent  constructioni  and 
maintenance  of  the  said  pole  and  line  of  the  defendant  comr 
pany." 

The  deceased  was  in  ih»  employ  of  the  Weeteort  Union  Tele- 
graph C<»npaDy  as  a  1in<wnnnj  and  it  becauLS  his  duty  to  "lay 
out,  oonstmct^  and  repair  lines  of  telegraph  wires  on  tbe 
poles  of  the  said  Western  Union  Telegraph  Ctnnpany ;"  and  it 
is  averred  that  on  that  day  he  was  directed  by  his  employer  to 
repair  certain  tel^raph  wire  on  the  said  William  street  line 
of  said  company.  It  is  further  averred  that  "for  the  purpose 
of  repairing  said  wire  he  was  obliged  to  and  did  climb  the  pole 
of  the  Western  Union  Tel^raph  Company  located  at  the  north- 
wGsterly  comer  of  William  street  .  .  .  standing  near  the 
pole  of  the  defendant  .  .  .  that  while  the  said  Michael 
Dwyer  was  climbing  the  said  pole  lawfully  and  in  tbe  per^ 
formance  of  his  duty,  and  in  the  exercise  of  due  care  and  caatioo, 
he  grasped  or  oame  in  contact  with  the  said  ircm  brace  upon  said 
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pole,  whidi  was  in  contad  with  the  electric  light  wire  of  the 
defendaiLt  .  .  .  and  was  heavily  charged  with  electricity 
tberef  nan,  without  any  knowledge  or  notice  or  means  of  ascer- 
taining that  aaid  hraoe  wag  in  such  a  condition  or  that  the  said 
brace  was  in  any  way  dangerous,  and  by  reason  of  touching  the 
said  brace  he  received  a  shock  of  electricity  which  caused  him, 
without  any  fault  or  negligence  on  bis  part,  to  fall  from  hia 
position  to  the  ground,  and  that  he  was  then  and  there  killed 
and  died." 

'Die  answer  of  the  defendant  admits  its  incorporation^  and 
"that  the  defendant  ia  engaged  in  the  transmission  of  electricity 
for  sale  and  fw  general  lighting,  and  for  other  purposes  in  and 
throughout  the  city  of  Buffalo  .  .  .  which  electricity  ia  ■ 
transmitted  throu^  metallic  wires  suspended  upon  poles  which 
are  generally  placed  upon  and  along  the  streets  of  said  city; 
that  the  said  wires  are  covered  with  a  protecting  or  insulating 
material ;"  and  that  the  defendant  "had  erected  a  pole  to  carry 
its  said  electric  wiree." 

The  answer  contained  denials  of  certain  allegations  in  the 
onaplain^  and  allied  "that  the  injuries  to  the  plaintiff's  in- 
testate, as  set  forth  in  the  complaint,  were  caused  wholly 
throu^  the  fault  or  negligence  of  plaintiff's  intestate,  or  some 
person  or  perscms  to  this  defendant  unknown." 

From  the  evidence  it  appears  that  the  deceased  was  sent  out 
cm  the  morning  of  August  twenty-third  to  remedy  some  trouble 
that  had  been  reported  on  the  line  of  a  telegrajA  wire  of  the 
Western  Union,  running  along  William  street  and  croesiug  the 
railroad  tracks.  At  about  ten  o'clock  in  the  morning  he  climbed, 
by  means  of  iron  Bpurs  fastened  cm  the  inside  of  his  ankles,  the 
telegraph  pole  belcatging  to  the  Weeteru  Union  CtHupany  while 
in  the  performance  of  his  dut?.  After  reaching  a  point  at  the 
upper  end  of  the  pole  where  he  oould  reach  the  last  crosearm  on 
the  telegra^^  pole,  which  was  some  twenty-eight  feet  from  the 
ground,  he  reached  up  with  his  left  band  apparently  with  a 
view  to  grasp  the  crossarm  or  the  iron  brace  under  it.    He  then 
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sitddeDlj  threw  up  both  handfl  and  fell  over  bactwards  is 
cdrde,  his  feet  dinging  to  the  telegrafrii  pole  by  the  spurs  us 
he  had  about  completed  his  reffolution,  when  he  fell  head  fo 
most  to  the  stone  paveoueat  at  the  foot  of  the  telegraph  pole,  a 
near  to  it,  dead. 

Several  witnesses  were  produced  by  the  plaintiff  who  i 
scribed  the  circumstances  attending  the  deceased's  climbing  i 
pole  and  the  manner  in  which  he  felL  The  witnesses  are 
substantial  acooid  in  the  narration  of  the  observations  made 
them  of  the  decea-ied  from  the  time  he  conuueLced  to  ascend  i 
pole  until  he  descended. 

Upon  the  other  hand,  the  defendant  called  as  a  witoess  < 
Donovan,  who  deeoribes  the  obeervations  that  he  made  attend] 
the  deceased's  movements  ttp  the  pole  and  down  again,  in  ma 
respects  in  comflict  with  the  evidence  produced  by  the  plaint 

The  evidence  oflfered  1^  the  plaintiff  traded  to  establish  ■ 
fact  that  when  the  deceased  had  climbed  up  the  pole  he  put  < 
his  hand  and  reached  the  iron  brace  which  supported  the  \ov 
oroesarm  of  the  Western  Union  pole,  and  that  instantly,  nj 
his  hand  coming  in  contact  with  the  brace,  he  received  a  sadc 
shock  of  electricity  whidi  caused  him  to  throw  up  his  ar 
and  let  go  of  the  pole  and  to  fall  to  the  ground. 

Upon  all  the  evidence  detailed  in  respect  to  the  circumstan 
of  his  fall,  it  may  be  said  there  is  room  for  some  doubt  wheti 
he  was  instantly  killed  by  the  shock  of  electricity,  or  whetl 
that  caused  him  to  let  go  the  grasp  of  the  brace  fastenings  a 
to  faU  to  the  ground,  and  that  his  death  ensued  from  the  inj 
iee  which  he  received — tie  breaking  of  his  backbone  and  1 
injuries  to  his  Gkull ;  and  it  may  be  said  that  a  fair  question 
fact  was  preeented  to  the  jury  to  determine  whether  the  pro 
mate  cause  of  his  death  was  the  shock  of  electricity  ^ich 
received,  or  the  injuries  which  he  sustained  by  reason  of  t 
faa 

Thfi  evidence  tends  to  show  that,  supporting  the  Weete 
Union  wires  was  a  V-shaped  brace  placed  there  to  strengthen  t 


NEW  YORK,  1897. 


Dwyer 


crossarm.  It  eonsiated  of  two  iron  bars  bolted  leather  at  the 
bottom  bj  a  single  bolt  and  fastened  into  tbe  telegraph,  pole 
some  eighteen  inches  below  the  croesarm  and  extending  from 
the  pole  out  to  the  erosBarm  at  an  angle  of  about  fortj-five  de- 
grees. 

The  evidence  indicates  that  the  tel^^aph  pole  vas  erected 
and  the  crossanns  placed  thereon,  and  tiie  wires  of  that  com- 
pany placed  there  in  Karch,  1894,  and  that  subsequently  the 
defendant,  under  a  grant  of  authority  from  the  common  council 
of  the  city  of  Buffalo  and  in  accordance  with  law,  placed  its  line 
of  poles,  wires  and  lights  along  William  street,  being  lawfully 
in  the  street  under  a  grant  from  the  common  council. 

It  appears  that  there  were  before  the  jury  two  braces  and  two 
boltfl  similar  to  those  on  the  Western  TJnion  pole,  and  Uiere  was 
evidence  tending  to  indicate  that  one  of  defendant's  electrio 
light  wires  was  in  contact  with  the  iron  brace,  and  that  the  wire^ 
by  constant  friction  caused  by  rubbing  against  the  iron  brace, 
had  lost  its  insulating  cover  to  such  an  extent  that  tlie  copper 
wire  oame  in  direct  contact  with  the  iron  brace. 

There  was  some  evidence  tending  to  indicate  that  the 
wire  of  the  defendant  toached  two  of  the  braces,  and  to  the 
effect  that  the  one  where  the  abrasion  of  the  insulation  was  the 
greatest  was  the  westerly  one. 

The  evidence  tends  to  indicate  that  the  electrio  lig^t  wire  was 
charged  with  electricity,  carrying  at  that  time  about  1,100 
volts,  which,  according  to  tbe  witnesses,  is  sufficient  to  give  a 
deadly  shock  and  cause  instant  death  to  any  one  receiving  the 
fall  force  thereol 

In  addition  to  the  oircumstances  disclosed  by  the  witnesses 
who  saw  the  accident,  the  plaintiff  produced  at  tbe  trial  four 
photi^rapbs  of  the  pole  in  question  and  its  immediate  surround- 
ings, and  gave  evidence  in  connection  therewith  as  to  the  man- 
ner in  whidi  tJiey  were  taken  and  as  to  the  oircumstances  dis- 
closed in  the  presence  of  the  witnesses  diat  were  engaged  in  tak- 
ing the  photographs  and  observing  the  situation  at  the  time  they 
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were  taken.     The  pbotogra;^  were  taken,  boverer,  cm  tlie 
twenty-ninth  of  August,  six  days  after  the  accident. 

The  witness  Devlin,  who  superintended  the  taking  of  the 
photogra[^,  testified  that  he  had  climbed  the  pole  about  an 
hour  after  the  accident,  and  that  there  bad  been  no  change  in  the 
ntuation  or  conditic»i  of  the  pole  or  the  wiree  in  the  interval  of 
the  six  dajs.  No  evidence  was  produced  tending  to  show  there 
had  been  any  change  in  the  condition  during  the  period  inter- 
vening between  the  death  and  the  taking  of  the  {Aotographa. 

Apparently  the  electric  light  pole  stood  only  about  three  feet 
distant  from  the  telegra^^  pole  at  the  bottom,  and  the  distance 
between  the  two  was  not  over  five  feet  in  the  region  of  the  wiie& 
At  the  time  the  photographs  were  taken,  according  to  the  testi- 
mony  of  Hanks,  he  climbed  a  pole  canying  with  him  a  pieoa  of 
insulated  wire,  one  end  of  which  had  been  stripped  down  to  the 
metal  and  attached  to  the  iron  trolley  pole  so  as  to  form  a  me- 
tallic circuit  for  electricity  to  the  ground ;  that  he  put  the  ex- 
posed end  of  the  wire  which  he  held  in  bis  luuid  near  to  the  iron 
brace,  and  when  the  contact  was  made  with  the  iron  bnu»  it 
produced  a  flash  of  light  occasioned  by  a  discharge  of  electricity 
from  the  brace  into  the  wire,  and  through  the  wire  into  the  trol- 
ley pole  and  into  the  ground.  According  to  the  facts  narrated, 
in  addition  to  those  already  mentioned,  it  is  inaistad  in  bdialf 
of  the  plaintiff  that  it  was  eetablished  that  the  brace  was  heav- 
ily charged  with  electricity  occasioned  by  the  ccHitact  of  the 
electric  wire  with  it 

During  the  trial  it  appeared  that  the  Weetem  Union  wirw 
coctained  only  about  160  volts  om  an  average,  and,  aocording  to 
the  testimony  given  by  some  of  the  witnesses,  that  sometimes 
went  as  high  as  250,  and  that  the  linemen  were  accustomed  to 
handle  the  wires  of  the  Western  TTnion  Company  without 
gloves,  and  without  receiving  any  injury  or  shock,  even  if  they 
grasped  the  wires  with  the  naked  hand. 

It  was  sought  by  the  plaintiff  to  establish  that  it  was  the 
electricity  from  defendant's  wire  which  charged  the  brace,  and 
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that  the  electricity  found  in  the  brace  oould  onlj  be  acooimted 
for  hj  supposing  that  the  wire  of  the  defendant  communicated 
the  same  to  it.  Bearing  upon  that  question  erndence  was  given 
to  show  that  telegraph  wires  were  at  a  very  low  amperage  and 
that  the  electric  light  vrires  were  at  a  high  amperage.  Evidence 
waa  given  tending  to  show  that  voltage  relates  to  the  strength 
and  that  amperage  is  the  amount  of  the  electric  fluid. 

'rhe  plaintiff  called  aa  a  witness  McNiemey,  a  foreman  of  the 
Western  Union  TeJegraph  Company,  who  had  charge  of  the 
workmen  in  1804,  ejid  who  was  acquainted  with  the  pole  where 
the  injury  was  received,  and  he  testified  that  he  had  knowledge 
when  the  electric  li^t  company's  pole  on  the  northwest  comer 
of  William  street  was  placed  there,  and  he  added:  "I  know  that 
I  sent  a  man  to  see  that  they  cleared ;  there  was  trouble  about 
the  electric  light  men  setting  their  poles ;  they  set  them  too  close 
and  I  had  to  send  to  have  them  clear  them."  This  witness  says 
the  defendant's  poles  were  set  in  August,  and  he  adds:  "I  had 
some  talk  with  Mr.  McGuire,  the  general  foreman,  and  DiUon, 
the  superintendent  and  general  foreman  of  the  electric  light 
ctHupany,  about  the  poles  on  William  street ;  this  pole  was  not  so 
bad  as  others.  I  didn't  specially  mention  it  I  had  a  talk  with 
tliem  about  the  aeries  of  poles  on  William  street,  near  Central 
Belt  line,  of  which  this  pole  was  one.  .  .  .  After  the  new 
slectric  light  poles  were  set  th^  vrere  up  close  to  my  crossanna, 
bat  not  BO  close  they  would  intCTfere  with  my  wires,  with  the 
ecEcerption  of  one  place  they  raised  up  my  wire  on  to  the  croea- 
arm,  and  that  is  the  first  pole  east  of  this  pole  in  question. 
...  I  had  a  talk  with  Mr.  Dillon,  the  general  foreman,  about 
this  wire,  and  others.  If  this  electric  light  wire  was  only  about 
six  inches  below  the  bottom  crossarm,  it  would  be  about  eleven 
indiee  from  the  Western  Union  wires,  which  were  above  tie 
enmsarm.  The  crossarm  being  four  inches  wide  and  the  pin 
j^KKve  being  six  inches,  the  vrire  would  be  five  to  six  inches  above 
the  top  of  the  crossarm;  tihe  crossarm  would  be  about  four 
indies,  that  would  make  niae  or  ten  inches,  and  the  electric  lierbt 
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wire  was  aiz  inchee  below  that,  so  it  would  make  the  electrj 
light  wire  something  like  deven  indies  from  ibe  nearest  Wes 
em  TJuion  wire.  If  one  of  the  Western  Union  wires  sagged  c 
broke  and  came  in.  contact  with  the  electric  light  wires  it  woii] 
bum  out  our  safety  wires  and  probably  our  instrument  Tl 
electric  light  wires  and  our  wires  run  along  William  street  pa. 
allel,  the  electric  light  wires  were  right  under  our  wires  and  m 
from  pole  to  pole.  .  .  .  The  electrio  light  wires  are  insi 
lated.  ...  If  that  insulating  material  is  ripped  off  the  ele 
trie  light  wire  and  it  comes  in  contact  with  anothea-  piece  ( 
metal,  that  metal  beccnnes  charged  with  electricity  if  there 
any  connection  with  the  ground,  or  with  any  metal  sub6tan< 
going  to  the  ground.  In  this  case  if  the  oloctric  light  wire  whic 
was  strung  on  this  electric  li^t  pole  to  the  next  pole  east,  ml 
bed  against  the  iron  brace  on  the  Western  Union  pole,  and  tli 
insulating  material  on  the  electric  light  wire  was  rubbed  of 
that  iron  Is^oe  would  bectmie  charged  with  electricil7,  and  i 
any  person  can^t  hold  of  that  iron  brace  with  his  bare  ban 
and  ha  also  in  any  way  made  a  circuit  to  the  ground,  eitbf 
through  another  wire  that  he  had  in  his  band,  or  in  any  waj 
he  would  receive  a  heavy  shock  of  eJeotricity  in  this  case.  Tl 
effect  of  that  shock  would  be,  well,  holding  that  braoe,  my  ea 
perienoe  is  it  would  throw  him,  make  him  loee  his  hold,  giv 
him  a  shock.  If  this  iron  brace  that  supported  the  lower  orosi 
arm  was  not  charged  with  electridty  it  was  a  perfectly  aaj 
thii^  to  catch  hold  of.  Unless  it  got  diarged  with  electricdt 
from  some  outside  source  away  from  our  pole  there  was  no  dai 
ger  in  catching  hold  of  that  brace.  The  brace  was  strong.  Ths 
was  a  proper  thing  to  catch  hold  of  up  there;  it  is  ouatMnar 
to  catch  hold  of  that.  It  is  a  proper  thing  for  a  man  up  then 
examining  a  wire  to  se«  if  it  is  prep^ly  insulated,  to  catdi  hoi 
of  that  brace  in  doing  bo.  I  have  done  that  myself.  If  th 
brace  ia  charged  with  electricity  from  an  electric  li^t  wire  it  i 
not  a  safe  thing  to  do." 

Nimierous  witnesses  testified  that  a  party  could  not  diaooveo 
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by  lotting  up  from  the  street,  wbetlier  the  electric  light  wire 
was  in  actual  contact  with  the  iron  braco  on  the  telegraph  coiii' 
pan^'B  pole,  althougji  it  could  be  seen  that  it  waa  close  to  tlia 
braca  Nor  could  any  on©  detennine  that  the  insulating  ma- 
terial had  been  rubbed  off  while,  standing  upon  the  ground. 

The  witness  Devlin,  who  examined  the  pole,  brace  andl  wiro3 
an  hour  or  two  after  the  accident,  testified:  "I  found  it  touched 
the  Western  Union  brace  on  the  street  side  under  the  last  cros^- 
arm ;  the  electric  light  wire  on  the  pin  next  to  the  pole  on  tiio 
street  side.  There  were  three  electric  light  wires  on  that  pole, 
two  on  one  side  and  one  on  the  other.  ...  I  did  not  test  the 
brace  at  that  time  or  touch  it.  I  should  judge  that  where  the 
brace  and  wire  came  in  contact  would  be  about  five  or  eight 
inches  below  the  bottom  of  the  Western  Union  crosBarm.  I  could 
not  tell  until  I  got  up  on  the  pole  whether  the  insulating  ma- 
terial that  siuTounded  the  electric  light  wire  was  rubbed  oH. 
When  I  got  dose  I  could  see  that  the  insulation  was  wcnn  oS  of 
the  electric  light  wire;  it  looked  like  tiie  wire  itself  was  directly 
in  contact  with  tlie  brace.  ...  I  looked  at  the  wire  and 
brace  in  question  from  the  gronnd;  I  couldn't  see  any  change 
from  Hie  23d  of  August  to  tlie  time  on  the  29th  whan  I  went  to 
take  the  picture.  I  looked  to  see  and  Utere  didn't  look  to  bo 
any  to  ma"  This  witness  also  testified  that  he  saw  the  fl;i.sli 
when  the  picture  was  taken,  and  he  added :  "I  know  what  mui^Ie 
that  flash."  When  the  question  was  propounded  to  him,  "Wliiit 
made  that  flash  i"  it  was  objected  to  on  the  ground  that  the  quos- 
tioD  called  for  an  opinion  and  that  the  witness  has  not  be<>n 
shown  to  be  competent.  The  objection  was  overruled  and  the 
defendant  took  an  exception.  The  witness  then  added:  "Tlio 
contact  of  that  wire  with  the  brace  made  the  flash."  The  wit- 
ness was  then  asked,  "You  were  asked  to  explain  what  msdG 
the  flash  P'  and  the  objection  waa  renewed  and  an  exception 
taken,  and  the  witness  answered:  "Touching  the  wire  to  the 
brace  made  the  flash.  Q.  What  did  that  indicate  in  regard  to 
the  condition  of  the  brace!"  The  witnees  answered:  "To  the 
best  of  my  recollection  that  flash  was  made  three  or  four  times." 
VOL.  vn — 30. 
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We  think  the  question  called  for  an  ot)eerTed  fact,  and  that 
yrbea  tike  witzKss  described  the  eircumatances  ondeir  which  the 
contact  was  made,  by  means  of  the  wire  with  the  In^oe,  and 
that  as  soon  as  the  contact  took  place  that  a  flash  ajq)eared,  he 
stated  a  fact  which  we  think  was  otnnpetent  and  the  exoepiion  to 
his  erridence  does  not  present  error. 

In  Manke  v.  People,  17  Hun,  417,  &  0.  affd.,  78  N.  Y.  611, 
Taxcott,  p.  J.,  said :  "The  question  discussed  lies  vesry  near  the 
line  which  divides  oases  in  which  opinions  are  competent  to  be 
given  in  evidence  from  those  which  are  clearly  inadmissible." 
And  be  reached  the  conclusion  that  the  opinicm  of  the  witnese, 
formed  by  a  process  of  reasoning  upon  the  facts  known  to  him, 
was  incompetent,  as  he  was  asked  whether  a  piece  of  alleged 
wadding  fired  from  a  gun  had  the  appearance  of  wadding  fired 
from  a  gtm  and  was  allowed  to  express  his  opinion.  We  think 
the  case  differs  from  the  <me  in  hand. 

The  case  of  Ferguson  v.  HtAbell,  97  N.  T.  507,  differs  from 
the  case  here,  as  there  it  was  held  that  it  was  not  proper  to  allow 
a  witness  to  answer  as  to  when  was  the  proper  time  to  bum  a 
fallow. 

It  is  insisted  in  behalf  of  the  defendant  that  the  evidence  to 
which  w9  have  adverted  proves  nothing  whatever  against  the 
defemdant,  and  it  is  suggested  that  the  intestate  lost  his  balance 
and  fell  to  the  ground,  or  that  in  some  other  way  he  f^  and 
that  thiB  eridence  does  not  sufficiently  indicate  that  he  received 
any  current  of  electricity  sufficient  to  cause  a  shot^  from  any 
wires  except  his  own  wires. 

The  plaintiff  called  as  a  witness  one  Hurlbuit,  vbo  saw  the 
accident  and  helped  pick  up  the  deceased  and  cany  Mm  into 
the  flag  shanty,  and  the  witness  stated :.  "He  fell  off  on  the  east 
side;  right  off  backwards ;  .  .  .  his  head  went  back  and  his 
spurs  held  his  feet;  his  head  was  towards  the  west  as  he  fell 
back.  He  didn't  breathe  after  I  got  therei  He  etmck  right  on 
the  sidewalk,  right  near  the  curbeton^  right  at  the  foot  of  the 
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pole  on  the  Bide  nearest  the  tracks,  just  east  of  the  pole  on  the 
sidewalk ;  he  had  hia  coil  of  wire  oa  his  right  shoulder.  .  .  . 
I  retn«nber  some  braces  on  that  telegra^^  pole  under  the  oross- 
anu.  He  was  near  the  crossanu,  so  that  if  he  had  put  hia  hand 
out  he  could  have  reached  the  brace.  I  think  he  was  within 
reaching  distance  of  the  brace."  The  witness  then  added  that 
he  looked  at  his  hands  after  he  fell,  "and  on  the  left  hand  there 
was  a  little  rust ;  it  might  have  been  an  indi  wide,  just  marked 
across  the  palm  of  his  hand,  a  mark  of  rust." 

The  deceased  was  taken  to  the  morgue,  and  the  next  day  an 
antopsy  was  held  in  the  presence  of  the  coroner  and  physicians, 
and  one  of  the  physicians  testifies  that  conditions  and  circum- 
stanoes  were  found  which  tended  to  indicate  that  the  deceased 
received  a  shock  of  electricity.  In  speaking  of  the  hand  one  of 
the  physicians  observed :  "It  looked  as  if  the  hand  had  come  in 
contact  with  a  wire  or  brace,  and  that  it  had  produced  a  slight 
byperaemic  condition  of  the  skin  on  that  joint.  .  .  .  There 
was  something  in  the  man's  condition  as  I  examined  it  which 
indicated  to  me  that  he  had  received  a  more  or  lees  severe  shock 
of  electricity."  Thia  witnesa  gave  other  facts  and  circumstances 
tending  to  fortify  the  opinicsi  expressed  hy  him,  and  he  was 
thonvnghly  cross-examined,  and,  to  some  extent,  his  utterances 
were  shaken. 

Upon  this  subject  the  defendant  called  two  other  physicians, 
who  gave  evidMioe  tending  to  contradict  the  testimony  offered 
by  the  plaintiff  relating  to  the  appearance  and  indications  of 
the  deceased,  and  tending  to  show  that  he  was  not  a  victim  of 
an  electric  shock. 

After  a  careful  examination  of  the  evidence  supporting  the 
theory  of  the  plaintiff,  and  the  evidence  of  the  defendant  tend- 
ing to  contradict  and  to  explain^  and  to  overcome  the  evidence  of 
the  plaintiff,  we  are  of  opinirai  that  a  question  (kE  fact  was  pre- 
sented to  the  jory  for  determination,  as  to  whailher  the  deceased 
received  an  edectrie  eho^  which  caused  him  to  fall  or  which 
1  his  death.   We  think  the  questions  presented  by  the  evi- 
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deoice  in  regard  to  the  circumstances  of  his  injuriee  required  the 
submission  of  the  question  of  fact  in  that  regard  to  the  joi;, 
and  that  we  ought  not  to  disturb  the  verdict  of  the  jury  so  far  as 
it  relates  to  that  branch  of  the  case. 

We  think  Strohm  v.  N.  ¥..  L.  E.  &  W.  B.  R.  Co.,  96  N.  Y. 
SOS,  to  which  we  are  referred  by  tie  learned  counsel  for  the 
appellant^  differs  from  the  case  in  hand.  In  that  case  a  specula- 
tive opinion  was  held  not  to  be  admissible  which  related  to 
consequenoee  which  were  OMitingent,  speculative,  or  merely  pos- 
sible as  to  the  futura 

The  evidence  to  which  we  have  adverted  in  the  case  here  re- 
lated to  tbe  condition  of  the  body  of  the  deceased  as  seen,  iB- 
spected  and  disclosed  to  the  f^ysicdans  making  the  poet  mortem 
examination,  and,  upon  the  ocai£ict  found  in  that  evidence,  we 
think  a  question  was  fairly  preeeated  for  the  consideration;  oi 
the  jury. 

Whether  the  deceased  took  hold  of  the  brace  with  his  ri^f 
hand  or  not  may  be  said  to  have  been  a  question  of  some  doubt, 
upon  the  evidence  which  was  offered  at  the  trial,  as  it  was  alsc 
a  question  of  fact  to  determine  whether  the  injuriee  \^di  he  re 
ceived  resulted  from  clutching  the  wires  of  bis  own  oompanj 
having  a  voltage  of  only  160,  or  whether  he  received  the  greatei 
shook  fnMn  the  brace  which  was  in  contact  with  the  wire  carry 
ing  a  voltage  of  1,100.  We  think  the  plaintiff's  evidence,  v 
well  as  the  evidence  offered  by  the  def^ise,  left  those  question 
in  Budi  a  condition  that  it  was  the  duty  of  the  court  to  submi] 
the  same  to  the  jury,  and  that  the  trial  judge  ocHnmitted  n( 
error  in  reifusiitg  to  direct  a  verdict  as  requested  by  the  de 
fendant. 

It  is  strenuously  argued  by  the  learned  oonnael  for  the  appel 
lant  that  the  deceased  oould  not  possibly  have  fallen  from  th( 
pole  in  question  because  of  any  shock  which  he  received  fron 
defendant's  wire,  and,  in  fact,  did  not  receive  any  such  shock, 
but  fell  accidentally  and  while  carelessly  leaning  back  too  faj 
to  carry  over  the  testing  wire  from  the  trolley  pole  to  his  wire, 
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or  by  aliocfe  from  liis  own  wire^  or  from  tlie  street  railway  wires 
<Hk  the  trolley  pola  We  are  not  able  to  assent  to  the  argumeiLt 
of  the  learned  oounael  in  that  regard,  and  eanuot,  therefore^  in- 
terfere with  the  verdict  upon  any  ocsuslufiions  we  may  form  in 
ngard  to  such  aspects  of  the  case.  We  think  the  questions  prop- 
erly belonged  to  the  jury. 

It  ia  appropriate  at  this  point  to  recall  the  fact  that  the  de- 
fendant was  compelled  to  concede  ''that  the  wire  of  the  defend- 
ant's  lighting  systam,  which  was  used  for  carrying  a  death- 
dealing  current,  was  against  the  In^ice  on  the  Western  Union 
pole,  and  that  the  plaintiff's  intestate  was  in  a  position  where  he 
might  have  touched  the  brace,"  and  that  the  insulation  had 
been  worn  off ;  and  the  facts  bedng  before  the  court  upon  such 
questions,  we  think  the  court  committed  no  error  in  taking  the 
verdict  of  the  jury  in  respect  therato,  and  that  the  evidence 
presented  a  legitimate  question  for  the  jury  to  determine 
whether  the  plaintiff's  intestate  received  a  shock  from  the  do- 
foidant's  wire  which  caused  his  death. 

In  Clarke  v.  Naesau,  Elec.  R.  Co.,  6  Am.  ElectL  Cas.  234,  9 
App.  Div.  54,  it  was  said:  "The  fact  that  the  defendant  brou^t 
electricity  into  the  street  for  use  as  a  motive  power,  and  the 
fact  that  electricity  eo  employed  was  capable  of  escaping  in  euch 
a  way  as  to  produce  the  casualty  nvhich  actually  took  placey  were 
sufficient,  taken  together,  to  justify  the  inference  that  the  acci- 
dent was  due  to  the  agency  of  the  defendant,  in  the  absence  of 
proof  thai  it  was  otherwise  caused.  The  mazim  res  ipsa  loquiiv 
is  directly  applicable." 

In  Ennis  v.  Gray,  5  Am.  ElectL  Cas.  825,  87  Hun,  361,  it 
was  said:  "So  here  we  might  ask  whether  the  happening  of 
this  accident  does  not  carry  with  it  an  imputation  of  negligence, 
it  being  self-evident  that  if  the  wires  had  been  properly  insu- 
lated it  would  not  have  occurred,  and  it  being  equally  dear  that, 
with  the  exercise  of  ordinary  oare^  defective  insulation  could 
be  avoided.  .  .  .  The  plaintiff  assumed  the  burden  of  estab- 
lishing the  Diligence  of  the  defendant,  and  in  that  connection 
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presented  evidance  from  whidi  the  yarj  properlj  could  iniea 
that  the  poeiti<m  and  irumnftr  of  the  ooostruotiw  of  the  wirinf 
and  electrical  converter  weoie  improper,  aod  that  in.  five  jdaca 
the  wire  was  imperfectly  ioflulated,  and  bore  evidence  of  having 
been  in  that  condition  for  srane  time."  Evans  v.  Keystone  Qu 
Co.,  148  N.  Y.  113. 

Here  we  have  the  positive  evidence  that  the  wire  of  the  de 
fendaat  was  canying  a  lai^ge  ventage,  and  the  ineuladon  hat 
been  worn  oS  where  the  wire  came  in  oootact  with  the  faraoe  a 
the  Weetem  Union  Telegrairii  Oompauy,  and  we  have  the  fan 
that  the  deceased  was  legitimately  in  the  piuBuit  of  his  onplo; 
ment  upon  the  pole  of  the  Western  Union,  and  that  while  apoi 
the  ground  the  fact  was  not  dlBoovarable  by  oidiaaij  care  aw 
observation  that  the  defendant's  wire  was  in  contact  with  thi 
brace,  and  that  the  insulation  had  been  rubbed  off  to  such  an  ex 
tent  as  to  emable  the  wire  to  charge  the  brace,  and  w*b  thinl 
it  was  legitimately  a  question  of  fact  for  the  jury  to  determine 
uptMt  the  wh(Je  volume  of  evidence  that  was  delivered,  whelhei 
the  deceased  received  a  shock  from  the  brace  which  had  beoom< 
heavily  charged  with  electrici^  from  the  wire  of  the  defwidant 
We  think  the  evidence  was  sufficdeiit  to  warrant  the  jury  ii 
finding  that  the  defendant  was  ncf^ligent  iu  having  so  left  iti 
wire  that  it  might  come  in  contact  and  lose  its  insnlaticm  an( 
charge  the  brace.  And  it  was  also  a  question  whether  the  de 
fendant  had  been  negligent  in  inspecting  its  wire  and  properly 
guarding  against  its  contact  with  the  property  of  the  Westen 
Union.  And  we  think  the  case  falls  within  the  principle  laic 
down  in  Clarke  v.  Nassau  Electric  R.  R.  Co.,  supra,  where  it 
was  held  "that  the  evidence  amply  warranted  the  inference  thai 
the  horse  was  killed  by  an  electric  shook  reoeived  frmn  somi 
source,  and  that  as  defendant  had  broc^t  electricity  into  the 
street  for  use  as  a  motive  powra,  and  as  electricity  so  employee 
was  capable  of  escaping  in  such  a  way  as  to  prodnoe  the  casual^ 
which  actually  toc^  plac^  these  facta  vren  sufficient  to  justifF 
the  inference  that  the  accident  was  due  to  the  agem^  of  the 
defendant  in  the  absence  of  proof  that  it  was  otherwise  caused." 
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In  the  case  at  hand  it  wu  for  the  JU17  to  detenniae  whether 
the  ftooideiit  vu  oaused  b;  other  oiroumstanoee,  such  ns  were 
diBcloeed  in  the  Urge  volume  of  evidence  offered  hy  the  defend- 
ant tending  to  wxxnint  for  the  aooident,  without  its  fault  or  ne^ 
ligenoe. 

After  penwing  thftt  evidence  wo  are  not  able  to  say  that  the 
jury  has  gone  wrong,  or  that  the  trial  judge  (xnnmitted  any 
error  in  leaving  the  whole  quoetion  of  defendant's  alleged  n^li- 
genoe  to  the  jury.  Nor  do  we  think  tlie  learned  trial  judge  00m- 
niitt<-d  aqy  error  in  submitting  to  the  jury  the  quoatiou  aa  to 
whether  the  plaintiff  was  guilty  of  oontributory  negliganoei 
Although  it  was  conceded  that  the  deceased  did  not  wear  an^ 
gloves,  the  evidence  tended  to  indicate  that  none  were  In  use 
by  the  employees  of  the  Weetem  Umun  Tolofn'aph  Company, 
nor  was  there  necessity  for  their  use  in  tlie  ordinary  business  in 
which  the  deceased  was  engaged. 

Doubtless  the  deceased  supposed  that  the  wires  of  the  defend- 
and  had  been  properly  insulated,  and  in  malting  use  of  the 
fanoe  iox  his  aid  or  protection  when  holding  himself  upon  the 
pole  with  spurs  he  only  pursued  the  ordinary  oourse  pursued  by 
peraons  of  ordinary  care  and  prudence  when  engaged  in  such 
employment.  At  least  the  evidnnoe  warranttxi  the  jury  in  so 
finding,  and,  therefore,  we  ought  not  to  disturb  their  verdict  in 
that  regard. 

Although  Aldrich,  foreman  (^  the  Bell  Telephone  Company, 
testified  that  the  company  had  nilea  requiring  employees  to 
wear  gloves  working  on  poles  around  trolley  and  electric  light 
wires,  and  that  their  men  "are  supposed  to  have  glovce  with 
them,"  it  was,  nevertlieloflB,  a  question  of  fact  for  the  jury  to 
detennine  whether  the  deceased  exercised  ordinary  oare  under 
the  circumstanoea  disoloeed  by  the  evidenoe  as  to  his  employment 
as  a  lineman  in  the  discharge  of  his  duties  relating  to  the  Wmt- 
«rn  Union  wires.  QUman  v.  Boston  <£  M.  B.  H.  Co.,  47  K.  £. 
Rep.  188. 
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The  learned  trial  judge  delivered  a  full  and  e^mustivc 
diai^  to  Uie  jury,  in  Uie  course  of  whicli  he  said :  "The  measure 
of  the  defeadamt's  duty,  with  referoDoe  to  the  erection  of  tJiif 
pole  and  CKf  theee  lines,  was  reasonable  care  and  prudenoe  uodei 
the  dicumfitancee  which  surrounded  the  operatioo.  lliat  wat 
the  measure  of  its  duty,  and  if  it  used  that  degree  of  care  aii<J 
[Mrudence  whicb  a  man,  an  intelligSLt  man,  would  ordinarily  use 
in  his  private  business,  under  the  same  drcumstanoea,  then  the 
duty,  BO  far  as  the  constructing  of  the  poles  and  the  line  is  ooor 
oemed,  was  performed."  He  then  proceeded  to  say:  "Assum- 
ing that  the  pole  and  wire  were  carefully  and  prudently  erected 
at  this  point,  then  the  duty  devolved  up(m  this  defendant  oJ 
afterwards  maintaining  a  reasonable  oversight,  Bupervision  and 
inspection,  to  see  that  the  wires  and  the  pole  was  kept  in  a  safe 
and  suitable  condition,  therefore,  the  claim  of  the  plaintiff  is 
that  they  failed,  entirely  failed,  according  to  the  evidence  in 
the  case,  to  maintain  such  oversight  and  supervision  after  the 
pole  was  erected,  and  that  in  consequoioe  of  that  failure,  on  the 
part  of  the  detfendaiit,  that  the  insulation  of  the  wire  was  worn, 
and  the  wire  itself  oame  in  oontact  with  the  brace,  and  created 
a  ooudition  of  things  which  resulted  in  this  man's  death." 

He  then  proceeded  to  submit  carefully  the  question  whether 
the  deceased  was  guilty  of  contributory  negligence  to  the  jmy, 
and  in  response  to  a  request  that  he  charge  the  jury  "that  there 
is  no  evidence  sufficdont  to  warrant  the  jury  in  finding  that 
when  Dwyer  received  his  fall  there  was  any  apparent  trooMe 
or  defect  in  the  defendant's  system  of  wires  other  than  the 
alleged  deifect  of  the  wire  in  oontact  with  the  brace  on  the  pole 
in  question,"  he  observed:  "There  is  no  direct  evidence  of  it 
I  do  not  know  there  is  any."  The  counsel  for  the  plaintiff  then 
said:  "I  admit  there  is  no  direct  evidence^  but  I  think  there  is 
inferential  evidence."  We  think  the  court  was  not  called  upon 
to  go  any  further  in  its  charge,  or  to  restate  its  respoose  to  the 
requests  as  made. 

Upon  the  whole  ease  we  are  of  the  opinion  that  the  ervideooe 
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warranted  the  jui;  in  finding  that  the  defendant  waii  ^Itj  of 
negligence  and  that  the  plaintiff  was  free  from  oontributory 
negligence,  and  that  the  negligenoe  of  the  defendant  was  the 
proziinate  cause  of  the  death  of  the  intestate,  and  that  the 
learned  trial  judge  oommitted  no  error  in  refufiing  the  motion 
for  a  new  trial  on  die  minutee,  and  we,  tharaftwe^  affirm  the 
order. 

All  concur,  except  Foi^lbtt,  J.,  not  aitting. 

Order  afBrmed,  with  costs. 


SsTDEE  V.   Whbbliho  Elbctbioai,  COMPAinf. 

Wft  Virgima  iStuprenM  Court  of  Appeals,  Nod.  10,  1807. 

(43  W.  Va.  601.) 


In  an  vMoa  for  damages  for  deatK  caused  hj  itepping  on  ■  live  wire  in 
a  ttreet,  it  wai  alleged  in  the  declaration  tliat  ttie  defendant,  iterating 
a  plant  for  tlie  manufacture  and  Bale  of  electricity  and  having  wires  in 
atreeta  for  the  conveyance  of  the  same  in  dangerous  currents,  was 
charged  with  the  duty  to  eafely  secure  Ita  wires,  and  that  the  injury 
was  due  to  its  default  in  the  performanc*  of  such  duty.  Held,  not  de- 
murrable. 

An  allegation,  in  a  pleadii^,  that  the  electric  current  entered  the  body  of 
the  viotim,  held,  oonetruable  by  implication  as  stating  that  the  defendunt 
failed  to  cut  the  current  from  the  fallen  wire. 

Mo  other  breach  of  duty  than  those  above  stated  being  pleaded,  held,  that 
•ridenee  of  defective  insulation;  of  the  fact  that  the  wires  touched  wet 
poets ;  of  failure  to  provide  persons  to  repair  or  implements  with  which 
to  diaoera  break*;  of  the  fact  that  at  other  places  the  wires  were  bare, — 
keld,   inadmissible. 

Tbe  doctrine,  "re*  ipta  loqmtw,"  fceH,  applicable  where  a  wire,  eharccd 
with  a  deadly  current  of  electricity,  falls  frcnn  its  proper  }dace  of  ekva- 
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tion  to  the  Btreet,  and  tharo  kill*  «  man  Uwfallr  pu^ug  alODg  u 

■""'"g  in  contatrt  with  it. 
Judgment  on  verdict  for  pUintifl  rereraed  on  account  (rf  improper  rcfm 

of  reqnert*  to  initmct,  uid  inooiMiitent  instruction*. 
Que*  of  this  aeriaa  dted  in  opinion:   Vggla  v.  W«»t  £i*d  St.  By.  Co.,  « 

t,  p.  389i   W.  V.  Tel.  Co.  v,  State,  vol.  S,  p.  210j   Haynea  v.  BaM) 

Oat  Co.,  Tol.  6,  p.  2d4;  Demar  Oomol.  Slec.  Co.  o.  Simpion,  voL  S, 
ETS;  fftrvHdi  «.  fll«o.  fmp.  Co.,  Ttri.  S,  p.  318;  Emti*  «.  Omy,  vtd.  6, 


Appeal  by  defendaat  from  judgmeot  oi  Circnit  OcMut  < 
Ohio  County. 

W.  P.  Evhhard,  ior  plaintiff  in  error. 

Johat  A.  Howard  and  Melville  D.  Post,  ior  defenjdAnt  i 


BBAimoiT,  J. :  In  an  aotion  an  the  case,  Florenoe  S^ydar,  a 
ministratriz  of  Andrew  C.  St^der,  reoovered  a  jndgmec 
against  the  WheeLing  Electrical  Ctnnpan;  for  $1,000>  and  tl 
oompanj  obtained  this  vxit  of  error. 

The  declaration  in  this  case  states  that  the  defendant  operate 
an  electric  plant  for  the  manufacture  and  sale  of  electricit 
and  had  its  wires  over  the  streets  of  the  city  of  Wfaeeding  fi 
the  oonver^ance  of  electrici^  in  dangerous  currents,  and  th 
it  was  the  duty  of  the  defeaulaut  to  exercise  all  possible  care  i 
patting  up  and  operating  its  plant  and  wires,  and  oonstantly  i 
specting  the  wiree  and  other  appurtenances  and  appliances,  ai 
in  seeing  that  they  were  strong,  snitaUe,  and  safe^  and  that  tl 
wires  and  appiurtenanoes  ware  at  all  times  safely  secured,  as 
to  immediately  attend  to  and  repair  broken  or  defeotiTe  wir 
and  applianicee,  and,  when  any  of  the  wipes  were  down  upon  tl 
street,  to  cut  off  from  them  the  curreint  of  eleetricil^,  that  ti 
lives  and  limbs  of  persons  on  the  streets  might  not  be  endu 
gered ;  yet  the  defendant  carelessly  and  negligantly  suffered  on 
of  its  wires  at  the  ocmieir  of  Market  and  Sizteemth  streets  to  I 
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BO  inaufScdentlj  secured  that  it  came  dowa,  and  lay  oa  the 
street  and  Snyder  stepped  upon  it,  rooeirod  the  electric  current, 
fell  piroetrated  ifj  it,  and  continued  to  lie  there,  and  receive  the 
corrent  into  his  body,  and  therefrom  died.  This  declaration 
surely  says  that  it  was  the  duty  of  the  defendant  to  safely  seoore 
the  wires,  and  that,  irom  being  insuffioiently  secured,  they  came 
down  into  the  street,  and  there  wrought  the  injury.  This  one 
dnty,  breaoh,  and  injury  save  the  det^aratirai  fnnn  demurrer. 
I  thinJc,  too,  the  declaration  may,  by  implication,  bo  construed 
to  say,  what  it  should  have  positively  averred,  that  the  defend- 
ant failed  to  out  off  the  ourrent  from  tiie  wire  when  down,  as 
it  avers  that  the  current  entered  Snyder's  body,  and  he  fell,  and 
oontinued  to  receive  it,  which  could  not  be  so  had  the  current 
been  out  off.  "A  declaration  will  be  treated  as  alleging  by  im- 
plioation  every  fact  which  can  be  ini{4ied  fnun  its  averments  by 
the  most  liberal  intendment."  Hogg,  PL  &  Farms,  sec  140. 
Iltose  were  Ibe  only  two  omissionfi  of  duty  specified.  None 
other  could  be  proven,  for,  even  where  there  may  be  allowable 
a  general  ohai^  of  negligence^  yet,  if  the  declaration  does  give 
oertain  specificatians  of  negligence  as  souroee  of  the  injury, 
others  cannot  be  proven.  Hawker  v.  Raiiroad  Co.,  15  W.  Va. 
629.  Tharefore  evidence  was  not  admissible  to  prove  want  of 
or  bed  insulation  of  wires  at  the  place  of  accident  and  elsewhere, 
uid  that  wires  came  in  contact  with  wet  poets,  and  that  nobody 
was  kept  on  duty  to  repair  broken  wires ;  that  on  a  certain  other 
sccasion,  when  a  wire  was  out  of  fix,  some  one  telephoned  from 
Ihe  plant  that  there  was  no  one  to  fix  the  wires ;  that  no  instru- 
Dients  were  kept  to  discover  breaks ;  and  that  at  otiier  places  the 
wires  were  bare.  It  mi^t  seem  that  some  of  this  evidence 
Dii^t  oome  in  under  the  alleigation  of  insecure  fastening,  but 
it  relates  more  to  the  ocmdition  of  the  wires,  not  to  their  fastaia- 
ing,  and  there  is  no  all^j^tiou  of  defective  wires.  The  declara- 
ticm  does  assign  certain  duties  ss  imposed  on  Mhe  ocmipany, 
among  them  the  duty  to  attend  to  broken  wires  and  to  inepect 
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wiree  and  apparatus,  and  to  see  that  aU  wires  were  strong,  s 
able^  and  safe;  and,  if  this  recital  of  diitiee  had  been  foUo' 
up  with  averment  that  the  insulation  of  the  wiree  was  defect 
and  in  places  Uie  wires  bare,  coming  in  ooutaot  with  wet  pc 
thus  iBJuring  and  rendering  them  unsafe  and  liable  to  bn 
or  even  the  gemeral  alle^tion  tliat  tha  wires  were  onsuita 
weak,  and  unsafe,  in  negation  of  tlie  du^  assigned  in  tlie  red 
and  that  aerrants  were  not  kept  for  inspection,  and  that  can 
repair  was  not  made,  and  that  no  appliajojces  were  kept  to 
nounce  at  the  plant  fall  of  wires,  and  no  means  existed  for 
coveiy  of  their  fall,  this  evidence  would  hare  been  admissi 
But  what,  in  this  declaration,  gave  the  defendant  warning  oj 
this  evidence !  I  think  evidence  of  failure  to  inspect  was 
missible  as  evidenoe  of  insecurity  of  fastening  and  on  princi 
above  stated.  It  may  be  said  that  the  evidence  that  no  ins 
ment  was  kept  to  tell  of  a  fallen  wire  ought  to  come  in  ui 
the  allegation  that  it  was  the  duty  to  cut  off  the  current, 
that  the  carrent  continued  to  flow  after  the  fall  of  the  w 
bat  that  would  be  going  very  far.  None  of  this  ervidonce  cc 
get  in  imder  this  declaration  but  by  a  liberality  too  loos^ — 
igoioring  the  defendant's  rights, — e<xne  of  it,  not  at  all.  1 1 
allow  the  evidence  that  with  certain  means  of  ascertaining 
accident  the  current  oould  be  shut  off  at  once,  under  the  chi 
that  it  was  the  duty  to  shut  it  off,  and  the  aU^ation  made  by 
plication  that  it  continued  after  the  fall  of  the  wire;  and  ths 
going  pretty  far.  All  this  evidence,  as  a  court  can  readily 
was  calculated  to  and  did  wield  a  potent  effect  in  the  case,  ; 
the  error  of  its  admission  cannot  be  looked  over  as  harmless, 
was  an  important  factor  in  the  trial 

From  these  ocmflideratione  it  oomee  that  plaintiff's  insti 
tion  No.  3  was  bad  as  presenting  a  theory  for  recovery  wh: 
thou^  made  relevant  by  some  evidence,  yet  th^«  was  no  ? 
rant  for  under  the  declaration.  It  said  that  if  ihe  defend 
failed  to  have  the  most  reliable  and  best  appliancee  to  disco 
broken  wires,  the  company,  in  the  absence  of  contributoiy  n 
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ligence,  was  liable.  I  tbink  No.  3  good  under  the  charge  of 
insecure  fastening.  I  think  No.  2  should  have  said  "good,  reli- 
able, and  Cedent"  meanfi  and  appliances,  instead  of  "beet  and 
most  reliabla"  Bema  v.  Coal  Co.,  27  W.  Va.  286,  pointfl  9,  10. 
An,  instruction  for  defeodantB  (Na  4),  told  the  jtuy  that  the 
onlj  negligmce  charged  in  the  declaration  was  in  suffering 
wires  to  be  so  insufficieatlj  secured  as  to  fall,  and  therefore  all 
evidence  and  Bjgument  as  to  other  suggestions  of  negligence 
must  be  disregarded;  yet  plaintiff's  inAtruction«  held  the  com* 
pany  liable  for  not  onJj  that,  but  for  failure  to  have  the  beet 
appliances  for  discovery  of  broken  wiree,  and  for  failure  to  exer* 
cise  the  higheet  degree  c£  care  in  the  oonstructic«k,  inspection, 
and  repair  of  wires  and  poles ;  and  so  die  instructions  were  u> 
consistent, — one  saying  to  the  jury  that  the  case  involved  only 
<»ie  basis  of  recovery,  others  giving  several  Which  would  the 
jury  follow  1  Likely  those  giving  several.  A  good  instruction 
does  not  cure  a  bad  ooe^  bat  it  must  be  withdrawn.  McEelvey  v. 
Railway  Co.,  85  W.  Va.  500,  14  S.  K  261.  Inconsistency  in 
in^tmctiona  is  error.  Industrial  Co.  v.  Sehultz,  43  W.  Va. 
470,  27  S.  E.  255.  I  think  as  Br.  Walden  had  examined  the 
dead  body  of  Snyder  in  his  effort  to  resuscitate  life,  he  oould 
give  his  opinion  as  to  the  oauBe  of  his  death.  His  opinion,  how- 
eirer,  should  be  confined  to  his  knowledge  based  on  that  exami- 
nation; but  the  court  allowed  him  to  state  his  opinion,  not  only 
on  that,  but  also  from  what  he  could  leam^ — ^that  is,  hearsay. 
I  think  it  is  inadmissible  to  ask  him  whether  there  was  any 
indication  of  death  from  any  other  cause  than  electricity,  so  as 
to  ne^tive  any  otiier  death-producing  cause. 

I  oHne  next  to  an  important  question.  Suppose  there  is  no 
evidence  of  negligence  on  the  part  of  the  defendant,  does  the 
mere  fact  that  the  wire  fell  create  a  prima  facie  presumption  of 
negUgesaee,  sufficient,  in  the  absence  of  something  appearing  in 
the  case  to  repel  that  presumption,  to  support  the  action  ?  This 
involves  the  rule  or  principle  of  res  ipsa  loquitur, — the  thing 
it«elf  speaks.     A  wire  chained  with  a  deadly  current  of  eleo- 
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trioity  falls  from  itB  proper  place  of  elOTatitai  above  the  31 
to  the  surface  of  tlifi  street,  and  tliere,  b;  contact  with  a 
lawfully  pasBing  along  the  highway,  kills  him  with  its  our 
Are  we  to  presume  that  its  fall  came  from  some  negligeaw 
the  owner,  unless  the  cdrcumstanoes  of  the  case  or  facts  si 
by  him  shall  show  that  its  fall  is  not  attributable  to  his  n 
geiice^  but  from  some  defect  which  that  rsasonable  oare  and 
dence  proper  in  the  case  of  such  deadly  wire  was  unable  to 
cover,  ca-  some  accident  beyond  his  control ;  in  other  words,  l 
inevitable  accident;  I  answer  that  the  law  raises  a  prima  j 
case  of  negligence.  As  stated  in  that  great  work,  16  Am.  &  '. 
Enc  Law,  p.  448:  "As  a  role,  negligence  is  not  prestu 
But  there  are  casee  where  the  maxim  'Bea  ipsa  loquitur 
directly  applicable,  and  frcnn  the  thing  done  or  omitted  n 
genoe  or  care  is  presumed."  The  rule  cannot  be  better  afa 
in  its  generality,  than  as  given  in  Scott  v.  Dock  Co.  (186£ 
HurL  &  C.  596 :  "There  must  be  rensonable  evidence  of  n 
genccb  But  where  the  thing  is  shown  to  be  under  the  mai 
ment  of  the  defendant  or  his  servants,  end  the  accident  is 
as,  in  the  ordinary  course  of  things,  doee  not  happen  if  t 
wbo  have  the  maU'Sgemen.t  use  proper  care,  it  affords  reascm 
evidence,  in  the  absence  of  explanation  by  the  defeoid&uts, 
the  accident  arose  from  want  of  care."  In  those  words  it  11 
proved  in  1895  in  Shafer  v.  Lacock,  168  Pa.  St.  497,  83 
44,  ft  case  where  two  workmen  were  repairing  a  roof,  havi 
fiire  pot^  and  frcnn  it  a  fire  reealted,  deetroying  the  hi 
"When  the  physical  facts  of  an  accident  th«nflelvee  crea 
reasonable  probabibty  that  it  resulted  from  negligence, 
phyaical  facts  themselves  are  evidential,  and  furnish  what 
law  terms  evidence  of  negligence,  in  conformity  with  the  ma; 
'Rea  ipsa  loquitw' "  is  the  apt  language  in  which  the  print 
ia  stated  in  Beyholt  v.  Railroad  Co.,  95  N.  Y.  662.  One  nu 
hurt  from  the  works  or  property  of  another,  when,  from 
niatore  of  the  ease,  he  would  not  likely  have  been  hurt  witl 
negligence  of  that  other.    May  he  not  ask  of  that  other  an 
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pUnation,  or,  on  his  failure  to  give  it,  then  daniageB  for  hia  inr 
jury  I  Take  the  case  where  one,  in  pafieing  aloi^  a  street,  it 
hart  1:^  a  barrel  falling  from  a  door  above,  or  by  a  brick  falling 
from  a  wall  cnr  soafcdd,  or  by  a  falling  shutter  or  waU,  or  the 
likeL  The  mere  occnrrenoes  in  themselveB  import  negligenoe. 
Especially  take  the  caaea  where  things  of  great  danger  are  used 
in  public  highways,  where  multitudes  constantly  and  lawfully 
pass,  their  very  nature  requiring  the  highest  degree  and  oon- 
stanf^  of  care,  and  one  is  killed  from  ite  being  out  of  place  or 
defective,  why  may  we  not  logically  and  fairly  assume  negli- 
gencei,  unless  other  plausible  esplanj.tic»i  appears !  The  latest 
work  on  Torts  (2  Jagg.  Torts,  p.  864),  says:  "A  live  wire,  how- 
erer,  is  exceedingly  dang^xws,  so  that  proof  of  contact  here- 
with, and  consequent  damages,  makes  it  a  complete  case  of  prima 
facts  negligence,  and  throws  the  burden  on  tlie  defendant  to 
show  that  such  wire  was  in  the  street  without  fault  rai  his  part 
Qenerally,  companies  using  electricity  on  lines  alcmg  a  street 
are  charged  with  the  highest  d^ree  of  care,  having  due  refer- 
ence to  existing  knowledge  in  the  eonstructicoi,  inspection,  and 
repair  of  their  wires  and  poles,  and  in  the  use  of  devices  to 
guard  against  harm."  This  doctrine  needs  no  fnrthm-  discus- 
sion from  me.  It  is  well  sustained  1^  American  and  I^Iish 
anthority.  16  Am.  &  ikig.  Enc.  Law,  449,  and  notes;  2  Jagg. 
Torts,  938 ;  WharL  Keg.  sea.  421 ;  Cooley,  Torts,  799 ;  Bigelow, 
Torts,  596 ;  Shear.  &  R.  Neg.  see.  60 ;  full  note  6  Am.  St.  Hep! 
530, — a  building  falling  into  street ;  Mulcaims  v.  City  of  Janes- 
ville,  91  Wis.  24,  29  N.  W.  904,— wall  of  a  cistern  falling; 
Dixon  V.  Plun»,  33  Pac.  268,  98  Cal  384,— chisel  falling  from 
BcafEold ;  Mouston  v.  Brush,  66  Vt  831,  29  Atl.  380, — injury 
from  being  struck  by  a  wheel  from  a  tackle-block  at- 
tached to  a  derrick;  note  in  Railroad  Co.  v.  Ander- 
Bon  (Md.),  20  Am.  St  Rep.  p.  493  (a.  c.  20  Atl.  2)  ;  Thonuu  v. 
Telegraph  Co.,  100  Mass.  156, — ^tdegraph  wire  swinging  oror 
a  street  too  low,  so  as  to  obstruct  travel;  Clare  v.  Bank,  1 
539, — injury  frron  plank  falling  from  one's  premises; 
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Howeer  v.  Hailroad  Co.  (Md.),  30  Atl.  906,— cross-tie  fal 
from  a  moving  oai;Uggla  v. Railway  Go.  {liaBa.),4:  Am.  £li 
Cas.  389,  35  N.  E.  1126;  Morris  v.  Strobel  &  Witten  Co. 
Hiui,  1,  30  N.  T.  Supp.  571, — sign  board  falling  in  street, 
is  clear  that  this  doctrine  applies  in  cases  where  a  pesseng& 
a  railroad,  or  other  convei^ance  of  a  common  carrier,  is  injn 
there  existing  in  such  cases  a  preeomptioa  of  negligence  aga 
the  carrier,  because  there  is  an  implied  ocmtraot  to  aafel; 
rey ;  but  it  is  not  confined  to  such  oases.  20  Am.  St.  Rep.  i 
Rose  V.  Transportation  Co.,  11  Fed.  438.  There  it  is  said  1 
though  the  presumption  is  more  frequently  applied  in  i 
cases,  yet  thetre  is  no  foundation  in  authority  or  reason  for 
limitation,  as  the  presmnption  originates  from  the  natui^  oJ 
act,  not  from  the  relation  of  the  parties,  and  is  indulged  w 
ever,  as  a  legitinLate  inference,  the  occurrence  is  sucli  a 
the  ordinary  course  of  things,  does  not  take  place  whei 
proper  care  ia  exercised.  This  doctrine  has  been  appUt 
those  using  electricity  in  streets.  W.  U.  Tel.  Co.  v.  State  (i 
6  Am.  EleotL  Gas.  210,  33  AtL  763;  Haynes  v.  Oas  Go. 
C),  5  Am.  ElectL  Caa.  264, 19  S.  E.  344.  Public  policy, 
sheer  necessity,  must  require  of  a  person  or  corporation  i 
the  current  of  electricity  in  high  tenaion  along  highways  a 
high,  if  not  the  hi^eet,  degree  of  care,  and  this  hi^  d 
would  seem  all  the  more  reasonable  to  justify  this  rule  oi 
sumptive  negligence  in  such  cases.  Hie  degree  of  care  l 
nature  of  the  case  being  hig^,  and  there  being  little  dang 
such  care  be  exercised,  if  accident  happen,  theve  ia  aSort 
probability  of  the  absence  of  that  care.  This  hi^  degree  od 
is  exacted  of  operators  of  electricity  by  the  cases  just  cited 
by  Electric  Co.  v.  Simpson,  6  Am.  ElectL  Cas.  278,  21 
371,  41  Pac.  499 ;  Qiraudi  v.  ImprovemetU  Go.,  6  Am-  E 
Cflfl.  318,  107  CaJ.  120,  40  Paa  108;  Ennis  v.  Gray.  5 
ElectL  Cas.  325,  87  Hun,  355,  34  N.  T.  Supp.  379.  Or 
Electricity,  sea  249,  says  that  the  mere  fact  that  an  eU 
wire  sags  or  falls,  if  unexplained,  is  sufficient  prwrf  prima 


WEST  VIRGINIA,  1897. 


-.  Electrical  Co. 


of  negligence.  But  juries  must  understand  that  this  preeump- 
tioQ  is  by  no  means  final  or  conclusive.  Uniformly  careful, 
prudent  management  commensurate  with  the  dangerouB  charac- 
ter of  the  works,  adequate  to  the  safety  of  the  public,  in  the  ab- 
sence of  specific  neglect  connected  with  the  accident,  will  repel 
such  presumption.  We  must  not  foi^  that  misfortunes  do 
occur  from  inevitable  accidmt.  A  wire  may  have  some  defect 
which  the  most  astute  care  will  not  discern.  A  wire  originally 
good  may  come  to  be  defective,  and  break,  when  no  human,  skill 
could  detect  its  defect  Time  and  wear  deteriorate  man  and 
all  the  means  and  instruments  he  uses  to  gain  a  living  Paraly- 
sis and  failure  may  come  upon  them  at  any  moment.  Whether 
there  is  culpable  blame  is  a  question  for  a  faiivminded  jury 
onder  all  the  circumstances 

It  follows  from  what  I  have  said  that  the  court  properly  re- 
fused to  exclude  the  plaintiff's  evidence,  as  it  tended  m  an  ap- 
preciable degree  to  suatain  the  case,  so  as  to  make  it  proper 
to  go  to  a  jury.  So  I  may  say  as  to  the  defense  of  contributory 
negligence.  Carrico  v  Railway  Co.,  35  W,  Va.  889,  point  3, 
14  S.  E.  12 ;  Yeager  v  City  of  Bluefield.  40  W.  Va.  484,  21  S. 
E.  753.  And  the  defense  waived  the  motion  to  exclude  by  go- 
ing on  with  its  evidence,  Robinson  v.  Welly,  40  W.  Va.  385, 
22  S.  E.  73;  Core  v.  Railroad  Co.,  38  W.  Va.  459,  18  S.  E. 
596.  And  it  follows  from  the  views  above  given  that  the  court 
did  not  err  in  refusing  to  give  defendant's  instruction  No.  2, 
that  the  mere  fact  that  Snyder  was  injured  raised  no  preeump- 
tion  of  negligence  against  the  defendant  In  an  instruction  in 
lieu  of  it  the  jury  was  told  that  the  mere  fact  of  injiuy  raised 
no  presumption  of  n^ligence,  unless  the  proof  establishing  the 
injury  showed  ciremnstanc«8  from  which  some  n^ligeace  or 
want  of  care  may  be  attributed  to  the  defendant  This  was 
error  against  plaintiff,  because  it  negatived  the  rule  that  the 
fall  of  the  wire  and  injury  afforded  a  prima  facie  case  at  negli- 
gence, and  was  beneficial  to  the  defendant  Defendant  asked 
instmction  9,  saying  that,  if  the  wire  where  the  aocident  occur- 
VOL.  vn — 31. 
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red  was  defective^  and  the  injuiy  reeulted  from  that  defect^ 
that  raised  no  presuniption  of  iiegligeiice,  and  the  plaintiff 
ooiild  not  recover  iinlees  he  proved  by  a  preponderance  of  evi- 
dence, in  addition  to  these  facts,  that  the  defect  occurred  throogh 
the  negligent  act  or  default  of  the  defendant.  This  instraction 
is  bad.  Granting  a  defect  in  the  wire  killing  the  deceased,  a 
prima  facie  case  for  recovery  is  made.  Defendant  asked  and 
was  refused  instruction  "No.  10 :  ^'Where  an  event  takes  place, 
the  real  cause  of  which  cannot  be  trax»d,  or  is  at  least  not  ap- 
parent, it  ordinarily  belongs  to  that  class  of  occurrenoeB  desig- 
nated as  purely  accidental,  and,  there  being  no  pre- 
sumption- of  niegligence  in  such  cases,  the  party  who  asserts 
n^ligence  cannot  recover  without  showing  enough  to  exclude 
the  case  from  that  class  of  accidental  occurrences.''  In  Railway 
Go  V.  Locke,  112  Ind.  412,  14  K  E.  891,  cited  to  support  the 
instruction,  it  is  admitted,  I  think,  that  in  cases  where  a  pre- 
sumption of  negligence  arises,  the  principle  of  this  instroction 
does  not  apply.  The  instruction  is  bad  as  applied  to  this  case, 
in  view  of  the  rule  above  stated  of  a  presumption  of  negligence 
from  this  oocuxrenoe.  Defendant  was  refused  instruction  If  a 
11:  ''Where  the  circamstances  of  an  accident  indicate  that  it 
may  have  been  unavoidable  notwithstanding  reasonable  and 
proper  care,  the  plaintiff  charging  negligence  cannot  recover 
without  showing  that  the  defendant  has  violated  a  duly  incum- 
bent upon  it  from  which  the  injuiy  followed  in  natural  se- 
quence.'' I  think  this  instruction  proper,  in  view  of  the  de- 
fendant's evidence  as  to  good  management^  and  evidence  by 
witnesses  on  both  sides  that  electric  wires  sometimes  break  from 
causes  impossible  to  discover.  Of  course,  though  the  prima 
facie  presumption  of  negligence  from  the  broken  wire  exists, 
yet  it  is  subject  to  be  met  by  any  and  all  circumstances,  features^ 
and  evidence  in  the  case  tending  to  give  the  misfortune  a  cause 
not  springing  from  the  company's  fault,  but  purely  from  an  ac- 
cident, which  no  reasonable  human  care  could  prevent,  a  hidden 
defect  in  the  wire,  electrolysis  rendering  it  suddenly  weak,  or 
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whatever  causa  This  infltructioo.  presented  the  queeticai  to  the  - 
jury  on  tte  whole  breadth  and  aspect  of  the  case,  i^ether  the 
misfortoAS  came  from  ouaToidable  accident;  and  it  seems  to 
me  that,  when  the  circumstances  do  indicate  unavoidable  accd- 
dMit  sfl  the  cause,  it  ought  to  be  shown  or  appear  that  it  wfla 
not  Why  was  not  the  defendant  entitled  to  this  instruction  i 
I  think  inetniction  No.  12  asked  by  defendant  was  improperlv 
rafufled.  Railway  Co.  v.  Locke.  112  Ind.  404,  14  N.  R  3&1. 
"(12)  The  defendant,  in  erecting  and  maintaining  its  wires, 
was  only  bomiu  to  anticipate  such  oombinations  of  circum- 
stances and  accidents  and  injuries  therefrom  as  it  may  reasonr 
ably  forecast  as  likely  to  happen,  taking  into  account  its  own 
past  experieaoe  and  the  experience  and  practice  of  others  in 
Bimilar  situations,  together  with  what  is  inherently  probable  in 
the  condition  of  the  wiree  as  they  relate  to  the  conduct  of  ita 
business."  As  the  case  is  to  be  retried,  I  shall  not  discuss  the 
merits  on  the  eridenca  sb  to  the  liability  or  nonliability  of  the 
d^endant,  either  with  or  without  reference  to  contributory  neg- 
ligence, as  tiie  evidence  may  not  be  the  same  on  a  second  trial, 
and,  if  not,  this  court  ou^bt  not  to  express  an  opinion  on  part 
of  the  evidenca  We  will  thea^fore  reverse  the  judgmeint,  grant 
a  new  trial,  and  remand. 


Emii.t  E.     Tckton  v.  Powelton  Electkio  Compamt  aitd 
Postal  Teleobaph  Cable  Compaht. 
FeMuylvania  Bvpreme  Cottrt,  April  LI,  1S98. 

(185  Pa.  406.) 
IlTJDBT  ISOlf  KLXCTBIO  SHOCK — NBaUGEHCB. 

It  Ib  for  tba  juij  to  n,j  whether  u  electric  light  company  wag  n^ligent 
in  allowing  the  insulation  of  one  of  ita  wires  to  become  io  worn  that 
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•lectricitj  wa*  trMumitted  to  *  gaj  wire  uid  «  person  oomiiig  tn  cen- 
U«t  with  tha  guj  wire  was  injured. 

Appeal  by  defendant  Powelton  Electric  Company  from  judg- 
ment of  Court  o£  Common  Fleas  of  Philadelphia  Counij, 
entered  upon  the  verdict  of  a  jury  for  the  plaintiff. 

John  K.  Andre  aud  Henry  F.  Walton,  for  appellant. 

Alex.  Simpton,  Jr.,  for  appdlee. 

StkbbetTj  C.  J. :  This  action,  against  the  Fowelton  Electric 
Company,  appellant,  and  the  Foetal  Telegraj^  Cahle  Com- 
pany, as  joint  tort  feaaon,  was  brought  to  recover  damages  for 
personal  injuries  to  Uie  plaintiff  alleged  to  hare  been  caused  by 
an  electric  current  negligently  broui^t  in  contact  witii  her  per 
son  by  one  or  both  of  the  defendant  companies.  When  the  tes- 
timony waa  all  introduced,  the  learned  trial  judge  directed  a 
verdict  in  favor  oi  the  Postal  Tel^raph  Cable  Company,  and 
submitted  to  the  jury  the  qneetion  of  appellant  company's 
liability  under  all  the  evidence.  His  action  in  thus  directing  a 
verdict  in  favor  of  one  of  the  defendants  has  been  assigned  for 
error;  but  inasmuch  as  joint  tort  feasoiB  are  jointly  and  sever- 
ally liable  for  injuries  caused  by  their  torts,  and,  as  between 
themselves,  no  right  of  contribution  exists,  the  appellant  com- 
pany has  no  standing  to  complain  of  the  actitm  of  the  court  in 
directing  a  verdict  in  favor  of  its  co-defendant  Independently 
of  that,  however,  the  action  complained  of  was  dearly  right, 
and  the  fourth  specification  of  error  ia  dismissed. 

The  refusal  of  the  court  to  give  binding  instructions  in  favor 
of  appellant  company  is  also  assigned  as  error.  It  is  wholly 
unnecessary  to  review  the  testimony  in  detail,  for  the  purpose 
of  showing  how  unfounded  this  complaint  is,  and  what  manifest 
error  it  would  have  been  to  have  granted  the  request.  In  view 
of  the  undisputed  evidence,  it  could  not  be  seriously  questioned 
that  plaintiff's  injuries  resulted  from  an  electric  shook  received 
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from  a  gaj  wire  ninoing  from  a  pole  in  the  etreet  across  plain- 
tiff'a  yard  to  an  attachment  in  the  wall  of  a  neighboring  prop- 
'  ertj.  While  it  was  shown  that  numerouB  telegraj^  and  other 
wires  were  strung  upon  the  same  pole,  the  evidence  tended 
strongly  to  prove  that  the  current  which  caused  plaintiff's  injury 
came  from  the  electric  light  company's  wire.  It  was  testified 
that  the  voltage  or  pressure  from  the  other  wires  was  not  suf- 
ficient to  have  caused  such  an  injury.  It  was  also  clearly  shown 
that  the  insulation  of  appellant  company's  wire,  in  close  prox- 
imity to  the  guy  wire,  waa  worn  off  by  contact  with  the  latter, 
and  that  flames  and  sparks  had  been  seen  at  thia  point  for 
months  before  the  accident.  This  and  much  other  evidence  of  a 
similar  character  not  only  required  submission  of  the  case  to 
the  jui7»  but  it  is  also  a  complete  answer  to  appellant  company's 
contention  that  it  had  no  notice  of  the  defective  and  dangerous 
condition  of  its  wire.  It  was  clearly  shown  that  the  wire  had 
been  in  such  a  defective  condition  so  long  prior  to  the  accident 
that  it  was  impossible  to  escape  the  conclusion  that  the  company 
tnew,  or  at  least  ought  to  have  known,  the  fact 

The  ease  waa  fairly  submitted  to  the  jury,  with  well-guarded 
inatructioDS,  not  only  as  to  the  primary  liability  for  the  injury, 
but  also  as  to  the  amount  of  damages.  As  to  the  former,  the 
learned  trial  judge  cha)^;ed ;  "It  is  contended  here  by  the  plain- 
tiff that  thia  wire  became  worn,  and  the  electricity  ran  down 
the  other  wire,  and  produced  the  effect  described.  Tou  have 
heard  what  has  been  said  by  the  other  aide  against  that  theory, 
and  it  ia  for  you  to  Bay,  after  considering  the  testimony,  whether 
you  thinlc  that  has  been  established, — whether  that  was  the 
cause  of  the  accident.  If  you  should  think  that  waa  the  cause 
of  the  accident,  then  the  second  question  would  be,  has  this  elec- 
tric light  company  been  guilty  of  n^ligenoe  which  caused  the 
accident  J  Negligence,  as  ita  definition  waa  given  to  you  by  the 
cDUBflel  for  plaintiff,  is  the  absence  of  proper  care  under  the 
circumataJicea  o£  the  casa     Every  man  understands  that  care 
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which  is  Bufficdent  for  a  barrel  of  potatoes  is  negligence  with  a 
barrel  of  gunpowder,  (This  wire  is  admittedly  a  dangerooa 
wire.  It  is  insulated  for  that,  among  other  reasons.  And  the 
question  is  whether  you  consider  that  putting  a  wire  of  that 
kind  on  a  pole  already  covered  with  other  wires,  and  going 
through  the  city  of  Philadelphia,  ifl  not  a  very  dangerous  thing, 
of  itself.)  The  question  for  you  to  decide  is,  do  you  think  that 
this  csompany  took  such  care  and  supeinsion  of  this  wire,  under 
the  circumst-ancee,  as,  considering  its  dangerous  nature^  they 
should  have  done  ?  If  you  think  they  did  ereiything  they  ought 
to  do  to  protect  the  public  and  everybody  else,  they  would  not  be 
guilty  of  negligcDco.  If  you  think  they  did  not,  they  would 
be."  That  part  of  the  above  quotation  indoeed  in  braciketa 
conatitntcs  the  fifth  specification  of  error.  When  oomflidered  in 
connection  with  its  contest,  this  excerpt  is  obviously  free  from 
error.  Aa  explained  by  the  court,  tie  question  of  defendant 
company's  negligence  dejiended  upon  the  proper  degree  of  care 
under  the  circumstances.  As  the  degree  of  care  increased  with 
dangerousness  of  the  material  and  appliances  with  whi(^  the 
defendant  was  dealing,  it  was  a  most  pertinent  question  to  con- 
sider the  character  of  the  circumstances.  In  the  sentence  im- 
mediately following  the  one  assigned  for  error  the  learned  judge 
carefully  submitted  the  question  to  the  jury  for  their  oonaidera- 
tion.  The  company  appellant  has  no  just  reason  to  complain 
that  the  question  was  tlius  submitted.  Its  rights  were  carefully 
guarded,  and  the  controlling  questions  of  fact  ware  fairly  sub- 
mitted to  the  Jury,  with  instructions  which  appear  to  be  ade- 
quate and  free  from  substantial  error. 

On  the  question  of  contributory  negligence  it  is  sufficient  to 
say  there  was  no  evidence  to  bring  home  to  the  plaintiff  a  knowl- 
edge of  the  dangerous  character  of  the  guy  wira  There  was 
therefore  nothing  to  justify  submission  of  that  question  to  the 
jury,  and  defendant's  request  was  rightly  refused. 

This  disposes  of  all  questions  that  require  consideraticsu  Tbe 
verdict  was  fully  warranted  by  the  evidence,  and  we  find  noth- 
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ing  in  the  record  tiiat  would  jostif  j  nfl  in  roTorBiag  the  judg- 
ment enteoied  thereon. 
Judgment  affinned. 


KoiK. — Sea  BOU  2  At  end  of  Pu-t  in. 


FbbEAK  V.  POKTLABD  ElBOTSIO  CoUPAlTT. 

Oregon  Supreme  Court.  April  IB,  18S8. 

(33  Or.  451.) 

IiTJUKX  noil  Kucmo  bhock — Nkguoehok. 

nw  on  demanded  of  electric  compaoiea  roiut  be  commensurate  with  the 
danger,  end,  irliere  their  wires  are  carrying  a  highly  dangeroue  cai- 
rent  of  electricity,  the  Uw  impoeee  upon  the  company  the  utmost  degree 
of  care  in  their  conatruction,  inspection  and  repair,  ao  as  to  ke«p  them 
hannleBB  at  places  where  poreons  are  liable  to  come  in  contact  with 
tbem;  and  whether  inch  can  has  been  exercised  in  a  giren  case  is  ordi- 
narily for  the  jury. 

niuB,  where  an  electrie  light  ecmpai^  bad,  by  permiBsion,  atnuQ  Its 
wires  across  the  top  of  a  bridge  belonging  to  a  railway  company  and 
the  wires  were  apparently  but  not  actually  perfectly  insulated  and  were 
not  placed  so  that  servants  of  the  railway  company  could  not  come  in 
eontact  with  than,  and  the  electric  light  company  had  not  informed 
the  railway  company  that  it  was  dangerous  to  touch  the  wires,  A«Id, 
that  the  electric  light  company  was  liable  for  the  death  of  an  em- 
ploye of  the  railway  company  who  was  repairing  the  bridge  and  in 
ignorance  of  the  danger  of  his  act  on  account  of  the  apparent  perfect 
insulation  touched  two  wires  at  tmce  and  was  instantly  killed. 

Cases  of  this  series  dt«d  In  opinion:  ClemenU  v.  La.  Bleo.  L.  Co.,  jtA.  4, 
p.  381 ;  Oiravdi  v.  EUo.  Imp.  Co.,  toI.  0,  p.  318;  £nnw  t>.  Qray,  vol.  6,  p. 
32S ;  UcLanglMn  v.  LeniiavilU  Bho.  L.  Co.,  toI.  8,  p.  266 ;  lUingnoorth  v. 
Boston  Bleo.  L.  Co.,  vol.  6,  p.  312;  Qrigl*  «.  United  Bleo.  L.  Co.,  vol.  i, 
p.  2SZi  Flood  V.  W.  U.  Tel.  Co.,  vol.  4,  p.  402;  Heotor  v.  Boston  BUo. 
L.  Co.,  vol.  6,  p.  300;  JfoJf«(IIe»  «.  Editon  Bleo.  Illnm.  Co.,  vol.  6,  p.  332; 
HoyiM*  «.  BoMgk  Om.  Co.,  vid.  S,  p.  264;  City  Bleo.  St.  Bg.  Co.  v. 
Conery,  vol.  ft,  p.  217. 


ms  AMERICAN  ELECTRICAL  CASES.       [vol, 

Perhum  t.  Electric  Co. 

Appeal  by  defendant  frcm  judgmeait  of  Circuit  OcmrL  Mu 
nomah  County,  entered  upon  the  verdict  of  a  jury.  Action  b 
W.  T.  Perham,  as  administrator  of  the  estate  of  N.  C.  Perhan 
deoeased,  against  Uie  Portland  O^eral  Electric  CcHnpany. 

Frederick  V.  Holman.  Richard  Williams  and  Emmet  V.  ffi 
Hams,  for  appellant. 

Harry  Wildey  Hague.  William  Wallace  Thayer  and  Sande 
son  Reed,  for  respondent. 

Bean,  J. ;  This  action  is  brou^t  under  section  371  of  Hill 
Am.  Laws,  to  recover  damages  for  the  death  of  plaintifi 
intestate,  caused  by  the  allied  negligence  of  the  defendu 
company.  The  facts,  whidi  are  practically  undisputed,  are  th; 
OQ  September  27,  1693,  the  plaintiff's  intestate,  an  employee  ( 
the  East-Side  Railway  Company,  a  corporation  owning  ai 
operating  a  suburban  railway  between  Portland  and  Oregc 
City,  wa«  killed  while  engaged  in  repairing  its  bridge  across  tl 
Clackamas  river,  by  craning  in  contact  with  wires  owned  an 
used  by  the  defendant  company  for  the  transmission  of  ole 
tricity  from  its  station  in  Oregon  City  to  its  customers  in  tl 
city  of  Portland,  and  whidi  were  suspended  over  and  horizonti 
with  such  bridge.  This  bridge  is  described  by  the  witnassi 
as  a  Howe  truss  with  half-hip  connections,  22  feet  wide,  and  tl 
distance  between  the  top  and  bottom  chorda  is  35  feet.  Net 
the  ends  of  each  top  chord  are  four  vertical  iron  rods  with  nu' 
and  washers,  connecting  the  top  and  bottom  chords,  and  the  to 
chords  are  connected  together  by  6x8  lateral  braces,  set  on  edg 
crossing  each  other  in  the  ^ape  of  the  letter  X,  and  also  by  iro 
rods,  about  an  inch  in  diameter,  at  either  extremity.  The  mai 
f?nd  braces  of  the  bridge  run  from  the  ends  of  the  top  chords  I 
the  outer  end  of  the  bottom  clioid  at  an  angle  ( 
45  degrees,  are  connected  togedier  by  cross  bract 
similar  to  the  top  lateral  In-aoes,  and  also  by  two  timbei 
54  by  9J  inches,  called  "strut  braces,"  placed  horizontally  aboi 
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and  below  the  cross  braces.  Hie  upper  strut  brace  is  4^  inches 
below  the  under  side  of  the  top  chord,  or  20^  inches  below  the 
upper  surface  thereof,  and  the  most  southerly  lateral  rod  con- 
oecting  the  top  chorda  of  the  bridge  is  22  inchee  north  thereof, 
and  13  inches  higher  than  its  upper  surface.  Under  a  license 
frona  the  railway  company,  the  defendant  had,  at  the  time  of 
the  accident,  10  wires  strung  lengthwise  and  36  inches  above 
the  top  of  the  bridge,  which  were  attached  to  pins  in  croes  braces 
or  arms  extending  from  one  side  of  the  bridge  to  the  other,  and 
supported  by  standards  resting  on  the  top  diords.  The  wires 
were  placed  one  foot  apart,  except  the  two  on  the  west  side,  be- 
tween which  there  was  a  space  of  two  feet  Ou  the  15th  of 
September,  1893,  the  railway  company  sent  a  gang  of  uLen, 
under  diarge  of  a  foreman,  to  repair  the  bridge,  and  they  were 
engaged  in  such  work  until  some  time  in  the  following  month. 
While  thus  engaged,  it  became  necessary  to  tighten  the  nuts  on 
the  vertical  rods  connecting  the  top  and  bottom  chords,  and,  as 
this  could  not  be  done  on  the  south  end  of  the  bridge  without 
moving  the  arm  or  brace  to  which  the  electric  wires  were  at- 
tached, the  foreman  telephoned,  on  the  morning  of  the  27th  of 
September,  to  the  office  of  the  railway  company  in  Portland, 
asking  tbiit  a  lineman  be  sent  out  to  detach  the  wires,  so  that  the 
arm  could  be  moved,  but,  as  the  company  neglected  to  do  so, 
he  e<mcluded  to  go  on  with  the  work,  and  do  the  best  he  could. 
He  thereupon  directed  the  deceased  and  three  other  workmen  to 
go  up  on  top  of  the  bridge,  and  tighten  the  nuts  on  the  rods 
with  a  large  wheel  wrench  7  feet  and  8  inches  in  diameter.  The 
wheel  part  of  this  wrench  was  some  15  or  16  int^es  above  the 
socket  which  fitted  on  the  nut^  and  the  wrench  was  operated  by 
workmen  sitting  outside  of  the  wheel  on  the  chords  or  braces  of 
the  bridge,  or  boards  placed  thereon.  Before  working  in  and 
among  the  wires,  the  workmen  examined  them,  and,  finding  that 
they  were  covered  with  the  insulating  material  in  common  use, 
and  that  such  covering  was  unbroken,  and  apparently  in  f^ood 
condition,  and  receiving  no  injurious  effect  from  handling  them, 
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otHioluded  tliat  ths^  ware  safe.  At  the  time  this  examiua 
was  made^  the  wires  were  what  are  called  "dead  wires,"  as 
electric  correat  was  shut  off  about  8  o'dot^  in  the  morning, 
not  turned  on  again  until  about  4  in  the  afternoon ;  but  of 
fact  the  workmen  were  ignorant,  and  the;  supposed  and 
lieved  tba£  the  wiree  were  live  wires  all  the  time^  and  that 
reason  the;  were  harmless  was  because  of  the  insulation.  A] 
in  the  afternoon,  the  deceased  and  his  fellow  workmeai,  h&' 
completed  the  woric  at  the  north  end  of  the  bridge,  proceede 
the  south  Old  for  the  purpose  of  tightening  the  rods  on  that 
but,  being  unable  to  place  the  wheel  wrmch  on  the  nuts  bee 
of  the  standard  which  supported  the  cross  bar  to  which  the  v 
of  the  defendant  company  were  attajdied,  tlie>7  were  directe 
the  foreman  to  move  it  out  of  the  way.  At  this  lime  the 
wires  on  the  west  side  of  the  Inrid^  were  live  wiree,  but  this 
was  unknown  to  the  workmen.  Tfa^  proceeded  to  detach  a 
ficicnt  number  of  the  wires,  beginning  at  the  east  side  oi 
bridge,  to  liable  them  to  move  the  east  end  of  the  south  st 
ard  or  support  a  sufficient  distance  north  to  permit  the  m 
the  wheed  wreoch,  and,  after  taking  out  the  lag  screnre,  v 
fastened  the  standard  to  the  top  chord,  the  deceased  was  din 
by  the  foreman  to  cross  over  to  the  west  side  of  the  bridge 
hand  line  and  draw  up  the  tools  neceesarj  to  be  used  in  fa: 
ing  the  standard  out  of  the  waj  c^  the  wrendi.  In  obediem 
tiiis  order,  he  started  to  walk  over  on  one  of  the  top  lai 
braces,  stepping  over  the  wires  and  steadying  himself  by  to 
ing  them  with  his  hands,  and  when  he  readied  the  two 
wireB,  which  were  carrying  at  the  time  5,000  volts  of  electn< 
he  accidentally  took  hold  of  both  wires  at  the  same  tiioe, 
the  entire  force  of  the  current  passed  through  his  body,  kil 
him  instantly. 

The  complaint  alleges:  That  at  the  time  the  defemdan 
placed  its  wires  over  the  bridge  erf  the  railway  company  it ' 
knew  it  would  be  necessary  from  time  to  time  fOT-  aoch  oomp 
to  cause  the  bridge  to  be  repaired,  and  for  persons  to  work  u 
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the  top  chords  and  braces  thereof;  but,  notwithBtaxidiiig  such 
knowledge,  it  caroleesly  and  n^ligentlj  strung  its  wires  oulj 
2  j  feet  above  such  chords  and  braces,  snid  in  such  a  manner  that 
it  was  not  poesible  or  practicable  for  persons  to  work  upon  sa<di 
bridge  without  coming  in  contact  with  and  ^mnfJIiT^g  the  same; 
and  that  it  careleBsIj  and  negligenilj  failed  and  omitted  to  pro- 
tect or  cover  the  wires,  and  particularly  the  two  west  omee,  with 
eafe  or  sufficient  insolating  material,  and  that  it  oareleeslj  and 
negligently  permitted  the  covering  used  thereon  to  become  worn, 
defective,  and  wholly  insuffiei^it  to  render  them  safe  to  persons 
coming  in;  contact  therewith.  That  it  knew  the  bridge  was  be- 
ing repaired  daring  all  the  times  referred  to,  and  particularly 
on  the  27th  day  of  September,  and  that  it  mi^t  be  necessary  at 
any  time  between  the  hours  of  7  o'clock  in  the  morning  and 
5:30  o'clock  in  the  afternoon  of  that  day  for  the  workmen  to 
move  about  among  and  oome  in  contact  with  its  wires,  and  that 
it  was  not  poesible  or  practicable  for  them,  nor  for  any  one,  to 
go  upon  or  work  upon  the  top  chords  or  the  top  lateral  braces 
without  so  doing,  and  that  it  also  knew  that  t^e  deceased  was 
engaged  in  the  work  of  tightening  the  vertical  rods  daring  the 
afternoon  of  the  27th,  and  that  he  was  necessarily  moving  about 
among  and  coming  in  contact  with  and  handling  the  wires,  but 
that,  notwithstanding  such  facts,  it  carelessly  and  n^ligeutly 
cansed  and  permitted  a  high  and  dangerous  ourraot  of  eleo- 
tricity  to  be  tamed  into  the  two  wires  nearest  the  weet  side  of 
the  bridge  at  about  4 :20  o'clock  in  the  afternoon,  witbout  notice 
or  knowledge  to  the  deceased  or  any  of  his  fellow  workmen; 
and  that  the  deceased,  while  engaged  in  the  performance  of  his 
duties  and  exerdsing  due  care  and  caution,  and  without  any 
fault  on  his  part,  came  in  contact  with  said  wires,  and  was  in- 
stantly killed.  That  all  the  wra-kmen  on  the  bridge,  induding 
the  deceased  and  forranan,  thought  and  believed  it  was  perfectly 
eafe  for  them  to  move  about  among  and  touch  and  handle  the 
wires  referred  to,  because  the  same  seemed  to  be  insulated,  but 
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they  hsd  no  knowledge  of  Uie  time  Uie  current  was  tumec 
the  wires,  but  thought  and  believed  they  were  cliBrged  widi 
tricity  and  were  live  wires  at  all  times.  The  oomplaint  . 
prays  for  judgment  against  defendant  for  the  sum  of  it 
being  the  limit  of  a  recovery  permitted  by  the  statute  Tl 
fendant,  b^  its  answer,  admits  that  at  the  time  it  plact 
nine  on  and  along  t2ie  bridge  in  question  it  knew  that  it ' 
be  necessary  to  repair  the  bridge  from  time  to  time,  and  tl 
doing  so  persons  would  be  required  to  go  and  be  upo4i  tli 
chords  and  top  lateral  braces  thereof,  but  it  denies  that  its 
were  so  plaoed  that  it  would  be  necessary  for  such  perse 
come  in  contact  therewith,  or  move  about  among  or  hand 
same,  or  that  it  failed  or  omitted  to  protast  or  cover  its 
with  proper  or  sufficient  insnlating  material,  or  that  il 
mitted  the  covering  used  to  become  worn  or  defectiva  1 
alleges  that  it  is  impracticable  to  insulate  wires  canying  s 
high  volta^  as  was  carried  over  the  wires  in  question  » 
they  will  not  be  dangerous  to  the  life  of  persons  ooming  ii 
tact  with  two  of  them  at  the  same  time;  that  all  of  its 
were  attached  by  proper  and  sufficient  glass  insulators  to  w 
cross  bars  or  arms  at  a  height  of  not  less  than  2  feet  ai 
inches  above  the  top  chords  and  top  lateral  braces  of  the  b 
and  were  new  and  perfect  wires,  and  the  insulating  used  tl 
was  in  perfect  order  and  condition.  It  is  further  alleget 
the  deceased  was  guilty  of  contributory  negligence  in  atten 
to  step  over  the  wires  in  crossing  the  bridge,  but  that  he  s 
have  passed  under  them  either  by  creeping  along  on  top  i 
lateral  braces  or  by  crossing  on  the  strut  brace  at  the  sout 
frf  the  bridge  which  was  about  4^  feet  below  the  wires, 
reply  put  in  issue  the  material  allegations  of  the  answer 
a  trial  resulting  in  a  verdict  and  judgment  in  favor  of  the 
tiff,  the  defendant  appeals,  alleging  as  error:  First,  thj 
oomplaint  does  not  state  facte  sufficient  to  oonstitute  a  cai 
action;  second,  that  the  court  erred  in  overruling  its  motii 
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a  nonsuit;  and,  third,  that  the  court  erred  in  the  giving  and  re- 
fusal of  certain  instnictioDS  to  the  juiy. 


[The  portion  of  the  opinion  omitted  relates  to  right  of  action 
in  personal  representatives  of  person  killed  b;  allied  negli- 
gence.] 

Tliis  brings  as  to  the  important  question  whether  the  defend- 
ant's motion  for  a  nonsuit  should  have  been  sustained.  It  is 
undisputed  that  t^e  wires  which  caused  the  death  of  plaintiff's 
intestate  were  placed  bj  the  defendant  in  a  position  where  they 
would  probably  be  exposed  to  contact  by  persons  working  on  the 
bridge,  although  it  knew  that  it  would  be  necessary  to  repair  tiie 
structure  from  time  to  time ;  and  it  admits  and  alleges  that  it  is 
not  practicable,  in  the  present  knowledge  of  the  science  of  elec- 
tricitj,  to  insulate  wires  so  as  to  make  them  safe,  and  not  dan- 
gerous to  persons  coming  in  contact  with  t^ema  when  chai^;e«^ 
with  tiie  hi^  voltage  of  electricity  carried  over  the  wires  in 
question.  This  is,  in  our  opinion,  sufficient  to  make  out  a  prima 
facie  case  of  negligence,  because  it  tends  to  support  the  main 
ground  of  recovery  relied  on  by  the  plaintiff,  viz. :  that,  although 
the  defendant  knew  it  would  be  necessary  from  time  to  time  for 
the  railway  company  to  send  men  on  top  of  the  bridge  to  make 
needed  repairs,  it  placed  its  wires  to  be  used  in  the  transmission 
of  such  a  high  voltage  of  electricity  as  inevitably  to  cause  the 
instant  death  of  any  person  o(»niD^  in  ccmtact  with  two  of  them 
at  the  same  time  in  such  a  position  that  it  was  impracticable, 
if  not  impossible,  to  make  such  repairs  without  doing  so. 

It  is  contended,  however,  that  the  deceased  was  guilty  of  cem- 
tribntoiy  negligence  (1)  in  going  on  top  of  the  bridge  to  work 
without  ascertaining  from  the  defendant  company,  or  some  one 
having  knowledge  on  the  subject,  whether  it  would  be  safe  to 
oome  in  contact  with  the  defendant's  wires ;  and  (2)  in  attempt- 
ing at  the  time  of  the  accident  to  cross  from  one  side  of  the 
bridge  to  the  other  by  walking  on  the  top  lateral  braces  and 
stepping  over  thf^  wires,  rather  than  crossing  on  the  end  strut 
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brace  and  tmder  the  wires.  But  both  oi  these  contentions 
cced  on  the  theoTy  tlmt  he  was  c^rgeable  with  knowledj 
the  fact  that  the  wiree  were  dasgeroa^  and,  ha.ving  volunt 
exposed  himself  to  the  ri^  of  contact  therewitli,  must  tak 
conaequencee  of  hia  own  conduct  And,  indeed,  this  is  thi 
derlying  queetiMi  oo  this  branch  of  the  case.  The  das 
was  tmqueetionahlj  guilty  of  such  negligence  as  will  pre 
a  recovery  if  he  is  to  be  obarged  with  knowledge  that  th' 
fendanit's  wires,  althou^  apparently  haxmleea,  .were  in 
dangerooiB;  for  he  could  have  avoided  ocHuiDg  in  contact 
theoL  But,  on  the  other  hand,  it  cannot  be  ruled  as  matt 
law  that  he  was  ne^igent  in  going  on  the  bridge  to  work  > 
croesing  on  the  top  lateral  braces,  if  the  defendant  owed  to 
the  duty  of  esercising  reasonable  core  to  prevent  injuiy  to 
from  contact  with  its  wires  while  at  his  work.  There  is 
dence  tending  to  show  that  he  acted  with  due  oare  and  can 
and  did  not  heedlessly  or  recklessly  expose  himself  to  coi 
with  the  wiree.  It  was  only  after  the^y  had  beea  exam: 
and  their  apparent  safety  ascertained,  that  he  and  his  ft 
workmen  ventured  to  work  at  a  place  where  they  would  j 
ably  cowB  in  cotntact  with  the  wires ;  and  thetre  is  evident 
the  effect  tlmt  the  usual  and  customary  way  for  men  empl 
in  the  construction  or  repair  of  a  bridge  of  the  characte 
question  to  cross  frcon  one  top  diord  to  the  other  is  by  wal 
on  one  of  the  top  lateral  braces.  Unless,  thereforo,  the 
should  have  been  withdrawn  from  the  jury  on  the  ground 
the  deceased  was  bound,  at  his  peril,  to  ascertain  whethai 
wires  were  Id  fact  dangerous  before  working  at  a  place  on 
bridge  where  he  would  be  likely  to  come  in  contact  with  tl 
there  was  no  error  in  denying  the  motion  for  nonsuit,  and 
mitting  the  issue  of  n^ligemie  as  respects  the  defendant 
plaintiff  to  the  jury;  and  we  do  not  think  any  such  docCrir 
the  one  suggested  can  be  maintained  either  upoa  reasoi 
authority.  It  is  not  claimed  that  the  deceased  had  any  i 
knowledge  of  electricity  or  its  effects  than  such'  as  is  posse 
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bj  persoiu  of  average  inteUigeoioe.  He  knew  tliat  ^bsre  ie  suoh 
a  force  carried  by  wirea  and  need  in  drivuig  cars  and  lighting 
streets  and  liouaee,  and  that  the  wires  in  question  were  used  for 
that  purpose;  but  he  supposed,  as  is  the  oonuuon  understanding, 
that  the  insidating  material  with  wliich  such  wires  are  covered 
is  placed  there  for  the  purpose  and  with  the  reeult  of  making 
them  saf a  He  had  no  knowledge  of  the  fact,  aB  Una  record  dis- 
cloeee,  that  wires  are  used  for  the  transmission  of  eelctrici^, 
which,  on  account  of  the  high  voltage  carried,  cannot  be  insu- 
lated at  anj  reasonable  coet  so  as  to  make  them  safe,  and  that 
the  insulating  material  sometimes  used  thereon  affords  no  pro- 
teotiiw  from  injury.  Nothing  can,  therefore,  be  claimed  in 
this  case  on  account  of  any  special  knowledge  of  electricity  or 
its  effect  poeseeaed  by  the  deceased;  and  there  is  no  pretense 
that  he  knew  the  wires  were  in  fact  dangerous,  and,  as  he  was 
not  the  agent  or  servant  of  tlie  defendant  oompanij',  he  was 
not,  in  our  opinion,  chargeable  with  such  knowledgoy  nor  did 
he  assume  any  risk  on  account  of  the  wires  unless  he  knew  the 
danger  and  voluntarily  exposed  himself  to  it.  He  was  not  a 
trespasser  or  licensee  bound  to  take  the  premises  in  the  condi' 
tion  in  which  be  found  them,  bat  the  servant  of  the  railway 
company,  lawfully  on  the  bridge,  engaged  in  an  employment 
which,  according  to  the  testimony,  necessarily  required  him  to 
come  in  contact  with  the  wires  of  the  defendant  company. 
These  wires  were  visible,  insidated,  and  to  all  appearances  per- 
fectly harmless.  There  was  nothing  in  their  appearance  to 
warn  the  deceased  of  the  great  force  being  carried  over  them, 
or  that  there  was  any  danger  in  coming  in  contact  with  them. 
Hie  danger  was  a  hidden  and  secret  one,  and  the  insulation  of 
the  wires  deceptiva  The  familiar  rule  that  one  who  deliber- 
ately goes  into  a  place  of  known  or  apparent  danger  and  is  in- 
jured must  take  the  consequences  of  his  hardihood  can  have  no 
application  here,  because  there  was  in  fact  no  apparent  danger, 
but,  on  the  contrary,  so  far  as  the  deceased — a  nonexpert — 
could  ascertain  from  an  examioation,  the  wires  ware  entirely 
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safe,  and  in  perfect  addition.  He  had  a  right,  tberBfon 
beliere  that  the  place  was  aaie,  and  to  assume  that  the  defi 
ant  oompany  had  exercised  due  care  and  caution  to  prerenl 
juiy  to  him,  and  had  not  placed  on  the  bridge,  in  such  a  ] 
tioa  that  he  would  likely  come  in  contact  wiUi  them,  n 
whi<^  it  knew  to  be  dangerous.  It  was  using  tlie  bridge 
permission  of  the  railway  company  for  the  support  of  w 
used  in  the  tranamission  of  a  highly  dangerous,  subtle^  and 
visible  force,  and  was,  therefore,  chai^able  with  the  dat 
placing  and  keeping  them,  as  far  as  practicable,  in  a  oondi 
to  avoid  injuring  the  servants  of  the  railway  oompajiy  n 
at  their  work.  Its  duties  and  responsibilities  in  this  respect 
similar  to  those  of  an  electric  company,  which,  by  permiB 
of  the  owner,  places  its  wires  over  the  roof,  or  attached 
house  or  building;  and  in  wacb  oase  the  rule  is  quite  univt 
that  the  company  is  liable  to  the  owner  and  his  servants  fo 
injury  received  througli  ita  negligence  fay  contact  with  i 
wires  when  making  needed  re^>airs  or  improvements  to 
building,  if  the  injured  party  is  in  the  exercise  of  due  care 
caution  at  the  time. 

The  question  respecting  the  caie  required  of  electric  < 
panics  under  such  circumstances  first  came  before  the  court 
ihe  case  of  Clemetits  v.  Louisiana  Electric  Light  Co.  (dec 
in  1892),  4  Am.  Eleotl.  Cas.  381,  44  La.  Ann.  692.  In 
case  the  plaintiff's  inteetate — a  tinsmith,  engaged  to  assis 
repairing  the  roof — was  killed  while  at  his  work  by  ocmiiq 
contact  with  the  wires  of  the  defendant  ocHnpany,  placed 
feet  four  inches  above  the  roof.  The  wires  were  insulated, 
to  all  appearances  safe,  but  there  was  a  defect  in  the  insul&t 
which  caused  his  death  while  ha  was  either  attempting  to  i 
over  or  go  under  the  wires,  in  trying  to  reach  tlie  gutter.  ' 
court  held,  after  mature  deliberation^  that  the  ownpany 
reeponeiblo.  And  althou^  there  was  involved  in  the  cas 
failure  to  comply  with  a  municipal  ordinance  requiring  eJec 
light  oompaniee  to  have  the  splices  of  their  wiree  perfectly 
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8ulated,  it  was  considered  thai  Una  ordinance  added  nothing  to 
the  dut^  or  liability  of  tlie  ooiapau;.  The  court  say,  la  speak* 
iug  upon  this  matter,  that  "it  (the  wire)  passed  over  a  roof, 
to  which  people  in  adjoining  rooms  had  access,  and  where,  in 
the  oourse  of  time,  mechanics  must  go  to  make  repairs,  or 
laborers  to  sweep  off  or  dean  the  roof.  It  was  the  duty  of  the 
company,  independent  of  any  statutory  regulation,  to  see  that 
their  lines  were  safe  for  those  who,  by  their  oooupation^  were 
brought  in  close  proximity  to  them."  And  in  answer  to  the 
objection  that  the  deceased  was  guilty  of  oontributoiy  ii;^Ii- 
gence  it  said:  "The  deceased,  Clementa,  was  lawfully  on  the 
gallery  roof.  He  was  engaged  in  a  service  that  necessarily  re- 
quired him  to  run  the  risk  of  coming  in  contact  with  defend- 
ant's wires,  either  by  stepping  over  them  or  going  uuder  th^n. 
It  is  probable  that  the  latter  mode  was  the  most  convenient,  and 
there  ia  no  evidence  that  in  so  doing  he  inourred  any  greater 
risk.  The  wires  were  visible,  and,  to  all  appearajices,  were 
safe.  The  great  force  that  was  being  carried  over  the  wires 
gave  DO  evidence  c^  its  existenoa  There  w»£  no  means  for  a 
man  of  ordinary  educaticsb  to  distinguish  whether  the  wire 
was  dead  or  alir&  It  had  all  the  appearance  of  having  been 
properly  insulated.  From  this  fact  there  was  an  invitaaon  or 
inducement  held  out  to  CTlements  to  risk  the  consequences  of 
contact  He  had  a  right  to  believe  it  was  safe,  and  that  the 
company  had  complied  with  its  duties  specified  by  law.  He 
was  required  to  look  for  patent,  and  not  latent  defects.  Had 
he  known  of  the  defective  insulation,  and  put  himself  in  con- 
tact with  the  wire,  he  would  have  assumed  the  risk.  The  defect 
was  hidd^ii,  and  the  insulation  wrapping  was  dece^ptiva  It 
is  certain,  had  it  been  properly  wrapped,  Clements  would  not 
have  been  killed.  His  death  is  conclusive  proof  of  the  defect 
of  the  insulati<»k  and  the  negligence  of  defendant  He  exer- 
cised reasonable  care  in  going  under  the  wire  in  the  perform- 
ance  of  bis  duty,  as  he  bad  a  right  to  believe,  from  external 
i^tpearancee,  that  the  wire  was  safa  His  action  was  such  as 
VOL.  VII — 32. 
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not  to  temd  to  expose  himself  directly  to  &e  danger  whitb 
suited  in  the  injury.  In  fact,  there  was  no  apparent  dange 
So,  also,  in  Giraudi  v.  Improvement  Co.,  6  Am.  EIe(^  C 
31S»  107  OaL  120,  the  plaintiff  was  sent  om  top  of  a  bd 
ing  by  the  owner  to  adjust  a  sign  whioh  was  about  to  be  bb 
down  by  the  wind,  and,  coming  la  contact  with  an  eleotxic  li| 
wire,  placed  along  and  near  the  roof,  was  injmed,  and  it  \ 
held  that  the  failure  of  defeodant  to  place  its  wires  a  su 
cdent  distance  above  the  roof  to  enable  persona  lawfully  then 
to  pass  under  them  was  sufficient  proof  of  negligenoe  to  j 
tify  the  verdict,  and  that  plaintiff  was  not  guilty  of  o 
tributory  negligraioe  by  going  on  the  roof.  T^e  oo«rt  sa; 
"Defendant  was  using  a  dangerous  force,  and  one  not  g 
erally  understood.  It  was  required  to  use  very  great  care 
prevent  injury  to  person  or  property.  It  wonild  have  k 
comparatively  inexpensive  to  raise  the  wires  so  high  ab( 
that  those  having  occasion  to  go  there  would  not  comie  in  o 
taot  with  them.  Not  to  do  so  was  sufficient  proof  of  ni 
ligence  to  justify  ibe  vN^ot  If  there  was  any  escnse  i 
not  so  locating  the  wires,  it  is  on  tiie  claim  that  thery  ware 
oovwed  l^t  there  was  no  danger  in  coming  in  contact  'wi 
them.  The  accident  itself  proves  that  this  was  not  suffioiei 
— rea  ipsa  loquUvr.  The  point  most  insisted  wpoa  here 
that  plaintiff  was  guilty  of  contributory  negligence;  that 
knew,  or  ought  to  hAve  known,  of  the  location  of  die  mn 
and  should  have  taken  care  to  avoid  them.  It  is  not  a  ct 
where  the  doctrine  of  negligent  ignoranoe  oan  apply.  Plfu 
tiff  owed  defendant  no  duty,  and  no  part  of  his  employme 
required  him  to  know,  or  gave  him  opportunity  to  know.  D 
lees  it  can  be  held  that  he  did  in  fact  know,  there  was  no  en 
dence  which  even  tended  to  show  negligence  on  his  part" 

And  agaiu',  in  Enrm  v.  Oray,  5  Am.  Elect!  Oaa.  325,  f 
Hun,  355,  the  plaindff,  a  roofer,  employed  by  the  owner  of 
building,  was  injured  wLile  at  hia  work  by  coming  in  era 
tact  with  au'  electric  wire  of  the  defendant,  which  was  attache 
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to  the  building,  and  ^riiicb  the  eridence  tended  to  show  waa 
placed  without  prc^ter  safeguards  sjid  improperlj  infiulated, 
and  the  oourt  held  that  the  issue  as  to  the  defeedant's  negli- 
gence and  the  contributory  negUgenjce  of  the  plain^fi  was  for 
tlie  jury.  la  this  case  the  defendant  tried  to  escape  liability 
by  daitning  that  there  was  no  contractual  relation  or  oUiei 
privity  between  it  and  the  plaintiff  which  required  it  to  pro- 
tect him  while  at  woric  for  the  owner  of  the  building,  and  while 
oia  his  premises,  and  that  as  to  him  the  construction  and  main- 
tenaiLce  of  electric  apparatus  were  rea  inter  alios.  But  the 
court  held  that  defendant  was  engaged  in  the  business  of  sup- 
plying electricity  for  lighting  purposes,  and,  oonsidering  th£ 
hi^  voltage  which  it  was  necessary  to  carry  over  its  wires, 
the  bosinees  was  of  a  Gharacter  highly  dangerous,  and  likely 
bo  result  in  injury  to  others  unless  conducted  with  care  and 
bHU;  and  therefore^  outside  of  any  oontractmal  relation,  the 
law  imposed  the  duty  upon  defeaidanit  of  using  the  necessary 
skill  and  prudence  to  prevent  injury  to  persons  coming  in 
contact  with  it«  wires,  not  only  as  regards  the  public  generaJly, 
but  also  with  respect  to  any  individual  engaged  in  a  lawful 
occupation  in  a  place  where  he  was  entitled  to  ba  So^  also,  in 
McLaughlin  v.  Louisville  Electric  Light  Co.  (Ky.),  18  Ky. 
L.  Eep.  693,  6  Am.  Eleotl.  Gas.  255,  37  S.  W.  851,  a  person 
engaged  in  painting  a  building  was  injured  by  coming  in  con- 
tact with  an  imperfectly  insulated  electric  wire  on  the  side 
of  the  building,  while  climbing  out  of  a  window-  upon  the 
oomioe,  and  in  an  action  against  the  electric  company  to  recover 
damages  for  the  injury,  it  was  held  that  the  defendant  was 
bound  to  esercdse  the  utmost  care  to  keep  the  insulation  of  its 
wires  perfect  at  a  place  where  pec^le  had  a  right  to  go  for 
work,  business,  or  pleasure,  although  veiy  great  care  may  be 
sufficient  for  wires  at  other  places;  that  an  apparently  prop- 
erly insnlated  wire  is  an  invitation  or  inducement  to  such 
person  to  risk  the  consequence  of  contact  with  it;  that  the  fact 
that  the  insulation  of  such  wires  is  expensive  or  inconvenient 
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is  no  excuse  for  failurs  to  make  such  insulation  perfec 
pkce«  where  people  have  a  right  to  go;  and  that  the  plai 
in  the  action  waa  not  guiltj  of  oontributoTy  negligence  in  i 
ing  in  contact  with  the  wires  unless  in  so  doing  he  f&ile 
exercise  the  degree  of  care  which  an  ordinarily  careful 
pmident  person  usually  exeircises  under  similar  circumstai 
and  the  question  whether  he  exercised  such  care  was  for 
juty  and  not  the  court.  A  like  prinici|de  was  appliet 
lUingsworih  v.  Boston  Electric  Light  Co.,  6  Am.  Electl. 
322,  161  Mass.  583.  The  plaiutit!  was  employed  in  l^e 
alar^  system  of  the  city  of  Boston.  The  city  used  for 
lines  of  its  system  stnicturee  erected  by  the  defendant  ete> 
company  for  the  support  of  its  dectric  wires.  While 
plaintiff  was  in  the  performance  c^  his  duties,  and  deso 
ing  one  of  such  structuree,  the  pliers  in  his  belt  caught 
wire  belonging  to  the  defendant,  and  in  reaching  arouni 
clear  them  he  reoeired  injury  by  the  oontact  of  his  band  ' 
a  wire  of  the  deifendant^  not  pn^)6rly  insulated ;  and  it 
held,  in  an  action  against  the  oompan^y  for  damages,  that 
defendant's  negligcmce  in  leaving  the  joints  of  its  wires  v 
out  insidation  at  sueh  place,  and  the  question  whether 
plaintiff  was  in  the  exercise  of  due  care,  should  have  been 
mitted  to  the  jury.  So,  also,  in  Qriffin  v.  United  Electric 
6  Am.  ElecU.  Cas.  252,  164  Mass.  492,  a  tinsmith,  w 
engaged  in  placing  an  iron,  oonduotor  on  a  building, 
injured  by  receiving  a  shock  from  an  electric  light  wire  : 
ning  along  the  side  of  the  building  about  12  feet  f 
the  ground,  by  reason  of  the  conductor  which  he  was  hi 
ling  coming  in  contact  with  a  place  on  the  wire  where 
insulating  material  had  been  worn  off,  and  it  was  held  that 
question  of  defendant's  negligence  and  of  due  care  on  the 
of  plaintiff  were  for  the  jury,  and  that  it  could  not  be 
as  a  matter  of  law  that  the  condition  of  the  wire  was  so  ap 
ent  that  the  plaintiff  must  or  ought  to  have  seen  it,  altho 
the  accident  happened  in  the  forenoon;   and  that,  while 
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expert  might  consider  it  dangerous  to  touch  any  wire  unleea 
he  knew  it  was  a  harmlees  one,  no  such  degree  of  care  could 
be  required  oi  the  plaintiff,  who  was  not  an  expert,  but  that 
the  question  of  his  wan.t  of  care  was  for  the  jury.  Applying 
the  doctrine  of  these  cases,  and  the  underlying  principles  by 
which  tl]ey  are  controlled,  to  the  case  in  hand,  it  is  dear  that 
no  error  was  committed  in  overruling  the  motion  for  nonsuit. 
It  is  true  that  in  the  cases  referred  to  the  actions  were  grounded 
on  negligence  in  using  improperly  insulated  wires,  but  in  each 
instance  the  judgment  of  the  court  proceeds  on  the  theory 
that  it  is  a  want  of  due  care  for  a  company  handling  and  trans- 
mitting the  highly  dangerous  foroe  of  electricity  to  use  a  wire 
known,  or  which  reasonably  ought  to  have  been'  known,  to  be 
dsngerouB,  at  a  place  where  others  are  lawfully  entitled  to  be; 
and  it  is  assumed  in  each  instance  that,  but  for  the  iusiifB- 
cient  insulation,  the  wires  would  have  been,  safe.  The  same 
principle  governs  here.  Although  the  wires  of  the  defendant 
company  were  insulated,  it  is  admitted  that  sudi  insulation 
was  no  protection  whatever  to  persons  coming  in  contact  with 
them,  and  hence  the  negligence  of  the  defendant  is  equally  as 
great,  if  not  greater,  than  if  the  danger  had  been  from  insuf* 
ficient  or  want  of  insulation.  The  apparently  perfect  insu- 
lation was  calculated  to  deceive,  and  to  cause  one  unfamiliar 
with  the  facts  to  suppose  the  wires  safa  It  acted  as  an  invi- 
tation to  persons  at  work  in  and  among  the  ^^-iree  to  risk  the 
consequences  of  contact  therewith.  And  such  was  the  effect  in 
this  case.  But  for  the  insulation,  and  the  belief  of  safety 
caused  thereby,  it  is  not  at  all  probable  that  the  deceased  would 
have  erposed  himself  to  the  risk  of  a  contact  with  the  wiree  in 
question.  The  defendant,  however,  knew  that  the  insulation 
afforded  no  protection,  and  yet,  with  knowledge  of  that  fact, 
put  its  wires  in  a  place  where  the  servants  of  the  railway  com- 
pany might  CMne  in  contact  with  them  while  in  the  performr 
ance  of  (hedr  duties,  and  without  giving  any  warning  or  notice 
of  the  danger  whatever.     Under  such  circumstances  a  jury 
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would  certainly  be  justified  in  finding  that  it  did  not  es< 
cise  due  care  and  cautioti  in  so  doing.  Electric  oompaiiii 
of  course,  are  not  bound  to  bare  perfect  apparatus  or  perf  ( 
construction,  but  they  are  required  to  exercise  a  degree  of  a 
and  prudence  in  tlie  construction  and  maintenance  of  thi 
wires  oonunensurate  with  the  danger;  and  where  Uie  wii 
are  designed  to  cany  a  strong  and  powerful  current  of  el 
tricity,  so  that  persons  coming  in  contact  with  them  are  c 
tain  to  be  seriouely  injured,  if  not  killed,  Uie  law  impoi 
upon  the  oompany  the  duty  of  exercising  the  utmost  care  a 
pnidenoa  to  prevent  such  injury ;  and  whether  sudli  care  1 
been  exercised  in  a  given  case  is  ordinarily  for  dta  ju 
Croew.  Electricity,  sea  234. 

The  oasee  cited  and  r^ed  npoa  by  the  defendant  are  i 
in  point  in  this  contantion.  In  Beck  v.  Railway  Co.,  25  i 
32,  8tme  Co.  v.  Sobbs,  11  Ind.  AppL  27,  Stone  Co.  v.  O'Bri 
12  Ind.  App.  217,  and  Flood  v.  Telegraph  Co.,  4  Am.  Ele 
Cas.  402,  131  IR.  Y.  603,  the  danger  was  open  and  visil 
and  could  have  beem  ascertained  by  the  complainant  if  he  1 
exercised  his  faculties.  In  Hector  v.  Light  Co.,  6  Am.  Ele 
Cas.  300,  161  Mass.  658,  the  facts  are  that  a  lineman  o 
telephone  and  telegraph  company  was  sent  to  attach  a  ^ 
to  a  standard  owned  by  the  defendant  on  the  roof  of  a  bu 
ing.  Instead  of  entering  this  building,  and  going  out  on 
roof,  he  went  up  on  a  building  scone  distance  away,  -pas 
over  the  several  intervening  struotures  until  he  came  to 
building  adjoining  the  one  on  whidi  the  standard  was  plai 
While  stooping  down,  to  see  how  he  oould  get  from  this  bu 
ing  to  the  place  o>f  his  destination,  he  came  ini  contact  v 
the  wires  of  the  defendant  oom,pan.y,  and  was  injured  by  i 
son  of  the  insulation  boing  worn  off.  The  case  was  dec! 
in  favor  of  the  defendant  on  the  ground  that  it  owed  no  d 
to  the  plaintiff  to  maintain  an  effective  insulation  at  the  fd 
where  he  was  Injured,  where  he  was  not  sent  to  work,  i 
whiN«  be  had  no  right  to  bei     The  same  is  true  of  the  ( 
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of  the  boy  who  was  killed  by  ecmiii^  in  contact  witli  the  wire 
of  an  eJectrio  company  wbila  seardiing  on  top  of  a  building 
for  a  loet  balL  Sullivan  v.  Railroad  Co.,  156  Mass.  378.  In 
both  oaseB  the  injured  party  was  a  treepaai^cr,  and  at  a  place 
where  he  had  no  right  to  be,  and  whero  tho  company  was 
under  no  obligation  to  protect  him  from  injury.  But  in  the 
case  at  bar  the  deceased  was  rightfully  at  tlio  place  where  he 
waa  injured.  In  McMullen  v.  Illuminaliiig  Co.  (City  Ct. 
Bro(A.)  5  Am.  EleoU.  Cae.  332,  13  MJac  :i92,  the  defendant 
company  had  disoonnected  its  service  wires,  carrying  a  low  cur- 
rent of  electricity,  which  oould  not  cause  death  or  great  bodily 
harm,  from  the  diBtributing  wires  in  the  collar,  eight  feet 
abovB  the  ground,  in  order  that  the  owner  might  make  certain 
repairs,  but  failed  to  "tape"  the  ends  of  tlic  wires,  and  it  was 
held  that  it  was  not  liable  for  an  injury  to  a  workman  while 
engaged  in  tnalritig  auoh  repairs,  because  no  reasonable  person 
would,  nnder  the  oircumstanoee,  have  anticipated  "that  any 
parsoD  would  have  entered  the  cellar,  mounted  upon,  a  box, 
and,  after  seeing  these  wiree,  taken  hold  of  at  least  two  of 
them  at  a  time,  in  audi  manner  as  to  make  a  short  circuit, 
and  bring  the  wiree  into  contact  with  his  hand  in  the  same 
plaoe,  and  thus  bum  his  hand."  In  Burk  v.  Electric  Co. 
(Sap.)  89  Hun,  498,  the  evidence  shows  that  the  deceased 
deliberately  dioee  a  way  of  known  danger  to  go  from  one  ]iart 
of  a  cellar  to  auoither,  when  a  perfectly  safe  way  M'aa  open 
tc  him,  and  the  court  held  that  be  must  take  the  consequences 
nf  his  own  hardihood. 

It  only  remains  to  noUoe  briefly  the  assignmieaitfl  of  error 
based  upon  the  giving  and  refusal  of  instructions  by  the  trial 
cauTt  The  defendant  requested  in  writing  some  14  differ* 
ent  instructions,  which!  were  refused,  except  as  given  in  siib- 
Btance  in  the  general  charge.  All  of  these,  excejrt  one,  pre- 
sent different  phases  of  the  questions  already  considered,  and 
therefore  require  no  further  notice.  ....  The  entire 
diai^  of  the  court  as  given  seems  tt>  have  been  separated 
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into  paragraphs,  io  some  inetauoea  witliout  special  refera 
to  the  context,  and  objections  made  and  exoeipticaiA  saved 
the  giving  of  each,j  and  while  the  diarge,  which  was  ^t 
orally,  is  pei4iapfi  open  to  some  criticism  on  account  of  I 
verbal  inaccuracy  of  the  language  used,  to  which  the  atti 
tion  of  the  trial  court  was  not  specially  called  at  the  tii 
it,  howert'er,  in  our  opinion  exhibits  no  revereible  error,  b 
wlicn  taken  as  a  whole,  fairly  and  accurately  presents  1 
law  as  applicable  to  the  facta  of  this  case.  The  definition 
"nogligence"  as  given  is  not  open  to  the  criticism  made,  i 
did  the  court  withdraw  the  question  of  plaintiff's  inteetat 
oontributory  negligence  from  the  jury,  but  told  them  expres 
that  what  he  had  said  in  regard  to  tihe  defendant's  liabil 
must  be  taken  with  the  proviso  tiiat  the  plaintiff's  inteat 
did  not  himself  contribute  by  his  own  negligence  to  the  inji 
from  which  he  died,  and  then  prooeeded  with  the  charge 
detail  on  that  i^ase  of  the  case.  The  statement  that  the  wo 
"care"  and  "diligence,"  when  used  in  reference  to  the  di 
of  the  defendant,  are  not  absolute,  but  relative,  terms;  "th 
when  the  dajiger  is  great,  tJie  care  and  vigilance  to  escape 
ooQsequence  of  danger  must  be  proportionately  great  In  m 
ters  of  this  sort,  where  people  are  dealing  willi  eleotiicity  (< 
of  the  most  subtle,  powerful,  and  wonderful  agencies  km) 
to  man;  an  agency  that  is  very  destructive  to  human  li 
even  when  carefully  and  properly  handled  and  treated),- 
instruct  you  that  in  such  a  case  as  this  due  care  would  be 
highest  care  and  vigilance  of  which  a  m^n  is  capable,  i 
which  the  condition  of  science  makes  known  at  the  tima  & 
this  is  the  degree  pf  care  which  was  demanded  of  the  oompai 
to  so  conduct  itself  in  regard  to  the  wires  on  that  bridge 
that  the  diligence  and  care  should  be  proportionate  to  the  d 
ger  which  there  existed," — is  but,  in  effect,  an  appUcation 
the  case  in  hand  of  the  rule  that  the  care  demanded  of  elect 
companies  must  be  oommensiirate  vrith  the  danger,  and  tl 
where  their  wires   are  carrying  a  highly   dangerotis  cum 


PENNSYLVANIA,  1898. 


Mooae]'  v.  Borough. 


of  electricity,  as  ia  admitted  to  have  heen  carried  over  the  wires 
wliich  caused  the  death  of  plaintiff's  iateetate,  tJie  law  imposes 
upon  the  company  die  utmost  degree  of  oare  in  their  oonstmo- 
tion,  inapeotioia,  and  repair,  so  as  to  keep  them  harralees  at 
places  where  persons  are  liable  to  oome  in  contact  with  them. 
Croew.  Electricity,  §  234;  Haynea  v.  Gas  Co.,  5  Am,  Electl. 
Oas.  264,  114  N.  C.  203;  Railway  Co.  v.  Conery.  6  Am.  Eleolt 
Gas.  217,  61  Ark.  381 ;  Qiraaidi  v.  Improvement  Co.,  107  CaL 
120,  and  authorities  heretofore  cited.  The  questionfl  in  this 
case  are  important,  and  man;  of  them  of  first  impression  in 
this  State,  and  therefore  we  have  given  to  the  case  that  con- 
sideration whidi  its  merits  deserve;  but,  finding  no  error  in 
the  record,  the  judgment  must  be  aifirmed,  and  it  ia  so  ordered. 

Note. — See  note  to  Alton  By.  d  lUvm.  Oa.  v.  Fould-',  pott;  kIm  note  2 
%t  end  of  Part  lU. 


Bbidobt  MooNsr  v.  Luzbiutb  Bobouqh. 

PMtntylfNHMa  Bupremt  Cowrt,  May  16,  1898. 

(1&«  P^  IBl.) 

InjUBT  BT  ELEcmio  BHOCs — MoniciFAL  LurajTr. 

A  tdephone  wire  croeeed  m.  charged  electric  light  wire,  in  eloee  prmdmltr 
thereto.  It  had  been  in  the  aame  plu«  fltteen  yean.  For  several  monUiB 
it  had  been  unused  and  sagged  ao  aa  to  interfere  with  travel.  Finally 
it  was  cut  by  a  municipal  officer,  and  one  end  wrapped  around  a  post 
within  easy  reach  of  pedestrians  upon  a  bridge,  with  one  end  resting 
upon  the  ground  or  in  the  water.  On  the  same  night,  plaintiff's  inteetate 
came  in  contact  with  the  telephone  wire,  received  a  shocli  and  was 
killed.  Held,  sufficient  evidence  to  warrant  a  verdict  against  the  munici- 
pality, upon  the  ground  that  the  death  was  the  natural  and  probable 
eonsequenee  of  the  manner  in  which  the  telephone  wire  was  fastened  to 
the  post. 

A  municipality  in  sncb  a  case  is  not  released  from  liabili^  bf  tiia  fact 
that  the  maintainers  of  tiie  wire  may  be  also  liable. 
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Apfeal  by  defendant  from  judgment  of  Court  of  Com 
Pleas,  Luzerne  county. 

D.  0.  Cottghlin  and  George  B.  Bedford,  for  appellant 

William  R.  Oihhong  and  WHliam  8.  McLean,  iix  appi 

Stebeett,  C.  J.:  The  appellant  borough  not  od\.j  i 
plains  of  the  nianaer  in  which  the  case  was  submitted  te 
jury,  but  it  challenges  the  li^t  of  the  court  to  submit  : 
them  in  any  form.  The  evidence  bearing  on  all  the  disp 
questions  was  quite  suJScient  to  carry  the  case  to  the  jury. 
would  ha.re  been  manifest  error  to  have  affirmed  defraidi 
third  point.  The  fact  tliat  the  telephone  wire  had  been  n 
tained  in  the  same  place  for  15  years  without  accident 
DO  reason  why  it  should  continue  there  indefinitely  wili 
inspection.  Directly  the  oppoeite  conclusion  was  warrai 
but  it  was  for  the  juiy.  Taking  into  view  the  fact  that 
tele>[^one  wire  had  been  in  same  place  for  15  years,  in 
nectioik  with  the  further  facts  that  the  telephone  line 
beat  miueed  and  abandoned  for  sereral  months ;  tluit  it  cro 
a  charged  electric  light  wire,  in  dose  proximity  thereto;  i 
finally,  that  a  few  months  before  the  aocideiii  the  old  telefJ 
wire  sagged  to  such  an,  extent  as  to  interfere  with  public  tr 
on  the  streets,  and  we  have  a  oondition  of  affairs  that  wa 
least  sufficient  to  admonish  ih&  municipality  that  more  \ 
ordinary  care  should  be  exercised  in  the  supervision  of 
ovraiiead  wires  in  question.  When,  under  such  circumstai 
the  saving  wire  is  cut  by  a  member  of  the  borough  couj 
and  (Hie  end  wrapped  around  a  poet  within  easy  distana 
pedestrians  on  the  highway  crossing  the  bridge,  with  the 
resting  on  the  groimd  or  in  the  water,  the  defendant  has 
just  reason  to  complain  that  the  question  of  its  alleged  nt 
gence  was  submitted  to  the  jury.  The  evidence  was  quite 
fici^it  to  justify  the  latteo*  in  finding  that  the  aoddent  ^ 
resulted  in  the  sudden  death  of  plaintiff's  soa  was  the  nati 


PENNSYLVANIA,  1898. 


Moon^  V.  Borough. 


and  probable  oonBequence  of  the  mantiftp  in  which  the  telephone 
wire  waa  fastened  to  the  poet. 

The  only  remaining  question  that  requires  notioe  is  one  pre- 
sented by  the  aeoond  specification.  Defendant  oontends  Ihat, 
while  a  municipality  is  invested  with  police  supervision  of  the 
wires  of  oorporations  occupying  its  streets,  such  supervision 
does  not  involve  pecuniary  responsibility,  and,  if  an.  accident 
happens  from  a  failure  to  maintain.  Hie  wires  in  safe  and 
proper  conation,  the  corporation  owning  the  wires,  and  not 
ihe  municipality,  is  alone  responsible  for  resulting  injuries; 
and  West  Chester  v.  Apple,  36  Fa.  284,  is  cited  as  authority 
for  the  position:  While  language  used  in  the  opinion  in  Uiat 
case  may  justify  the  conclusion  sought  to  be  drawn,  therefrom, 
it  was  not  necessary  to  the  decision,  and  it  has  been  expreedy 
disapproved  in  Philadelphia  v.  Smith,  23  W.  N.  C.  242,  and 
1  Monaghauy  147.  In  that  case  it  was  held  by  this  oourt  that 
the  liability  of  a  municipality  for  damages  for  injuries  caused 
by  defective  sidewalk  is  not  relieved  against  by  the  fact  that 
t^  property  owner  is  also  liabla  The  same  rule  applies  to 
dangerous  defects  or  obstructions  in  the  highway,  whether  over- 
head or  at  grada  The  duty  and  liability  of  the  mmiioipality 
is  in  no  way  lessened  by  the  fact  that  individuals  or  corpora- 
tions are  subject  to  a  like  duty  and  liability.  The  learned  trial 
judge  was  therefore  right  in  affirming  plaintiff's  point  that  "it 
is  the  duty  of  a  municipality  to  exercise  a  careful  supervision 
over  the  adjustment  and  regulation  of  the  electric  wires  sus- 
pended over  its  streets,"  and  that  it  is  liable  for  injuries  result- 
ing from  neglect  of  such  duty.  In  view  of  the  multiplicity  of 
oveffhead  wires  carrying  deadly  currents  and  the  increasing 
frequency  of  accidents  from  defects  in  such  wires,  or  in  the 
manner  of  their  adjustment,  it  belioovee  municipalitiee  to  re- 
cognize and  perform  their  duties  in  the  premises  in  more  than 
a  perfunctory  manner,  if  they  would  escape  the  oonsequenoee 
of  ne^ligeuioe.  Neither  of  the  specifications  of  error  is  sus- 
tained.   Judgment  affirmed. 


NOTB.— 


e  note  2  at  end  of  Part  III. 
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G-ANnoir  V.  Laclede  Gablioht  Comfant. 

MUaouri  Supreme  Court,  July  S,   I89S, 
(KG  Mo.  S02.) 

IimjBT  BT  EIXOTBIC  SHOCK R£8  IPSA  LOtJCITCB. 

Where  plaintiff  ebowed  that  her  intMtAte,  while  in  discharge  of  his  dnt 
aa  a  city  fireman,  stepped  upon  a  fallen  electric  wire  of  the  defeodai 
company,  which  had  broken  and  was  lying  upon  the  public  highway,  an 
was  thereby  killed,  a  prima  facie  case  of  negligence  <mi  the  part  ( 
defendant  was  made  out,  and  the  burden  reated  upon  defendant  I 
•how  want  of  notice  or  other  valid  excuse. 

Appeal  by  defeodant  from  judgment  of  Circuit  Court  o 
St.  Louis  County,  entered  upon  a  verdiot  for  pUintiS. 

Henry  Hitchcock,  for  appellant. 

T.  J.  Boive,  for  reepoodent. 

RoBiNSOH,  J. :  This  action  waa  begun  by  the  respoodenl 
Annie  Gannon,  againat  appellant,  to  recover  $5,000  for  th 
deatli  of  her  husband,  William  Oanjion,  alleged  to  have  bee 
caused  by  the  fault  of  the  defendant  oompany  aa  set  out  in  he 
petition,  containiiig  the  following  Bubstantial  avermente 
"That  plaintiff  ia  the  widow  of  William  Gannon,  deoeasec 
That  the  Laclede  Gaslight  Company,  defendant,  is  a  oorpon 
tion  under  the  laws  of  Missouri,  engaged  in  the  biLsinesa  o 
furnishing  and  selling  electric  light  throughout  the  city  o 
St.  Louis,  Mo.  That  in  conducting  said  business  the  defendan 
had  erected  and  strung  upon  polee  along  the  streete  and  alle; 
of  said  city  wiree  charged  with  a  certain  dangerous  and  lift 
destroying  fluid  and  current  known  as  electricity;  and  that  a 
the  ISth  day  of  April,  1894,  on  a  certain  public  highway  of  aaii 
city,  to  wit,  in  an  alley  running  east  and  west  through  the  blod 
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bounded  on  the  north  by  Sheridan  avenue,  on  the  Bouth  by 
Thomas  street,  on  the  eaut  \iy  Elliot,  and  an  the  west  by  Lef- 
fingwell  avenue,  through  and  along  which  alley  it  then  and 
there  had  erected  and  maintained  as  aforesaid  its  said  wiree, 
3o  as  aforesaid  charged  with  electricity,  in  the  conduct  of  its 
said  business,  and  at  a  point  in  said  alley  in  the  rear  of  resi- 
dence No.  2737  Thomas  street,  the  defendant  negligently  and 
carelessly  permitted  its  said  wires,  to  the  number  of  six  or 
seven,  then  and  there  charged  as  aforesaid,  to  become  broken 
in  two,  and  to  fall  to  the  pavement  of  said  alley,  and  to  remain 
broken  in  two  and  down  for  a  long  time  then  and  there,  while 
full  chajged  with  electricity  as  aforesaid,  when  it  knew,  or 
ought  by  the  exercise  of  any  care  and  caution  to  have  known, 
that  the  said  wires  were  so  as  aforesaid  broken  and  down,  and 
liable,  if  touched  by  any  hiunan  being  while  so  brokem  down 
and  charged  as  aforesaid,  to  destroy  human  life.  And  plaintiff 
states  tliat,  while  the  said  wires  were  then  and  there  in  said 
alley  broken  in  two  and  down  and  diarged  as  aforesaid,  her  said 
hosband,  while  walking  along  in  the  said  alley  at  said  point, 
struck  with  his  foot  against  one  of  said  defendant's  said  wires, 
and  was  thereby  instantly  killed,  by  the  fault  and  recklessness 
and  carelessness  of  the  said  defendant  then  and  there  in  the 
premises  as  aforesaid,  to  her  damage  in  the  sum  of  $5,000,  for 
which  sum  plaintiff  prays  judgment."  Defendant's  answer 
was  a  general  demial,  coupled  with  a  plea  of  contributory  neg- 
ligence OQ  part  of  plaintiff,  to  which  plaintiff  replied,  denying 
the  allegation  of  new  matter  contained  in  defendant's  answer. 
At  the  does  of  plaintiff's  testimony  in  chief  the  defendant 
asked  tie  following  instructions :  "The  court  instructs  the  jury 
that,  on  the  pleading  and  evidence,  t^  plaintiff  cannot  recover, 
and  the  verdict  will  be  for  defendant,"  which  being  refused, 
the  defeoidant  offered  testimony  on  its  part  to  the  effect  that 
iho  wires  belonging  to  defendant  that  killed  plaintiff  were 
melted  or  burned  in  two  by  reason  of  a  fire  originating  in  a 
stable  that  was  fronting  on  the  alley  in  whi<A  its  wires  were 
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strung;  that  eaid  fire  was  not  caused  by  the  wires,  and  that  i1 
origia  was  unknown ;  tliat  the  defendant  was  not  notified  of  tb 
coiBtence  of  the  fire,  or  th&t  its  wires  were  broken  down  in  th 
alloy  where  the  fire  occurred,  until  after  plaintiff's  husban 
had  been  killed,  and  that  said  wires  were  down,  upon  the  groan 
in  the  alley  only  a  short  while  before  plaintiff's  husband  we 
killed;  that  there  was  no  appliance  at  def^idant's  power  boD£ 
at  the  time  to  indicate  whan  one  of  its  wiree  was  grouBded 
and  that  defendant  had  at  tJie  time  of  the  fire  a  contract  wit 
the  city  for  lighting  certain  streets  and  alleys  with  electricity 
and  also  certain  public  and  private  institutions,  which  require 
it  to  keep  in  operation  during  1^  day  a  constant  curr^it  o 
electricity  passing  over  its  wires.  At  the  cloee  of  all  the  test 
mony  in  the  case,  defendant  again  prayed  the  court  to  instroc 
the  jury  "that,  upon  the  pleading  and  all  the  evidence,  th 
plaintiff  cannot  reoover;"  which  being  refiised,  the  jury,  tinde 
proper  instructions  submitted  by  the  oourt,  found  a  verdict  fo 
plaintiff  for  $3,000,  on  which  in  due  time  judgment  was  ec 
tered,  and  to  reverse  which,  on  account  of  error  alleged  in  re 
fusing  defendant's  two  peremptory  instructions,  this  case  i 
here.  No  objection  is  made  now  to  the  proposition  of  law  an 
nounoed  in  the  instructions  given  by  the  court,  if  the  refusa 
of  defendant's  inetmction  at  the  close  of  the  case  is  held  good 
The  sole  controversy  has  grown  out  of  the  application  of  the  lav 
thereto,  under  the  peculiar  avennenits  of  the  petition. 

Tbe  plaintiff,  to  sustain  her  case,  offered  testimony  tending 
to  show  that  William  Gannon,  in  respect  to  whose  death  thii 
action  waa  bt^in^  was  the  husband  of  plaintiff ;  that  he  cam< 
to  his  death  by  stepping  upon  an  electric  wire  belonging  to  tht 
defendant  com,pany  that  was  broken  in  two  and  lying  upon  Hu 
ground  in  on©  of  the  public  alleiys  of  the  city  of  St  Louis, 
chained  with  an  electric  current  of  more  th^n  double  the  volt 
age  necessary  to  kill  a  human  being;  that  plaintiff's  husband 
was  at  the  time  in  the  discharge  of  his  duty  as  one  of  the  city 
firemesi,  trying  to  extinguish  a  fire  that  had  originated  in  a 
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stable  frontiiig  on  the  allery  where  he  was  killed,  ami  along 
wiiieh  defendant,  by  pennisaion  of  the  city,  had  strung  its  elecf 
trie  wires,  for  the  purpose  of  enabling  it  to  furnish  light  to  the 
city  and  for  various  private  ooosumers  along  the  coarse  of  the 
line ;  that  two  of  a.  series  of  seven  of  defendant's  wiree  strung 
overhead  in  said  alley  were  down  when  plaintiff's  husband  ai^ 
rived  at  the  fire,  and  two  other  of  the  firemen  engaged  with  him 
were  also  stunned  and  knocked  to  the  ground  at  and  near  the 
same  time  and  place. 

The  defendant's  oontention  here  is  that  no  testimony  waa 
offered  which  tended  to  prove  that  the  death  of  plaintiff  9  hus- 
band was  caused  by  n^Iigence  on  part  of  dofendant',  after  the 
manner  as  alleged  in  her  petititm ;  that  no  substantial  evidence, 
nor  any  evidence  whatever^  was  offered  by  plaintiff  tending  to 
show,  either  that  the  wires  in  question  became  broken  in  two 
or  fell  to  the  ground  in  consequence  of  any  negligence  on  part 
of  defendant  or  its  agentj  or  that  said  defendant  knew,  or 
ou^it  by  the  exercise  of  ordinaiy  oare  or  caution  to  have 
known,  that  said  wires  were  so  broken  and  down  at  or  before 
the  time  when  plaintiff's  hiisband  was  killed ;  or  that  defendant 
or  its  agents,  with  knowledge  or  notice^  actual  or  conetructive, 
tiiat  said  wires  were  broken  and  down  in  the  alley  where  plain- 
tiff's husband  was  kiUed,  did  negligently  permit  said  wires  to 
remain  bo  broken  and  down  for  a  Iraig  time  after  notioe  thereof. 
And  in  the  second  place^,  it  is  contended  by  defendant  chat,  if  it 
be  conceded  that  a  prima  facie  case  was  made  by  plaintiff  in  the 
first  instance^  it  was  entirely  overcome  by  the  positive  and  un- 
contradicted testimony  of  defendant's  witnesses,  and  for  that 
reason  a  finding  should  have  been  directed  for  defendant  1^  the 
court  at  the  close  of  the  case. 

While  Uiere  is  no  doubt  of  the  gemaral  proposition,  so  vigor- 
onflly  and  repeatedly  asserted  by  the  counsel  for  appellant  in 
his  elaborate  and  able  brief  filed  herein,  "that  a  party  cannot 
declare  upon  one  cause  of  action,  upon  one  negligent  ac4,  and 
receiver  upon  an  entirely  different  act  of  negligence,  without  a 
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disregard  of  all  rules  of  pleading  and  practice"  it  mu 
bonio  in  mind  that  it  Kas  likewise  been  a  rule  of  long  pra 
and  frequently  asserted  in  this  court,  based  upon  the  pli 
principles  of  propriotj  and  fairness,  that  a  party  will  d 
driven  out  of  court  mepaly  from  the  fact  thai  ho  or  sin 
alleged  more  than  has  been  proven,  when  th«  uiLprovrai  a 
tions  are  shown  to  be  unnecessaiy  averments  to  authorize 
ooveoyj  nor  will  plaintiff's  action  be  denied  merely  hecam 
t«etiiaony  offeo^  does  not  support  certaiu  averments  in  1 
her  petition  when  it  does  support  other  averments  whid 
sufBcient  to  authorize  a  reoovery.  Knox  CowUy  v.  Gi 
106  M(x  182,  16  a  W.  684,  and  cases  cited.  Here  the  pU 
in  her  petitioa  not  only  alleged  the  act  from  whidi  defeat 
negligence  might  be  inferred  ^t^ien  shown,  but  weml  fii 
to  say  tiiat  the  act  of  n^ligeuce  was  oonunitted  or  so: 
under  circumstances  that  adnut  of  no  excuse,  that  is 
under  cdrcumstanoee  that  admit  of  no  excuse  that  is 
notice,  et«. 

Plaintiff's  petition  was  complete  when  the  ohaiges  had 
made  that  her  husband  had  met  his  death  upon  one  o 
public  alleys  of  the  city,  when  in  the  discharge  of  his  di 
fireman,  and  without  fault  upon  his  part,  by  stepping 
an  electric  wire  of  the  defendant  charged  with  electricity, 
defendant  had  negligently  suffered  to  become  broken  ii 
and  fall  to  the  pavement  of  the  alley.  The  other  avennei 
oarelessnees  on  part  of  defendant,  that  it  knew,  or  ou^t  I 
exercise  of  care  and  caution  to  have  known,  that  said  win 
broken  and  down,  and  liable,  if  touched  b^  a  himian  I: 
while  so  broken  and  down,  and  chat^;ed  with  electricity,  I 
stroy  human  life^  and  the  fact  that  the  act  of  negligen 
alleged  to  have  occurred,  after  the  particular  manner  det 
in  the  petitioni,  was  not  shown  in  all  its  fullness,  is  not  fal 
a  recovery,  if  sufficient  was  showni  to  have  made  a  prima 
case  of  negligonce  under  any  of  the  chai^ps  made,  and  i 
disregard  of  the  rule  of  pleading  and  practice  that  proh 
variance  between  allegations  made  and  proof  shown.     Su 


MISSOmU,  1898. 


OannoD  t.  Qulight  Co. 


no  harm  oould  be  aaid  to  htlTe  oome  to  defendant  because  of 
plaintifPe  failure  to  establish  all  that  was  alleged,  if  what  waa 
proven,  under  the  allegations  disclosed,  showed  defendant 
liable ;  nor  can  defendant  be  said  to  be  surprised  at  the  varianoe 
between  the  proof  and  the  all^^tions  of  the  petitioii,  if  that 
sbortage  or  Tari&ucs  was  in  the  failure  to  establish  facts  that 
were  alleged  which  defendant  must  have  affirmatively  asserted 
and  ahown  not  to  have  existed,  in  order  to  relieve  iteeJf  fnan  the 
prima  facie  case  made  by  the  facts  proven.  It  is  scaroely  neces- 
sary to  assert  that  it  was  the  duty  of  the  defendant  company  to 
Bo  keep  at  all  times  its  electric  wiree,  over  which  was  continu- 
ously being  transmitted  that  most  dangeax>uB  enei^,  force,  or 
fluid  known  to  man  called  "electricity,"  out  of  the  way  of  the 
eitizen,  that  contact  with  them  would  not  occur  as  he  went  to 
and  fro  in  the  prosecution  of  his  business.  It  was  a  matter  of 
the  plainest  duty  for  the  defendant  to  see  that  the  streets  and 
alleya  of  the  city,  along  which,  by  permission,  it  was  suffered 
to  place  its  ovetrhaad  wires  for  its  own  private  goia,  were  at  all 
timies  maintained  in  the  same  condition,  as  to  safety  from 
danger  of  electricity,  as  thety  were  before  its  overhead  use 
tliereof  was  begun;  and  a  most  imperative  duty  was  placed 
upon  defendant,  in  assumii^  the  overhead  use  c^  the  public 
allc^  widi  it«  wires,  to  see  that  persons  passing  along  and  using 
the  alley  were  not  injured  thereby ;  and  when  proof,  under  the 
allegati<ai8  of  plaintiff's  petition,  was  made  showing  that  one 
or  more  of  defendant's  wires  charged  with  its  death-dealing 
force  was  down  upon  on©  of  the  public  alleys  of  the  cdty,  and 
that  plaintiff's  husband  met  his  death  in  the  discharge  of  his 
duty,  a  prima  facie  case  of  n^igence  waa  made  out  against  de- 
fendant, and  the  burden  waa  them  put  upon  it  to  show  that  its 
wires  were  down  in  the  alley  through  no  fault  of  its  agents  and 
servants,  notwithstanding  the  plaintiff  bad  alleged,  further, 
that  said  wires  were  permitted  to  become  brokrai  in  two  and  to 
ranain  down  and  broken  in  said  aUey  for  a  long  time,  when  it 
knew,  or  ought  to  have  known,  by  the  exercise  of  care  and  can- 
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iioa,  the  broken  oonditicni  thereof.  Hie  muiieceesarj  or  adi 
tioiLal  allegationB  made  on  part  of  plaintiff  oannot  have  t 
effect  of  cliaiigiiig  tlie  presumption  that  the  law  raiseB  f  nmi  t 
proof  of  a  given  state  of  facta,  and,  vbeu  that  preeumpti 
attaohe«  from  pnxrf  made  of  facts  allied,  the  after  aUe^ti 
will  not  stay  Uie  course  of  procedure  resulting  therefrom. 

Plaintiff  hy  her  teetimony  made  out  a  prima  facie  case 
negligence  against  defendant,  although  her  proof  wa^  not 
full  after  the  mannier  the  negligence  was  charged  in  her  pe 
tion.  The  proof  of  facts  that  were  alleged  was  adequate  to  a 
the  burden  upon  defendant  of  showing  the  n<mezi8tence  of  m 
ligence  on  its  part,  notwithstanding  plaintiff  went  further 
her  petition,  and  charged  that  the  negligent  act  complained 
was  done  under  mrcumstances  that  could  not  be  defend 
against  In  the  case  of  Owley  v.  EaUroad,  93  Mo.  445, 
often  quoted,  and  so  much  relied  on  1^  respondent,  the  pn 
was  oi  an  entirely  differemt  act  of  negligence  from  that  all^ 
in  the  petition.  It  was  not  mere  variance,  resulting  from  : 
complete  proof  of  unneoessaiy  averments,  as  in  the  case 
bar.  There  the  proof  was  that  defendant  negligently  left  a 
tain  of  its  oars  on  its  track  without  securing  them,  by  less 
of  whidi  a  collision  occurred,  causing  an  injury  to  plaintJ 
while  the  allegation  of  the  petition  was  that  defendanf  e  agei 
negligently  drove  a  loose  car  against  certain  other  oars  standi 
on  its  tj-aok,  hereby  plaintiff  was  injured.  There  the  neg 
genoe  shown  was  no  part  of  the  n^ligence  charged,  and  had 
tendency  to  estabKsh,  either  preemnptively  or  conduaively,  t 
existence  thereof.  In  fact  the  proof  on  part  of  plaintiff,  in  t 
Gurley  case,  showed  the  nonexistence  of  the  all^ations  ma 
in  the  petition,  and  the  court  properly  held  there  was  a  fal 
variance  between  allegations  made  amd  proof  shown,  or  a  wa 
of  proof  to  support  the  allegation  of  the  petition. 

The  judgment  of  the  trial  court  will  be  affirmed. 
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OuTTOH  W.  WAZ.TBBS  V.  Thb  Dbntbb  Cokbolidated  Elbo- 
9'SIO  LiQHT  CoMPAirr. 


Letina  E.  Waltebs  v.  Sauz. 

Oalondo  Court  of  Appealt,  Oct.  10,  18SS. 

(12  Col.  Ct  Ap.  14S.) 

Ddtt  or  nraDLATina  wiris — Nbouobitcb  aud  ooimiBirtoiT  hkolioeitob. 

It  is  •  queatioa  lot  the  jury  whether  sn  electric  light  company  wu  negli- 
gent in  attaching  wirea  not  insulated  to  an  ineulator  faatened  upon  the 
■ide  of  >  dwelling  just  below  and  within  reach  from  a  window  thereof. 

It  is  a  question  for  the  jury  whether  a  boy,  twelve  years  of  age,  was  o^li- 
gent  in  attempting  to  replace  anch  inaulator  upon  the  support  from 
which  it  had  been  rnnored. 

The  proximate  cauae  of  an  injury  to  the  hoy  was  the  omdition  of  the  wirea 
and  not  the  act  of  the  boy  in  coming  in  oontaet  with  them. 

It  can  not  he  said  to  be  negligence  for  a  mother  to  attempt  to  remove 
her  child  from  contact  with  a  live  electric  wire,  whether  or  not  she 
had  any  knowledge  that  her  act  would  be  attended  by  danger  to  herself. 

Appeals  hy  plaintiffB  from  jndgmenta  of  tlie  District  Court 
of  Arapahoe  County,  dismissing  tlie  oomplaints  in  die  reepeo- 
tive  actions. 

Wells,  Taylor  <C  Taylor,  and  R.  T.  McNeal,  for  appellants. 

WolcoH  £  VaUe  and  William  W.  Field,  for  appellea 

Thompson,  J. :  Tiro  cases  are  here  submitted  to  ds  for  de- 
cision. Hiey  are  both  against  the  same  d^endant,  and,  for  the 
most  part,  involye  the  same  questions.  lu  each  case,  when  it 
came  on  for  trial,  the  defendant  objected  to  the  intj>}duction 
of  any  evidence  for  the  plaintiS,  on  the  ground  that  the  com- 
plaint did  not  state  facts  sufScient  to  constitute  a  cause  of 
action.  The  objections  were  sustained,  judgments  entered  for 
the  defendant,  and  appeals  prosecuted  by  the  plaintiffs.  The 
averments  of  the  complaints,  therefore,  constitute  the  oolj  ea\^ 
ject  for  discussion  in  this  opinioiL 
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The  complaint  of  the  plaintiff  Clifton  Wood  Walters  » 

forth  that  the  defendant  web  engaged  in  the  operation  of  mi 

diinety  and  apparatus  for  producing  electricity,  and  suppljin 

it  to  dwelling  houBee  in  tJie  city  of  Denver ;  tha.t  it  had  exteade 

its  wires  to  the  house  of  Charles  W.  Walters,  the  father  of  tli 

plaintiff,  for  the  purpose  of  supplying  light  to  that  house;  tbi 

it  had  attached  to  the  house,  near  to  and  directly  under  tli 

window,  an  eleotric  device,  called  a  converter,  and  near  to  an 

above  the  converter,  and  directly  under  the  window,  had  place 

two  iron  supports  to  hold  glass  insulators,  to  which  were  a 

tached  wires,  connecting  with  the  house,   and  conveying  ti. 

electric  current  for  furnishing  light  to  the  house;  that  the  d 

fondant  had  carelessly  suffered  the  wires  to  beoome  uncovere 

and  uninsulated ;  that  the  plaintiff,  a  child  12  years  of  age,  vt 

was  residing  with  his  father,  upon  looking  out  of  the  window 

and  seeing  that  one  of  the  insulators  had  been  r^noved  from  i 

iron  support,  and  knowii^  nothing  of  the  danger  incident  i 

hia  coming  in  contact  with  the  wiree  attached  to  the  insulato 

I  seized  hold  of  tie  insulator  for  tie  purpose  of  replacing  it  upc 

its  support,  and  received  a  chaige  of  electricity  from  the  nakc 

wire  which  his  hands  touched  in  seizing  tJie  insulator,  reeultii 

in  serious  and  permanent  injury  to  hint    The  objections  to  th 

'  complaint,  stated  in  their  logical  order  are:  First,  that  tl 

I  facts  alleged  do  not  constitute  negligence  on  the  part  of  tl 

1    •  defendant,  within  the  contemplation  of  the  law;  second,  th: 

the  complaint  shows  that  the  prosimate  cause  of  the  injui 

was  the  act  of  the  plaintiff  in  seizing  the  insulator,  and  ni 

the  exposed  condition  of  the  wire ;  and,  third,  that  it  appea 

I  upon  the  face  oi  the  complaint  that  the  plaintiff  was  guilty  < 

I  negligence  contributing  to  his  injury. 

\  1.  It  is  argued  that  there  was  no  statute  ordinance,  or  otht 

express  law  which  required  the  defendant  to  equip  all  of  i 

I  wiree  with  insulated  covers,  and  that,  therefore,  taking  inl 

consideration  the  situation  of  this  exposed  wir^  no  duty  rESte 
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apon  the  defeodsnt  to  keep  it  iuBulated.  We  ma;  ooncede  that 
at  places  where  there  is  no  apparent  possibility  of  injury  ensu- 
ing from  electric  wiree  it  would  not  be  negligence  to  leave  them 
uBOOTsred,  and  that  no  duty  to  keep  them  insulated  would 
e^ist,  unless  it  was  imposed  by  some  express  law.  Bat  by  thia 
cDnceesion  the  question  whether,  consistently  with  the  degree  at 
care  exacted  in  the  management  of  an  agency  so  dangerous  ae 
electricity,  it  was  or  was  not  the  duty  of  the  defendant  to  have 
its  wires  insulated  at  the  particular  place  where  this  injury 
oocurred,  is  by  no  means  disposed  of.  The  wire  in  question 
was  affixed  to  the  outside  of  the  wall  of  the  houBe  of  the  plain- 
tilf's  father,  directly  under  one  of  the  windows,  and  within  the 
reach  of  persons  looking  out  of  the  window.  The  plaintiff  was 
a  child,  living  with  his  father,  and  had  the  right  to  be  is  the 
house,  and  at  the  window.  Upon  seeing  one  of  the  insulators 
out  of  ita  proper  place,  and  without  knowledge  or  apprehension 
of  the  danger  attendant  upon  his  act,  he  undertook  to  replace 
the  insulator,  and  so  recedved  an  electric  charge  from  the  naked 
wire.  The  insulator  waa  a  hannlesa  looking  object.  There 
was  nothing  to  give  notice  of  the  deadly  force  hidden  in  the 
wire.  The  accident  was  one  liable,  and  which  the  defendant 
must  have  known  was  liable,  to  happen  at  any  dwelling  to 
which  electric  applianoee  were  similarly  affixed,  and  in  which 
there  were  children,  or  perBone  ignorant  of  the  purpose  of  the 
appliances,  or  the  nature  of  the  electric  fluid;  and  we  cannot 
say,  as  a  matter  of  law,  that  proof  would  not  be  admissible, 
under  the  averments  of  the  complaint,  which  would  justify  a 
verdict  that  in  leaving  the  wire  exposed  as  alleged  the  defend- 
ant was  guilly  of  negligence.  If  such  proof  would  be  admissi- 
ble, then  the  complaint  in  so  far  as  the  chaige  of  negligence  is 
concerned,  is  sufficient. 

2.  The  contention  of  the  defemdant  is  that  the  proximate 
cause  of  the  injury  was  the  act  of  the  plaintiff  in  taking  hold 
of  Hie  insulaior.  Certainly,  his  act  brou^t  him  in  contact 
with  the  naked  wire,  and,  except  for  what  he  did,  he  would  have 


«        i 
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suffered  do  harm.  But  we  think  counsel  have  fallen  into  some 
confusion  respecting  the  l^al  meaning  of  the  term  ^'proximats 
cause,"  and,  possibly,  in  dealing  with  the  subject,  there  is  a 
lack  of  desirable  clearness  in  the  language  of  some  of  the 
authorities.  The  responsibility  of  an  agency  for  the  production 
of  an  event  is  not  necessarily  dependent  upon  proximity  in 
time.  It  is  the  logical  relation  between  the  two^  whether  they 
are  immediately  connected  or  not,  by  which  the  question  of 
proximate  cause  is  to  be  determined.  Conditionjs  subsequently 
coming  into  existence  may  set  an  agency  in  motion,  but  the 
event  which  results  is  the  effect  of  that  agency,  and  not  of  the 
intervening  conditions;  and,  because  the  relation  between  it 
and  the  event  is  that  of  direct  cause  and  effect,  it  is  the  proxi- 
mate cause.  Succeeding  occurreooces  are  merely  the  means  by 
which  it  is  brought  into  operation.  Jn  D.  <&  B.  (?.  jB.  B.  Co,  v. 
Bedell,  11  Colo.  App.  139,  we  had  occasion  to  examine  this 
question,  and  we  reached  the  conclusion  that  the  efficient  and 
responsible  cause  was  the  proximate  cause,  without  reference 
to  its  place  in  the  order  of  events.  Now,  the  injury  to  the 
plaintiff  was  the  direct  result  of  the  escape  into  his  body  of  a 
current  of  electricity  from  the  naked  wire  with  which  he  came 
in  contact  If  the  wire  had  been  protected,  he  would  not  have 
been  hurt^  and,  in  its  uninsulated  condition,  the  result  would 
have  been  the  same,  whether  he  had  grasped  it  voluntarily,  or 
had  been  involuntarily  forced  against  it.  The  immediate  cause 
was  the  electricity  concealed  in  the  wire,  the  discharge  of  which 
into  the  body  of  the  plaintiff  was  brought  about  by  the  contact 
which  took  place  between  himself  and  the  wire;  and  the  con- 
tact was  merely  the  condition  which  enabled  the  cause  to  oper- 
ata  The  question  of  the  l^al  effect  of  the  boy's  act  in  reaching 
out  to  the  wire  is  in  no  manner  connected  with  the  question  of 
proximate  cause.  It  can  be  considered  only  in.  an  examination 
of  the  charge  of  contributory  negligence. 

8.  It  is  maintained  that  the  complaint  shows  such  contribu- 
tory negligence  on  the  part  of  the  plaintiff  as  to  preclude  a  re- 
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oovery  by  him.  The  question  of  negligecce  is  a  mixed  one  of 
law  and  fact,  and,  except  in  rare  casea,  its  determination  bo- 
longB  to  the  juiy.  HJomBver,  omduct  may  be  so  palpably  im- 
prudent and  reckless  as  to  leave  no  room  for  a  difFereojOQ  of 
opinion  oonoeming  its  diaracter ;  and  then,  there  bedog  no  facta 
to  fiod,  delibeiraticm  1^  a  jniy  is  mmecessaiy,  and  the  oourt 
may  apply  the  law  directly  to  the  case  before  it.  But  where^ 
upoa  facte  in  its  poesesBion,  the  charaoter  of  the  ocoiduct  is  in 
any  de^gree  invdlTed  in  doubt,  it  is  never  proper  for  the  oourt 
to  withdraw  the  question  of  n^ligenca  from  the  jury.  We  do 
not  tbiuk  that  from  the  statements  of  this  complaint  it  can  be 
said,  as  a  matter  of  law,  tihat  the  plaintiS  was  guilty  of  oontrib- 
utoiy  negligencsL  He  was  rightfully  in  his  father's  house^  and 
he  was  rightfully  at  the  window.  Seeing  stHuething  out  of  place 
which  was  attached  to  the  house,  directly  under  the  window, 
and  within  bis  reach,  it  might  very  naturally  occur  to  him  to 
replace  it;  and  his  act  in  so  doing,  if  he  had  no  knowledge  of 
the  purpose  of  the  attachment,  and  no  reason  to  apprehend 
danger  from  it,  could  hardly  be  called  reckleesoeea.  It  might 
have  been  simply  the  result  of  an  involuntaiy  impulse  to  re- 
store order  where  he  found  discover,  and  to  do  something  nbitdt 
he  had  no  grounds  for  supposing  he  could  not  do  with  perfect 
safety.  ITnder  issues  made  upon  the  complaint,  proof  is  admis- 
sible from  whidi  craitributory  negligence  might  be  found,  and 
under  the  allegations  of  the  complaint  proof  is  admissible  from 
which  a  contrary  conclusion  mi^t  be  drawn ;  and  we  do  not 
conceive  that  we  have  the  right  to  say  that  the  averment  of  an 
act,  whidi,  upon  issue  joined,  may  be  interpreted  for  or  against 
him  by  the  evidence,  amounts  to  an  admission,  conclusive  upon 
him,  that  his  own  want  of  care  contributed  to  his  injury. 

The  complaint  of  Levina  £.  Walters,  after  setting  forth  the 
facts  upon  which  negligeoice  was  charged  against  the  defendant 
in  substantially  the  language  of  Clifton  Wood  Walters'  com- 
plaint, averred  that  she  was  the  mother  of  Clifton^  and  tliat 
upon  learning  that  he  was  in  a  situation  of  danger,  she  went  in 
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great  haato  to  his  assiatanoe^  seized  upon  him  to  remonre 
from  the  wire,  ami  received  a  charge  of  edectrioily  which  pi 
frran  the  wire  through  the  bod;  of  Clifton  into  h»-  body, 
that  aha  bo  sustained  the  injury  of  which  she  ocnaplainsd.  V 
we  have  heretofore  said  on  the  subject  of  negligence  and  oi 
subject  of  proximate  cause  is  applicable  here,  and  need  nc 
repeated,  but  c«i  the  question  whether  her  complaint  shows 
tributory  negligence  in  her,  we  think  it  well  to  venture  a 
observations.  It  is  in  voluntarily  taking  hold  of  CUftoQ,  n 
he  was  still  in  contact  with  the  vrire,  that  the  negligenuse  is 
to  have  consisted.  She  stated  in  her  complaint  that  at  (he  i 
she  had  no  knowledge  that  her  act  would  be  attended  hj 
danger  to  herself,  but  the  allegation  is  unimportant,  and  m 
as  well  have  beero  omitted.  The  instincts  of  a  mother,  when 
sees  her  child  in  distress,  will  lead  bar  to  rush  headlong  b 
rescue,  without  stopping  to  count  the  cost  or  measure  the 
which  she  is  incurring;  and  to  say  that  an  act  to  iriiich 
affection  irresistibly  impelled  her  should  be  charged  against 
as  smnethii^  imprudent  and  unnecessary  would  be  to  sha 
sentiment  which  is  as  universal  as  mankind.  The  lav  ia 
the  creature  of  cold-blooded,  merciless  logic,  and  its  inliei 
justice  and  humanitry  will  never  for  a  mcmeid  permit  the  ac 
a  mother  in  saving  her  offspring  no  matter  how  desperate  it  i 
have  been,  to  be  imputed  to  her  as  ne^igenoe,  or  at  any  t 
or  in  any  manner  used  to  her  detrimwit.  See  Whart  Neg. 
SOS.  We  think  that  in  each  case  the  coort  erred  in  foreetall 
a  trial,  and  both  judgments  are  therafcnv  rereiBed.    Smen 

Not*.— See  note  fi  Kt  «nd  of  P»rt  IIL 
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OvKRALL  V.  LonisTii.LB  Elbctbic  Light  Co. 

Kmtaoky  Court  of  AppeaU,  Ootobw  18,  li9S. 

EuoTBio  uQBT  cxtKPUTT — Dhb^  qw  oabk  to  distilate  imxa. 

It  la  ths  dutj  of  KB  dectilo  light  compftn^  whose  wires  art  maiatained 
Dear  telephone  wires  to  know  that  linemen  (^  the  telephone  eranpan^ 
must,  in  the  conru  of  their  dntica,  come  into  eloee  proximitj  with  the 
dectrie  light  wirea. 

It  !■  the  Auiy  of  a  conpany  maintaining  and  using  in  its  wirei  a  deadly 
CDirent  of  alectricit?,  to  furnish  perfect  protection  at  those  points 
where  people  are  liable  to  crane  in  eontact  with  the  wires.  "The  highest 
degree  of  care  and  skill  usually  exercised  by  prudent  persons  engaged  In 
tiia  aame  or  similar  business,"  is  not  enough. 

Caae  ot  this  aeries  eited  in  opinion:  McLaughlin  v.  LonitvilU  Slep.  L.  Co., 
T«L  «,  p.  25S. 

Junitit  C.  Klein  and  Mait  O'Doherty,  for  apipellant 

BuBiTHAUj  J. :  PlaintifF  alleges  in  this  action  that  he  waa  em- 
ployed as  lineonaii  by  the  Ohio  Valley  Telephone  Company  and 
that  while  eoi^aged  in  fasteoiiug  a  stay  or  ^y  wire  for  that  com- 
pany to  the  top  of  one  of  its  poles,  without  fault  on  his  part,  it 
came  in  contact  with  one  of  the  wires  of  the  defendant  company, 
which  was  heavily  diarged  with  electricity  and  which  was  not 
properly  insulated,  and  that  by  reason  of  such  defective  insula- 
tion of  the  wire  of  dafeaidaui  company  he  received  a  severe 
shodc,  which  Beriously  injured  him,  and  for  which  he  seeks  to 
recmver  damagee  hereinL  Defendant  denies  all  the  affirmative 
allegations  of  the  petition,  ajid  alleges  that  the  injuries  com- 
plained of  were  caused  by  the  contributoiy  negligence  of  the 
plaintiff,  and  that  without  such  oontributoiy  negligenoe  th^ 
would  not  have  occurred.  The  trial  resulted  in  a  verdict  for 
appellee  and  appellant  prosecutes  Hiis  appeal,  asking  a  reversal 
for  a  nmmber  of  alleged  errors.     The  proof  conduces  to  show 
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that  the  wiree  of  ihe  Ohio  Valley  Telophoiia  Company  and  tl; 
ol  the  Louisville  Electric  Light  Compan;  were  both  Btnmg  al< 
anng  which  had  been  nailed  to  poles  on  tiuB  eame  side  of 
street,  with  the  poles  of  each  oompanj  altematiDg;  that 
wires  of  the  electric  lig^  company  were  put  np  subseqnei 
to  those  of  the  telephoma  oompany,  and  were  about  12  cff 
inches  lower ;  that  appellant  was  engaged  with  a  force  of  wc 
men  under  a  foreman  of  the  telephone  company,  in  passin 
guy  wire  or  stay  wire  from  the  top  of  (me  of  the  telephone  p< 
to  a  stay  pole  across  the  street  on  the  opposite  side ;  that  i 
guy  wire  was  necessary  to  hold  the  pole  in  an  erect  poeitiMi 
the  telephone  company  had  other  wires  leading  from  the  i 
in  the  opposite  direction  up  an  alley ;  tlmt  it  was  tJie  duty  of 
pellant  to  fasten  his  end  of  the  wire  to  the  top  of  the  pole,  i 
the  duty  of  the  other  workmen  to  fasten  their  end  to  the  | 
pole  on  the  opposite  side;  that  appellant  sncoeeded  in  gett 
the  wire — ^which  oonsisted  of  three  strands — in  proper  poeiti 
and  had  about  completed  his  job,  wbeo  he  suddenly  receive 
shock  and  injuries  oomplained  of. 

The  testimony  ia  not  clear  as  to  the  predse  manner  in  -vb 
this  accident  occurred,  but  it  is  the  aomtention  of  appellan 
and  we  think  the  proof  conduces  to  support  his  contenti(» 
that  the  guy  line  came  into  contact  momentarily  with  the  outs 
line  of  the  defendant  company,  which  at  that  time  was  char; 
with  over  2,000  volts  of  electricity.  There  is  jwoof  in  the  reo 
which  tends  to  show  that  there  is  do  audi  thing  as  perfect  insi 
tion  of  a  wire  of  the  size  chaiged  with  this  amount  of  electric 
but  the  evidence  also  conduces  to  sluvw  that  the  insulation  a 
by  appellee  at  the  point  of  the  accident  was  not  the  beet  emplo; 
by  it,  as  its  own  witneesee  testified  that  it  usee  a  rubber  insi 
tion  around  awnings,  windows  and  places  where  its  wires 
likely  to  come  in  contact  with  boidb  object,  which  is  much  sa 
tfaan  the  insulation  employed  at  the  pmnt  where  the  aodd 
occurred ;  and  it  also  tends  to  show  that  where  a  larger  win 
used  a  much  less  voltage  is  sufficient  to  perform  the  samo  wo 
and  is  theiefore  much  safer. 
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Appellant  at  the  time  be  -was  struck  was  in  a  place  where  his 
bosmesB  required  him  to  be,  and  where  he  had  a  right  to  be,  and 
it  was  the  duty  of  the  electiio  light  company  to  know  that  lia€- 
men  of  the  telephone  company  would  have  to  oome  into  close 
proximity  to  its  wires  in  attending  to  their  duties,  and  it  was 
its  duty  to  use  eveiy  protection  which  was  accessible  to  insulate 
its  wires  at  that  point,  and  at  all  points  where  people  have  a 
right  to  go  for  buainees  or  pleasure,  and  to  use  the  utmost  care 
to  keep  them  bo,  and  for  personal  injuries  resulting  from  its 
failure  in  that  r^^ard  it  is  liable  in  damages.  Mr.  Thompson, 
in  his  work  on  electricity  (sec  65),  sajB:  "It  may  be  doubted 
Tfhether  persona  or  corporations  employing  for  their  own  pri- 
vate advantages  so  dangerous  an  agency  as  electricity  ought  not 
to  be  regarded  as  quasi  insurera,  aa  towards  third  persons, 
against  any  injurious  consequences  which  may  flow  from  it. 
It  may  be  doubted  whether  one  who  ooUects,  or  rather  creates, 
80  dangerous  an  agency,  ought  not  to  be  held  to  the  obligation 
of  restraining  it — that  is,  of  insulating  it, — at  his  peril."  And 
in  the  recent  case  of  McLaughlin  v.  Louisville  Blec.  Light  Co., 
6  Am.  Elect!  Cas.  255,37  S.  W.  856,  this  court  says:  "It  seems 
dear  to  us  that  appellee  should  have  been  required  to  have  had 
perfect  protection  on  its  wires  ai,  the  point  and  place  where  ap- 
pellant was  injured.  The  fact  that  it  was  very  expensive  or 
inconvenient  is  no  excuse  for  such  failure.  'Very  great  care' 
might  be  sufficient  as  to  the  wires  at  points  remote  from  public 
passways,  buildings  or  places  where  persons  need  not  go  for 
work  or  business ;  but  the  rule  should  be  difEerwit  aa  to  points 
where  people  have  a  right  to  go  for  work,  business  or  pleasure. 
At  the  latter  points  or  places  the  insulation  or  protection  should 
be  made  perfect,  and  the  utmost  care  used  to  keep  it  so."  And 
this  doctrine  has  been  laid  down  in  a  number  of  well  considered 
opinions  cited  in  the  opinion  supra.  Eleotncdty  is  the  most 
powerful  and  dangerous  element  known  to  science.  It  cannot 
be  seen,  and  it  is  as  silent  as  it  is  deadly,  and  it  follows  that 
thoee  who  manufacture  and  use  it  for  private  advantage  must 
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do  BO  at  dieir  periL  The  only  way  to  preveat  accident 
a  deadly  curreot  u  used  is  to  have  perfect  proteotioa  : 
pointa  -wbere  people  are  liable  to  came  in  contact  with  i 
the  jury  in  this  case  shovUd  have  been  instnictod  that  1 
the  da^  of  the  defemdant.  To  have  told  theon  "that  it 
duty  of  defendant  to  observe  the  hi^eet  degree  of  o 
skill  nsnally  exercised  by  prudent  pra-sona  engaged  in  1] 
or  «irailar  bnsinees,  to  keep  its  wires  so  insulated  as  to  be 
ably  safe  and  free  f n«n  danger  to  persons  who  mi^t  oa 
contact  with  them,"  was  not  sufficient.  The  law  reqi 
those  points  irtiere  such  contact  is  likely  to  take  place, 
protecticm  from  this  unseen  and  terrible  power.  For  the 
indicated,  the  judgment  ia  reretBed,  and  the  cause  remai 
proceedings  consistent  with  this  opinion. 

NoiT. — See  Mr.  EeMbej'B  notM  to  Alto*  Ry.  A  fUum.  Co.  v 
uid  Andfnon  V.  Jertey  City  BUct.  L.  Co.,  pott;  alio,  note  2  ftt  em 


Nbwasx  Ei^otbio  Light  &  Poweb  Goupaut  t.  Tec 

RlTDDT. 

Vew  JOTMy  BupreiM  Court,  A'oo.  7,  1808. 

(OS  N.  J.  L.  605.) 

IiTjuar  BT  Eucnao  shock — Bes  ipsa  loqcttub, 

[Head-note  hy  the  Court)  : 
Proof  thftt  an  electric  light  wire,  oontrollad  hf  a  priT&t«  eorpor«< 

normally  in«pended  upon  polet  along  a  public  itroet,  waa  tiailin 

on  tlie  lidewalk,  affords  a  pmumpUon  of  negligence  in  a  anil 

aueh  corporation  by  a  person  Injured  UiTough  electric  ahodt  bj 

with  BUch  wire.    "Bet  ipto  loquitur." 
Cases  of  this  aeries  cited  in  opinion:    Bayntt  v.  RahigA  Got.  Oo^ 

284;  TrmtoH  Patt.  Ry.  Co.  v.  Peitnftl,  y>A.  7,  p.  444;  Clarka  r 

El9c.  R.  Co.,  vol.  6,  p.  234, 
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Appeal  hj  defendant  below,  from  judgment  of  Circuit  Court, 
Essex  County. 

Richard  V.  lAndabvry,  for  plaintiff  in  error. 

Samuel  Kalisch,  for  defendant  in  error. 

CoLi,iKB,  J. :  The  plaintiff,  a  child  of  eight  years,  picked  up 
from  the  sidewalk  of  a  public  street  the  end  of  a  broken  wire  that 
trailed  from  one  of  the  poles  on  which  it  should  have  hung  sus- 
pended, and  sustained  severe  injury  through  electric  shock. 
Ilie  wire  was  an  electric  light  wire,  under  the  control  of  the  de- 
fendant. This  writ  of  error  remoTes  a  judgment,  on  verdict, 
in  favor  of  the  plaintiff  in,  a  suit  brou^it  to  recover  damages 
because  of  alleged  negligence,  in  the  premises,  of  the  defendant. 
No  explanatory  or  exculpatory  evidence  was  offered  in  defesise. 

(After  stating  the  facts:)  The  counsel  for  the  plaintiff  in 
error  very  properly  limited  his  argumeot  to  the  qnestion  of 
whether  or  not  the  facts  proved  warranted  the  salnuission  of  the 
case  to  the  jury  on  the  point  erf  defendant's  negligenca  That 
question,  now  presented  by  exceptions  to  the  refusal  of  the  court 
to  nonsuit  the  plaintiff  or  to  direct  a  verdict  in  favor  of  the  de- 
defendant  was,  by  law,  permitted  to  suspend  along  a  public 
street  a  wire  so  charged  with  electricity  aa  to  be  dangerous  to 
the  puUic  if  it  should  break  and  fall  upon  the  street.  This 
privilege  entailed  upon  it  a  very  high  degree  of  care  to  main- 
tain the  wire  intact  It  waa  permissible  to  presume  a  lack  of 
ezerciae  of  sudi  care  when  the  proof  showied  the  wire  broken  and 
trailing  on  the  sidewalk  under  oonditiona  that  rendered  pos- 
sible serious  injury  to  persons  lawfully  there.  Unexplained, 
the  preeeoce  on  the  highway  of  the  diarged  and  brokem,  wirei, 
and  the  fact  of  injury  received  therefrom,  justified  an  inference 
of  oegligeDoe  in  the  defendant  in  whose  control  and  managemaot 
it  was.  Such  an  inference  has  been  judicially  permitted  even 
when  the  wire  that  broke  received  the  electricity  from  a  wire  on 
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wbich  it  felL  Haynes  v.  Raleigh  Gas.  Co.,  5  Am.  EleciL  Cas. 
264,  114  N.  C.  203.  It  appeared,  indeed,  that  the  wire  was 
oDvered  with  an  insulating  substance,  of  which  but  a  small  po^ 
tion  at  the  broken  eoid  was  gone,  anxi,  if  the  plaintiff  had  not 
chanced  to  touch  this  smaU.  exposed  portion  of  the  wire,  he 
would  have  received  no  shock.  Still,  as  it  is  plainly  possible  that 
any  break  of  such  a  wire  may  remove  the  insulation  sufficiently 
to  lead  to  such  a  result^  tke  defendant)  if  diargeable  at  all,  mnst 
accept  that  consequenca  It  happened  that  the  plaintiff  was 
able  to  produce  no  witness  who  had  noticed  that  the  wire  was 
down  except  within  five  or  ten  minutes  before  the  plaintiff  took 
it  up,  and  it  was  argued  that  so  short  a  space  of  time  forbade 
any  presumption  of  negligence  in  not  removing  it  lliis  argu- 
ment is  beside  the  point  The  plaintiff  was  not  bound  to  prove 
when  the  wire  came  down.  Its  presence  at  the  time  and  place  of 
injury  sufficed.  Had  it  appeared  affirmatively  that  the  wire  had 
but  just  fallen,  the  presumption  of  negligence  would  have  been 
simply  narrowed  to  the  breaking  of  the  wire.  Only  in  CBJse  it 
had  appeared  that  the  breaking  was  without  negligence  would 
the  question  of  reasonably  prompt  removal  have  arisen. 

We  may  aasimie  that  such  a  wire,  of  proper  size  and  quality, 
skillfully  set  up  and  inspected  with  sufficient  care  and  fre- 
quency, will  not  spontaneously  break,  and,  on  the  other  hand, 
that  undue  strain  or  improper  use  may  weaken  such  a  wire,  and 
cause  its  f  ractura  There  remains  the  possibility  of  disruption 
caused  by  the  elements  or  outside  interference.  Here  lay  the 
stress  of  the  defendant's  argument  It  was  contended  that  the 
plaintiff  was  bound  to  eliminate  every  such  cause  by  disproving 
its  existence;  but  to  this  argument  I  cannot  yield  assent  It  is 
impracticable  to  frame  a  rule  of  general  application  on  a  sub- 
ject so  concrete  as  that  involved  in  a  jury's  right  to  say  that  a 
particular  occurrence  speaks  in  itself  of  negligencei  It  was  well 
said  by  Mr.  Justice  Gabsisok  in  Bohr  v.  Lombard,  Ayres  &  Co,, 
24  Vroom,  233,  that  "the  question  of  proof  which  a  plaintiff 
must  give  in  order  to  draw  from  the  defendant  explanatory  evi- 
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deooe  muBt  with  certain  limits  be  dependent  upon  the  cdrcaun- 
stancee  of  eadi  case."  One  text  writer  sententiously  suuib  up 
the  matter  thus:  "If  the  accident  is  connected  with  the  defend- 
ant, the  question  whether  the  phrase,  'res  ipsa  loquitur,'  applies, 
or  not,  becomes  a  simple  question  of  common  seiifle."  Smith, 
N^.  p.  218.  The  following  stateooent  is  fairly  satisf actoiy : 
"Where  it  is  shown  that  the  aocident  is  such  that  its  real  cause 
maj  be  the  negligence  of  the  defendant,  and  that,  whether  it  is 
so  or  not,  it  is  within  the  knowledge  of  the  defendant,  and  not 
within  the  knowledge  of  tiie  plaintiff,  the  plaintiff  may  give  the 
required  evidence  of  negUgenoe^  without  himself  e^laiuing  the 
real  cause  of  the  aocident,  by  proving  the  circumstances,  and 
thus  raising  a  presumption  that,  if  the  decfendant  does  not  choose 
lo  ^ve  the  explanation,  the  real  cause  was  negligence  on  the  part 
of  the  defendants."  Csahneul,  B.,  in  Bridges  v. North  London 
RaUway  Co.,  L.  E.  6  Q.  B.  377,  391.  The  weakness  of  this 
statement  is  inherent  in  all  attempts  to  formulate  the  rule. 
llie  careumLStances  to  be  proved  are,  as  they  muat  be,  left  in- 
definite. A  plaintiff  must,  oif  course,  present  all  evidence  reas- 
onably within  his  power.  The  case  of  Bdh/r  v.  Lorn- 
bardj  Ayres  &  Co.,  vbi,  supra,  is  authority  that,  "when 
the  plaintiff's  esse  shows  that  he  has  not  produced  ma- 
terial evidenoe  clearly  within  his  reach,  the  mere  proof  by  him 
of  the  oocurrence  of  an  accident  by  which  he  was  injured  does 
not  raise  a  preeuniption  of  negligence  which  the  defendant  can 
be  called  upon  to  rebut."  This  is  both  reasonable  and  just; 
bat  to  exact  from  a  plaintiff  such  n^ative  proof  as  will  exclude 
all  possible  theories  of  accident  consistent  with  defendant's  care 
would  be  unreasonable,   and  would  not  accord  with  common 


Xn  the  brief  of  connael,  it  is  complained  as  follows :  "No  at- 
tempt was  made  to  show  that  there  had  been  no  storm  or  other 
nolenoe  to  account  for  the  falling  of  the  wire.  From  anything 
that  appeared,  a  tree,  a  wall,  a  pole^  a  trolleiy  wira^  or  scone 
>thfir  object  may  have  fallen  upon  it  and  brokan  it.      The  loeal 
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cireuinstaiices  were  as  much,  at  leasts  within  the  knowledge  of 
the  plaintiff  as  of  the  defendant.    The  accident  happened  at  die 
door  of  the  plaintiff,  and  he  must  have  known  and  have  been 
able  to  show  whether  or  not  there  was  any  external  cause  for 
the  breaking  of  the  wire.     He  could  at  least  have  shown  that 
it  parted  without  any  apparent  reason  other  than  its  own  weak- 
ness.   This  complaint  assumes  a  duty  in  the  plaintiff  to  prove 
what  were  not  the  circumstances  of  the  case>,  instead  of  what 
they  were,  and  puts  on  him  a  burden  properly  belonging  to  the 
defensa    In  Sherndan  v.  Foley,  29  Vroom,  280,  this  court  ad- 
judged that  a  nonsuit  was  wrong,  although  the  only  proof  for 
plaintiff  was  that  a  brick  fell  from  among  defendant's  work- 
men, bricklayers  and  hodcarriers,  engaged  in  oonstruGtisg  a 
wall  at  a  considerable  height     By  the  argument  now  pressed 
upon  us,  the  nonsuit  should  have  been  upheld,  because  the  plain- 
tiff failed  to  disprove  a  hurricane  or  seismic  distuxbanc&    In 
Trenton  Pass.  Railway  Co.  v.  Bennett,  7  Am.  EleotL  Cas.  444, 
31  Vroom,  219,  the  only  proof  of  negligence  was  the  fact  that 
a  horse  was  shocked  by  electricity  when  he  stepped  upon  the 
track  of  defendant's  street  railway.    The  Court  of  Errors  and 
Appeals  sustained  the  submission  of  the  case  to  the  jury.    In 
am  almost  exactly  similar  case  kn  appellate  division  of  the  New 
York  Supreme  Court  reached  like  result     Clarke  v.  Nassau 
EleHric  Railroad  Co.,  6  Am.  Electl.  Cas.  284,  9  App.  Div.  (N. 
Y.)  51.    In  that  case;,  as  here,  the  defendant  argued  that>  to 
sustain  an  inference  of  negligence,  all  other  hypotheses  must 
be  excluded  by  the  plaintiff's  proof.    It  was  suggested  that  the 
defendant's  road  ndgh.t  have  been  in  perfect  order,  and  that 
the  accident  might  have  been  occasioned  by  the  carelessness  of 
third  persons  engaged  in  stringing  telegraph  or  telephone  or 
electric  light  wires.     Baktlett,  J.,  thus  met  the  aigument: 
^'The  rule  is  one  that  relates  merely  to  negligence  prima  facie, 
and  it  is  available  without  exduding  all  other  possibilities. 
.    .    .    The  doctrine  of  res  ipsa  loquitur  simply  calls  upon  tiie 
defendant,  after  proof  of  the  accident,  to  give  sxnch  evidence  as 
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will  exonerate  him,  if  any  there  be,  and  relieves  the  plaintiff 
from  tlie  burden  of  proving  the  nonexistence,  of  an  adequate 
explan&tion  or  excuse." 

In  the  case  before  ua,  how  ooold  the  plaintiff  have  shown 
that  the  wire  "parted  without  any  apparent  reason  other  than 
its  own  weakness !"  He  had  no  control  over,  or  power  or  oppor- 
tunity to  examine  and  test  it.  Proof  that  the  fracture  must 
have  oomiO  from  external  violence  was  peculiarly  within  the 
prowince  of  defendant.  It  could  have  proved  how  and  when  the 
wire  was  put  up;  to  what  usage  it  had  been  subjected;  how 
often,  how  carefully,  and  how  recently  it  had  been  inspected, 
and  what  its  appearance  after  disruption  indicated.  In  short, 
the  defendant  could  have  exonerated  itself  from  the  prima  facie 
case  made  against  it  if  exoneration  had  been  possible.  The 
plaintiff  was  not  called  on  to  conjecture  and  disprove  poesibili- 
tiee  of  ex<Hieration.    The  ju<lgment  will  be  affirmed. 


NoiK— 8m  llr.  KBubej"*  note,  ante,  p.  446;  also  note  2  at  etid  of  Part 


Thb  Nbwabx  Elxotbio  Light  &  Powbb  Company  v.  Sarah 
McQn-vEKTj  Administratrix,  &c. 

Sme  Jene]/  Buprmte  Court,  Nov,  7,  1808. 

(62  N.  J.  L.  4fil.) 

IifjUBT  BT  SHOCK — Nbquoekcb  and  contribdtobz  nuLiaKMOK. 

(HMd-nota  bj  the  Court) : 
A  e«npan7  authorised  to  place  viru  in  public  highwajn,  which  wire*  it 
DM*  in  ita  bauneM  to  transmit  an  electric  current  which  is  dangerous, 
muet  exercise  a  high  degree  of  care  to  prevent  injury  to  anj  person 
using  the  highwaTs  for  passi^i  but  to  one  who,  with  others,  breaks 
down  such  wires,  and  so  exposes  tbem,  uninsulated  and  dangerous,  it 
owes  no  dnty  except  to  refrain  from  willful  acts  to  his  injury,  and  it 
will  not  be  responsible  for  an  iojurj  received  by  him  while  handling  the 
wtreB  so  broken,  because  ft  maintained  or  renewed  the  current  passing 

VOL.  VII — 34. 
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Appeal  by  defendant  below  from  judgment  of  dicait  Cooit^ 
Essex  ooiintj. 


Richard  V.  Lindahury  and  Depue  dk  Parker,  ior  plaintiff  in 
error. 

Samuel  Kalisch,  for  defendant  in  error. 

Maqie,  C.  J. :  This  action  was  brought  in  tiie  Essex  Circuit 
by  Sarah  McGilvery,  the  defendant  in  error,  and  the  widow  and 
administratrix  of  John  McGilvery,  deoeased,  to  reoover  damages 
from  the  !N'ewark  Electric  Li^it  &  Power  Company,  the  plain- 
tiff in  error,  for  causing  the  death  of  her  intestate  on  July  22, 
1895,  by  negligenoe.  To  a  dedaration  charging  negligences 
the  company  pleaded  the  general  issue,  asid  a  verdict  was  ren- 
dered in  favor  of  the  administratrix,  and  this  writ  of  error  was 
brought  upon  the  judgment  entered  on  that  verdict. 

The  sole  question  presented  by  the  assignments  of  error  is 
whether  there  was  evidence  proper  to  be  submitted  to  the  jury 
upon  the  issue  in  the  cause.  If  so,  it  was  not  erroneous  to  re- 
fuse to  nonsuit^  or  to  direct  a  verdict  for  the  company,  upon 
whidi  refusals  exceptions  were  sealed. 

L)  deciding  this  question^  we  must  attribute  to  the  evidence 
such  credibility  and  force  s&  a  jury  might.  An  examination  of 
the  evideoDoe  shows  that  the  jury  might  find  established  the  fol- 
lowing facts,  viz. :  That  deceased  on  the  day  of  his  death  was  a 
linaman  in  the  employ  of  the  Consolidated  Traction  Company, 
and  engaged,  with  other  of  its  employes,  composing  a  gang  in 
charge  of  a  foreman,  in  taking  down  a  ^^feed  wire''  belonging 
to  that  company  from  poles  in  a  public  street  in  Newark ;  diat 
in  taking  down  the  feed  wire  it  fell  upon  and  broke  a  wire  of  the 
Electric  Light  &  Power  Company,  which  was  strung  upon  the 
same  poles,  and  was  used  to  furnish  a  current  for  electric  lights, 
etc ;  that  the  ends  of  the  broken  wire  lost  some  part  of  their  in- 
sulating cover,  and  fell  to  the  ground ;  that  the  end  of  it  which 
was  nearest  the  power  house  of  the  company  was  tested,  and 
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found  to  be  dead,  and  was  handled  where  the  insulation  was  off 
with  impiLoitj;  that  deceased,  at  the  direction  of  his  foreman, 
inunediately  aftfirwarda  took  hold  of  that  end  of  the  wire  with 
bis  bare  hands,  and  received  a  shock  from  ba  electric  current 
which  caused  his  death  within  a  few  minutes.  These  facts  could 
be  found  upon  direct  evidence.  From  the  circumstances  proved, 
the  jury  might  further  infer  and  find  that  the  breaking  and  ex- 
posure of  the  wire,  and  its  contact  with  the  ground,  occasioned 
the  melting  of  a  "fuse"  in  the  power  house  of  the  company, 
whereby  the  current  was  cut  o£E  from  the  wire,  and  it  waa  left 
"dead;"  and  that  the  current  was  thereafter  turned  on  that 
wire  by  the  insertion  of  another  fuse  by  some  employe  of  the 
oom.pany,  and  thereby  the  wire  became  dangerous  to  any  one 
who,  standing  upon  the  ground,  should  touch  it  where  it  had 
become  uninsulated  and  exposed.  It  was  admitted  on  the  trial 
that  the  electric  company  had  authority  to  stretch  wires  upon 
polee  in  the  public  street  in  question,  and  to  use  them  for  con- 
veying tixe  electric  current  for  light,  etc.  It  did  not  appear 
to  whom  the  polee  belonged,  or  what  rights  thereon  the  electric 
company  and  the  traction  company  had  acquired. 

It  is  contended  for  plaintiff  in  error  that  upon  these  faots, 
which  present  the  case  most  favorably  for  the  admiDistratrix, 
the  verdict  in  hear  favor  could  not  have  been  rendered,  either 
because  they  show  that  deceased  contributed  to  his  death  by  his 
own  negligenoe,  (h-  because  they  fail  to  show  any  negligence  on 
the  part  of  the  company  whidi  chained  it  with  liability  to  d&- 
ceaeed  or  to  his  admimstratrix.  The  contention  that,  upon  the 
facts  above  stated,  the  oontributoTy  negligence  of  deceased  so 
clearly  appeared  tliat  the  case  should  have  been  taken  from  the 
jury,  cannot  prevail  It  is  true  that  deceased,  from  his  exper- 
ience and  observation  in  his  employment,  must  be  deemed  to 
have  known  the  danger  of  handling  a  naked  wire  throng  whidt 
the  electric  current  is  running,  and  he  did  seize  and  handle  this 
wiro  without  the  precaution  of  putting  on  India-rubber  gloves. 
But,  if  the  evidence  was  believed,  he  had  just  seen  another  per^ 
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son  seize  and  haiulle  the  same  wire  in  precisely  the  same  mode, 
and  without  any  injury.  It  was  therefore  plainly  a  question 
for  the  jury  to  say  whether  he  might  not  reasonably  infer  that 
the  wire  was  innocuous,  and  whether  his  act  exhibited  a  want  of 
that  reasonable  care  for  his  safety  whidb  was  the  measure  of  his 
duty.  Whether  the  weight  of  evidence  should  have  produced  a 
different  responfie  to  the  question  cannot  be  considered  on  error. 
On  the  facts  which  the  jury  might  find,  th^  could  infer  that 
deceased  was  not  negligent 

The  contention  that,  upon  the  facts,  viewed  in  the  light  most 
favorable  to  the  administratrix,  the  negligence  of  the  company, 
and  its  liability  therefor  to  the  deceased  or  to  his  administratrix, 
was  not  made  out,  presents  a  much  more  difficult  question.  Since 
liability  in  such  a  case  arises  only  from  negligence,  and  negli- 
gence in  this  respect  can  only  be  predicated  upon  the  doing  of 
some  act  by  the  company  which  its  duty  to  deceased  required  it 
not  to  do,  or  in  refraining  from  doing  some  act  which  the  like 
duty  required  it  to  do,  it  is  obvious  that  a  proper  solution  of  this 
question  requires  a  preliminary  detennination  as  to  what  duly, 
under  the  circumstances,  the  company  owed  the  deceased. 

Two  observations  may  serve,  I  think,  to  give  a  clearer  view  of 
the  real  question  thus  presented.  In  the  first  place,  it  is  plain 
that  the  company  was  in  no  possible  sense  responsible  to  deceased 
for  the  fall  of  the  wire.  Such  companies,  using  in  business 
wires  to  carry  a  subtle  and  invisible  power  highly  dangerous  to 
life,  must,  although  authorized  to  stretch  such  wires  along  poles 
in  public  highways,  exercise  a  very  high  degree  of  care  for  the 
safety  of  those  who  may  be  thereby  exposed  to  danger.  In  that 
regard  they  owe  a  duty  to  every  on©  using  the  street  in  the  ordi- 
nary mode,  and  if  from  insufficient  support,  or  from  causes 
which  a  high  degree  of  precaution  would  have  prevented,  the 
wires  fall  in  the  street,  and  do  injury,  they  are  doubtlees  respon- 
sible. But  in  this  case  the  wire  fell,  not  because  of  any  act  or 
omission  of  the  company,  but  because  deceased  and  those  asso- 
ciated with  him  broke  it  down.    Whether  the  breaking  was  inr 
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tentioDially  done,  or  was  produced  by  negligenoe  or  mere  acci- 
dent, the  company  is  in  no  way  responsible  to  those  who  broke 
it  for  any  injury  to  any  of  them,  at  least  for  any  injury  which 
was  the  direct  result  of  the  breaking.  In.  the  next  place,  the 
death  of  deceased  was  not  the  direct  result  of  the  fall  of  the 
wire.  If  the  exposed  end  of  the  wire  had  fallen  upon  deceased 
while  it  was  still  charged  with  a  dangerous  current,  and  by  such 
fall  the  current  was  passed  through  his  body  to  his  injury,  it 
would  be  impossible  to  find  any  negligence  chargeable  to  the 
company.  A  like  result  would  follow  if  the  wire^  after  the  fall, 
continued  to  be  charged  with  the  current,  and,  upon  his  picking 
it  up,  the  current  was  passed  through  his  body  to  his  injury,  at 
least  until  the  company  had  some  notice  of  the  condition  of  the 
wire.  In  each  case  the  injury  would  be  attributable,  not  to  the 
company,  but  to  those  who,  by  breaking  the  wire,  had  made  it 
a  cause  of  injury.  But  in  the  case  before  us  the  jury  might 
find,  as  we  have  seen,  that,  after  the  fall  of  the  wire,  it  became 
inert  and  innocuous,  and.  could  be  and  was  handled  with  im- 
punity. If  that  be  so,  the  death  was  the  result  of  the  taming  on 
of  the  current  again  by  the  insertion  of  the  new  fuse,  and  the 
exposure  of  the  wire  occasioned  by  the  fall  was  the  only  means 
by  which  the  injury  was  inflicted. 

The  real  €[ue8tion,  therefore,  is  what  duty  devolved  on  the 
company,  under  the  circumstances,  with  respect  to  the  insertion 
of  a  new  fuse,  and  thereby  renewing  the  current  through  this 
wire  ?  The  evidence  does  not  make  dear  that  the  melting  of  the 
fuse  gave  notice  to  the  company  that  the  wire  was  broken  and 
grounded ;  for  the  expert  evidence  is  that  such  melting  might  be 
caused  by  a  short  circuit  resulting  from  a  crossing  of  the  wires 
as  well  as  by  the  grounding  of  a  wire.  Such  melting,  therefor^ 
only  gave  notice  that  one  or  the  other  cause  had  operated. 

To  persons  unconnected  with  the  breaking  of  the  wire,  and 
using  the  street  in  the  ordinary  mode,  I  have  no  doubt  the  com- 
pany owed  a  duty  to  refrain  from  sending  a  current  through 
the  wire  until  it  was  ascertained  that  it  was  safe  to  do  sa    But, 
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in  mj  judgment,  one  who  Lad  participated  in  breaking  down  the 
wire  cannot  charge  the  company  with  that  duty  until  he  haa 
given  it  notice  of  the  broken  wire  and  its  being  grounded.    If 
it  could  be  claimed  that,  in  the  absence  of  proof  that  this  currenit 
was  carried  on  wires  which  might  cross,  the  jury  might  find 
that  the  melting  of  the  fuse  gave  notice  that  one  of  the  wires  was 
broken  and  grounded,  a  like  distinction  in  the  duty  devolving 
on  the  company  exists.     As  to  persons  unconnected  with  the 
breaking  of  the  wire,  and  traversing  the  street  in  the  ordinaiy 
way,  its  duty  would  be  to  refrain  from  turning  on  a  corrent 
until  it  had  been  ascertained  it  was  safe  to  do  sa    But  to  one 
who,  like  deceased,  had  participated  in  breaking  down  and  ex- 
posing the  daogerous  wire,  and  who  thereafter  intermeddled 
with  it,  the  company  owed  no  duty  except  to  refrain  from  wiU- 
ful  acts  to  their  injury.    The  subsequent  handling  of  the  wire, 
which  was  exposed  by  the  breaking  and  fall,  was  a  mere  contin- 
uation of  the  act  which  had  broken  the  wire  and  caused  it  to  fall. 
With  respect  to  that  wire,  the  gang  of  which  deceased  was  one 
were  either  trespassers,  or,  at  the  most,  licensees,  and  the  meas^ 
ure  of  duty  to  such  is  that  above  stated.    Phillips  v.  Library  Co,. 
26  Vroom,  307.    The  result  is  that  the  evidence  did  mot  justify 
the  submission  to  the  juiy  of  the  question  of  the  company's 
liability,  because  it  did  not  show  that  the  company  was  guilty 
of  breach  of  a  duty  which  it  owed  to  the  deceased.    There  should 
therefore  have  been  a  verdict  directed  for  the  company,  and  for 
the  refusal  to  direct  such  verdict  the  judgment  must  be  reversed. 


Note. — ^This  was  affirmed  aa  MoCMvery  v.  Newark  Bleo,  L.  d  Power  Co., 
63  N.  J.  L.  591. 


KoTE. — See  note  on  Anderwn  9.  Jersey  City  EUe.  Light  Oo. — ^E.  Q.  EL 


NEW  YORK,  1898.  635 

O'Flaherty  y.  Railroad  Co. 


BoBB  T.  CyFLAHSBTY,  Respondent^  v.  Kassau  Elbotbio  TUtl- 

soAD  Company^  AppeUaiiit. 

N9W  York  Supreme  Oowrt^  Appellate  Divieion,  Second  Department,  Vovem- 

her,  1898. 

(34  App.  Diy.  74.) 

IirjrcniT  to  tbateleb  bt  shoos— Bb8  ipsa  loqtjxtub. 

Plaintiff,  walking  in  the  street^  was  twice  thrown  down,  at  about  the  time 
and  place  where  defendant's  trolley  wire,  broken,  fell.  Held,  a  question 
for  the  jurj  whether  her  fall  was  occasioned  by  shock  from  the  wire. 

The  fact  that  a  trolley  wire  breaks  and  falls  into  the  street  raises  a  pre- 
sumption of  negligence  which,  in  an  action  based  on  injuries  caused 
thereby,  the  company  is  bound  to  overcome. 

Testimony  that  the  company  in  the  construction  of  its  trolley  wire,  and 
the  supports  for  the  same,  used  the  best  material  in  the  market  and 
that  in  common  use;  and  examined  them  once  in  every  four  days;  and 
examined  the  wire  which  broke  and  its  supports  the  day  before  the 
accident,  held,  not  necessarily  to  overcome  this  presumption,  first,  be- 
cause it  came  from  interested  witnesses,  employes  of  the  company, 
charged  with  the  duty  of  inspection,  whom  the  jury  were  not  bound  to 
believe;  and  second,  because  there  was  evidence  to  warrant  the  flTMJiwg 
that  a  device  employed  by  the  company,  called  a  "breaker  system,"  de- 
signed to  throw  the  current  off  the  wire  the  moment  it  came  in  contact 
with  the  ground  was  either  not  properly  adjusted,  or  was  not  in  proper 
working  order. 

Case  of  this  series  cited  in  opinion:  Jonee  v.  Union  Raihoay  Co.,  vol.  7,  p. 
447. 

Appeal  by  defendant  from  judgment  of  Supreme  Court, 
Kings  County,  entered  on  a  verdict  of  $7,000  for  plaintiff,  and 
from  an  order  denying  motion  for  new  trial  made  upon  the 
minutes. 

Clarence  J.  Sheam  {Herury  Yange  with  him  on  the  brief), 
for  the  appellant. 

Thomas  E.  Pea/rsaXl,  tot  the  respondent. 
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Hatgh^  J.:  Although  the  reoord  in  this  case  is  somewhat 
volumisous,  in  its  dispositioa  buit  little  discussion  is  required. 
It  is  undisputed  that  the  defendant's  trolley  vAre  broke,  and 
one  end  of  the  broken  piece  fell  to  the  ground.  The  plaintiff, 
at  the  time  when  the  wire  broke,  was  passing  along  the  street, 
as  was  lawfully  her  right;  and  at  about  the  time  the  wire  fell 
she  was  in  its  immediate  vioinitj.  The  evidence  satisfactorily 
discloses  that  she  received  a  shock  of  electricity  sufficiently  vio- 
lent to  throw  her  to  the  ground,  and  that  upon  regaining  her 
feet  she  was  again  shocked  and  was  again  thrown  down.  While 
much  argument  by  the  appellant  is  devoted  to  showing  that  the 
plaintiff  was  not  in  the  vicinity  where  the  wire  grounded,  yet 
plaintiff's  testimony  was  that  something  struck  her  upon  the 
back;  that  she  received  a  shxx^  and  the  testimony  of  an  eye- 
witness was  that  the  wire  was  near  her  when  it  felL  That  she 
was  thrown  down  twice  is  not  disputed,  and  it  was  for  the  jury 
to  say  whether  her  fall  was  ooeasioned  by  el'x^trical  shock.  Meas- 
ujements  and  statements  of  witnesses  as  to  particular  places 
where  the  wire  struck  or  remained  upon  the  ground  are  not  con- 
clusive. It  is  not  entirely  dear  from  the  testimony  whether  she 
received  the  shock  by  coming  in  contact  with  the  wire,  or  whether 
ske  occupied  such  a  position  as  caused  her  body  to  form  a  circuit 
through  which  the  electricity,  flowing  from  the  broken  wire,  or 
some  part  of  it,  passed.  Either  conclusion^  we  think,  is  permis- 
sible from  the  testimony. 

The  injuries  which  the  plaintiff  thus  received  were  serious 
and,  as  the  evidence  tended  to  establish,  permanent  in  character. 
While  it  is  true  that  injuries  arising  from  fright  alone  do  not 
authorize  a  recovery,  yet  where  there  is  physical  injury  accom- 
panying fright^  it  furnishes  basis  for  a  recovery  of  damage. 
Here  the  jury  were  authorized  to  find  the  existence  of  electrical 
shock  and  fright  produced  by  it,  the  whole  causing  plaintiff's 
present  condition.  The  falling  of  the  trolley  wire  into  the 
street  raised  a  presumption  of  negligence  on  the  part  of  the  de- 
fendant, and  in  the  absence  of  contributory  negligence,  as  to 
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which  SO  daim  was  made  that  it  existed,  created  a  liability  for 
the  injuries  thus  sustained,  unless  the  defeaidant  satisfactoiilj 
explaiuied  the  conditions  so  as  to  overcome  the  presumption  of 
Ui^ligence  which  thus  arose.  Jones  v.  Urdon  Railway  Co.,  7 
Am.  Electl.  Gas.  447,  18  App.  Div.  267.  The  defendant  claims 
that  by  its  proof  it  successfully  met  the  presumption,  and  estab- 
lished by  conclusive  evidence  that  it  was  without  fault.  In  this 
regard  it  is  contended  that  its  evidence  established  that  it  used, 
in  the  construction  of  its  trolley  wire,  and  the  supports  for  the 
same,  such  material  as  is  commonly  in  use  for  such  purpose, 
and  the  best  which  the  market  affords ;  and  that  its  method  of 
construction  and  supports  was  in  accordance  with  the  best  plan 
which  practical  use  has  demonstrated  to  be  proper. 

It  is  also  contended  by  the  defendant  that^  in  addition  to 
thus  establishing  the  use  of  proper  material  and  care  in  con- 
struction, it  had  a  system  of  inspection  under  which  its  trolley 
wire  and  the  supports  were  carefully  examined  at  least  once  in 
every  four  days;  and  in  addition  thereto  that  the  wire  which 
broke,  and  the  supports  in  connection  therewith,  were  inspected 
the  day  before  the  wire  broke,  and  found  to  be  in  perfect  order. 

We  think  there  are  two  considerations  appearing  in  the  tes- 
timony, which  answer  this  claim.  The  system  of  inspection 
which  the  defendant  claims  to  have  existed  rests  for  its  support 
upon  the  testimony  of  interested  witnesses,  charged  with  the 
duty  of  discharging  this  obligation.  Under  wiell-settled  rules, 
therefore,  this  testimony  was  that  of  interested  persons,  who 
had,  or  might  have,  a  motive  for  shielding  themselves  from 
blama  Under  such  circumstances  their  credibility  was  in- 
volved, and  became  a  question  to  be  determined  by  the  jury. 
Volkmar  v.  M.  B.  Co.,  134  N.  Y.  418. 

In  addition  to  this,  it  was  disclosed  by  the  testimony  that  the 
defendant  employed  a  device  called  the  breaker  system,  which, 
when  properly  constructed  and  in  proper  working  order,  would 
throw  the  current  off  the  wire  the  moment  it  came  in  contact 
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with  the  ground.  This  device  was  explained  by  Profesaor  Shel- 
don, an  expert  witness  called  by  the  plaintiff,  whose  testimony 
upon  this  subject  is  adopted  by  the  defendant  as  correct.  This 
witness  testified  that  this  breaker  would  have  the  effect  daimed 
for  it  if  it  was  properly  adjusted. 

As  we  have  before  observed,  the  jury  were  authorized  to  find 
that  the  plaintiff  received  her  injuries  by  reason  of  the  passage 
through  her  body  of  the  current  of  electricity  coming  from  the 
ground  after  the  same  had  escaped  thereto  from  the  broken  wira 
Upon  this  subject  Professor  Sheldon  said:  ^^The  trolley  wire 
and  the  system  of  feeders  constitute  a  good  conductor;  the  rail 
and  the  supplementary  conductoiB  for  return  also  constitute  a 
good  conductor;  the  wire  striking  the  ground,  as  betweesii  it 
and  the  rail,  between  its  terminal  and  the  rail,  a  fairly  laige 
resistance,  if  the  human  body,  through  the  shoes,  through  Ihe 
feet,  should  be  interposed  between  those  two  points,  the  rail 
and  the  wire — ^tbe  wire  should  strike  the  ground — the  human 
body  offering  resistance  about  the  same  as  that  of  die  earth 
would  divide  the  currenit  with  the  earth  in  returning  it  to 
the  rail"  The  jury  were,  therefore,  authorized  upon  tiiis 
testimony  to  find  that  the  automatic  device  was  either  not 
properly  adjusted,  or  was  not  in  proper  working  order,  for  had  it 
operated  properly  the  current  would  have  been  immediately 
cut  off,  and  thus  none  passed  through  the  body;  whereas  it 
continued  to  escape  for  a  period  long  enough  to  twice  shock 
the  person.  Under  such  circumstanoes  the  jury  were  per- 
mitted to  find  that  the  condition  of  the  wire  and  its  appli- 
ances were  not  consistent  with  the  testimony  of  the  defendant, 
and  therefrom  conclude  that  the  defendant  was  guilty  of  neg- 
ligence in  not  discharging  its  duty.  Scherer  v.  Holly  Man- 
ufactwring  Co.,  86  Him,  37.  It  follows,  therefore,  that  this 
claim  of  the  defendant  may  not  be  sustained. 

It  follows  that  the  judgment  should  be  aflSrmed,  with  costs. 
Judgment  and  order  unanimously  affirmed,  with  costs. 

Note. — See  Mr.  Keasbey's  note,  ante,  p.  446;  also  note  2  at  end  of  Part 
III. 
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Thb  City  op  Kattsas  City,  Kansas^  v.  G&aoe  File  bt  ai.. 

K(Maa9  Supreme  Court,  Jan.  7,  1899. 
(60  Kan.  167.) 

INJUBT   BT  KLBOTUO   SHOCK — JOINT   LIABILZT7. 

(Head-note  bj  the  Court) 

When  an  electric  light  wire  in  a  city  breaks  and  falls  down  and  remains 
in  the  street  for  three  weeks,  constituting  thereby  a  dangerous  obstruc- 
tion to  travel,  and  causing  injury  to  a  passer-by,  both  the  city  and  the 
electric  light  company  are  presumed  from  the  lapse  of  time  to  have 
knowledge  of  its  condition  and  dangerous  character,  and  both  may  be 
joined  in  an  action  for  damages  for  injuries  resulting  from  their  negli- 
gent omission  to  cause  the  wire  to  be  repaired.  Dosteb,  C.  J.,  dis- 
senting. 

In  an  action  for  damages  against  two  joint  tort  feasors,  the  court  may, 
after  verdict  against  both,  for  good  cause  refuse  a  new  trial  to  one  while 
allowing  it  to  the  other. 

Appeal  by  defendant  fn>m  judgment  of  Court  of  Common 
Pleas,  Wyandotte  county. 

T.  A.  Pollard,  City  Attorney,  and  Oeorge  B.  Watson,  for 
plaintiff  in  error. 

Dail  &  Bird,  for  defendants  in  error. 

DosTBB^  C.  J. :  This  was  an  action  brought  by  Grace  File, 
a  little  girl,  against  the  city  of  Kansas  City,  Kan.,  and  the 
Consolidated  Electric  Light  &  Power  Company,  to  recover  dam- 
ages for  injuries  sustained  on  account  of  the  negligence  of 
the  defendants  in  allowing  one  of  the  conducting  wires  of  the 
light  company  to  break  and  fall  to  the  street^  and  with  which, 
while  remaining  in  the  street  and  when  chaiged  with  an  eleo- 
trio  current,  she  came  in  contact  While  not  pertinent  to  any 
legal  aspect  of  the  case,  it  is  interesting  to  note  that  the  broken 
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ends  of  the  wire  were  about  80  feet  apart^  one  of  them  lying 
upon  the  ground^  thje  other  suspended  in  the  air,  or^  possibly, 
resting  against  one  of  the  supporting  poles.  This  breakage 
in  the  wire,  as  electricians  explain,  and  as  is  oommon  observa- 
tion, destroyed  the  continuity  of  the  circuit  so  far  as  the  usual 
conducting  medium  was  concerned.  However,  the  electric 
current  was  on  at  the  time  of  the  little  girl's  injuries,  and 
therefore  must  have  been  passing  between  the  broken  ends  of 
the  wire  through  the  earth  and  the  supporting  pole  spoken 
of,  cr  through  space  without  any  visible  conducting  medium, — 
a  rare,  if  not  hitherto  unobserved,  phenomenon^  as  experts 
stated.  The  plaintiff  ignorantly  and  innocently  took  hold  of 
the  end  of  the  wire  lying  upon  the  ground,  and  was  severely 
and  permanently  injured  by  the  consequent  shock.  A  verdict 
and  judgment  were  rendered  in  her  favor.  The  defendants 
filed  separate  motions  for  a  new  trial.  That  of  the  electric 
light  company  was  sustained;  that  of  the  city  overruled;  and 
it  therefore  prosecutes  error  to  this  court. 

The  first  claim  of  error,  and  the  one  principally  discussed, 
is  the  misjoinder  of  the  city  and  the  electric  light  company 
as  defendants.  It  is  contended  that  the  obligation  of  these 
two  parties  to  prevent  the  electric  wires  from  becoming  obstruc- 
tions or  agencies  dangerous  to  the  people  of  the  city  proceeds 
from  different  sources ;  that  no  relations  of  contract  or  of  pub- 
lic or  municipal  policy  existed  between  them  making  the  care 
of  the  wires  a  joint  duty;  that  no  obligation  rested  upon  the 
city  to  inspect  the  wires  of  the  electric  light  company,  or  to 
superintend  the  business  of  lighting  the  streets,  so  as  to  charge 
it  jointly  with  the  company  for  damages  resulting  from  the 
latter's  delinquencies.  We  are,  however,  constrained  to  view 
the  rule  of  practice  differently  from  that  taken  by  the  city. 
There  is  no  question  but  that  separate  actions  might  have  been 
maintained  against  the  defendants  and  separate  judgments 
recovered.  Ho\vever,  but  one  satisfaction  could  be  had.  The 
policy  of  the  Code  is  to  settle  the  whole  subject-matter  of  any 
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oontroversy  in  one  actioiL  This  rule  of  policy  is  collectible  out 
of  several  of  the  secdoiis  relating  to  the  joinder  of  parties  and 
of  causes  of  actionL  Whatever  may  have  been  the  rules  of 
practice  at  common  law,  the  Code,  which  in  l^al  as  well  as 
in  equitable  actions  seeks  the  adjustment  of  inter-related  con- 
troversies ini  a  single  suit,  lends  strong  countenance  to  the 
joinder  of  defendants  in  such  cases,  if  the  plaintifi  so  elects; 
but,  aside  from  the  rules  of  the  Code,  and  going  to  the  meta- 
physical question  of  relationship  between  the  two  defendants, 
there  was  a  community  of  action,  or  rather  of  negligent  amis- 
sion, upon  their  part  Each  was  under  obligation  to  see  that 
the  electric  wire  in  question  did  not  fall  down  and  remain 
upon  the  ground, — ^the  city  because  of  the  general  oversight 
of  the  streets  which  the  law  requires  it  to  take,  the  electric 
light  company  because  of  its  obligation  to  prevent  its  prop- 
erty from  becoming  a  dangerous  menace  to  the  public  safety. 
If  it  be  admitted  that  these  obligations  are  different,  or  spring 
from  different  souroes,  they  nevertheless  concur  to  one  end, — 
to  the  end  of  avoiding,  among  other  and  similar  consequences, 
just  such  injuries  as  the  plaintiff  sustained.  The  concurring 
neglect  of  these  respective  obligations  produced  a  single  con- 
sequence, and  munst  therefore  be  viewed  as  joint  and  mutual. 
The  petition  alleges  that  the  wire  in  question  broke  and 
remained  down  for  three  weeks  before  the  accident  occurred. 
This  was  time  enough  to  charge  the  city  as  well  as  the  com- 
pany with  knowledge  of  its  condition,  and  from  which  its 
concurrent  disregard  of  its  duty  is  plainly  to  be  inferred.  In- 
asmuch as  the  duty  in  question  rested  upon  both  city  and  com- 
pany, and  inasmuch  as  each  possessed  knowledge  of  the  oth- 
er's failure  to  discharge  the  obligation,  it  can  fairly  be  said 
that  each  so  concurred  in  the  other's  negligence  as  to  mutu- 
ally and  jointly  with  it  oonduco  to  the  plaintiff's  injury. 

Error  is  claimed  because  of  the  refusal  of  the  court  to  grant 
a  new  trial  to  the  dty,  while  allowing  one  to  the  electric  light 
company.     The  case  against  the  two  defendants  was,  of  course, 
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tried  as  a  single  action.  What  the  reason  was  for  awarding 
a  new  trial  to  one  while  refusing  it  to  the  other,  is  not  sat- 
isfactorily shown  by  the  record.  Counsel  in  argument  say  the 
oourt  thought  that  the  evidence  of  the  electric  light  company's 
ownership  of  the  line  of  wire  upon  which  the  accident  occurred, 
was  not  satisfactorily  established.  If  so,  its  action  was  jus- 
tifiable. Be  that  as  it  may,  no  legal  reason  exists  why  a  new 
trial  might  not  be  granted  to  one  defendant  and  denied  the 
other.  The  plaintiff  oould  have  prosecuted  actions  against 
them  separately  and  recovered  separate  judgments.  Neither 
one  had  the  right  to  insist  upon  the  joinder  of  the  other  with 
it;  and,  in  fact,  as  already  stated,  the  city  objected  to  the 
joinder  of  the  electric  light  company  with  it.  Inasmuch  as 
separate  actions  oould  have  been  maintained  against  each  of 
the  defendants,  neither  one  of  them  had  the  right  to  insist  that 
the  other  be  retained  in  the  case  until  final  trial  and  judgment 
The  plaintiff  in  error,  in  support  of  its  position,  cites  the  cases 
of  Raymond  v.  Keseherg,  88  Wis.  303,  54  N.  W.  612 ;  Ever- 
road  V.  Oabbert,  83  Ind.  489,  and  Albright  v.  McTighe,  49  Fed. 
817.  The  reasoning  of  these  cases,  however,  does  not  commend 
itself  to  ufi.  Many  other  claims  of  error  are  made.  We  have 
carefully  examined  them  all,  but  do  not  find  any  of  them  well 
founded.  The  judgment  of  the  court  below  is  therefore  af- 
firmed. 

DosTER,  C.  J.,  wrote  dissenting  opinion. 


Note. — See  Mr.  Keaebej's  note  to  next  caee. 
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The  New  Yoek  &  New  Jersey  Telephoite  Cokpant  bt  ix. 

V.  GrOBDON  Bennett. 

IfevD  Jer9ey  Oowrt  of  Errora  and  Appeals,  March  0,  1809. 

(62  N.  J.  L.  742.) 
Shock  fbom  lzvb  wibb  in  highway. 

(Head-note  bj  the  Court) : 

The  plaintiff  picked  up  a  wire  that  was  lying  in  a  public  highway,  and 
was  injured  by  an  electric  current.  He  brought  suit  against  the  tele- 
phone company,  whose  wire  it  was,  and  against  the  trolley  company, 
whose  current,  it  was  contended,  did  the  harm.  Held,  that  the  question 
whether  the  linemen  of  the  telephone  company  had  been  reasonaUy 
diligent  in  discovering  the  fallen  wire,  and  in  preventing  probable  injury, 
was  property  left  to  the  jury. 

Whether  the  failure  of  the  trolley  company  to  use  guard  wires  was  Dili- 
gence by  which  the  plaintiff  was  injured,  was  for  the  jury. 

Cases  of  this  series  cited  in  opinion:  Suburban  Eleo.  Co,  v,  Nugent,  vol.  6, 
p.  238;  Trenton  Pose.  Ry.  Co,  v.  Bennett  d  Cooper,  vol.  7,  p.  444. 

Appeal  by  defendants  below  from  judgment  of  Supreme 
Court,  upon  a  verdict 

Flavel  McOee,  ior  plaintiff  in  eorror,  N.  T.  &  N.  J.  Telepk  Co. 

Charles  L.  Corbin,  for  plaintiff  in  error,  Atlantic  Highlands, 
E.  B.  &  L.  B.  Eleotrio  Ry.  Ca 

Edmund  Wilson,  for  defendant  in  error. 

Gabbison^  J. :  The  plaintiff,  a  countryman-,  who  had  driveni 
into  the  town  of  Bed  Bank,  stopped  his  horse  near  a  drinking 
foantain  that  stood  at  the  intersection  of  Front  and  Broad 
streets ;  and  in  order  to  remove  some  wire  that  lay  in  the  street, 
between  his  horse  and  the  fountain^  picked  it  up,  and  received 
through  it  a  powerful  electric  current,  that  inflicted  permanent 
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injuries,  for  which  he  brought  suit  against  the  New  Yoik  & 
New  Jersey  Telephone  Comp«any,  whose  wire  it  was,  and  against 
the  Atlantic  Highlanjds,  Bad  Bank  &  Long  Branch  Electric  Hail- 
way  Company^  whose  current,  it  was  contended,  did  the  harm. 

The  defendants  were  each  maintaining  wires  in  a  public  high- 
way, in  the  exercise  of  franchise,  not  of  an  easement.  Hence 
each  was  bound  to  take  reasonable  care  not  to  injure  other  users 
of  the  streets.  Suburban  Electric  Co.  v.  Nugent^  6  Am.  Electl. 
Gas.  238,  29  Vroom,  658 ;  TrerUon  Pass.  By.  Co.  v.  Bemieti 
and  Cooper,  7  Am.  ElectL  Oaa.  44,  31  Vroom.,  219. 

One  factor  in  the  measure  of  reasonable  care  is  the  probable 
result  of  negligence.  In  the  ude  of  a  powerful  electric  current 
in  the  public  streets,  reasonable  care  is  great  carei 

If  it  was  the  duty  of  the  telephone  company  to  use  reason- 
able care  to  prevent  its  wires,  which  were  comparatively  harm- 
less, from  coming  in  contact  with  naked  wires  that  carried  a 
powerful  electric  current,  and  if  it  was  the  duty  of  the  trolley 
company  using  such  powerful  current  to  protect  its  naked  wires 
from  such  contact  by  the  use  of  a  degree  of  care  reasooiAbly 
proportionate  to  the  probable  results,  neither  of  these  defend- 
ants has  any  just  ground  to  complain  of  the  charge  of  the  trial 
court 

For  by  its  charge  the  court  did  not  permit  the  juiy  to  hold 
either  of  the  defendants  to  so  strict  an  account  in  its  use  of  the 
public  streets.  On  the  contrary,  in  respect  to  eadi  its  liabil- 
ity was  limited  to  a  single  act  of  alleged  negligence,  upooi 
which  there  was  proof  pro  and  con.  Against  the  trolley  com- 
pany the  plaintiff  was  permitted  to  recover  only  in  case  he 
established  that  its  failure  to  use  guard  wires  was  negligence 
by  which  he  was  injured ;  and,  in  regard  to  the  telephone  com- 
pany, the  right  to  a  recovery  was  confined  to  the  single  ques- 
tion of  a  reasonable  diligence  of  its  employes  in  discovering 
the  fallen  wire,  and  in  preventing  the  probable  results.  As 
propositions  of  law,  neither  defendant  can  complain  of  the  sub- 
mission of  these  issues  to  the  jury,  unless  there  was  in  the  case 
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no  testimoDfy  competent  to  the  establishment  of  the  affirmative 
piopoeitionfi  of  fact  involved.  That  there  was  with  respect  to 
the  use  of  the  guard  wires  such  testimony  appears  from  the 
summing  up  of  the  trial  justice,  which  aocuxately  shows  the 
state  of  the  evidence  upon  this  point:  "Experts  in  eleotricily 
and  electric  railways  have  been  called  on  both  sides.  On  the 
part  of  the  plaintiff  it  is  claimed  by  this  esirpert  testimony  that 
the  prudent  management  of  an  electric  railway  requires,  and 
that  it  is  usual  in  such  management,  to  have  a  guard  wire  or 
guard  wires  under  such  circumstanoes.  On  the  part  of  the 
defendant  railway  company  the  expert  testimony  is  that  it  is 
not  prudent  to  have  such  guard  wires,  or,  rather,  to  put  it 
differently,  that  proper  prudence  does  not  exact  it;  that  there 
is  a  balancing  of  dangers;  that,  on  the  one  hand,  you  consider 
the  constant  danger  that  may  come  from  such  a  wire  being  lia- 
ble to  be  pulled  down,  and  especially  at  curves,  and,  on  the 
other  hand,  the  more  or  less  infrequent  danger  of  an  overhead 
wire  falling  across  the  trolley  wire;  and  that,  while  in  the  early 
history  of  electric  railways  guard  wires  were  usual,  their  use 
had  at  the  time  of  this  accident  been  in  many  places  abandoned. 
As  I  understand  the  few  adjudged  cases  there  are  on  this  sub- 
ject, it  is  a  matter  that  must  be  left  to  you  to  determine,  as 
to  what  prudence  required  at  this  particular  place;  having  re- 
gard to  all  the  circumstances,  and  with  reference  to  the  danger 
of  one  of  the  telephone  wires  falling  uponi  the  trolley  wire." 
The  submission  of  this  question  to  the  jury  was  clearly  not  er- 
roneous. 

Upon  the  question  whether  the  conduct  of  the  linemen  of  the 
telephone  company  showed  reasonable  care,  there  was  likewise 
testimony  upon  which  the  verdict  may  legally  rest  Several 
witnesses  spoke  of  the  interval  of  time  that  elapsed  between 
the  falling  of  the  wire  before  it  burned  off,  and  between  its 
burning  off  and  the  accident  to  the  plaintiff;  estimating  each 
period  at  from  two  to  four  or  five  minutes.  During  these 
periods  oocurred  the  episode  of  the  horse  that  became  entangled 
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in  the  wire.  There  was  tcclimony,  also,  as  to  the  attitude 
of  the  linemen  during  those  periods,  and  that  they  had  to  be 
sent  for  before  they  came  to  the  plaintiff's  relief.  As  this 
is  not  a  rule  to  show  cause,  it  is  immaterial  whether  the  em* 
ployes  of  the  telephjone  company  contradict  this  testimony,  or 
whether  their  version  of  the  ooeurrence  would  absolve  them 
from  n^ligence.  The  question  was  a  proper  one  to  be  left  to 
a  jury.  It  was  properly  submitted,  and  there  was  testimony 
that,  if  believed  by  the  jury,  established  the  negligence  of  the 
telephone  company.  The  case  turns  upon  the  above  proposi- 
tions of  fact,  and  not  upon  the  application  to  them  of  any  prin- 
ciple of  law  that  is  not  thoroughly  established. 

The  contributory  negligence  of  the  plaintiff  was  likewise  a 
jury  question,  pure  and  simple.  How  much  a  countryman 
would  know  about  the  danger  of  picking  up  a  wire  in  the  streets 
of  a  town,  what  inferences  he  ought  to  have  drawn  from  what 
he  saw,  and  whether,  on  the  whole,  his  conduct  showed  less 
tlian  reasonable  caution,  were  entirely  within  the  domain  of 
fact.  Stress  was  laid  upon  the  circumstances  that  he  had  seen 
the  horse  that  became  entangled  in  the  wire;  but  that  affair 
was  susceptible  of  two  inferences,  one  of  which  was  that  the 
horse  was  scared  by  the  more  contact  with  the  wire,  not  by  the 
transmission  of  an  electric  current. 

Two  questions  to  which  objection  was  made  by  the  telephone 
company  were  allowed  by  the  trial  justice,  upon  which  error 
has  been  assigned :  First,  whether  the  plaintiff,  in  going  with 
his  horse  direct  to  the  fountain,  would  have  come  in  contact 
\vdth  the  wire.  This  inquiry  was  proper.  It  bore  upon  the 
reasonableness  of  the  plaintiff's  conduct  in  removing  the  wire. 
The  other  question  was  whether  the  linemen  were  still  up  the 
poles  when  the  plaintiff  came  in  contact  with  the  wire.  This 
l>ore  upon  tlie  conduct  of  the  defendant's  servants,  and  was 
properly  admitted.  A  number  of  questions  that  were  put  by  the 
telephone  company  and  overruled  have  become  of  no  moment, 
for  the  reason  that  they  concerned  matters  upon  which  the  lia- 
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bilily  of  tlie  defendant  was  not  permitted  to  turn.  Finally, 
upon  the  question  of  damages  tbe  court  below  was  clearly  right 
in  excluding  the  testimony  of  a  witness  called  to  see  how  much 
use  he  had  of  his  hand  after  an  aocident  somewhat  similar 
to  the  plaintiff's.  Neither  was  there  any  error  in  the  charge 
that^  if  the  plaintiff  had  employed  a  responsible  and  reputable 
physician,  he  (the  plaintiff)  had  a  right  to  assume  that  the 
treatment  was  proper,  and  could  not  be  kept  out  of  damages 
because  with  a  better  physician  he  might  have  had  better  re- 
sults. If  he  used  reasonable  care  to  select  a  reputable  doctor, 
it  was  enough- 
There  is  in  the  case  no  error  for  which  the  judgment  should 
be  disturbed. 


Note. — ^"Although  the  absence  of  guard  wires  may  be  an  element  of 
negligence,  yet  it  cannot  be  said  as  a  matter  of  law  that  either  or  both  of 
two  companies  maintaining  different  lines  of  wires  in  the  same  street  are 
bound,  in  the  absence  of  negligence  to  maintain  guard  wires  for  the  pur- 
pose of  preventing  the  harmless  wires  of  the  one  from  coming  in  contact 
with  the  dangerous  wires  of  the  other."  Keasbey  on  Electric  Wires,  sec.  269 ; 
Albcmy  v,  Watervliet  Turnpike  d  R.  R.  Co.,  76  Hun,  136,  27  N.  Y.  Supp. 
848,  4  Am.  Electl.  Cas.  367;  Bloch  v,  Milwaukee  8t.  Ry.,  89  Wis.  371,  61 
X.  W.  Rep.  1101,  5  Am.  Electl.  Ceis.  293.  In  the  absence  of  guard  wires, 
and  negligence  being  found,  both  companies  may  be  held  liable  for  the 
injury.  United  Electric  Co.  v.  Shelton,  89  Tenn.  423,  14  S.  W.  Rep.  863; 
:dcKay  V.  Southern  Bell  Teleph.  Co.,  Ill  Ala.  337,  19  So.  Rep.  695,  6  Am. 
Electl.  Cas.  223;  Western  Union  Tel.  Co.  v.  Thorn,  28  U.  S.  App.  123,  64 
Fed.  Rep.  287,  5  Am.  Electl.  Cas.  283. 

With  regard  to  the  proper  precaution  to  be  used  for  keeping  telephone 
wires  from  coming  in  contact  with  heavily  charged  wires,  see  Keasbey  on 
Elec.  Wires,  sec.  198;  Nebraska  Teleph.  Co.  v.  York  Gas  d  Elec.  Light  Co., 
17  Neb.  284,  43  N.  W.  Rep.  126,  3  Am.  Electl.  Cas.  364.  £.  Q.  K. 
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Thb  AxTOir  Railway  and  Iixuminatiko  CoMPAirr  v.  Thomab 

L.  ITouLDS^  Adm*r. 

JUfMoit  Appellate  Court,  March  10,  1899. 

(81  m.  App.  322.) 

Death  bt  bhock  moM  electuo  xaicp. 

Plaintiff's  wife,  taking  hold  of  the  wire  or  metal  socket  of  an  electric  lamp 
in  her  house,  in  the  act  of  lighting  it»  reoeiyed  a  fatal  shock. 

There  was  evidence  of  a  grounded  primary  wire,  and  of  conditions  rendering 
it  possible  for  the  current  to  pass  around  instead  of  through  the  trans- 
former; neither  of  which  alone  could,  but  both  together  might,  have 
caused  the  deadly  current  to  enter  the  house,  resulting  in  the  death  in 
question. 

Held,  that  the  question  of  defendant's  n^ligence  was  proper  for  the 

Statement  of  the  case:  The  appellee^s  d^vielliiig  house,  escept 
the  basement,  in  the  city  of  Alton,  was  wired  and  electric  lamps 
placed  therein  by  appellant^  about  June  1,  1896,  and  the  base- 
ment was  wired  and  one  or  more  lamps  installed  therein  by  it 
two  or  three  months  later,  and  appellant  furnished  light  for  the 
house. 

About  six  o'clock  in  the  evening  of  September  26th  of  that 
year,  appellee's  wife,  Ellen  A.,  went  down  into  the  basement 
to  turn  on  the  light,  so  that  the  iceman,  who  had  preceded  her, 
could  see  where  to  put  the  ice.  Immediately  on  taking  hold 
of  the  lamp,  she  received  a  shock  and  fell  to  the  ground  floor, 
and  in  falling  came  in  contact  with  the  iceman,  who  was  stand- 
ing close  to  ker,  and  he  also  received  a  shock  from  tha  contact 
that  knocked  him  down.  As  soon  as  he  regained  his  feet,  ob- 
serving that  she  still  keld  the  lamp  or  wire,  he  tried  to  separate 
her  from  it,  and  was  thrown  away  from  her  some  distanoa  He 
got  up  and  went  to  the  ice  wagon,  about  200  feet  distant,  and 
informed  his  companion  of  the  occurrence;,  and  he  went  to  a 
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Dr.  White's  house,  about  300  feet  from  Dr.  Fould's  house^  and 
informed  people  there  of  the  accident,  and.  Dr.  White  and  both 
ice-meB  went  to  Dr.  Foulds'  house.  As  Dr.  White  went  into 
the  cellar  he  saw  electrio  sparks  trickling  along  the  cellar  bot- 
tom and  saw  Mrs.  Foulds  lying  on  the  bottom  of  the  cellar, 
when  he  stooped  down  and  moved  her  about  six  inches,  and  in 
doing  so  was  knocked  back  to  the  cellar  steps.  Soon  thereafter 
appellee,  who  had  been  at  his  bam,  came,  and  on  being  informed 
of  the  situation  and  danger,  he  wrapped  a  piece  of  old  carpet 
about  the  wire  and  succeeded  in  releasing  it  from  his  wife's 
grasp.  From  the  time  Mrs.  Foulds  took  hold  of  the  lamp  to 
turn  on  the  light,  to  the  time  when  she  was  separated  from  it, 
from  ten  to  fifteen  minutes  elapsed,  and  about  this  time  the 
family  physician  arrived,  but  Mrs.  Foulds  was  dead  An  ex- 
amination by  the  physician  revealed  a  scar  inside  the  right 
thumb  and  forefinger,  and  a  bum  some  two  or  three  inches  in 
width  extending  down  her  back  to  her  hips,  so  badly  charred! 
that  when  touched  it  crumbled  in  his  hands. 

Appellee  brought  suit  against  appellant  in  action  on  the  case 
for  carelessly  and  negligently  permitting  its  wires  and  con- 
ductors of  the  electric  current,  and  other  appurtenances  con- 
nected therewith,  used  to  furnish  lamps  and  li^ts  to  plaintiff 
and  his  intestate,  to  become  and  remain  out  of  repair  and  with- 
out proper  and  sufficient  insulation,  and  the  wires  uninsulated, 
to  come  in  contact  with  trees,  whereby  the  current  escaped  there- 
from and  became  grounded  and  liable  to  be  communicated  to 
persons  using  said  lamps,  and  in  carelessly  and  n^ligently  per- 
mitting its  transformer  and  appurtenances  used  in  furnishing 
such  light  to  become  and  remain  out  of  repair  and  without 
proper  insulation,  and  by  reason  thereof  said  current  passed 
through  the  body  of  plaintiff's  intestate,  causing  her  death, 
while  she,  in  the  exercise  of  ordinary  care,  was  in  the  act  of 
turning  on  a  lamp  in  the  basement  or  cellar  of  plaintiff's  house. 

A  verdict  and  judgment  was  rendered  in  favor  of  plaintiff 
below  for  $3,500,  and  defendant  has  appealed  to  this  court. 
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John  0.  Irwin  and  Henry  8.  Baker,  attorneys  for  appellant 
Travovs  &  Wamock,  attorneys  for  appellee- 

BlGELOW^  J. : 

•      •      •      •••••••••••• 

At  the  close  of  the  plaintiff's  evidence  in  diief ,  it  Kad  beeia 
shown  bv  evidence  not  afterwards  contradicted,  that  Mrs.  Foulds 
was  killed  by  an  electrical  current  that  passed  over  the  wire, 
connected  with  which  was  the  metal  socket  which  she  held  in 
her  hands ;  and  it  had  also^  by  like  evidence,  been  shown  thai 
the  current  continued  its  passage  through  her,  until  the  socket 
or  wire  had  been  wrenched  from  her  grasp  by  her  husband, 
ten  or  iifteen  minutes  after  she  first  took  hold  of  it;  but  no 
specific  evidence  had  been  introduced  tending  to  show  how  the 
increased  voltage  that  caused  her  death  got  on  the  wire,  further 
than  that  the  primary  wire  between  the  transformer  near  Dr. 
Foulds'  house  and  the  electric  light  plant,  had  at  timee  oome 
in  contact  with  the  trees  and  burned  them,  and  that  such  con- 
tact would  make  a  ground,  and  this  evidence  was  also  not  there- 
after contradicted. 

The  defendant  then  introduced  evidence  tending  to  prove  that 
its  plant  and  appurtenances  were  of  the  best  in  use ;  that  they 
were  kept  in  good  condition,  and  that  insulators  had  been  put 
on  some  of  the  trees  that  the  primary  wire  came  in  contact 
with,  and  that  its  wires  Avere  daily  tested  for  grounds,  with 
other  evidence  tending  to  show  that  it  was  not  negligent  in  main- 
taining and  operating  its  entire  system,  and  it  also  introduced 
testimony  of  several  witnesses  who  testified  that  at  or  about  the 
time  of  the  accident  an  electrical  storm  was  passing  not  far 
distant. 

It  then  called  a  number  of  expert  witnesses,  who  testified  that, 
in  their  opinion,  the  death  of  Mrs.  Foulds  was  caused  by  a  static 
discharge  of  electricity,  in  consequence  of  the  electric  storm, 
and  that  it  could  be  accounted  for  in  no  other  way. 
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Plaintiflf,  in  rebuttal,  introduced  several  witnesses,  who  con- 
tradicted defendant's  witnesses  in  r^ard  to  the  existence  of  an 
dectric  storm  at  the  time  of  the  accident 

The  plaintiff  them  called  A.  L.  McRey  as  a  witness,  and  his 
testimony  as  abetraeted,  was  as  follows: 

^'I  live  in  St.  Louis,  and  am  a  consulting  electrical  engineer. 
[After  further  qualifying  as  an  expert] :  "I  visited  the  house 
of  Dr.  Foulds  on  October  1,  1896,  and  I  made  an  examination 
of  the  lines  leading  from  State  street  down  to  the  transformer. 
I  found  that  the  lines  passed  through  a  number  of  trees,  and 
in  one  or  two  places  the  limbs  of  the  trees  had  been  burned 
by  the  wires,  and  tree  insulators  had  afterwards  been  put  in 
on  some  of  the  places.  At  the  time  I  made  the  examination 
there  were  one  or  more  contacts  on  each  of  the  two  lines  where 
the  insulation  had  been  worn  off  and  the  bare  copper  had  come 
in  contact  with  the  limbs.  I  think  the  contact  was  sufficient 
to  produce  a  ground.  A  ground  is  where  the  current  from  the 
wires  leaks  off  by  any  means  to  the  ground.  It  would  simply 
mean  there  is  a  path  for  the  current  to  leave  the  wire  and  go 
down  to  the  ground.  I  made  am  examination  of  the  trans- 
former and  its  surroundings  at  the  same  time ;  I  did  not  exam- 
ine the  transformer;  I  simply  applied  the  magneto  bell  to  the 
wires  on  the  outside  of  the  transformer;  the  test  showed  that 
the  wires  leading  to  the  house  were  clear;  the  magneto  bell  I 
had  was  made  to  ring  at  a  resistance  of  25,000  ohms,  and  my 
test  showed  that  the  circuit  to  the  trees  had  an  insidating  re- 
sistance greater  than  25,000  ohms ;  I  mean  the  secondary  wires. 
I  further  found  that  there  was  a  slight  ground  on  the  primary 
wires  leading  through  the  trees  to  the  transformer.  At  the 
time  I  made  this  test,  there  were  with  me  Mr.  Chittendon,  Mr. 
Booth  and  Dr.  Foulds.  When  I  made  the  examination  of  the 
transformer,  I  further  found  that  the  wires  that  lead  out  from 
the  transfonner  were  bare;  the  primary  wires  and  the  secondary 
wires  were  not  in  contact;  there  was  plenty  of  room  for  them 
there,  but  they  were  liable  to  come  in  contact. 


552  AMERICAN  ELECTRICAL  OASES.       [voi.  7 

Railway  and  Illuminating  Co.  v.  Foulds. 

'The  top  of  the  pole  had  a  cross-arm  on  it,  and  the  croes-aim 
has  glass  insulators  and  the  wires  coming  from  the  Line  are 
fastened  to  the  glass  insulators  and  this  goes  down  to  the  trans- 
former, and  the  seoondary  wires  coming  out  from  the  trans- 
former go  out  to  the  croesrarmy  and  from  there  over  to  the  other 
side  of  the  street  and  into  the  housa     The  transformer  mak- 
ersy  in  making  these  coils,  leave  about  ten  indies  or  a  foot  of  the 
wire  on  the  outsida     Theiy  bring  it  to  the  outside  of  the  trans- 
former and  leave  about  eight  or  ten  inches  of  wire  there,  and 
those  wires  are  connected  on  the  light  wires,  and  in  making  the 
connection,  they  have  to  scrape  off  the  insulation,  so  as  to  get 
a  connection  between  copper  and  copper,  and  after  the  con- 
nection is  made,  the  best  method  is  to  wrap  insulation  prepared 
for  that  purpose  around  those  points,  but  this  was  not  done. 
There  was  enough  wire  there  not  insulated  for  them  to  come  in 
contact^  and  if  they  had  come  in  contact  they  would  simply  raise 
the  voltage  of  the  wires  that  go  in  through  Dr.  Foulds'  house 
up  to  20,000,  and  if  Mrs.  Foulds  had  touched  this  lamp  hav- 
ing a  ground  on  the  street,  she  would  get  a  voltage  of  eitlier 
1,900  or  2,100,  according  to  the  swinging  of  the  alternating  cur- 
rent.    The  primary  wires  are  first  wrapped  around  the  insula- 
tors on  the  cross-arms  and  then  hang  down  a  little  extra  length 
before  entering  the  transformer,  and  this  is  also  true  of  the 
secondary  wires  on  the  other  side  of  the  transformer.     They 
hang  in  a  loose  coil  before  fastening  on  the  insulators  on  the 
cross-arms,  and  these  wires  hanging  there  are  in  such  a  posi- 
tion that  they  could  come  in  contact.     The  insulation  was  off 
from  all  of  the  wires,  both  the  secondary  and  the  primary. 
The  wet  weather  would  have  no  effect  whatever  upon  this,  be- 
cause, if  you  have  copper  resting  on  copper,  the  resistance  is 
practically  nothing.     The  wind  would  not  have  very  much  effect 
upon  these  wires  in  bringing  them  together.     It  might  a  lit- 
tle, but  not  very  much.     If  this  increased  voltage  from  the 
primary  wire  had  gone  around  the  transformer  by  these  two 
different  wires,  connecting  it  in  the  way  that  I  have  stated  that 
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they  mighty  and  got  into  the  house^  it  would  not  have  caused 
Mrs.  Foulds'  death  if  the  primary  wire  had  not  been  grounded 
in  some  way.  I  heard  the  testimony  of  Dr.  Foulds  and  the 
other  witness  in  regard  to  the  accident  and  the  circumstance 
attending  it,  and  my  opinion  is  that  the  cause  of  the  accident 
is,  there  was  a  connection  outside  of  the  trausf ormer,  so  that 
these  wires  were  connected,  as  I  have  stated  might  have  been, 
and  the  voltage  in  Dr.  Foulds*  house  was  2,000  on  one  wire 
and  1,900  or  2,100  on  the  other,  the  ground  being  on  the  pri- 
mary wire  out  in  these  trees,  and  when  Mrs.  Foulds  touched 
the  lamp  coming  in  contact  with  one  end  of  the  wire,  and  as  she 
was  standing  on  the  groxuid  that  connected  the  circuity  she  got 
the  voltage  of  1,900  or  2,100  and  was  killed.  I  do  not  think  the 
lightning  could  have  produced  this  effect  striking  between  the 
house  and  the  transformer.  It  could  not  produce  this  effect  of 
holding.  And  one  reason  that  I  do  not  think  the  lightning 
struck  beyond  the  transformer  on  the  main  line  that  grounded 
on  the  trees,  is,  that  if  the  lightning  had  struck  further  down 
it  would  have  to  pass  the  lightning  ajrester,  and  if  it  struck 
between  the  lightning  arrester  and  the  transformer,  it  would 
have  to  pass  through  several  trees,  and  there  are  six  trees  be- 
tween the  State  street  line  and  the  transformer  with  a  number 
of  contacts,  so  that  it  would  have  to  pass  all  of  these  and  it  would 
have  a  tendency  to  ground.  It  seems  to  me  that  if  the  light- 
ning had  struck  the  wires,  the  path  offered  it  down,  the  trees  is 
of  much  less  resistance  than  the  mica  insulators  between  the 
two  coils  of  the  transformer,  and  therefore  it  would  get  to  the 
ground  by  the  trees.  I  have  no  in.ter68t  whatever  in  this  suit" 
Cross-examination:  "I  merely  say  that  there  was  a  possi- 
bilily  of  a  contact  between  the  primary  and  secondary  wires  at 
the  transformer.  I  did  not  find  any  contact  between  the  wires 
at  that  poinit  when  I  made  th^  test  on  October  1,  1896.  I  do  not 
know  whether  there  was  a  contact  at  the  time  of  the  accident  or 
not  I  do  not  pretend  to  kniow  that  When  I  made  this  test  I 
found  a  ground  at  certain  trees.     These  trees  began  at  State 
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street^  where  the  main  line  branckes  off.  They  were  between  the 
main  line  and  the  transformer.  The  ground  caused  by  the  con- 
tact of  these  trees  would  not  of  itself  have  caused  the  death  of 
MiB.  Foulds." 

Re-direct:  "The  ground  by  way  of  the  trees  would  not  have 
caused  the  death  of  deceased  by  itself,  nor  could  it  have  been 
caused  by  the  defect  in  the  transformer  which  permitted  the  in- 
creased voltage  to  pasfe  through  it,  unless  the  ground  had  been 
there.    It  took  the  two  jointly  to  cause  the  death." 

The  primary  grounds  on  which  a  reversal  of  the  judgment  is 
sought  are  stated  by  counsel  in  the  form  of  questions,  which  we 
will  endeavor  to  answer,  so  far  as  they  are  unanswered  or  waived. 
They  are  as  follows: 

"First.  Does  the  declaration  state  a  prima  facie  easel 

Third.  Should  the  instruction  to  find  not  guilty  have  been 
given,  either  when  the  case  was  first  submitted  or  at  the  conclu- 
sion of  all  the  evidence? 

[The  remaining  questions  relate  to  pleading  and  practice. 
The  discussion  of  them  by  the  court  is  omitted ;  also  of  the  first 
question,  except  the  following :] 

When  appellant  wired  the  basement  or  cellar  of  appellee's 
house,  and  agreed  to  furnish  him  light  for  hire,  it  well  knew  it 
was  dealing  in  an  element^  delivered  in  a  current  of  high  voltage, 
such  as  was  carried  on  its  primary  wires,  which  was  almost  oer- 
taini  to  bring  death  to  the  person  who  turned  on  the  lamp,  if 
there  was  a  ground  of  the  current  on  the  circuit ;  hence,  the  law 
mqxjses  upon  it  the  duty  to  exercise  a  high  degree  of  care  and 
skill  in  the  delivery  of  the  element  it  had  contracted  for. 

If  tlie  injury  itself  furnishes  a  presumption  of  negligence  so 
as  to  require  the  defendant  to  show,  by  evidence,  that  it  has 
been  guilty  of  no  negligence  that  caused  it,  then  it  logically  fol- 
lows that  all  that  is  necessary  to  be  averred  in  the  declaration  to 
entitle  the  plaintiff  to  recover  for  the  injury  is  the  agreement,  a 


ILLINOIS,  1899.  .566 


Railway  and  Illumiiiatiiig  Go.  ▼.  Foulds. 


iiegligeait  breach  of  it  and  the  result;  also  that  the  plaintiff  has 
not  by  any  neglect  on  his  part  contributed  to  the  result.  There 
are  many  oases  holding  this  rule. 

As  to  the  third  question,  we  have  already  stated  in  substance 
at  least,  that  when  defendant  put  in  its  evidence,  and  the  plain- 
tiff followed  it  by  rebutting  evidence,  the  only  question  for  us 
to  consider  was,  whether  the  court  erred  in  refusing  to  give  to 
the  jury  defendant's  renewed  instruction  to  find  for  the  defend- 
ant. 

This  was  but  challenging  the  sufficiency  of  plaintiff's  evidence 
to  sustain  the  verdict. 

Besiaes  the  evidence  of  Dr.  McRey,  two  extra  witnesses  testi- 
fied that  a  person  killed  by  a  static  discharge  of  electricity  does 
not  remain  in  the  condition  Mrs.  Foulds  did,  but  can  be  handled 
with  safety  immediately  after  the  stroke,  and  there  was  no  evi- 
dence to  the  contrary.  There  was  evidence  of  other  witnesses 
besides  Dr.  McRay,  that  the  insulation  of  the  primary  wires  at 
the  trees  back  of  the  transformer  had  been  worn  off  and  that  at 
times  the  trees  had  been  on  fire,  but  until  Dr.  McRey  was  called, 
no  witnesses  had  testified  that  the  primary  and  secondary  wires 
at  the  transformer  haxi  been  left  without  insulation  at  the  place 
where  they  were  liable  to  come  in  contact 

This  evidence  is  not  contradicted.  It  is  true  no  witness  testi- 
fied to  having  seen  the  wires  in  contact,  but  the  circumstances 
were  such  that  unless  the  deceased  was  killed  by  a  static  dis- 
charge of  lightning  striking  the  secondary  wire,  her  death  could 
not  be  accounted  for  in  any  other  way  than  by  the  coming  to- 
gether of  the  two  wires,  and  if  they  were  not  insulated  the  result 
must  have  been  that  the  current  from  the  primary  wire  passed 
over  the  secondary  wire,  attached  to  which  was  the  lamp  which 
the  deceased  had  hold  of,  and  if  the  current  from  the  primary 
wire  was  grounded  at  the  trees,  it  passed  through  her  body,  caus- 
ing her  death.  Absolute  certainty  is  neither  required  nor  ex- 
pected before  a  fact  can  be  said  co  be  proven  in  a  civil  case.    But 
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when  a  reeult  is  seem  and  facts  are  proven  that  make  the  i^ult 
highly  probable  therefrom,  and  the  result  oan  be  explained  in  no 
other  way,  the  probability  of  the  existence  of  the  facts  from 
which  only  the  result  oould  flow,  must  be  deemed  to  be  proven. 

The  question  whether  deceased  met  her  death  by  a  stroke  of 
li^tning  coming  from  any  place  other  than  appellant's  plan.t, 
and  the  qufistion  whether  her  death  was  caused  through  the  negU* 
gence  of  appellant,  as  well  as  the  question  whether  she  was  exer- 
cising ordinaiy  care  at  the  time  she  was  killed,  were  all  ques- 
tions of  fact  to  be  foimd  by  the  jury  from  all  the  evideooe  before 
them;  and  it  would  have  been  error  for  the  court  to  have  in- 
structed the  jury  at  the  dose  of  the  evidence  to  find  for  the  de- 
fendant 

We  have  examined  the  evidence  with  great  care,  and  are  sat- 
isfied the  jury  have  reached  a  conclusion  fully  warranted  by  it 

We  find  no  error  in  the  record,  and  the  judgment  is  affirmed. 
Judgment  affirmed* 


Note. — The  use  of  the  electric  cnrrent  for  lawful  purposes  in  the  pablie 
streets  is  not  considered  so  dangerous  that  those  who  use  it  are  liable  for 
the  consequences  even  in  absence  of  negligence,  as  for  example,  in  the  case 
of  the  explosion  of  dynamite  {MoAndrewa  v.  OoUerd,  42  N.  J.  Law,  189), 
or  the  blasting  of  rocks  in  the  neighborhood  of  a  dwelling  house  {Hay  v, 
Cohoea,  2  N.  Y.  163;  Wood  on  Nuisances,  sec.  750).  In  such  a  case, 
where  the  work  in  the  ordinary  mode  of  doing  it  is  a  nuisance,  the  man 
who  does  it  is  liable  for  the  consequences  even  though  he  is  careful  in  the 
conduct  of  the  work  or  is  careful  in  the  employment  of  an  independent 
contractoi  {Cuff  «.  Neioark  do  N.  7.  R.  Co,,  36  N.  J.  Law,  171).  The  use 
of  the  electric  current  for'  light  or  power  may  rather  be  classed  with  the 
cases  where  the  article  is  dangerous  if  not  carefully  dealt  with,  and  yet 
the  dealing  with  it  is  not  in  itself  a  nuisance.  In  such  cases,  the  care 
required  is  conunensurate  with  the  danger,  but  there  is  no  Uability  except 
for  want  of  such  care,  and  the  liability  in  such  cases  extends  not  merely 
to  persons  with  whom  there  is  an  obligation  by  contract,  but  also  to  the 
public  and  all  who,  it  may  reasonably  be  anticipated,  may  be  put  in  peril 
by  the  n^lect.  In  aU  cases  in  which  any  pers<m  undertakes  an 
act  which,  if  not  done  with  care  and  skill,  will  be  highly  dan- 
gerous to  the  persons  or  lives  of  one  or  more  persons  known 
or  unknown,  the  la»  ipso  facto  imposes  as  a  public  duty  the  obligik- 
tion  to  use  such  care  and  skill.     (Per  Beaslet,  C.  J.,  in  Van  Winkle  v. 
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American  Steam  Boiler  Co.,  62  N.  J.  Law,  240,  247.)  This  principle  has 
been  applied  to  the  use  of  loaded  fire-arms  {Disoon  v.  Bell,  6  M.  ft  S.  198), 
explosive  or  highly  inflammable  material  {The  Nitro-Olycerine  Case,  15 
Wall.  524) ;  poisonous  drugs  (Thomas  v.  Winchester,  6  N.  Y.  397;  Perry 
V.  Smith,  L.  R.  4  C.  P.  Div.  325);  steam  boilers  {Marahall  v.  Welwood, 
38  N.  J.  Law,  339),  and  to  persons  engaged  in  a  public  employment  with 
dangerous  appliances  {Heaven  v.  Pender,  11  Q.  B.  Diy.  503;  Franoia  v» 
Cockrell,  L.  R.  6  Q.  B.  184,  501;  ThrusaeU  v.  Handyaide,  20  Q.  B.  DIt. 
359,  363). 

The  same  principle  was  applied  to  the  use  of  dangerous  electric  currents 
in  the  following  cases:  Haynea  v.  Raleigh  Cfaa  Co,,  5  Am.  Electl.  Cas.  264, 
19  8.  £.  Rep.  344,  114  K.  Gar.  203;  Bloch  v.  Milwaukee  St,  Ry.  Co,,  5  Am. 
Electl.  Cas.  293,  61  N.  W.  Rep.  IIOL  89  Wis.  371;  Denver  Conaol,  Eleotrie 
Co,  V,  Simpaon,  5  Am.  Electl.  Cas.  278,  41  Pac.  Rep.  499,  21  Colo.  371; 
Weatem  Union  Teleg,  Co,  v.  Thorn,  28  U.  S.  App.  123,  5  Am.  Electl.  Caa. 

283,  64  Fed.  Rep.  287;  City  Eleotrio  Si.  By,  Co.  v.  Conery,  6  Am.  Electl. 

Cas.  217,  33  S.  W.  Rep.  426,  61  Ark.  881;  Atlanta  Conaol.  St.  Ry.  Co.  9. 

Owinga,  6  Am.  Electl.  Cas.  271,  97  Ga.  603;  Illingaioorth  v.  Boaton  Elec. 

Light  Co.,  6  Am.  Electl.  Cas.  312,  37  N.  E.  Rep.  778,  161  Mass.  583;^eto- 

ark  Electric  Light  d  Power  Co.  v.  Garden,  Adm'r.  of  Maaon,  6  Am.  Electl. 

Cas.  276,  39  U.  S.  App.  416,  78  Fed.  Rep.  74;  Perham  v.  Portland  Oen. 

El.  Co.  (Greg.  1898),  7  Am.  Electl.  Cas.  487;  53  Pao.  Rep.  14;  Alton  Ry. 

d  Ilium.  Co.  V,  Foulda,  7  Am.  Electl.  Cas.  548,  81  111.  App.  322;  Ander- 

aon  V.  Jeraey  City  El.  Light  Co.,  7  Am.  Electl.  Cas.  667,  63  N.  J.  Law, 

887,  43  Atl.  Rep.  654. 

For  a  discussion  of  this  subject,  see  Keasbey  on  Electric  Wires,  sec. 

242,  et  acq.    See,  also^  note  to  Anderaon  v.  Jeraey  City  El.  Light  Co., 

63  N.   J.  Law,   387. 
On  the  question  whether  the  injury  itself  furnishes  a  presumption  of 

negligence  and  the  application  of  the  maxim  rea  ipaa  lofuitur,  see  nota 

to  Trenton  Paaa.  Ry.  Co.  v.  Cooper,  ante,  p.  446.  E.  Q.  K. 


JoHV  Anderson  v.  The  Jebsey  Citt  Elxcteio  Leqht  Com- 
pany. 

Vew  Jeraey  Supreme  Court,  June  12,  1899. 
(63  N.  J.  L.  386.) 

EUECTSIO  6H0CS — ^NEGUGBNCS — PUBADIirO. 

(Head-note  bj  the  Court)  t 
One  who  uses,  controls,  and  manages  an  eleetrio  current  of  high  destruo* 
tive  power,  in  a  place  where  it  is  reasonably  probable  that  others  must 
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enter  to  work,  owes  to  each  person  who  so  enters  a  duty  to  use  rea- 
sonable care  to  maintain  a  proper  insulation  of  such  current. 

Demurrer  to  declaration. 

The  second  count  of  the  declaration  is  as  follows :  "Also  for 
that,  whereas,  the  said  defendant,  the  Jersey  City  Electric  Light 
Company,  heretofore,  to  wit,  on  the  25th  day  of  August,  1898, 
was  the  owner  and  did  operate,  manage,  and  control  a  certain 
electric  light  and  power  plant,  with  its  machinery,  poles,  wires, 
and  appliances,  in  the  city  of  Jersey  City,  in  the  county  of  Had- 
son  aforesaid.  And  whereas,  the  said  defendant,  on  the  day  and 
year  aforesaid,  in  the  city  of  Jersey  City,  in  the  pursuit  of  its 
said  business,  had  the  management  and  control  of  a  certain  line 
of  electric  light  and  power  wires  extending  through  and  along 
various  streets  in  the  city  of  Jersey  City,  in  the  county  of  Hud- 
son aforesaid,  and  into  various  houses  and  buildings  located  on 
the  line  of  said  streets,  one  section  or  portion  of  which  line  ex- 
tended thi'ough  and  along  a  certain  street  or  avenue  in  said  city 
called  or  known  as  'Bergen  Avenue,'  over  which  said  street  the 
said  line  was  suspended  by  poles,  and  from  said  poles  on  Bergen 
avenue  said  wires  were  strung  or  conducted  to  and  into  a  certain 
building  known  as  the  'Carteret  Club  House,'  and  said  wires 
consisting  of  two  lines  of  wires  were  strung  or  suspended  from 
said  line  of  wires  to  a  certain  light  or  air  shaft  in  said  Carteret 
Club  House  to  a  point  in  the  easterly  side  of  said  light  shaft, 
and  were  then  continued  in  a  downward  course  to  a  converter 
and  transformer  on  the  westerly  side  of  said  air  shaft,  and  within 
a  short  distance  of  the  floor  or  bottom  of  said  shaft,  whidi  floor 
or  bottom  of  said  shaft  formed  the  roof  of  the  toilet  room  in  said 
building,  and  said  two  wires  were  then  turned  eastwardly  and 
southwardly  and  upwards  into  the  southerly  wall  of  said  light 
shaft,  forming  a  network  of  wires  in  said  shaft  in  said  building 
known  as  the  'Carteret  Club  House.'  And  whereas,  the  said  de- 
fendant, on  the  25th  day  of  August,  1898,  was  accustomed,  and 
for  a  long  space  of  time  theretofore,  to  wit,  for  the  spajce  of  two 
years,  had  been  accu>stomed,  to  use  said  line  of  wires  for  the  pur- 
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poses  of  furnishing  light  and  power  to  buildings  and  manufac- 
tories in  said  city  of  Jersey  City  by  electricity,  and  to  that  end 
was  accustomed,  and  for  the  said  space  of  time  had  been  accus- 
tomed, to  pass  and  did  pass  through  said  line  of  wires,  and 
through  each  and  every  wire  of  said  line  in  said  air  shaft,  a 
strong  and  powerful  current  of  electricity,  dangerous  to  the  life 
of  any  human  being  who  might  come  in  contact  therewith.  And 
the  plaintiff  avers  that  at  the  time  the  defendant  so  placed  its 
wii-es  in  said  light  shaft  of  said  Carteret  Club  House  it  well 
knew  it  would  be  necessary  for  mechanics  and  others  to  enter 
and  work  therein,  in  and  about  the  care  and  repair  of  said  light 
shaft,  and  that  it  was  the  duty  of  the  said  defendant  to  keep  the 
said  wires  safely,  securely,  and  completely  insulated,  so  that 
workmen  and  others  lawfully  entering  in  and  upon  said  light 
shaft  should  not  be  in  juiced  by  contact  therewith;  but  that  the 
said  defendant,  notwithstanding  such  knowledge,  and  disregard- 
ing its  said  duty  in  the  premises,  carelessly  and  negligently 
maintained  the  said  wires,  and  carelessly  and  negligently  pro- 
tected the  same  by  defective  insulation,  and  carelessly  and  negli- 
gently failed  to  protect  and  cover  said  wires  with  safe  or  suf- 
ficient insulating  material,  and  carelessly  and  negligently  per- 
mitted the  covering  used  thereon  to  become  worn.,  defective,  and 
wholly  insufficient  to  render  them  safe  to  persons  coming  in  con- 
tact therewith.  And  the  plaintiff  further  says  that  on  the  day 
and  year  aforesaid,  at  Jersey  City,  in  the  county  of  Hud- 
son aforesaid,  while  the  said  plaintiff  was  lawfully  engaged 
at  work  in  repairing  and  refitting  the  said  air  shaft,  he,  the  said 
plaintiff,  came  in  contact  with  one  of  the  said  wires  without  any 
fault,  carelessness,  or  negligence  on  his  part,  and  thereby  re- 
ceived said  current  into  his  body,  through  and  by  means  of  which 
he,  the  said  plaintiff,  was  greatly  shocked,  burned,  hurt,  and 
wounded,  maimed,  sick,  sore,  and  disordered,  and  so  remained 
and  continued  for  a  long  space  of  time,  to  wit,  from  thence  hith- 
erto, during  all  which  time  he  was  hindered  and  prevented  from 
performing  and  transacting  his  lawful   affairs   and  business 
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during  that  time  to  be  done  and  tranBacted,  and  will  oontinue 
so  for  the  remainder  of  his  life,  and  also  was  f oroed  to  pay,  lay 
out,  and  expend  a  large  sum  of  money,  to  wit,  the  sum  of  one 
thousand  dollars,  in  and  about  endeavoring  to  be  hiealed  of  his 
bums,  wounds,  sickness,  and  disorder,  and  in  caring  for  himr 
self,  to  wit,  at  Jersey  Oity  aforesaid.  Wherefore,  and  by  reason 
of  th.e  premises,  he,  the  said  plaintiff,  saith  that  by  th.e  wrongful 
acts,  omissions,  and  negligence  of  the  said  defendant,  the  said 
plaintiff  is  injured  and  hatb.  sustained  damage  in  the  sum  of 
twenty  thousand  dollars,  and  therefore  he  brings  his  suit,"  etc. 
Before  Magib,  C.  J.,  and  Gabsison,  Lippingott,  and  Coi> 
Lnrs,  J  J. 

Joseph  Anderson,  for  plaintiff. 

Flavel  McOee,  for  defendant. 

Gabbison,  J. :  The  seoond  count  of  the  declaration,  to  which 
a  general  demurrer  has  been  filed,  is,  in  my  opinion,  good.  It 
sets  out  facts  from  which  a  duty  arose  from  the  defendant  to  the 
plaintiff,  and  negatives  the  performance  of  that  duty.  In  fine^ 
the  demurrer  establishes  this  state  of  facts,  viz. :  That  the  def end- 
ant  used  for  its  purpoeee  wires  that  it  had  placed  in  a  li^t  shaft, 
where  it  knew  that  the  class  of  laborers  to  which  the  plaintiff 
belonged  would  enter  to  work ;  that  these  wires  were  under  the 
control  and  management  of  the  defendant,  who  passed  throu^ 
them  a  current  of  electricity  dangerous  to  a  human  being;  and 
that  it  failed  to  maintain  a  proper  insulation  of  this  current, 
whereby  plaintiff,  while  working  in  the  shaft,  was  injured. 

Now,  the  elemental  rule  is  that  whoever  uses  a  highly  destruo- 
tive  agency  is  held  to  a  correspondingly  high  degree  of  cajro. 
Care,  in  this  sense,  means  more  than  mere  mechanical  skill ;  it 
includes  circumspection  and  foresight  with  regard  to  reasonably 
probable  contingencies. 

The  demuner  admits,  in  effect,  that  the  defendant  knew  that 
the  plaintiff  would  enter  the  shaft,  and  work  in  the  vicinity  of 
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its  wires,  and  that  it  did  not  use  reasonable  care  to  render  them 
safe  in  view  of  their  location,  whereby  the  plaintiff  was  inr 
jured 

A  good  cause  of  action  is  thus  stated,  and  the  demurrer  is  over- 
ruled. 


NOTE  1. — When  thiB  case  came  on  for  trial  it  was  proven  that  the 
plaintiff  touched  the  wire  voluntarily,  after  being  informed  that  it  was 
not  properlj  insulated,  for  the  purpose  of  demonstrating  that  it  was 
safe.  The  trial  court  granted  a  non-suit,  upon  the  ground  of  contribu* 
tory  negligence;  and  the  judgment  was  affirmed  by  the  Court  of  Errors  and 
Appeals   (46  Atl    Rep    593). 


NOTE  2 — ^A  distinction  is  to  be  noted  between  this  case  and  Newark 
El.  L  d  P.  Co.  V.  McOilvery,  7  Am.  ElecU.  Cas.  529,  62  N.  J.  Law, 
451.  41  Atl  Rep  955.  In  the  latter  case  it  was  held  that  the  company 
was  not  liable  to  one  who  himself  broke  down  an  electric  light  wire  and 
was  afterwards  injured  by  a  new  current  sent  through  the  wire  without 
notice.  The  court  said  that  as  to  persons  passing  along  the  street  the 
electric  light  company  owed  a  duty  to  refrain  from  sending  a  current 
through  the  wires  until  it  was  ascertained  that  it  was  safe  to  do  so, 
but  that  to  one  who  had  taken  part  in  breaking  down  and  exposing  the 
dangerous  wire  and  who  afterwards  meddled  with  it  the  company  owed 
no  duty  until  he  had  given  them  notice  that  the  wire  was  broken. 

Thei'e  are  limits  to  the  liability  of  the  owner  of  dangerous  premises 
to  those  who  come  upon  them  and  distinctions  are  made  between  tres- 
passers, mere  licensees  and  persons  who  come  by  express  or  implied  invi- 
tation. Inderinann  v.  Dwives,  L  R,  1  C.  P  274;  Corby  t?.  Hill,  4  C.  B. 
N.  S..  556;  Wnght  v.  London  d  If.  W.  Ry  Co.,  1  Q.  B  Div.  252;  Sweeney 
V.  Old  Colony  R.  Co,  10  Allen,  368;  Phillips  v.  Library  Co.,  56  N.  J. 
Law.  307;  Reich  v  D.,  L.dW  R.  Co,,  61  N.  J  Law,  338;  Bigelow  on  Torts, 
697-701;  Pollock  on  Torts,  415;  Hounsel  v.  Smyth,  7  C.  B.  N.  S.  731; 
Chmtrel  v.  Egerton,  L.  R.  2  C,  B.  371;  Gallagher  v.  Humphrey.  6  Law 
Times  Rep  N  S  684;  2  Nims  &  Smith  Sel.  Cas.  on  Torts.  288;  but  the 
liability  for  injury  from  the  escape  of  the  electric  current  arises  out 
of  the  fact  that  the  force  used  is  so  extremely  dangerous  that  special 
care  is  required  to  keep  it  from  doing  harm  It  is  a  concealed  danger 
and  injury  done  by  reason  of  neglect  of  proper  precautions  may  be  a 
positive  tort  without  reference  to  the  relations  between  the  parties,  and 
there  may  be  liability  for  negligence  in  letting  the  current  escape,  if 
any  one  is  injured  who  is  using  due  care  and  is  not  in  fault  toward  the 
defendant,  and  whose  injury  may  reasonably  be  anticipated.  Keasbey 
on  Electric  Wires,  sec.  249.  The  duty  of  one  who  uses  such  a  force 
may  be  compared  to  that  of  one  who  keeps  a  ferocious  beast^  who  ia 
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bound  at  his  peril  not  to  let  it  escape,  or  that  of  one  who  stores  up    «■•*•* 
for  his  own  purposes  and  is  bound  to  keep  it  in  or  at  least  to     "takft 
great  care  that  it  does  no  harm.    Ibid.    May  v.  Burdett,  9  Q.  B.      XOl; 
Atlania  Oonaol.  Bt,  Ry.  Co.  v.  Otoings,  6  Am.  Electl.  Gas.  271;  F2^^^^«r 
V.  Ryla/nds,  L.  R.  1  Exch.  267,  L.  R.  3  H.  L.  330;  National  BeU  r^^^t^K 
Co  V.  Baker  (1893),  2  Ch   183;  Longmead  v.  HoUiday,  20  Law  Joiax*-    ^t. 
at  page  433;   Heaven  v.  Pender,  11  Q.  B.  Diy.  503,  509;   Thoms^^^^  ^. 
Handy  side,  20  Q.  B.  Diy.  369,  363;  Van  Winkle  9.  Amer.  Steam   ^^^^^ 
Co.,  52  N.  J.  Law,  240,  19  Atl.  Rep.  472.    The  following  are  some  o^    ^e 
cases  on  the  subject  relating  to  electric  wires:    Clements  v,  Lot/&%^^^^ 
El,  Lt.  Co.,  4  Am.  Electl.  Gas.  381,  44  La.  Ann.  692,  11  So.  Rep.  61 ;    ^^ 
Laughlin  v  Louiewlle  EL  Light  Co.  (Ky.  1890),  6  Am.  Electl.  Gas-    ^^i 
37  8.  W.  Rep.  861;  Atlanta  Coneoh  8t.  Ry.  Co.  v.  OwingB,  6  Am.  £1^^ 
Gas.  271,  97  Oa.  663,  26  S   E.  Rep^  377;  BuUvoan  v.  Boston  d  Alb.    i^  ^• 
Co,  156  Mass.  378,  31  N.  E   Rep    128;  IlUngstDorth  v.  Boston  El.   lAg^ . 
Co,,  5  Am.  Electl.  Gas.  312;  161  Mass.  583,  37  N.  E.  Rep.  778;  B^^^ 
V.  Boston  El  Light  Co.,  5  Am.  Electl.  Gas.  300,  161  Mass.  568,  37   ^-   ^ 
Rep  733;  Heotor  v.  Boston  El.  Light  Co.,  7  Am.  Electl.  Gas.  568,  174  M^^ 
212,  54  N.  E.  Rep.  539;  Oriffin  v.  United  El.  Light  Co.,  6  Am.  Electl.  O^ 
252,  164  Mass.  492,  41  N.  E.  Rep  675 ;  OveraU  o.  Louisville  EL  LigHt  Co. 
(Ky.  1899),  7  Am.  Electl-  Gas.  521,  47  S.  W.  Rep.  442;  'Newa/rk  El.  I^^ 
Co.  V.  Oo/rden,  Adm.  of  Mason,  6  Am.  Electl.  Gas.  275,  39  U.  8.  App-  ^^^' 
78  Fed  Rep.  74;  Perham  v.  Portland  Gen.  Eleetl  Co.,  7  Am.  Electl     ^^^*** 
487,  33  Greg.  451,  53  Pac.  Rep.  14;  Alton  Ry.  d  Illam.  Co.  v.  W^^ul^t 
7  Am.  Electl.  Gas.  548,  81  111.  App    322;   Haynes  v.  Raleigh  Qas    ^^'> 
5  AuL  Electl.  Gas.  264,  114  N.  Gar.  203.  19  8.  E.  Rep.  344;   BUH^    ^• 
Milwaukee  Bt.  Ry.  Co.,  5  Am.  Electl.  Gas.  293,  89  Wis.  371,  61  Tf-    ^' 
Rep.  1101;  Denver  Consol.  Eleo.  Co.  v.  Bimpson,  5  Am.  Electl.  Ga»-    ^^' 
21  Golo.  371,  41  Pac  Rep    499;   Western  Union  Teleg.  Co    v.  Th^^rt^  5 
Am   Electl.  Gas.  283,  84  Fed.  Rep.  287,  28  U.  8    App.  123;   <7t««««^Vj. 
Eleotr  Imp   Co.,  5  Am.  Electl.  Gas.  318,  107  Gal.  120,  40  Pac  Rep.    ^^^ 
City  Eleo.  Co.  v.  Conery,  6  Am.  Electl.  Gas.  217,  61  Ark.  381,  33    S.     ^' 
Rep.  426. 

For  reference  to  other  cases  om  this  subject^  see  Keasbej  on  Hlec^ft 
Wires,  sec.  248  and  note 

For  a  discussion  of  the  liability  of  the  electric  company  to  its  servant 
fee  Keasbej  on  Electric  Wires,  b«cs.  255-26S.  E.  Q.  K.    ' 
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Sabah  K.  Dbvlut  et  al.  v.  Beacon  Light  Comfaitt. 

Penn9ylvania  Supreme  Court,  July  19,  1899. 

(192  Pa.   188.) 
Fallen  blbotbio  wibes — Dbobee  of  gabs — Ck)irrBiBiJTOBT  nbolioengb. 

An  electric  light  compai:^  which,  in  making  alteratiosu  in  its  line, 
allows  an  arc  wire  to  lie  upon  the  pavement  in  a  much-traveled  part 
of  a  city  without  guard  or  warning  to  passers-by,  is  prima  facie 
negligent. 

It  is  a  question  for  the  jury  whether  a  passer-by  who  trod  upon  such 
wire  was  guilty  of  contributory  negligence. 

Appeal  by  plainitiffs  from  a  judgment  of  noDsiiit  of  the  Court 
of  Common  Pleas  of  Delaware  Coimly. 

y.  Oilpin  Robinson  and  John  E.  McDonough,  for  appellants. 

0.  B.  Dickinson,  for  appellee. 

Stebbett^  C.  J. :  In  1897  two  actioDB  of  trespass  ware  brought 
agaiuflt  the  defendant  company, — one  by  Sarah  EL  Devlin^  by 
her  father  and  nest  friend,  to  reoover  damages  for  injuries  she 
sustained  by  being  brought  in  contact  with  a  live  electric  light 
wire  which  was  n^ligently  left  upon  the  sidewalk  in  the  cily  of 
Chester  by  defendant  company's  employes  while  they  were  en- 
gaged in  readjusting  the  wires  used  for  public  street-  lighting; 
and  the  other,  by  her  parents,  James  K.  and  Sarah  Devlin,  to 
recover  damages  sustained  by  them  in  consequence  of  their 
daughter's  injury.  Before  trial  these  cases  were  consolidated,  by 
order  of  court,  under  the  provisions  of  the  Act  of  May  12,  1897. 
On  the  trial  the  joint  plaintiffs  were  nonsuited  by  the  learned 
trial  judge  for  the  reason  given  by  him  in  the  concluding  sen- 
tence of  his  charge,  viz. :  ^'The  plaintiff  either  saw  the  dangeoroua 
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wire  and  trod  upon  it,  or  was  negligent  in  failing  to  see  it ;  and 
in  either  case,  having  contributed  to  the  accident,  we  must  direct 
the  entry  of  a  compulsory  uonsuit"  Doubtless,  for  the  same 
reason, — ^because  there  is  no  possible  ground  for  any  other, —  he 
afterwards  denied  the  motion  to  take  off  the  nonsuit  Hence 
this  appeal  by  the  plaintiffs.  The  specifications  of  error,  so  far 
as  relevant,  are  directed  to  the  court's  action  in  refusing  to  take 
off  the  judgment  of  nonsuit.  It  was  not  denied,  nor  could  it  be 
with  any  reasonable  hope  of  success,  that  the  evidence  tended  to 
prove  that  the  defendant  company  was  grossly  negligent  in  leav- 
ing the  wire  in  a  position  where  it  was  liable  to  come  in  contact 
with  other  wires  heavily  charged  with  electricity,  and  thus  en- 
danger the  lives  of  unsuspecting  pedestrians  and  others  passing 
and  repassing  along  and  across  the  public  street.  One  of  the  two 
reasons  assigned  in  support  of  the  motion  for  a  nonsuit  was, 
"Because  plaintiffs  failed  to  prove  negligence  upon  the  part  of 
the  defendant"  This  was  wholly  unwarranted  by  the  testi- 
mony, and  the  learned  trial  judge  rightly  disposed  of  it  by  say- 
ing: "The  evidence  showed  that  the  defendant  in  making  some 
alterations  in  its  line  allowed  an  arc  wire  to  lie  upon  the  pave- 
ment in  a  much-traveled  part  of  the  city  without  guard  or  warn- 
ing to  passers-by ;  that  the  plaintiff  stepped  upon  it,  and  inmaed- 
iately  received  a  shock  that  felled  her  to  the  ground,  and  oc- 
casioned the  injuries  of  which  she  complains.  This,  in  our  judg- 
ment, was  sufficient  to  establish  the  negligence  of  the  defendant 
in  the  first  instance,  and  require  it  to  make  answer.*' 

As  to  the  allied  contributory  negligence  of  the  injured  plain- 
tiff, it  is  sufficient  to  say  that  a  careful  consideration  of  the  testi- 
mony has  satisfied  us  that  the  learned  court  below  erred  in  deny- 
ing the  motion  to  take  off  the  judgment  of  nonsuit  While  there 
is  some  evidence  bearing  on  the  subject  of  contributory  negli- 
gence that  may  be  r^arded  as  sufficient  to  go  to  the  jury,  it  is 
not  of  such  a  character  as  to  justify  a  trial  judge  in  holding,  as 
matter  of  law,  that,  because  of  the  plaintiff's  contributory  negli- 
gence, there  can  be  no  recovery.    In  order  to  reach  that  conclu- 
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Bion,  rasort  must  be  had  to  iuferenceB  of  fact  such  as  can  be 
legally  drawn  anJy  by  a  jury.  We  are  of  opinioni  that  the  legal 
conclusion  of  contributory  negligence  is  unwarranted  by  any  of 
the  admitted  or  conclusively  established  facts  in  this  casa  In 
other  words,  upon  the  evidence  before  us,  the  case  should  be 
properly  submitted  to  and  disposed  of  by  a  jury,  and  not  by  the 
court  alone.  Inasmuch  as  the  case  goes  back  for  trial  by  a  jury, 
further  comment  on  the  questions  involved  is  neither  necessary 
nor  desirabla  Judgment  reversed,  motion  to  take  off  nonsuit 
granted,  and  record  remitted  with  a  procedendo. 


NoTB. — See  Mr.  Keasbey's  note,  antef  p.  446. 


Mabt  E.  Fitch,  Respondent^  v.  The  Cbktbai.  New  Yobs: 
Telephone  and  Telegraph  Compant,  Appellant. 

Hew  York  Supreme  Court,  Appellate  Divieion,  Third  Dept.,  July,  1890. 

(42  App.  DiT.  321.) 
Death  bt  eucgtrig  shock — Unayoidablb  Accn>Ei7T. 

On  March  27th,  a  tree,  uprooted  by  a  high  wind,  dragged  from  its  pole 
one  of  defendant's  telephone  wires,  but  held  it  so  high  above  the  road 
as  not  to  interfere  with  travel.  On  the  28th  an  employe  of  the  over- 
seer of  highways  removed  the  fallen  tree  and  fastened  the  wire  to 
another  tree,  still  out  of  reach  of  travelers.  On  the  31st,  the  wire 
came  in  some  way  nearer  the  ground  and  collided  with  and  overturned 
plaintiff's  top  carriage.  The  place  was  about  four  miles  from  each  of 
the  two  villages  connected  by  the  telephone  line.  There  was  no  inter- 
ruption of  the  circuit,  and  the  defendant  had  no  knowledge  or  notice 
of  the  occurrence  until  about  the  time  of  the  accident,  when  the  line 
was  promptly  repaired. 

Held,  that  the  accident  could  not  have  been  anticipated,  and  could  have 
been  guarded  against  only  by  constant  patrol  of  the  lines,  which  was 
not  required  of  the  company. 

Judgment  for  plaintiff  reversed. 

Appeal  by  defendant  from  judgment  entered  upon  the  verdict 
of  a  jury  at  Chenango  County  Trial  Term. 
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Pacts  sufficiently  stated  in  bead-note  and  opinioik 
Albert  F.  Oladding,  for  the  appellant 
John  W.  Church,  for  the  respondent. 

Hebbice^  J. :  Under  section  102  of  chapter  566  of  thie  Laws 
of  1890  tlie  defendant  had  a  right  to  have  its  lines  of  wire  upon, 
over  or  under  the  highway,  and,  therefore,  cannot  be  treated  as  a  , 
trespasser. 

The  falling  of  the  wire  did  not  happen  because  of  faulty  oon^ 
struction,  or  any  inherent  weakness  in  its  poles,  or  in  the  attadi- 
ment  of  the  wire  thereto,  which  rendered  it  unable  to  resist  a 
wind  storm, but  it  wascarried  down  by  a  tree  which  was  uprooted 
and  fell  upon  it  The  defendant  did  not  in  fact  know  of  the  in- 
jury to  its  lines  until  the  morning  of,  and  about  the  time  of,  the 
happening  of  the  accident  to  the  plaintiff ;  it  then  promptly  pro- 
oeeded  to  repair  it  The  only  daim  of  negligence  that  can  be 
made  against  the  defendant,  it  seems  to  me,  is  in  not  discovering 
and  repairing  the  injury  to  its  line  between  the  time  of  the  hap- 
pening of  that  injury  and  the  time  the  accident  happemied.  Is 
that  claim  well  founded  ? 

It  is  evideat  that,  under  ordinaiy  circuniBtanoeB,  vibm  tie 
wires  are  torn  from  the  poles,  notice  will  be  given  of  the  fact 
by  their  dropping  to  the  ground  and  causing  an  inmrediate  inter- 
ruption of  the  current,  and  the  oonsequent  cutting  off  of  oom- 
munication  over  the  wire,  thus  immediately  giving  notice  to  the 
company.  Here,  from  the  peculiar  and  unusual  nature  of  the 
accident,  the  wire  after  being  torn  from  its  pole,  was  not  ooly 
held  from  the  ground  so  as  to  prevent  the  current  from  being  out 
off,  but  it  was  held  at  such  a  distance  above  the  highway  as  not 
to  interfere  with  the  traffic  over  it,  and  consequently  no  notice 
was  received  in  the  ordinary  way  by  the  defendant ;  and  when  it 
was  removed  from  the  fallen  tree  and  attached  to  another,  it  was 
still  in  such  a  position  that  the  current  was  not  interrupted,  nor 
did  the  wire  itself  interrupt  or  interfere  with  passersrby  on  the 
highway. 
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The  peculiar  character  of  this  accident  to  the  wire  of  the  do- 
f  endanit^  and  its  attendajit  circumstances,  are  of  such  a  nature  as 
not  to  have  heem  reasonably  anticipated  by  the  defendant,  and, 
therefore^  it  was  not  called  upon  in  the  exercise  of  reasonable 
diligence  to  guard  against  them. 

While  the  defendant  might  reasonably  anticipate  that  its  wires 
might  beocxme  broken  or  dislodged,  it  also  could  reasonably  an- 
ticipate that  it  would  have  prompt  and  immediate  notice  of  that 
fact  by  the  interruption  of  the  conma.unication ;  it  could  not  reas- 
onably anticipate  the  uprooting  of  trees,  and  their  falling  upon 
their  wires,  and  yet  holding  them  up  from  the  ground  in  such  a 
manner  as  not  only  to  prevent  the  breaking  of  the  current,  but 
also  not  to  interfere  with  the  passers-by,  and  thus  prevent  notice 
being  given;  nor  could  it  reasonably  apprehend  the  happening 
of  accidents  of  like  character,  and,  therefore,  it  was  under  no 
obligation  to  adopt  a  system  of  supervision  and  inspection  to 
guard  against  such  unanticipated  and  unforeseen  dangers. 

It  is  one  of  those  accidents  that  probably  could  not  be  guarded 
against^  except  by  a  constant  patrol  or  inspection  of  the  lines,  and 
it  seems  to  me  that  telephone  and  telegraph  companies  are  under 
no  greater  obligations  in  that  respect  than  are  overseers  or  com- 
missionerB  of  highways,  and  as  to  them,  it  has  been  held  that 
they  are  under  no  obligation  to  keep  the  roads  in  their  towns 
under  constant  personal  supervision.  Lane  v.  Town  of  Hcmcock, 
142  K  Y.  510. 

I  cannot  find  from  the  evidence  that  the  defendant  is  charge- 
able with  negligence,  and  the  judgment  and  order  should,  there- 
fore, be  reversed,  and  a  new  trial  ordered,  costs  to  abide  the 
event. 

All  concurred,  except  Mbbwin,  J.,  dissenting,  and  Putnam, 
J.,  not  sitting. 

Judgment  and  order  reversed  and  a  new  trial  granted,  costs  to 
abide  the  event 


KoTE. — See  note  2  at  end  of  Part  III. 
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Albsbt  £.  HsGTOB  y.  Boston  Elbotbig  Light  CoicPAinr. 

MiuaachuaeiiM  Supreme  Judicial  Court,  Sept.  7,  1899. 

(174  Mass.  212.) 

INJUBT  FBOIC  ELBOTBIC   SHOCK. 

New  evidence  held  to  warrant  no  change  of  decision  or  modification  of 
views  expressed  upon  former  appeal,  5  Am.  Electl.  Gas.  300. 

Appeal  by  plaintiff  from  order  of  Superior  Court^  Suffolk 
County,  directing  verdict  for  defendant 

8.  L.  Whipple  and  W.  M.  Noble,  for  plaintiff. 

E.  W,  Burdett  and  C.  A.  Snow,  for  defendant. 

MoBTON,  J. :  After  the  former  decision  in  this  oas6i,  reported 
in  161  Mass.  558,  the  plaintiff  amended  his  declaration  by  add- 
ing an  allegation  that  the  defendant  was  wrongfully  mainftaining 
its  wires  over  41  Temple  Place,  without  any  right  or  possession 
from  the  owners  or  occupants  thereof,  and  went  to  trial  on  the 
declaration  as  thus  amended.  At  the  conclusion  of  the  plain- 
tiff's evidence  the  learned  chief  justice  of  the  Superior  Court 
ruled  that  the  plaintiff  could  not  recover,  and  directed  a  verdict 
for  the  defendant.  The  case  comes  here  now  on  the  plaintiff's 
exceptions  to  this  ruling  and  order.  The  plaintiff  contends  that 
the  evidence  at  the  last  trial  differed  favorably  to  him  in  ma- 
terial respects  from  what  it  was  at  the  former  trial,  and  there- 
fore that  the  grounds  on  which  the  court  decided  that  case  are  not 
applicable  to  this.  But,  while  it  is  true  that  there  are  some  dif- 
ferences, we  do  not  think  that  they  affect  the  substantial  grounds 
on  which  the  decision  in  that  case  was  placed-  Those  grounds 
were,  in  brief,  that  the  defendant  owed  no  duty  to  the  plaintiff 
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to  have  its  wires  properly  insulated  at  the  plax5e  where  he  was 
injured,  or  to  have  them  supported  so  far  above  the  roof  of  No. 
41  that  the  plaintiff  would  not  come  in  contact  with  them,  and 
that  the  defendant  was  not  required,  for  the  protection  of  the 
servants  of  the  telephone  oompany,  to  maintain  an  effectual  insu- 
lation of  its  wires  over  other  buildings  than  that  on  which  the 
standard  was  placed  at  places  where  the  defendant  had  no 
reason  to  expect  that  they  would  go  in  using  its  standard,  and 
where  the  defendant  had  neither  invited  nor  licensed  them  to 
ga  It  was  assumed  in  the  opinion  that  the  defendant  had  per- 
mitted the  telephone  company  to  use  its  standard  on  building 
No.  45  Temple  Place,  and  that  the  plaintiff,  as  the  servant  of 
that  company,  had  an  implied  license,  through  the  defendant^ 
from  the  owner  or  occupant,  to  go  upon  the  roof  of  No.  45,  and 
attach  telegraph  and  telephone  wires  to  the  standard.  The  fact, 
if  it  was  a  fact,  that  the  right  of  the  telephone  company  to  at- 
tach its  wires  to  the  standard  was  somewhat  greater  than  it  was 
there  assumed  to  be,  does  not  affect  the  principle  on  which  that 
case  was  decided.  That  case  turned,  not  on  the  nature  of  the 
rigiht  whidi  the  telephone  company  had  to  attach  its  wires  to  the 
standard,  but  on  the  duty,  if  any,  which  the  defendant  owed  to 
the  plaintiff  at  the  place  where  he  was  injured.  Neither,  we 
think,  for  the  same  reason,  does  it  make  any  difference  that  the 
plaintiff  was  not  sent  to  attach  a  wire  to  the  standard  on  No.  45 
Temple  Place,  but  was  sent  over  into  Temple  Place  to  find  a  suit- 
able route,  ani  a  suitable  series  of  fixtures  for  the  wire  that  was 
to  be  run;  nor  that  he  was  not  stooping  under  a  group  of  wires 
when  hurt ;  nor  that  the  defendant,  not  long  before  the  accident 
to  the  plaintiff,  had  acquired  a  joint  interest  with  the  telephone 
company  in  the  fixture  om  building  Na  34  Temple  Placa  The 
plaintiff  does  not  contend,  as  we  understand  him,  that  there  was 
any  evidence  tending  to  show  that  the  defendant  wrongfully 
maintained  its  wires  over  No.  41  Temple  Place.  The  most  that 
he  contends  for  in  that  regard  is  that  its  rights  were  no  greater 
than  those  of  the  telephone  company  to  maintain  its  wires  over 
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the  same  building.  He  aBsmneB,  and,  we  thinks  rightly,  upon  the 
eyidenoe,  that  the  telej^ane  company  and  the  defeaidant  com- 
pany both  maintained  their  wires  over  building  Na  41  by  im- 
plied  permission  of  the  owners  <^  occupants  of  that  building ;  in 
other  words,  that  they  were  licensees.  This  was,  in  subetance, 
the  situation  at  the  former  trial,  thou^  it  was  not  brou^t  out 
so  sharply  perhapsw 

The  matters  most  strongly  urged  as  new,  or  as  not  developed 
at  the  former  trial,  consist  of  evidence  tending  to  show  that  there 
had  been  a  joint  use^  to  a  greater  or  less  extent,  prior  to  the  acci- 
dent>  by  the  defendant  and  the  telephone  company,  of  structures 
throughout  the  cily,  the  structures  sometimes  belonging  to  one 
and  sometimes  to  the  other;  that  the  telephone  company  had  so 
used  the  standard  belonging  to  the  defendant  on  the  building  Ko. 
45  Temple  Place;  that  linemen  in  the  discharge  of  their  duties 
go  everywhere  upon  roofs  where  there  are  wires,  and  from  roof 
to  roof,  as  may  be  necessary,  to  reach  a  particular  fixture,  though 
whether  with  or  without  the  permission  of  the  owners  or  occu- 
pants of  the  buildings  did  not  appear;  and  that  the  alternating 
wires  which  were  strung  from  the  fixture  on  the  building  No.  45 
Temple  Place  to  that  on  Na  34  Temple  Place,  and  from  one  of 
whioh  the  plaintiff  received  the  shock  which  caused  the  injury, 
had  been  strung  only  a  short  time  before  the  accident,  and  were 
among  the  teV^hone  wires  which  had  been  there  a  long  time. 
This  evidence  was  material  only  as  tending  to  show  that  the  de- 
fendant had  reasonable  cause  to  expect  that  the  plaintiff  would 
approach  the  fixture  on  "No.  45  at  the  place  and  in  the  manner  in 
which  he  was  approaching  it  when  he  was  injured,  and  had  in- 
vited or  licensed  him  to  go  there  for  the  purpose  of  attaching  the 
telephone  wire  to  that  fixture.  The  evidence  failed  to  show 
that  There  was  nothing  tending  to  show  that  the  defendant  in- 
vited  or  licensed  the  plaintiff  to  go  everywhere  over  the  roofs  in 
the  city  where  there  were  wires,  or  that  it  had  any  authority  to 
do  so.  It  was  not  enough  to  show  that  the  defendant  had  reason- 
able cause  to  expect  that  the  plaintiff,  in  the  discharge  of  his 
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duties,  would  go,  rightly  or  wrongly,  upon  roofs  covered  by  its 
wires.  The  plaintiff  wss  bound  to  go  further,  and  show  that  the 
defendant  had  invited  or  lioenfied  him  to  go  where  he  was  when 
he  was  injured.  It  was  held  in  the  former  opinion  that  it  was 
not  the  duty  of  the  defendant  to  have  its  wires  properly  insulated 
over  their  whole  dreuit,  or  to  have  them  placed  so  far  above  the 
roofs  of  buildings  which  they  covered  that  the  plaintiff  and  other 
linemen  would  not  come  in  contact  with  them.  It  limited  the 
duty  and  liability  of  the  defendant  to  cases  in  which  it  had  per- 
mitted or  licensed  the  telephone  company  to  use  its  fixtures,  and 
to  places  where  it  had  reasonable  cause  to  expect  that  the  ser- 
vants of  the  telephone  company  would  go  in  the  discharge  of  their 
duties  in  connection  with  wires  attached  to  defendant's  fixtures, 
and  to  which  it  had  invited  or  licensed  them  to  go.  And,  as  ap- 
plied to  the  evidence  now  before  us,  we  see  no  reason  to  modify 
or  change  the  views  then  expressed,  and  no  ground  on  which  the 
defendant  can  be  held  liable. 

We  have  not  considered  the  question  of  due  care  on  the  part 
of  the  plaintiff.  We  doubt  whether  a  finding  that  he  was  in  the 
exercise  of  due  care  would  be  warranted.  The  view  which  we 
have  taken  of  the  effect  of  the  former  decision  renders  it  unneces- 
eaiy^  however,  to  consider  that  question.    Exceptions  overruled. 


JoHxr  Al  SoHWBiTZEB^s  Admii^istbatob  v.  Citizxns'  Gsetbral 

Elbotbio  Company. 

Kentucky  Court  of  Appeals,  Sept.  29,   1899. 

Death  bt  eiectbic  shock — ^Degbee  of  oabb. 

It  is  not  sufHcient,  in  an  action  based  on  death  by  electrio  sbock,  to 
eharge  the  jury  that  it  was  the  duty  of  the  company  Tnaintaining  the 
wires,  contact  with  which  caused  the  accident,  to  observe  the  highest 
degree  of  care  and  skill  usually  exercised  by  prudent  persons  engaged 


672  AMERICAN  ELECTRICAL  CASES.       [vol.  7 

Schweitzer's  Administrator  v.  Electric  Co. 

^1^— ^<i«^i^«^«^M^»»»— ^^.^— ^■^■^^— ^i^^™»»"^— .^-^^■— ^i^^— ^^^^^^^^^"^■^^^^■^^— ^"i™^^^"^^— ■— ^^^^^""^^ 

in  the  same  or  similar  business,  to  keep  its  wires  so  insulated  as  to  be 
reasonably  safe  and  free  from  danger  to  persons  who  maj  oome  in 
contact  with  them.  The  law  requires  perfect  protection  at  points  where 
contact  is  likely  to  take  place. 
Cases  of  this  series  cited  in  opinion:  OveraU  v,  LouiavUle  Elec.  L.  Co., 
▼ol.  7,  p.  521 ;  McLaughlin  v.  Louisville  Eleo.  L.  Co,,  vol.  6,  p.  255. 

Appeal  by  plaintiff  from  judgment  of  Oiiiauit  Court,  Jeffer- 
son County. 

Prior,  Ofhsal  &  Pryor,  and  Kohn,  Baird  &  Spindle,  tor  ap- 
pellant. 

Baker  &  Woods,  for  appellee. 

GuFFY^  J. :  It  is  alleged  in  the  petition  that  while  decedent 
was  engaged  in  the  prosecution  of  his  lawful  and  neoessary  af- 
fairs^ exercising  due  care  for  his  own  saf ety,  in  making  repairs 
upon  electrioal  fixtures  in  a  certain  building  and  storeroom  occur 
pied  by  one  Swift,  the  defendant,  its  agents,  seirants,  and  em- 
ployes,  by  gross  carelessness  and  negligence  and  wrongful  act, 
allowed,  permitted,  and  suffeiied  a  dangerous  and  powerful  cur- 
rent and  force  of  electricity  to  escape  from  the  wires  and  con- 
duits of  said  defendant  into  said  building  and  storeroom,  and  to 
be  conducted  through  and  over  said  building,  from  which  the 
said  decedent  was  killed.  The  decedent  was  not  in  the  employ- 
ment of  defendant  Judgment  was  prayed  for  in  the  sum  of 
$25,000.  The  first  paragraph  of  the  answer  is  a  traverse  of  the 
ayerments  of  the  petition  in  so  far  as  negligence  or  wrongful  act 
of  defendant  is  charged.  The  second  paragraph  pleads  contribu- 
tory negligence  of  the  deceased.  The  reply  traversed  the  affirma- 
tive allegation  of  tibe  answer.  A  trial  resulted  in  a  verdict  and 
judgment  in  favor  of  the  defendant,  and,  plaintiff's  motion  for 
a  new  trial  having  been  overruled,  he  prosecuted  this  appeal. 

We  deem  it  unnecessary  to  notice  in  detail  all  the  grounds  re- 
lied on  for  a  new  triaL 
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No  witness  should  have  been  allowed  to  give  an  opinion  as  to 
the  cauise  of  the  injury  or  the  condition  of  the  electrical  appara- 
tus, unless  he  had  first  shown  himself  an  expert^  and  also  had 
sujBScient  knowledge  of  the  facts  connected  with  the  appliances 
used  to  enable  him  to  form  an  intelligent  and  reliable  opinion. 

Appellant  complains  of  instructions  Nos.  4,  5  and  6,  which  in- 
structions are  as  follows :  "(4)  The  court  instructs  the  jury  that 
the  defendant  owed  the  duty  to  the  plaintiff's  intestate  to  exer- 
cise the  utmost  care  and  skill  which  prudent  persons  would  exer- 
cise under  similar  circumstances,  in  the  management  and  care  of 
its  wires,  appliances,  and  electrical  currents,  so  as  to  prevent  the 
entry  into  the  building  where  the  plaintiff's  intestate  was  killed 
of  any  electrical  current  that  was  more  dangerous  than  necessary 
to  reasonably  conduct  its  business  of  lighting  said  building  and 
operating  motor;  and  the  failure  to  exercise  such  care  is,  in  law, 
negligence.  (5)  By  ^negligence' is  meant  the  failure  to  exercise 
that  degree  of  care  which  a  person  of  ordinary  care  and  prudence 
usually  exercises  under  like  or  similar  circumstances.  (6)  The 
court  instructs  the  jury  that  if  they  believe  from  the  evidence 
that  there  was  on  the  morning  of  the  accident  and  at  the  time  of 
the  accident,  a  foreign  and  dangerous  current,  without  the  fault 
of  the  defendant  company,  and  that  said  foreign  current  caused 
the  death  of  decedent,  the  law  is  for  the  defendant,  and  the  jury 
must  so  find." 

It  may  well  be  doubted  whether  there  was  sufficient  evidence, 
if  any,  to  authorize  the  giving  of  instruction  6 ;  and,  if  there  was 
any  evidence  fending  to  show  that  any  foreign  current  was  on 
the  lines,  it  was  error  to  point  out  or  call  attention  to  such  evi- 
dence. The  reference  to  such  a  matter  was  likely  to  lead  the 
jury  to  the  conclusion  that  in  the  opinion  of  the  court  such  evi- 
dence had  been  produced,  and  was  entitled  to  much  weight.  The 
defendant  could  not  be  held  liable  unless  it  was  guilty  of  negli- 
gence in  some  respect,  and  a  general  instruction  to  that  effect  was 
sufficient. 

Appellant  insists  that  instruction  No.  5  is  erroneous,  and  that 
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it,  in  effect,  destroyed  No.  4.    It  is  contended  that  the  law  is  that 
the  defendant  was  bound  to  use  the  highest  degree  of  care  that 
skillful  and  prudent  men  would  use,  or  ought  to  use,  in  the  same 
or  similar  buflinessi.    It  cannot  be  doubted  that  electricity  is  a 
powerful  and  dangerous  force,  and  a  force  no  one  except  experts 
can  understand*     The  danger  incident  to  electric  currents  and 
appliances  can  rarely,  if  ever,  be  foreseen  or  guarded  against  by 
the  common  citizen;  hence  the  highest  degree  of  care  should  be 
exercised  by  those  using  such  a  deadly  and  unseen  force  for  pri- 
vate gain.    Such  seems  to  be  the  general  doctrine,  as  found  in 
the  books  and  in  the  opinions  of  the  courts  of  last  resort^  includ- 
ing this  court    In  Overall  v,  Louisville  Elec.  Light  Co,,  7  Am. 
ElectL  Cas.  621,  47  S.  W,  443,  this  court  said:  "Appellant, 
at  the  time  he  was  struck,  was  in  a  place  where  his  business  re- 
quired him  to  be,  and  where  he  had  a  right  to  be ;  and  it  was  the 
duty  of  the  electric  light  company  to  know  that  linemen  of  the 
telephone  company  would  have  to  come  into  close  proximity  to 
its  wires  in  attending  to  their  duties,  and  it  was  its  duty  to  use 
every  protection  which  was  accessible  to  insulate  its  wires  at  that 
point,  and  at  all  points  where  people  have  a  right  to  go  for  busi- 
ness or  pleasure,  and  to  use  the  utmost  care  to  keep  them  so, 
and  fox*  personal  injuries  resulting  from  its  failure  in  that  re^ 
gard  it  is  liable  in  damages."    Mr.  Thompson,  in  his  work  on 
Electricily  (sec  65),  says:  "It  may  be  doubted  whether  persons 
or  corporatioDB  employing  for  their  own  private  advantage  so 
dangerous  an  agency  as  electricity  ought  not  to  be  regarded  as 
quasi  insurers,  as  towards  third  persons,  against  any  injurious 
consequences  which  may  flow  from  it.     It   may    be   doubted 
whether  one  who  collects,  or,  rather,  creates,  so  dangerous  an 
agency,  ought  not  to  be  held  to  the  obligation  of  restraining  it, 
— ^that  is,  of  insulating  it, — at  his  peril."     And  in  the  recent 
case  of  McLatighlin  v.  Louisville  Electric  Light  Co.,    6    Am. 
Electl.  Cas.  255,  37  S.  W.  856,  this  court  says:  "It  seems  clear 
to  us  that  appellee  should  have  been  required  to  have  had  perfect 
protection  on  its  wires  at  the  point  and  place  where  appellant  was 


KENTUCKY,  1899.  675 

Schweitzer's  Administrator  t.  Electrie  Co. 

injured.  The  fact  tkat  it  was  varj  expenaaive  or  inoonyenieELt  is 
no  excuse  for  such  f ailura  ^Very  great  caie'  might  be  sufiScieut 
as  to  the  wires  at  points  remote  from  public  passwajs,  buildings, 
or  places  where  persons  need  not  go  for  work  or  business ;  but 
the  rule  should  be  different  as  to  points  where  people  have  a  right 
to  go  for  work,  business,  or  pleasure. 

At  the  latter  podnts  or  places  insulation  or  protection  should 
be  made  perfect,  and  the  utmost  care  used  to  keep  it  so."  And 
this  doctrine  has  been  laid  down  in  a  number  of  well-considered 
opinions  cited  in  this  opinion,  supra.  Electricity  is  the  most 
powerful  and  dangerous  element  known  to  soienca  It  cannot  be 
seen,  and  it  is  as  silent  as  it  is  deadly,  and  it  follows  that  those 
who  manufacture  and  use  it  for  private  adrantage  must  do  so 
at  their  peril.  The  only  way  to  prerent  accidents,  where  a 
deadly  current  is  used,  is  to  hare  perfect  protection  at  those 
points  where  people  are  liable  to  corns  in  contact  with  it.  And 
the  jury  in  this  case  should  hare  been  instructed  that  this  was 
the  duty  of  the  defendant  To  have  told  them  ^^that  it  was  the 
duly  of  the  defendant  to  obserre  the  highest  degree  of  care  and 
skill  usually  exercised  by  prudent  persons  engaged  in  the  same 
or  similar  business,  to  keep  its  wires  so  insulated  as  to  be  reason- 
ably safe  and  free  from  danger  to  persons  who  might  come  into 
contact  with  them;,"  was  not  sufficient.  The  law  requires,  at 
those  points  where  such  contact  is  likely  to  take  plaoe^  perfect 
protection  from  this  unseen  and  terrible  power. 


Note. — See  Mr.  Keasbey's  note,  ante,  p.  661. 
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Phixip  a.  Brown,  Infant,  by  Hext  Friend,  v.  Emsoi?  Elbctbio 
Illuminating  Company  of  Baltxmo&e  City* 

Maryland  Court  of  Appeal;  Jan,  9,  1900, 

(00  Md.  400.) 

Elbotric  shock — Neolioence  m  cabs  or  elbotbic  ijoht  wma. 

An  electric  light  companj,  using  a  current  so  powerful  that  its  wires 
are  highly  dangerous,  owes  a  duty  ol  protection  to  every  one  who  in 
the  exercise  of  a  lawful  occupation,  in  a  place  where  he  has  a  legal 
right  to  be,  is  liable  to  come  in  contact  with  the  wires.  So  Jkeld, 
where  a  boy  was  injured  by  contact  with  an  uninsulated  primary  wire, 
while  he  was  on  a  window-roof  in  front  of  his  employer's  store,  attempt^ 
ing  to  remove  an  obstruction  from  a  spout. 

Cases  <A  this  series  cited  in  opinion:  W.  U.  TeL  Co.  «.  State  to  Uw  of 
Nelson,  vol.  6»  p  619;  Ennis  v  Oray,  voL  6,  p.  325;  Ori/fin  v.  United 
Elec,  L.  Co,,  vol.  6,  p  262;  Oi7eraU  t>.  Lowi9fo%aa  Elee,  L,  Co^  v6L  7,  p. 
621;  Perham  v.  Portland  Gen.  Eleo.  Co^  voL  7,  p.  487. 

Appeal  by  plaintiff  from  judgment  of  Baltimore  Ooort  of 

Common  Pleas. 

WUltam  Coltan  and  H.  Tebbs,  for  appellantL 

JoTun  P.  Poe,  G.  Hopewell  Warner  aiud  Edgar  AUen  Foe,  for 

appellea 

ScHMuoKBB,  J. :  The  axstion  in  thiB  oase  wsas  brougbt  againist 
the  appellee  for  damages  sustained  by  the  equitable  appellant 
from  coming  in  contact  with  an  electric  light  wire  chaiged  with 
a  high-tension  current.  The  evidence  introduced  by  the  plaintiff 
tended  to  prove  the  following  state  of  facts :  The  equitable  appel- 
lant, who,  at  the  time  of  receiving  the  injury  complained  of,  was 
a  boy  11  years  old,  was  employed  by  one  Burt>  the  proprietor  of  a 
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fttore  at  Na  314  West  Pratt  street,  Baltimore,  to  dean  up  the 
store  and  disclia]:^  other  minor  duties.  There  was  a  roof,  cover- 
iug  the  front  window  to  the  storey  about  3  feet  6  Inches  wide, 
which  extended  across  the  entire  front  of  the  building  just  below 
the  second  story  window*  An  open  rain  spout  or  gutter  ran 
along  the  front  edge  of  this  roof,  and  discharged  its  contents  by 
a  down  spout  attached  to  the  front  of  the  building.  The  electric 
light  current  was  introduced  to  the  store  by  two  primary  wires 
extending  from  a  pole,  standing  some  75  feet  easterly  from  the 
building,  to  glass  insulators  which  were  attached  by  iron  brackets 
about  6  inches  long  to  the  easternmost  end  of  the  small  roof  of 
which  we  have  spoken.  From  the  insulators  the  wires  passed 
into  a  fuse  box,  and  then  into  a  converter,  from  which  the  cur- 
remt  was  carried  by  secondary  wires  into  the  store.  The  primary 
wires  from  the  pole  to  the  converter  were  charged  with  a  current 
of  1,000  volts,  which  is  highly  dangerous,  if  not  fatal,  to  the  life 
of  any  one  coming  in  contact  with  the  naked  wire;  but  the  sec- 
ondary wires,  extending  from  the  converter  into  the  store,  were 
only  charged  with  the  comparatively  harmless  oorrant  of  60 
volts.  The  primary  wire  from  the  pole  to  the  insulator  nearest 
the  house,  and  not  moite  than  6  indies  from  it,  was  jointed  just 
beyond  the  insulator,  and  at  the  time  of  the  accident  the  point 
of  the  jointed  wire  was  left  sticking  up  and  entirely  uncovered. 
The  same  wire  was  exposed  naked  by  reason  of  defective  insula- 
tion at  two  other  places  about  2  or  3  inches  beyond  the  insulator. 
On  June  5,  1897,  the  equitable  appellant,  by  direction  of  his 
employer,  went  upon  the  roof  which  covered  the  store  window, 
for  the  purpose  of  cleaning  it  and  the  rain  spout  attached  to  it. 
He  was  seen  by  a  passer-by  on  his  knees  upon  the  roof,  appar- 
ently cleaning  the  gutter;  and  shortly  afterwards  he  was  found 
lying  insensible  upon  the  roof,  with  his  head  in  contact  with  the 
exposed  joint  in  the  primary  electric  light  wire,  nearest  to  the 
house.  The  flesh  of  his  head  was  burning  at  the  point  of  oon- 
tsdt  with  the  wire  when  he  was  found,  and  he  was  otherwise  inr 
by  the  electric  curreint  which  passed  into  his  body  from 
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thd  ynre.  Ko  one  witnessed  the  aocddemty  but  tihe  appeUamt  him- 
self testified  that  he  was  stooping  over  the  edge  of  the  roof  at  its 
eastern  end,  resting  on  his  left  hand,  while  endeavoring  with  his 
right  hand  to  remove  a  ball  whioh  had  lodged  in  the  down  spoat, 
when  his  left  hand  slipped  and  he  immediately  became  nnoon- 
sdoos.  There  was  also  evidenoe  tending  to  show  that  the  pri- 
mary wire,  which  was  oonstantly  chaxged  with  the  deadly  cur- 
rent, was  not  covered  with  the  most  approved  and  effective  in- 
sulating material,  even  where  it  ran  in  dose  proximity  to  the 
f ronit  of  the  housa  At  the  conclusion  of  the  plaintiff's  testi- 
mony, the  court,  upon  application  of  the  defendant,  took  the 
case  away  from  the  jury  on  the  ground  that  there  was  no  legally 
sufficient  evidence  to  entitle  the  plaintiff  to  recover. 

The  appellee  was  engaged  in  supplying  electric  light  to  streets 
and  houses  by  means  of  a  currenit  of  so  high  voltage  that  the  busi- 
ness in  which  it  was  thus  engaged  was  in  the  highest  degree  dan- 
gerous to  all  persons  liable  to  come  in  contact  with  the  wires 
which  carried  the  current.  These  wires  were  strung  on  poles 
erected  in  the  streets  of  a  large  city,  which  were  likely  to  be  at 
all  times  occupied,  and  at  many  times  crowded  with  persons  law- 
fully passing  through  them.  The  same  dangerous  current  was 
in  the  course  of  the  business  conducted  by  wires  strung  from  the 
poles  standing  along  the  curbstone^  across  the  sidewalk,  to  the 
houses  to  be  lighted  by  it.  Outside  of  any  contractual  relation 
between  the  parties  to  this  suit,  the  very  nature  of  the  business 
thus  conducted  by  the  appellee  imposed  upon  it  a  l^al  duty  to- 
wards every  person  who>  in  the  exercise  of  a  lawful  occupation 
in  a  place  where  he  had  a  legal  right  to  be,  was  liable  to  come  in 
contact  with  the  wires  charged  with  this  invisible  but  deadly 
power.  This  duty  has  been  recognized  and  enforced  by  the 
courts  in  many  cases  in  this  State  and  elsewhere.  As  applied  to 
the  management  by  the  appellee  of  its  wires  charged  with  the 
high-tension  current,  this  legal  duty  would  require  it  to  see  that 
its  wires,  when  strung  where  persons  were  liable  to  ocane  in  con*- 
tact  with  them,  were  properly  placed  with  reference  to  the  safety 
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of  sucib  petrsoDfi,  and  Tvere  properly  insulatod.  W.  U.  Tel.  Co.  v. 
State,  to  Use  of  Nelson,  5  Am.  ElectL  Cs&.  619,  82  Md.  311 ; 
Ennis  v.  Qray^  6  Am.  Elect!.  Cas.  325,  87  Hun,  356;  QriiJin  v. 
Light  Co.,  6  Am.  Electl.  OaB.  25^  164  Mass.  492;  Mackay  v. 
Railroad  Co.,  35  N.  Y.  75;  Overall  v.  Louisville,  etc.  Light  Co. 
(Ky.),  47  S.  W.  442;  Perham  v.  PoHland  Electric  Co.  (Or.), 
7  Am.  Eleotl.  Cas.  487,  53  Paa  14 ;  Reagan  v.  Light  Co.,  167 
Mass.  406.  In  the  present  case  the  wire  charged  with  the  deadly 
cTirrent  was  carried  by  the  system  of  construction  adopted  by  the 
appellee  to  within  six  inches  of  the  front  of  the  house  to  be 
lighted,  and  was  then  attached  to  an  insulator  quite  near  the  bot- 
torn  of  the  easternmost  second-story  window,  and  but  a  few 
inches  from  the  end  of  the  roof  on  which  the  appellant  was  in- 
jured. In  view  of  the  number  of  lawful  purposes,  such  as 
painting,  repairing,  and  cleaning,  for  which  persons  might  be 
required  to  labor  upon  the  roof  in  question,  or  upon  the  front  of 
the  house  or  of  the  adjoining  house,  the  propriety  of  bringing 
the  high-tension  wire  so  near  to  the  house  may  well  be  ques- 
tioned. The  evidence  indicated  that  the  converter  which  re- 
duced the  strength  of  the  current,  and  robbed  it  of  its  fatal 
character,  might  have  been  placed  upon  the  pole,  and  a  low-ten- 
sion and  harmless  current  Lave  been  carried  from  the  pole  to  the 
house.  If  the  witnesses  are  to  be  believed,  the  insulation  of  the 
high-tension  wire  at  the  time  of  the  accident  was  defective  at 
several  places  within  less  than  one  foot  from  the  front  of  the 
house.  The  evidence  is  that  the  exposed  point  on  which  the  ap- 
pellant was  injured  was  not  over  seven  inches  from  the  roof  on 
which  he  was  working.  In  Nelson's  Case,  supra,  where  the  de- 
fective insulation  of  an  electric  supply  wire  permitted  an  unused 
telephone  wire,  which  fell  across  it  and  reached  the  pavement, 
to  become  so  heavily  charged  with  electricity  that  it  killed  a  child 
on  the  street  who  came  in  contact  with  it,  we  held  that  it  was  the 
plain  duty  of  the  company  not  only  to  properly  erect  their  plants, 
but  to  maintain  them  in  such  condition  as  not  to  endanger  the 
public.     We  also  held  in  that  case  that  if  the  property  of  the  de- 
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f  endant  was  not  in  proper  oondition,  and  by  reason  thereof  the 
plaiiiitiff  was  injured^  those  facts  aloiie,  in  the  absence  of  other 
evidence  to  show  that  the  defect  originated  without  the  fault  of 
the  company,  afford  a  prima  facie  presumption  of  negligeiio& 
The  doctrine  there  announced  applies  with  equal  force  to  the 
present  case. 

There  were  no  eye-witnesses  to  the  occurrence  of  the  accident, 
and  the  appellee  strongly  contended  that  the  evidence  failed  to 
show  that  either  the  condition  or  the  arrangement  of  the  wires 
was  the  cause  of  the  injury  to  the  appellant^  and  relied  in  that 
connection  on  Abbott's  Case,  76  Md.  158 ;  Savingtonfs  Case,  71 
Mdi  699,  and  Millslagle's  Case,  78  Md.  75*     An  examination  of 
those  cases  show  that  there  is  a  plain  distinction  between  them 
and  the  one  under  consideration,  in  this :  that  no  one  of  those 
cases  presented  such  a  prima  facie  presumption  of  negligence 
against  the  defendant  as  the  present  one  does.     In  Abboitfs  Case 
there  was  no  evidence  at  all  of  negligence  on  the  part  of  the  de- 
fendant    In  each  of  the  other  cases  the  person  killed  was  a  tres- 
passer on  the  track  of  the  railway  by  whose  train  he  was  struck. 
In  MUhlagle's  Case  there  was  also  some  evidence  indicating 
that  the  boy  who  was  killed  had  attempted  to  board  the  cars  while 
they  were  in  motion,  and  the  condition  of  the  body  when  found 
^ave  color  to  that  view  of  the  case.     And  in  Savington's  Case 
there  was  evidence  tending  to  show  that  the  boy  who  was  killed 
stumbled  and  fell  against  the  pilot  of  the  engine  while  running 
between  the  north  and  south  tracks  of  the  railroad.     In  the  case 
at  bar  the  boy  was  engaged  in  a  lawful  occupation  at  a  place 
where  he  was  entitled  to  be  when  he  was  injured,  and  there  is 
no  evidence  showing  a  want  of  care  on  his  part.     If  his  own  evi- 
dence is  to  be  believed,  the  injury  would  not  have  occurred  if  the 
wires  of  the  appellee  had  been  properly  insulated,  or  if  the  high- 
tension  current  had  not  been  brought  so  near  to  the  housa     We 
think  the  case  presented  such  strong  prima  facie  evidence  of 
negligenoe  on  the  part  of  the  appellee  that  it  should  not  have 
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been  taken  fiam  tfaie  jury.     Judgment  reversed^  and  cause  re- 
maoded. 


Note. — See  Mr.  Keasbej's  notes,  anU,  pp.  666,  661.    Also  note  2  at  end 
of  Part  UL 


Edwabd  J.  WiTTLBDiiE,  an  Infant,  by  Edwabd  G.  Wittledbb, 
his  Guardian  ad  Litem,  Kespondent,  v.  The  Citizens'  Eii- 
ECTRic  iLLUMHTATiNa  CJoMPANY  OF  Bbooklyn,  Appellant 

New  York  Supreme  Court,  Appellate  Division,  Second  Department,  Jan- 
uary, 1900. 

(47  App.  Dir.  410.) 

Ihjttrt  bt  shock  fbom  klbctbio  ught  wisb. 

Defendant's  electric  light  wires,  strung  upon  the  structure  of  an  elevated 
railroad,  were  so  near  a  landing  of  a  stairway  leading  to  a  station  of 
the  railroad,  that  the  plaintiff,  inadvertently  throwing  his  hand  backward 
from  the  railing,  touched  a  live  wire  and  received  injuries  by  shock  and 
burning. 

Held,  that  though  the  plaintiff  was  not  an  intending  passenger,  but  was 
a  boy  playing  on  the  stairway,  he  was  not  a  trespasser,  at  least  upon 
any  rights  of  the  defendant,  since  it  did  not  appear  that  the  defendant 
had  a  right  to  string  its  wires  there. 

Under  a  complaint  which  alleged  facts  showing  both  negligence  and  nui- 
sance, held,  that  recovery  might  be  had  upon  either  theory,  there  being 
no  motion  to  compel  the  plaintiff  to  elect. 

Beld,  impossible  to  find,  as  matter  of  law,  that  the  defendant  could  not 
reasonably  have  anticipated  an  injury  to  the  boy,  or  that  the  act 
of  the  defendant  in  locating  the  wire  was  not  the  proximate  cause  of 
the  accident. 

Testimony  that  the  defendant's  employes  removed  the  wire  from  the 
structure  a  month  after  the  accident,  held  competent  to  prove  defend- 
ant's ownership  of  the  wire,  and  admissible  in  corroboration  of  other 
proof  of  such  ownership. 

Appeal  bj  defendant  from  judgment  of  Supreme  Court, 
Kings  County,  upon  a  verdict  for  the  plaintiff  of  $8,000,  and 
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from  an  order  denying  def endaiit's  motion  for  a  new  trial  upon 
tbc  minutes. 

John  Notman  {Lewis  H,  Freedman  with  him  on  the  brief), 
for  the  appellant. 

Foster  L.  Backus,  for  the  respondent. 

Goodrich,  P.  J. :  On  July  8,  1898,  Edward  J.  Wittleder,  the 
plaintiff,  a  boy  about  ten  years  of  age,  was  playing  with  a  com- 
panion on  a  platform  or  landing  of  the  stairway  leading  to  the 
elevated  railroad  station  on  Fifth  avenue,  at  the  corner  of  St 
Mark^s  place,  Brooklyni  Upon  the  structure  of  the  railroad 
company  were  strung  electric  light  wires  belonging  to  the  de- 
fendant, which  extended  parallel  to  the  said  platf  orm,  on  a  cross- 
arm  projecting  at  right  angles  thereto,  and  at  a  distance  thare- 
fi\>m  variously  estimated  at  from  ten  to  eighteen  inches.  On 
each  side  of  the  stairway  was  a  balustrade,  which,  at  the  plat- 
form, extended  about  four  feet  above  the  floor,  the  space  between 
its  handrail  and  the  platform  being  talcen  up  by  a  sheet  of  iron 
along  the  floor  and  about  a  foot  and  a  half  in  height,  above  which 
was  a  lattice  work  of  iron.  There  was  evidence  tending  to  show 
that  the  plaintiff,  with  another  boy,  was  playing  on.  this  plat- 
form ;  that  while  so  doing,  and  standing  with  his  back  to  the  rail, 
he  put  one  foot  into  the  lattice  work,  the  other  being  on  the  floor, 
and,  leaning  backward,  casually  extended  one  arm  over  the  rail ; 
that  his  hand  came  in  contact  with  an  electric  light  wire  belongs 
ing  to  the  defendant^  thus  forming  a  ground  connection^  between 
his  hand  and  the  foot  in  the  iron  lattice  work,  so  that  a  current 
of  electricity  passed  from,  the  wire  through  his  body  from  hand 
to  heel,  and  he  received  a  severe  shook  and  bum,  necessitating 
the  amputation  of  the  thumb  and  two  fingers  of  his  right  hand, 
and  other  injury.  The  jury  found  a  verdict  for  $8,000,  and 
from  the  judgment  entered  thereon  the  defendant  appeals. 
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As  to  the  order  denying  the  motion,  for  a  niew  trial  on  the 
ground  that  the  verdict  is  against  the  weight  of  evidence,  we 
have  oaref ully  examined  the  record,  and  while  there  is  some 
groimd  for  question  whether  the  boy  received  his  injuries  ex- 
actly in  the  manner  described  by  him ;  whether,  with  his  face 
toward  the  wire,  and  reaching  out  over  the  rail,  he  took  hold  of 
the  wire,  or  whether,  with  his  back  to  the  rail  and  wire,  he  threw 
out  his  arm  aad  touched  the  wire  accidentally,  still  these  were 
questions  of  fact  which  the  court  was  required  to,  and  did,  sub- 
mit to  the  jury.     With  that  verdict  we  see  no  reason  to  interfere. 

The  defendant  contends  that  the  complaint  sets  out  an  action 
based  on  its  negligence  and  not  on  the  ground  that  it  maintained 
a  niuisance.  The  contention  is  not  sound.  The  complaint  al- 
leged that  the  defendant  ^^negligently  constructed  and  operated" 
the  wire  "within  one  foot  of  and  imlawfully  and  dangerously 
near  the  platform,'^  and  that  it  *Vas  not  suiSciently  nor  prop- 
erly nor  carefully  insulated  nor  covered  nor  protected.'*  This 
alleges  facts  sufficient  to  justify  the  admission  of  evidence  to 
establish  the  existence  of  a  nuisance,  inasmuch  as  the  state  of 
affairs  complained  of  existed  in  a  public  street  or  highway.  But 
it  is  also  an  allegation  of  negligence.  There  was  no  motion  to 
put  the  plaintiff  to  his  election,  and  he  would  have  been  entitled 
to  recover  on  either  theory  if  tibere  was  sufficient  evidence  in 
other  respects  for  that  purpose. 

It  is  not  necessary  for  us  to  pass  uxx>n  the  question  on  which 
theory  the  plaintiff's  right  of  action  depends,  for  the  evidence 
would  lead  us  to  conclude  tibat  the  jury  might  have  found  that 
the  defendant  was  liable  on  either  theory.  A  wire  carrying 
along  a  public  street,  in  a  densely  populated  city,  electricity 
with  a  voltage  sufficient  to  inflict  the  injuries  which  the  boy 
received,  is  a  constant  and  imminent  menace  to  the  safety  of 
those  who  approach  it,  and  requires  a  degree  of  care  in  its  erec- 
tion and.  maintenance  commensurate  with  its  liability  to  do 
injury.  There  was  conflicting  evidence  as  to  the  unnecessary 
proximity  of  the  wire  to  the  rail  of  the  balustradei,  and  as  to  the 
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swaying  of  the  wire  nearer  to  the  rail  on  account  of  the  passing 
of  ti*ains,  but  we  think  these  questions  were  fairly  submitted  to 
the  jury. 

The  defendant's  exceptions  raise  a  question  as  to  the  contribu- 
tory negligence  of  the  boy^  in  that  he  was  not  lawfully  on  the 
platform,  and,  therefore,  was  a  trespasser.     We  do  not  think 
this  is  a  question  which  can  be  raised  by  the  defendant,  as  not 
it,  but  the  railroad  company,  was  the  owner  of  the  stairway.     It 
may  be  conceded  that  tKe  boy  was  a  trespasser  as  against  the 
railroad  company,  and  that  within  the  doctrine  of  Walsh  v. 
Fitchburg  R.  R.  Co.,  145  N.  Y.  301,  there  oould  have  been  no 
recovery  against  it  for  an  accident  occurring  there.     The  de- 
fendant, so  far  aa  the  record  shows,  seems  to  have  no  right  to 
string  its  wires  on  the  elevated  railroad  structure.     It  does  not 
allege  any  such  right  in  the  answer,  and  there  is  not  sufficient 
evidence  to  enable  us  to  pass  upon  its  right  to  erect  or  maintain 
the  wire  where  it  was.     There  were  some  suggestions  looking  to 
that  end  and  to  the  regulationa  of  the  city  as  to  the  methods  of 
stringing  wires,  but  there  was  none  aa  to  any  right  or  license 
from  the  railroad  oompany  to  the  defendant  to  use  the  railroad 
structure  for  such  purposa     For  all  that  appears,  the  defendant 
was  just  as  much  a  trespasser  on  the  railroad  structure  as,  ac- 
cording to  its  claims,  the  boy  was.     At  any  rate  the  defendant  is 
not  in  a  position  to  defeat  the  action  on  the  ground  referred  to* 
The  defendant  also  contends  that  it  could  not  reasonably  have 
anticipated  an  injury  to  the  boy,  and  that  the  actof  the  defendant 
in  locating  the  wire  was  not  the  proximate  cause  of  the  accident; 
but  we  cannot  affirm  this  as  matter  of  law.     It  was  purely  a 
question  of  fact  on  the  evidence  whether  the  wire  was  so  dani^er- 
ously  near  the  rail  that  a  person  using  the  stairway  might  be 
injured  by  it     The  court,  in  refusing  to  dismiss  the  complaint, 
stated  that  the  only  grounds  upon  which  the  case  would  be  sub- 
mitted to  the  jury  were  as  to  the  contributory  negligence  of  the 
boy,  and  whether  ^4t  could  have  been  reasonably  anticipated 
that  this  wire  would  become  a  source  of  danger  to  people  who 
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were  invited  or  permitted  to  use  the  stairway ;"  and  such,  was 
the  charge.  It  is  hardly  necessary  to  say  that  the  verdict  estab- 
lishes this  fact  in  the  plaintiff's  favor. 

There  was  some  evidence  to  show  that  the  wire  in  question  was 
not  properly  insulated  and  that  there  was  a  break  in  the  insula- 
tion at  the  part  touched  by  the  boy.  The  evidence  as  to  the 
degree  of  care  exercised  by  the  defendant  in  the  inspection  of  the 
wire  was  rather  unsatisfactory,  but  it  is  unnecessary  to  refer  to 
this  further  than  to  say  that  the  court  did  not  submit  this  ques- 
tion to  the  jury  because,  as  the  learned  justice  stated,  there  was 
nothing  to  show  how  long  the  wire  had  been  in  that  condition, 
whether  it  was  in  that  condition  at  the  time  of  the  accident,  or 
whether  the  insulating  material  was  burned  off  by  reason  of 
the  contact  widi  the  boy's  hand. 

The  defendant  excepted  to  the  refusal  of  the  court  to  diai^ 
^'that  one  entering  the  premises  of  another,  such  as  the  stairs  of 
the  elevated  railway  on  Fifth  avenue,  is  a  noere  licensee,  and  is 
himself  bound  to  exercise  ordinary  care  and  diligence,  and  also 
that  these  elevated  stairs  are  for  thie  purpose  of  ingress  and 
egress  to  the  elevated  road,  and  that  the  defendant  could  not 
reasonably  anticipate  that  boys  and  girls  would  be  playing  on 
such  stairs  in  a  manner  to  be  injured  by  a  wire  outside  of  the 
railing.''  This  request  must  be  taken  in  its  entirety,  and,  of 
oourse,  if  any  part  of  it  was  exceptionable,  the  whole  request  was 
piroperly  refused.  It  involves  three  propositions:  First,  that 
the  plaintiff  was  a  mere  licensee  while  on  the  stairway  for  par- 
poses  of  play ;  second,  that  the  stairway  is  merely  for  the  use  of 
elevated  railroad  passengers ;  third,  that  the  defendant  could  not 
reasonably  have  anticipated  that  children  would  be  playing  on 
such  stairway  in  such  a  way  as  to  be  injured  by  a  wire  outside 
the  railing.  As  to  the  fiiBt  proposition,  we  have  already  de- 
clared that  the  defendant^  not  being  the  owner  of  the  stairway, 
was  in  no  position  to  raise  the  question  of  the  plaintiff's  right 
to  be  there.  As  to  the  third,  it  cannot  be  said,  as  matter  of  law, 
that  the  defendant  could  not  reasonably  have  anticipated  that 
children  would  be  playing  on  the  stairway,  as  the  evidence  shows 
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that  th07  of  tea  played  there ;  and  it  is  maoifeBt  that  both  they 
and  the  pafifiemgerB  might  have  their  haiids  odi  or  over  the  rail 
The  defendaat's  request  covered  cases  of  injury  to  a  persan  from 
a  wire  placed  anywhere  outside  the  rail  and  at  any  distance. 
The  request  on  this  proposal  nu^  have  been  proper  aa  to  a 
wire  three  feet  from  the  rail,  but  not  where  it  included  in  its 
scope  a  wire  just  outside  and  in  dose  proximity  to  the  rail,  and, 
possibly,  a  swinging  wire.  The  request  cannot  be  sustained  in 
its  entirety,  and  the  refusal  to  charge  it  was  proper. 

The  defendant's  counsel  excepted  to  the  admission  of  evidenoe 
to  prove  that,  about  a  montli  after  the  accident,  the  wire  was 
moved  farther  from  the  platform  by  the  defendant's  servants. 
He  admits,  however,  that  this  evidence  was  competent  to  prove 
defendant's  ownarship  of  the  wire,  but  contends  that  its  admis- 
sion was  error,  inasmuch  as  Abel,  one  of  the  defendant's  em- 
ployes, who  was  called  as  a  witness  by  the  plaintiff,  had  testified 
that  the  wire  which  injured  the  plaintiff  was  owned  by  the 
defendant  A  careful  reading  of  the  testimony  of  Abel  does 
not  conclusively  show  that  he  testified  that  the  wire  from  which 
the  plaintiff  received  his  injury  belonged  to  the  defendant,  and 
as  this  was  still  in  doubt,  the  evidence  was  competent  to  establish 
the  fact  of  ownershipw  Besides,  the  plaintiff  had  the  rigbt  to 
introduce  other  evidenoe  than  Abel's  testimony  on  this  point,  as 
the  jury  might  not  have  believed  the  witness  without  corrobo^ 
ration. 

I  should  be  much  better  satisfied  to  reduce  this  judgment  to 
$5,000,  but  my  associates  think  it  should  not  be  reduced,  and  I 
yield  to  their  views. 

The  judgment  should  be  affirmed. 

HiKsciiBERO,  J.,  taking  no  part 

Judgment  and  order  unanimously  affirmed,  with  costs. 


Note. — Upon  re-argument  of  this  case  (60  App.  Div.  478),  the  eoart 
further  held  that  eren  assuming  that  the  defendant  had  the  right  to  string 
its  wires  upon  the  structure  of  the  electric  railway,  still  it  owed  a  dutj 
of  care  to  the  plaintiff,  who  must  be  assumed  to  have  been  playing  on 
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the  ttairway  either  by  express  permission  or  implied  license  of  the  rail- 
waj  company;  and  negligence  could  be  properly  predicated  of  the  placing 
of  an  electric  light  wire  in  such  close  proximity  to  the  stairway;  and 
laid  down  the  proposition  that  the  stringing  of  a  live  electric  light  wire, 
contact  with  which  will  kill  or  severely  injure,  so  near  a  thoroughfare 
where  many  people  pass  that  contact  with  it  is  possible,  is  an  act  not 
of  passive  but  of  active  negligence.  The  creation  of  such  a  condition  is 
the  creation  of  a  nuisance. 

See  Mr.  Keasbey's  notes,  ofite,  pp.  656,  561;  also  note  2  at  end  of  Part 
IIL 


EdWASD     CDoNNBLL's     AbmINISTBATOB    T.     LoTTISVUJiB 

Electric  Light  Company. 

Kentucky  Court  of  Appeals,  Feb,  10,  1900. 
Electbio  xjoht  oohpant — Deqkeb  or  oabb. 

It  is  the  duty  of  an  electric  light  company  to  make  perfect  insulaticm  of 
its  wires  at  places  where  persons  have  the  right  to  go  for  business  or 
pleasure,  and  to  use  the  utmost  care  to  keep  such  insulation  perfect. 

Cases  of  this  series  cited  in  opinion:  McLaughlin  v.  Louisville  Eleo,  Lt, 
Co,,  vol.  6,  p.  255;  Overall  v,  Louisville  Eleo.  Lt,  Co,,  vol.  7,  p.  521. 

Appeal  by  plaintiff  from  judgment  of  Circuit  Court,  Jefferson 
County. 

Mait  O'Doherty,  for  appellant. 

Httrnphrey  &  Davie  and  John  W.  Barr,  Jr.,  for  appellea 

HoBsoN,  J. :  This  is  an  action  to  reoover  for  the  loss  of  tie 
life  of  appellant's  intestate  by  reason  of  the  alleged  negligence 
of  appellee.  The  intestate  was  in  appellee's  service,  and  was 
ordered  by  it  to  climb  one  of  its  polee,  and  fasten  to  it  a  bracket 
to  whidi  two  wires  were  to  be  attached*  While  twisting  one  of 
the  wires  around  the  bracket  with  his  pliers,  in  some  way  his 
left  arm  came  in  contact  with  another  wire,  charged  with  2,000 
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Yolts  of  electricity,  which  thus  passed  through  his  body,  causing 
instant  death.  Appellant  contended  that  the  wire  he  so  touched 
with  his  left  arm  was  an  aro  wire^  which  should  have  been  dead, 
or  without  any  current  of  electricity,  and  that  by  reason  of  the 
negligence  of  the  defendant  in  not  havinjg:  this  wire  properly 
insulated  the  intestate  lost  his  life.  On  the  other  hand,  appellee 
contended  that  the  intestate  had  himself  stripped  the  insulation 
off  both  the  wires  he  was  to  fasten  to  the  bracket,  and  that  his 
death  was  due  to  his  touching  with  his  left  hand  one  of  these 
stripped  wires  while  working  with  his  pliers  on  the  other.  The 
proof  was  conflicting;  and  it  was  a  question  for  the  jury,  on  aU 
the  eTidenoa  whether  the  intestate's  death  was  due  to  negligeoice 
on  the  part  of  appellee,  or  whether  there  was  oontributoiy  negli- 
gence on  his  part,  but  for  which  he  would  not  have  lost  his  life. 
The  case  was  tried  before  the  decision  of  this  court  in  McLaugh- 
Im  V.  Louisville  Elec.  Light  Co.,  6  Am.  ElectL  Cas.  255,  100 
Ky.  173,  37  S.  W.  831.  The  instructions  of  the  court  to  the 
jury  were  substantially  the  same  as  those  condemned  in  that 
case  and  in  the  subsequent  case  of  Overall  v.  Louisville  Elec. 
LigJU  Co.  (Ky.),  7  Am.  Electl.  Cas.  621,  47  S.  W.  442,  20 
Ky.  Law  Rep.  759. 

Note. — See  Mr.  Keasbey's  notes,  ante,  pp.  666,  661.    Also  note  2  at  end 
of  Part  IIL 


Isaac  Thomas'  Administratoh  against  Maysville  Street 
Railway  Company  and  Maysville  Gas  Company. 

Kentucky  Court  of  Appeals,  Man:h  29,  1900. 

« 

Injxtbt  bt  electric  shock — ^DuTT  or  insulation. 

a  oompanj  furnishing  electricity  for  pay  to  another  company  is  hound 
to  see  that  the  latter  performs  its  duty  of  keeping  the  wires  through 
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which  the  current  passes  properlj  insulated,  irrespective  of  who  owns 
or  controls  the  wires.  So  held,  in  an  action  based  on  death  from 
shock  by  contact  with  an  uninsulated  guj  wire  which  had  broken  loose 
and  hung  down  to  the  street. 
Case  of  this  series  eited  in  opinion:  MoLaughUn  v.  LouiaviUe  Electric 
Light  Oampany,  toI.  0,  p.  266. 

Appeal  from  Circuit  Court^  Mason  Coimly. 

A.  E.  Cole  &  Son  and  Thos.  R.  Phiater,  for  appellant. 

A.  M.  J.  Cochran^  for  appellee. 

Paynter,  J.:  This  action  was  instituted  by  the  appellant 
against  the  Maysville  Street  Kailway  Company  and  the  appel- 
lee,  the  Maysville  Gas  Company.  The  street  railway  company 
operated  an  electric  car  line  in  the  city  of  Maysville^  and  the 
appellee,  the  Maysville  Gas  Company,  was  engaged  in  the  busi- 
ness which  its  name  suggests ;  and,  in  addition  thereto,  it  had  in 
its  possession  and  control  a  dynamo^  and  thus  supplied  the  street 
railway  company  with  electricity  to  operate  its  car  lina  The 
wires  of  the  street  railway  company  were  constructed  along  the 
streets  of  the  city,  and  a  guy  wire  had  been  broken  loose,  and, 
not  being  properly  insulated,  it  was  charged  with  electricity; 
and  as  the  plaintiff's  intestate,  a  boy,  was  passing  along,  he  came 
in  contact  with  it^  which  resulted  in  producing  his  death.  The 
trial  resulted  in  a  verdict  against  the  street  railway  company, 
from  which  no  appeal  seems  to  have  been  prosecuted.  At  the 
conclusion  of  the  testimony  for  the  plaintiff,  the  court  instructed 
the  jury  to  find  for  the  appellee,  the  Maysville  Gas  Company, 
and  it  is  to  review  the  action  of  the  court  in  that  regard  that  this 
appeal  is  prosecuted.  So  the  important  question  in  this  case 
is  as  to  whetliier  it  is  responsible  for  the  death  of  the  boy,  if  it 
tirafl  the  result  of  negligence  in  failing  to  keep  the  wires  charged 
by  it  with  electricity  properly  insulated. 

There  are  some  minor  questions  raised,  but  it  is  sufficient  to 
say  that  we  agree  with  the  court  below  in  regard,  thereto.  How- 
ever, at  this  point  we  will  add  that  the  court  properly  compelled 


590  AMERICAN  ELEOTBICAL  OASES.       [vol.  7 


Thomma'  AdmiuUtrator  ▼.  Railway  Ck). 


the  appellant  to  elect  which  cause  of  action  he  would  prosecute; 
his  right  to  recover  being  restricted  either  to  the  conmLourlaw 
cause^  for  mental  and  phjsical  sufiering^  or  the  statutory  cause, 
for  the  death  of  his  intestate.  Bailway  Co.  v.  Barclay's  Adm'r 
(Ky.),  43  S.  W.  177-  It  is  not  necessary  to  consider  the  quesr 
tion  as  to  whether  the  motion  was  made  in  time^  as  the  case  is 
reversed,  and  on  the  next  trial  the  motion  can  be  heard  at  the 
proper  tinve^ 

The  street  railway  company  owned  and  had  diarge  of  the 
wire,  and  the  gas  company  generated  and  sent  into  the  wire  the 
electricity.  The  gas  company  received  so  much  per  month  for 
supplying  the  wires  of  the  street  railway  company  with  electric- 
ity to  operate  its  line  of  street  oaro,  and  it  had  no  interest  in  the 
car  line,  except  that  its  income  might  enable  it  to  pay  the  bill 
for  the  electricity.  That  there  was  a  duty  imposed  by  law  upon 
the  street  railway  company  to  keep  its  wires  properly  insulated, 
so  that  those  whose  businjess  or  pleasure  brought  them  in  dan- 
gerous proximity  to  them  might  be  protected  from  the  deadly 
current  which  they  conducted,  cannot  be  questioned.  Without 
the  electric  current  which  the  gas  comi>any  sent  through  them, 
contact  with  them  was  harmless.  When  so  charged,  they  be- 
came instruments  of  death,  threatening  the  lives  of  those  who 
perchance  came  in  contact  with  themu  Did  the  fact  that  the  gaa 
company  supplied  the  harmless  wires  with  the  force  which  con- 
certed them  into  a  death-dealing  agency  make  it  responsible  for 
the  injury  which  resulted  in  the  death  of  the  intestate?  Hie 
exact  question  submitted  has  not,  so  far  as  we  are  aware,  been 
answered  by  any  court  of  last  resort  Some  cases  are  cited  by 
counsel,  but  the  facts  of  those  cases  are  not  similar  to  the  facts 
of  tliis  case.  Therefore  we  must  find  some  signboard  along  the 
new  road,  and,  if  we  cannot  so  find  the  way  to  a  proper  conclu- 
sion, we  will  be  forced  to  swing  a  sickle  into  the  field  of  reason, 
and  there  harvest  a  principle  which  can  be  crystallized  into  a 
just  rule  to  apply  to  cases  like  this  one.  By  the  machinery  in 
use  by  the  gas  company,  it  produced  and  controlled  the  dec- 
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tridty.  It  is  preeumed  to^  aiid  did,  know  tlie  dangerous  foroe 
it  was  puttiisg  in  nuxtion,  and  that  it  constanitly  imperiled  the 
lives  of  those  who  passed  along  the  streets  where  the  wires  were 
in  use,  unless  they  were  properly  swung  and  insulated.  Know- 
ing the  dangerous  character  of  the  force  it  supplied,  it  was  bound 
to  use  the  oare  oommensurate  with  the  danger  of  its  employment, 
so  as  to  protect  those  who  passed  along  the  streets  or  places  where 
the  wires  were  placed.  The  electric  current  went  in  a  continue 
ous  stream  from  the  power  house  through  the  wires.  Its  flow 
could  only  be  stopped  by  the  agency  at  its  source.  That  agency 
contix>lled  the  electric  current  at  the  furthest  point  from  the 
power  house  as  it  did  at  the  point  where  the  wires  of  the  street 
railway  company  connected  with  the  generator.  From  the  in- 
stant the  force  was  generated,  it  remained  under  the  control  of 
the  appellea  As  it  were,  the  hand  that  oonitroUed  the  generator 
applied  the  deadly  force  to  the  body  of  the  intestate.  Consider- 
ing the  dangeroois  character  of  the  force  produced  by  the  gas 
company,  there  was  a  duty  imposed  on  each  to  see  that  the  wires 
into  which  it  was  sent  were  properly  insulated.  The  danger 
was  exactly  the  same  whether  the  wires  were  owned  by  one  or 
both  of  the  companies.  When  one  througji  the  instrumentality 
of  machinery  can  accumulate  or  produce  such  a  deadly  force  as 
electricity,  he  should  be  compelled  to  know  that  the  means  of  its 
distribution  are  in  such  condition  that  those  whose  business 
or  pleasure  may  bring  them  in  contact  with  it  may  do  so  with 
safety. 

It  is  urged  on  behalf  of  the  gas  company  that  a  manufacturer 
of  electricity,  who  delivers  it  to  another,  and  thus  parts  company 
with  it — its  dangerous  character  not  being  concealed,  and  such 
other  person  being  competent  to  look  after  and  control  it — does 
not  owe  any  duty  to  any  one.  It  is  assumed,  if  this  be  not  true, 
that  every  person  who  delivers  a  dangerous  substance  into  pos- 
session of  another,  under  a  contract  of  sale  or  hiring  by  which  it 
parts  with  the  control,  would  be  liable  for  the  negligent  acts  of 
the  person  to  whom  it  is  delivered,  after  the  delivery.     In  the 
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first  place,  electricity  is  unlike  any  other  dangerouB  matter  or 
foroe  known  to  scienca  In  the  second  place,  it  was  not  deliv- 
ered to  the  street  railway  company,  and  placed  in  its  possession 
and  controL  The  control  of  it,  from  the  very  nature  of  it,  re- 
mained with  the  gas  company.  As  an  evidence  of  it,  when  the 
boy  was  held  by  the  wire  he  could  not  be  rescued  until  the  gas 
company  stopped  the  electric  current.  An  example  of  the  de- 
Uvery  of  electricity  is  furnished  when,  an  electric  company 
charges  a  battery,  and  delivers  it  to  the  owner  of  an  automobile 
or  an  electric  laimch,  in  which  event  no  duty  would  rest  upon 
the  company  as  to  the  manner  of  its  use.  Theiie  can  be  no 
actual  delivery  of  powder,  dynamite,  or  natxx>-glyce!rin,  and  a 
complete  control  transferred  to  another.  Therefore  it  doee  not 
follow  that,  because  it  has  been  sold  and  delivered  to  another, 
there  is  a  responsibility  upon  the  seller  to  see  that  it  is  properly 
used.  If  A.  should  accumulate  a  great  body  of  water  above  a 
city,  and  agree  with  B.  to  supply  him  with  whatever  quantity 
he  desired,  provided  he  would  furnish  a  pipe  to  convey  it  to 
the  place  where  he  desired  to  use  it,  and  thereupon  B.  connected 
with  the  body  of  water  a  pipe  which  was  not  properly  con- 
structed so  as  to  convey  the  water  safely,  and  in  consequence 
thereof  the  water  should  escape  from  the  pipe  and  destroy  the 
properly  or  lives  of  others,  could  A.  escape  liability  by  saying 
that  he  sold  the  water  to  B.  for  so  much  per  gallon,  and  deliv- 
ered it  to  him  at  the  point  of  connection,  and  he  no  longer  had 
any  control  over  it,  and  consequently  no  liability  ?  We  think 
not.  The  case  we  have  under  consideration  is  even  stronger  than 
the  illustration  given.  One  must  use  his  own  property  so  as 
not  to  do  injury  to  another.  The  use  of  the  wires  would  have 
been  harmless,  except  for  the  current  of  electricily;  and  that 
current  was  sent  into  the  wires  by  the  appellee,  producinig  the 
death  of  plaintiff's  intestate.  Then  it  was  the  use  of  the  force 
(its  property)  it  generated  which  produced  the  injuiy.  If  the 
wires  were  not  properly  insulated,  and  the  death  resulted  there' 
from,  then  both  companies  are  liable^  as  it  was  the  duty  of  the 
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street  railway  oompanj  to  have  its  wires  properly  insulated^ 
and  there  was  a  duty  reeting  on  the  gas  company  to  see  that  it 
was  done,  before  charging  them  with  electricity,     Whart,  Neg» 
sec  851  announces  the  law  to  be  as  follows:     ^^Wherever  mate- 
rial, dangerous  unless  particularly  guarded,  is  left  unguarded, 
the  party  so  leaving  it  is  responsible  for  damages  to  another 
thereby  produced.     At  common  law  a  person  using  dangerous 
instruments  or  mechanisms  does  so  at  his  peril,  and  is  responsi- 
ble for  any  damages  not  caused  by  extraordinary  natural  occiuv 
rsnces,  or  by  the  interposition  of  strangers."     This  court,  in 
the  case  of  McLaugHlin  v.  Louisville  Electric  Light  Co.,  6  Am. 
Electl.  Cas.  255,  100  Ky.  173,  37  S.  W.  851,  34  L  R  A.  812, 
had  under  consideration  a  case  where  the  wires  of  an  electric 
company  produced  the  injury,  and  the  court  said:     ^'But  by 
far  the  most  important  question  involved  is  the  law  applicable 
to  the  casa     Electricity  is  a  powerful  and  subtle  force,  and  its 
nature  and  manner  of  use  not  well  understood  by  the  public ;  nor 
is  its  presence  easily  determined  or  ascertained.     Its  use  for 
private  gain  is  very  extensive,  and  becoming  more  and  more  so. 
The  daily  avocation  of  many  thousands  of  necessity  bring  them 
near  to  this  subtle  force,  and  it  seems  dear  that  the  electric  com- 
panies should  be  held  to  the  use  of  the  utmost  care  to  avoid 
injuring  those  whose  business  or  pleasure  requires  them  to  come 
near  such  a  death-dealing  forca"     From  this  it  will  be  seen 
that  the  court  is  of  the  opinion  that  electric  companies  should 
use  the  utmost  care  to  avoid  injuring  persons  who  may  be 
brought  in  contact  with  wires  charged  with  electricity.     The 
judgment  is  reversed    for    proceedings    consistent  with    this 
opinion. 
Du  Bblue  and  Bubnam,  J  J.,  dissenting. 


Kon. — See  note  2  at  end  of  Part  UL 
vol..  VII — 38. 
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Ghattaitoooa  Elsctbic  Eailwat  CoicPAirr  t.  Bobebt  A. 

Tmme9969  BuprotM  0<nurt,  Mareh  10.  1900. 
(103  Tenn.  667.) 

IH  JUST  BT  SHOOK  IBOM  VAIXKir  UTB  WTWB     Km  IPflA  LOQinTOB. 


The  falling  into  the  street  of  a  wire  ao  heavily  charged  with  eleetrieity 
as  to  be  a  source  of  danger  to  persons  lawfully  in  the  street^  is  of 
itself  proof  of  negligence  of  the  company  maintaining  such  wire, 
which,  unless  rebutted,  will  entitle  a  person  injured  thereby  to  reoover 
damages. 

Cases  of  this  series  cited  in  opinion:  Detw^r  Conaol,  Bleo.  Oo.  v.  Simp- 
eon,  vol.  6,  p.  278;  (Hraudi  9.  Eleetrie  Imp.  Oo^  toI.  6,  p.  318;  Uggl» 
V,  West  End  8t.  Ry.  Co^  vol.  4,  p.  380;  Snyder  v.  Wheeling  Elee.  Co., 
▼ol.  7,  p.  473. 

Appeal  by  defendant  from  judgment  of  Circuit  Court,  Hara- 
ilton  County. 

Brown  &  Spurlock,  for  plaintiff  in  error* 

8.  B.  Smith,  for  defendant  in  error. 

Beabd,  J. :  The  plaintiff  in  error  operates  a  line  or  linae  of 
edectrio  railway  in  the  cily  of  Chattanooga,  with  overhead  trol- 
ley wires.  The  defendant  in  error,  while  riding  a  bicycle  with 
due  care  along  one  of  the  moet-used  public  streets  of  that  city, 
suddenly  found  that  he  wa^  about  to  run  over  a  fallen  guy  wii^ 
of  the  electric  company,  and,  in  endeavoring  to  avoid  it^  received 
a  lerious  injuiy,  to  recover  damages  for  whid.  this  suit  was 
brought.  The  case  discloses  that  an  approaching  car  in  some 
unaxplained  way  slipped  its  trolley,  which,  as  it  rose,  struck 
this  guy  wire  and  broke  it  On  breaking,  it  fell  to  the  ground 
immediately  in  front  of  the  defendant  in  error.  At  the  time 
of  the  accident  the  wire  was  carrying  at  least  600  volts  of  eleo- 
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tricaly — ^an  amount  perilous  to  the  life  or  limb  of  one  who  came 
in  oollisiou  with  it.  This  being  the  entire  case^  upon  submit- 
ting it  in  charge  to  the  jury  the  trial  judge  said  that  the  rule  of 
res  ipsa  loquitur  applied,  and,  if  they  were  satisfied  the  injury 
to  the  plaintiff  was  the  proximate  reeult  of  the  fallen  wire,  then 
there  arose  a  presumption:  of  negligence  on  the  part  of  the  de-' 
f endant  company,  which,  unless  rebutted,  would  entitle  plaintiff 
U>  recover.  The  trial  having  resulted  in  a  verdict  against  the 
electric  company,  and  its  motion  for  a  new  trial  being  overruled, 
the  case  is  presented  to  this  court  on  an.  assignment  of  error  in 
the  foregoing  instruction. 

We  agree  with  the  counsel  of  plaintiff  in  error  that  the  rule  is 
''that  those  who  go  on  a  highway  may  well  be  held  to  do  so 
subject  to  their  taking  upon  themselves  the  risk  of  injury  from 
inevitable  dangeir,  where  carelessness  cannot  be  charged  upon 
any  one.''  But  was  the  fall  of  a  dangerously  charged  guy  wire 
an  inevitable  danger?  That  it  was  unexpected  is,  no  doubt, 
true;  but  many  accidents  oocur  from  defective  mechanical  conr 
tnvances,  which,  though  not  anticipated,  are  by  no  means  in- 
evitable, because  they  might  have  been  avoided  by  the  exercise 
of  care  oorresponding  with  the  danger  attendant  upon  1^  con- 
trivance. In  the  case  at  bar  the  guy  wire,  charged  as  it  was  with 
a  heavy  electric  current,  was  suspended  over  a  street  crowded 
with  persons,  passing  at  all  times  of  the  day,  and  was  intrinsic- 
ally dangeroua.  yet  the  risk  of  accident  therefrom  was  not  in- 
evitable If  the  wire  was  made  of  good  material,  and  was 
properly  attached  above  and  below,  and  then  carefully  super- 
vised, there  was  no  inevitable  danger  incident  to  its  susr^nsion 
above  the  street  If,  however,  the  wire  was  imperfectly  of>n- 
strocted  or  attached,  or  if,  properly  attached  in  the  banning, 
it  was  neglected  for  a  period  of  time  sufficiently  long  for  expan- 
sion or  strain  upon  it  to  weaken  the  attachments,  then  it  did 
become  a  menace  to  the  public;  and  the  company,  being  guilty 
of  the  negligence  which  contributed  to  this  condition,  was  re- 
sponsible for  the  damage  proximately  resulting  therefrom.  Such. 
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a  wire  is  used  aa  a  hraoe  to  streDgtheiK  and  hold  in  place  the 
main  wire  or  wires,  and  is  put  up,  not  to  fall,  but  to  retain  its 
safe  level  above  the  street  To  aooomplish  the  purpose  of  its 
erection,  it  was  required  to  be  heavy  and  strong  enou^  to  stand 
the  force  of  the  strain,  as  well  as  that  of  an  ordinary  blow.  It 
is  comnion  experience  that  in  propelling  a  car  the  trolley  will 
sometimes  slip  from  the  wire  along  which  it  is  passing,  and  i^ 
in  so  doing,  it  comes  in  contact  with  a  guy  wire,  it  is  apparent 
that  the  latter  should  be  of  sufficient  strength  and  fixity  to  with- 
stand the  violence  of  the  stroke;  and,  if  it  fails  to  do  so,  it  is 
not  an  unreasonable  inference  that  there  has  been  negligence  in 
its  selection,  construction,  or  supervision*  In  view  of  the  extreme 
peril  consequent  on  the  displacement  and  fall  of  the  wires  in  an 
electric  railway  system,  it  is  essential  that  a  high  degree  of  care 
be  exercised,  not  only  in  their  construction,  but  in  their  contin- 
ued maintenance  in  a  good  and  safe  condition.  Denver  ConsoL 
Electric  Co.  v.  Simpson,  5  Am.  EleetL  Cas.  278,  21  Colo.  371; 
Giraudi  v.  Electric  Imp.  Co.,  6  Am.  EleotL  Cas.  818^ 
107  Cal.  120.  If  this  be  not  done,  then,  with  the  growing  net- 
work of  wires  suspended  over  the  streets  of  our  towns  and  cities, 
those  who  use  these  streets  in  the  exercise  of  a  common  right  wiU 
do  so  in  constant  peril.  Under  these  circumstances,  we  think 
DO  hardship  is  imposed  upon  the  defendant,  who  is  using  this 
dangerous  agency  of  electricity  along  overhead  wires,  when  an 
accident  occurs  from  a  wire  which  has  fallen  to  the  street  or 
dangerously  near  it,  in  requiring  him  to  repel  a  presumption 
of  negligence.  Unless  the  rule  of  res  ipsa  loquitur  is  applied, 
it  is  evident  that  in  a  large  number  of  cases  liability  for  the  re- 
sulting injury  will  be  escaped.  It  is  within  the  power  of  the 
defendant  at  all  times  to  show  whether  he  has  exercised  due  cai^ 
in  the  selection  of  material  and  in  their  erection  and  subsequent 
supei'vision,  while  to  prove  an  actionable  lack  in  these  things 
would  be,  in  most  cases,  practically  beyond  the  reach  of  tfaa 
party  injured. 

The  rule  laid  down  by  the  trial  judge  in'  this  case  has 
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applied  frequently.  Kearney  v,  London,  &c.  R.  R,  Co.,  L,  R, 
6  Q.  B.  411,  was  an  action  to  recover  for  an  injury  to  one  who, 
passing  over  a  brick  bridge,  was  struck  by  a  brick  falling  from 
one  of  its  piers.  The  bridge  was  three  years  old,  and  just 
before  the  iajury  in  question  a  train,  had  crossed  it.  In  answer 
to  the  insistence  that^  before  he  could  recover,  the  plaintiff  must 
show  acts  of  negligence,  and  that  Uie  dislodgment  might  have 
resulted  from  a  change  of  temperature,  against  which  no  fore- 
sight could  have  guarded,  Oockbuen,  C.  J.,  said :  "It  is  true 
that  it  is  possible  that,  from  changes  in  the  temperature,  a  brick 
might  get  into  the  condition  in  which  this  brickwork  appears  to 
have  been,  from  causes  operating  so  speedily  as  to  prevent  the 
possibility  of  any  diligence  and  care,  applied  to  such  a  purpose, 
intervening  in  due  time  so  as  to  prevent  any  accident  But 
inasmuch  as  our  own  experience  of  these  things  is  that  bricks 
do  not  fall  out  when  brickwork  is  kept  in  a  proper  state  of  re- 
pair, I  think,  where  an  accident  of  ihis  sort  happens,  the  pi^ 
sumption  is  that  it  is  not  the  frost  of  a  single  night  or  of  many 
nights  that  would  cause  such  a  change  in  the  state  of  the  brick- 
work, as  that  a  brick  would  fall  out  in  this  way,  and  it  must  be 
presumed  that  there  was  not  that  inspection  and  that  due  care 
on  the  part  of  the  defendants  which  it  was  their  duty  to  apply." 
It  seems  eminently  proper  that  it  should  prevail,  in  view  of 
what  has  been  said,  in  a  case  like  the  present.  In  2  Jaggard  on 
Torts,  sec.  864,  the  author  says  that  proof  of  contact  with  a 
live  wire,  and  of  damages  resulting  therefrom,  makes  a  complete 
case  of  prima  facie  negligence  against  the  defendant;  and  in 
Croswell  on  Electricity,  sec  249,  it  is  said  that  the  mere  fact 
that  an  electric  wire  sags  or  falls  affords  suflScient  evidence  of 
negligence.  And  such  was  the  holding  in  Uggla  v.  W,  E,  8t 
By.  Co.,  4  Ank  Electl.  Cas.  889,  160  Mass.  354,  and  Snyder  v. 
Wheeling  Electric  Co.,  7  Am,  Electl.  Cas.  473,  39  L.  E.  A- 
602  (W.  Va.  Eep.  1897).  We  find  no  error  in  the  record,  and 
the  judgment  of  the  lower  court  is  affirmed. 


NoTS. — See  Mr.  Keatbej't  note,  ante,  p.  446;   also  note  2  at  end  of 
FlRrt  UL 
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Bbush  Elxotbio  Light  and  Powsb  Company  t.  E.  Lefeyxs 

AND  Wipe. 

r«flNM  Supreme  Couri^  June  11,  1900. 
(93  Tex.  604.) 

Shock  iwnc  elbotkxo  wms — ^Dutt  as  to  uimxQuiirTSD  piagb — ^Pixad- 

IirO   OBDIlYAlfCE. 

All  dectrie  light  companj  cannot  be  held  liable  for  death  caused  hj 
shock  from  its  uninsulated  wires,  in  a  place  where  persons  oould  not 
reasonably  be  expected  to  go.  The  top  of  an  unrailed  wooden  awning 
attached  to  a  house,  about  sixteen  feet  above  the  street^  held  to  be  such 
a  place. 

An  ordinance  requiring  electric  wires  to  be  maintained  at  a  ceartain 
height,  held  insufficiently  pleaded. 

Appeal  by  defendant  below  from  judgment  of  Oourt  of  Civil 
Appeals  of  First  Supreme  Judicial  District,  affirming  a  judg- 
ment in  favor  of  plaintiffs. 

Terry,  Ballinger,  Smith  &  Lee,  for  plaintiff  in  emnoir. 

Jaa  B.  A  Chas.  J.  Stubbs  and  Edwin  8.  Easley,tor  defendants 
inenoin 

Brown,  J. :  £.  and  Clara  Lef evre,  being  husband  and  vdfe, 
sued  the  plaintiff  in  error  in  the  District  Court  of  Galveston 
County  for  damages  on  account  of  the  death  of  Paul,  charged 
to  have  been  occasioned  by  the  n^ligence  of  the  electric  light 
company.  The  case  was  tried  before  a  jury,  and  resulted  in  a 
verdict  and  judgment  for  $1,000  for  E.  Lefevre,  and  $3,000 
for  Clara  Lefevre,  which  judgment  was  affirmed  by  the  Court 
of  Civil  Appeals.  It  wiU  not  be  necessary  to  give  a  full  state- 
ment of  the  facts  in  this  casa  The  facta  necessary  to  an  under- 
standing of  the  questions  decided  by  us  are  as  follows:  Paul 
Lefevre  was  killed  by  coming  in  contact  with  the  defendant's 
wires,  maintained  and  operated  by  it  in  the  city  of  Galveston, 
which  wires  were  suspended  diagonally  across  the  interseotioai 
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of  Strand  ami  Twiemty-firBt  stroets,  in  tfaiat  city.     The  wires 
weore  fastened  upon  awnings  at  the  northeast  and  at  the  south'- 
west  oomers  of  the  intersection  of  said  streets.     Between  these 
points  two  wires  extended  at  the  height  of  about  16  feet  from 
the  street;  and  at  the  northeast  oomer  they  were  fastened  upon 
a  trestle  about  2^  feet  above  the  top  of  the  awning  in  front  of 
the  house  situated  on  that  oomer,  and  from  the  top  of  the  trestle 
they  extended  down  to  the  awning,  and  thence  into  the  buildings 
for  lighting  purposes.     The  top  of  the  trestle  on  the  awning  was 
about  19  feet,  and  the  top  of  the  awning  was  about  16  feet>  from 
the  level  of  the  street     The  wires  between  the  top  of  the  trestle 
and  the  awning  had  been  spliced,  and  were  entirely  bare ;  having 
no  insulation  upon  them.     E.  Lefevre,  assisted  by  his  son  and 
others,  was  engaged  in  moving  a  house  along  Strand  towards  the 
east,  and,  arriving  at  the  intersection  of  Strand  and  Twenty- 
first  street,  they  found  that  the  wires  were  hanging  too  low  for 
the  house  to  pass  under  them ;  the  top  of  the  house  being  about 
24  feet  above  the  level  of  the  street     E.  Lefevre  went  upon  the 
awning  in  question,  and,  having  fastened  a  rope  to  the  wiers  to 
lift  them  above  the  house,  threw  it  to  his  son,  who  was  upon  the 
top  of  the  house  that  was  being  moved ;  and  E.  Lefevre,  in  order 
to  assist  his  son,  caught  hold  of  the  wires,  receiving  a  shock  that 
produced  unconsciousness.     Paul,  seeing  the  condition  of  his 
father,  jumped  from  the  top  of  the  house  onto    the  awn- 
ing, and,  with    the    help    of    another,   released  the  father 
from    the    wires; .  and,    he    being    restored    to    conscious- 
ness, Paul  fell  from  some  cause,   and  his  father  fell  like- 
wise upon  him,  on  the  top  of  the  awning.     Paul  caught  with 
both  of  his  hands  the  two  wires  extending  from  the  trestle  to  the 
awning,  and  received  a  shock  that  produced  his  death.     There 
is  no  evidence  that  this  awning  was  ever  used  as  a  place  of 
resort  or  for  any  purpose  whatever,  by  persons  going  upon  the 
top  of  it ;  and  the  photographic  views  of  it,  which  were  in  evi- 
denxse,  and  are  in  the  statement  of  facts,  indicate  that  it  waa 
simply  an  awning  built  for  shade  and  protection  to  the  side- 
walk and  the  frent  of  the  house  to  which  it  was  attached. 
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We  shall  discufls  but  two  questions  presented  bj  the  applica- 
tion: First  Were  the  all^ations  of  the  petition,  setting  up 
the  ordinance  which  required  the  wires  to  be  raised  25  feet 
above  the  street,  sufficiently  definite}  Second.  Was  there  any 
evidence  of  negligence  on  the  part  of  the  plaintifiE  in  error  wfaich 
proximately  caused  the  death  of  Paul  Lefevre? 

The  plaintiffs'  petition  contains  these  allegations:  ^'That^  in 
obedience  to  the  ordinances  of  the  said  city  of  Galveston,  it  is^ 
and  was  on  the  day  and  date  above  named,  the  duty  of  the  da- 
fendant  company  to  cause  all  of  its  electric  wires  to  be  snB- 
pended,  and  keep  them  suspended,  at  least  twenty-five  feet  abowB 
the  grade  of  the  streets,  and  to  cause  same  to  be  properly  and 
completely  insulated  from  surface  contact;  •  •  •  that  said 
wires  were  not  suspended  twenty-five  feet  above  the  grade  of  the 
streets  at  said  point,  but  were  suspended  only  about  fifteen  feet, 
and  by  reason  of  this  fact  it  became  necessary  to  lift  said  wires 
higher,  in  order  that  the  house  might  pass  thereunder."  The 
all^ations  of  the  petition,  as  set  out,  are  the  conclusions  of  the 
pleader  upon  the  legal  effect  of  the  ordinance;  but  the  provisione 
of  that  ordinance  are  not  alleged,  either  in  terms  or  in  sub- 
stance, so  that  the  court  could,  from  the  plea,  determine  what 
was  required  by  it  of  the  electric  light  company.  The  special 
exception  interposed  by  the  defendant  below  to  the  foregoing 
allegations  of  the  petition  should  have  been  sustained.  City  of 
Austin  V.  Walton,  68  Tex.  507. 

There  can  be  no  liability  for  the  injury  in  this  case  nnless, 
from  all  the  circumstances,  the  electric  light  company  couM 
reasonably  expect  that  some  person  might  be  injured  by  its  fail- 
ure to  cover  the  wires  placed  by  it  upon  the  awning  where  the 
deceased  received  his  injury.  Tex.  &  Pac.  Railway  Co.  v.  Biff- 
ham,  90  Tex.  225.  In  the  case  cited,  Chief  Justice  Gautes,  on 
behalf  of  the  courts  expressed  the  rule  in  the  following  language^ 
quoting  from  the  Supreme  Court  of  the  United  States  in  the 
case  of  Milwavkee  Railroad  Co.  v.  Kellogg,  94  U.  S.  469 :  "  TBiit 
it  is  generally  held  that  in  order  to  warrant  a  finding  that  negK- 
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genoe^  or  an  act  not  amoianting  to  wanton  wtoi]^,  is  the  prozi- 
mate  cause  of  an  injuiy,  it  must  appear  that  the  injuiy  was  the 
natural  and  probab W^uence  ofthe  negligenceVwrongf ul 
act,  and  that  it  ought  to  have  been  foreseen  in  the  light  of  the 
attending  circumstances.'  This  is  probably  as  accurate  a  state- 
ment of  the  doctrine  as  can  be  giveoi,  and  is  substantially  that 
generally  laid  down  by  the  authorities."  Applying  this  rule  to 
the  facts  of  this  case,  the  inquiry  arises:  Would  an  ordinarily 
prudent  man,  looking  at  the  surroundings  as  th&7  then  appeared, 
have  reasonably  expected  that  any  person  would  be  upon  tlia 
aiming,  and  might  be  injured  by  coming  in  contact  with  the 
exposed  wires  i  If  such  a  consequence  might  have  been  reasour 
ably  foreseen,  then  the  plaintiff  in  error  would  be  liable  for  the 
injury,  under  the  facts  of  this  case,  unless  there  be  some  other 
defensa  If  not,  then  it  cannot  be  held  liable  for  the  death  of 
Paul  Lefevre.  If  the  testimony  is  such  that  a  jury  might  have 
found  that  the  electric  light  company  ought  to  have  anticipated 
the  injury,  then  the  court  cannot  inquire  into  the  correctness  of 
such  a  conclusion,  although  it  might  differ  with  the  jury  as  to 
the  correctness  of  the  verdict  In  the  facts  of  this  case  there  is 
not  a  scintilla  of  proof  that  the  awning  had  been  used  by  any 
person  as  a  place  of  resort,  either  for  pleasure  or  for  business. 
Looking  at  the  photographic  views  of  the  situation,  the  awning 
appears  to  be  such  as  is  common  in  the  towns  and  cities  as  a 
protection  to  the  front  of  the  building,  with  no  railing  or  other 
protection  upon  the  top  or  roof  showing  the  intention  for  persons 
to  resort  there  for  any  purpose  whatever.  If  a  man  of  ordinary 
prudence  had  been  placing  the  wires  at  the  same  points,  the  facte 
would  not  have  notified  him  that  probably  some  one  would  be 
injured  by  them.  From  the  street  and  the  sidewalk  to  the  place 
where  the  exposed  wires  were  located  is  a  distance  of  about  16 
feet,  which  must  have  been  at  least  10  feet  above  the  heads  oi 
men  of  ordinary  height  passing  along  the  street^  and  there  were 
no  means  by  which  passers  upon  the  street  or  sidewalk  could 
oome  in  oontact  with  the  wire.     It  was,  therefore,  not  negli- 
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genoe,  with  regard  to  persons  traveling  along  the  street  or  side- 
walk,  to  leave  the  wire  exposed,  because  there  was  no  reasonable^ 
and  scarcely  a  possible^  chanoe  for  such  persons  to  be  injured 
thereby.  We  are  of  opinion  that  there  is  no  evidence  upon 
which  a  jury  could  base  a  verdict  in  favor  of  the  defendants  in 
error,  and  the  trial  court  erred  in  refusing  to  give  the  requested 
instruction  to  find  for  defendant  For  the  error  of  not  sustain- 
ing the  exception  to  the  plaintiffs'  petition,  and  because  there  is 
no  evidence  of  negligence  on  the  part  of  the  electric  light  com- 
pany, the  judgments  of  the  District  Court  and  Court  of  Civil 
Appeals  are  reversed,  and  this  cause  is  remanded. 


Note. — See  note  2  at  end  of  Part  III. 


Wbstebn  Unioit  Teuegbaph  CoHPAinr  and  othsbs  ▼.  Gszr- 

FITH. 

iHorgia  Supreme  Court,  Auguet  7,  1900. 

(Ill  Oa.  651.) 

IKJUBT  BT  ELBOTSIC  shook — JOINDEB  OF  pabths. 

In  an  action  brought  for  the  recovery  of  damages  for  mjuriea  alleged 
to  be  due  to  the  circumstances  that  telegraph  wires  were  so  main- 
tained relatively  to  electric  light  and  electric  street  railway  wires  that 
heavy  currents  of  electricity  were  liable  to  be  conveyed  to  the  telegraph 
wires  and  thence  to  the  ground,  held,  that  all  the  companies  maintain- 
ing the  wires  were  properly  joined  as  defendants. 

Appeal  from  order  of  City  Court  of  Richmond^  overruling 
demurrer  to  complaint. 

J.  8.  &  W.  T.  Davidson  and  P.  O.  Du  Biquon,  for  plaintifib 
in  error. 
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G.  H.  Cohen,  J.  B.  Lamar,  and  Boykin  Wright,  for  defend- 
ant in  error. 

Fish,  J, 

2.  The  case  made  by  the  petition  filed  hj  Mrs.  Griffith  was,  in 
brief ^  as  follows :  The  telegraph  company  maintains  in  the  city 
of  Augusta  and  the  village  of  Sunmierville  a  system  of  poles  and 
wires  exteiuiing  through  various  streets  upon  which  the  railway 
and  electric  oompany  has  likewise  erected  a  similar  system  of 
poles  and  wires  used  in  connection  with  its  business.  At  some 
places  the  wires  of  the  telegraph  company,  which  afe  strung 
on  poles  which  are  higher  than  those  used  by  the  other  company, 
cross  the  wires  of  that  company,  while  at  other  points  the  wires 
connected  with  the  two  systems  run  parallel  with  each  other 
on  the  same  streets.  The  wires  of  the  railway  and  electric  oom- 
pany are  heavily  charged  with  currents  of  electricity  "suf- 
ficiently powerful  to  do  great  bodily  harm.''  On  or  about  the 
2d  day  of  December,  1896,  there  was  a  fall  of  sleet  and  snow, 
and  "the  wires  belonging  to  and  controlled  by  the  said  defend- 
ants were  each  and  all  heavily  weighted  by  said  snow  and  sleet" 
As  a  result  "thereof,  the  wires  of  the  said  defendants  came  in 
contact  with  each  other  at  sundry  points  and  places  in  the  city 
of  Augusta  and  in  the  village  of  Summervilley''  and  'T)y  reason 
of  such  contact  the  powerful  currents  in  the  wires  of  the  Augusta 
Kailway  &  Electric  Company  were  conducted  to  and  into  the 
wires  belonging  to  and  controlled  by  the  Western  Union  Tele- 
graph Company,"  of  which  fact  "both  of  the  defendants  had 
knowledga"  Because  of  "said  contact,  the  wires  of  the  Western 
Union  Telegraph  Company  became  dangerous  to  persons  and 
property  touching  or  being  touched  by  the  same,  (and)  both  of 
said  defendants  had  knowledge  of  said  danger."  The  wires  of 
the  two  oompanies  were  thus  in  contact  "at  and  near  the  inter- 
section of  Walton  Way  and  Telfair  street  in  the  village  of  Sum- 
merville,  and  at  divers  other  places  in  said  village  and  city," 
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and  this  was  known  bj  both  oompanies.  On  the  date  above  men- 
tioned  a  rotten  and  unsound  pole  belonging  to  the  telegraph  oomr 
panjy  situated  ''in  the  yard  of  the  Bonair  Hotel/'  broke,  and  fell 
aicross  a  roadway  leading  to  that  hotel^  carrying  with  it  the 
wires  which  had  been  strung  upon  it.  "Said  pole  was  negli- 
gently allowed  to  remain  upon  the  ground  withi  the  wires  upon 
and  across  said  roadway  for  a  long  space  of  time,  to  wit,  18 
days,"  notwithstanding  "the  said  defendants,  and  each  of  thean, 
had  notice  of  the  fact  that  said  pole  had  fallen,  and  that  said 
wires  were  across  said  roadway,"  and  although  both  '^knew  that 
the  said  wires  so  as  aforesaid  upon  the  ground  were  dangerous, 
and  likely  to  produxse  injury  to  any  person  or  thing  passing  along 
said  roadway."  On  the  15th  day  of  December  "petitioner  had 
occasion  to  visit  the  Bonhair  Hotel  on  business,"  and  was  driven 
thither  in  a  vehicle  through  the  Walton  Way  entrance  to  that 
hotel  Neither  she  nor  the  driver  knew  of  the  dangerous  condi- 
tions of  the  wires  across  the  roadway  leading  to  the  Telfair 
street  entrance,  and  in  attempting  to  return  by  that  route  one  of 
the  horses  drawing  the  vehicle  in  which  she  was  riding  stepped 
upon  one  of  the  wires,  and  received  a  violent  shock,  which  threw 
it  to  the  ground.  In  falling,  the  hoise  turned  or  tilted  the 
vehicle  to  such  an  eztemt  that  petitioner,  who  was  greatly 
alarmed,  and  was  trying  to  alight,  either  fell  or  was  thrown  to 
the  ground.  She  not  only  sustained  serious  injuries  by  reason 
of  this  fall,  but  also  "received  a  violent  bum  from  the  electric 
current"  with  which  the  wires  upon  the  ground  were  charged. 
In  addition  to  other  items  of  damage  specifically  alleged,  she 

was  "forced  to  incur  an  expense  of  $ for  medical  attention 

and  nursing."  One  of  the  defendants  in  the  court  below,  the 
telegraph  company,  met  the  plaintiff's  petition  with  a  general 
demurrer,  and  also  demurred  specially  thereto  on  the  ground 
that  there  was  a  misjoinder  of  parties  defendant  therein.  We 
now  rule  specifically,  as  was  practically  decided  when  the  case 
was  here  at  the  March  Term,  1898  (104  Oa.  62,  30  S.  K  420), 
that  the  plaintiff  set  forth  in  her  petition  a  cause  of  action,  and 
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properly  joined  therem  as  joint  tort  feasors  tlxa  two  oorporatiaiia 
through  whose  nj^ligenxse  she  was  injured.  • 


Note. — See  Mr.  Eeasbey's  note,  ante,  p.  647;  alio  note  2  at  end  d 
Pkrt  ni. 


Boyd  v.  Tobtlaitd  Elbctkio  Oompant. 

Oregon  Supreme  Court,  Octolter  15^  IOOOl 
(37  Or.  667.) 

IKJUBT   BT   CLXOTBIO    SHOOK— NBGUGENCBi 

Where  the  wires  of  an  electric  light  company  supplying  a  large  city  have 
been  prostrated  in  numerous  places  at  the  same  time  by  reason  of  an 
mnusual  and  unexpected  storm,  it  is  not,  as  a  matter  of  law,  negligent 
for  the  company  to  leave  one  of  the  wires  for  several  hours  so  hang- 
ing as  to  inflict  injury  upon  a  passer-by;  but  such  question  ol  negli- 
gence is  for  the  jury. 

Case  of  this  series  cited  in  opinion:  Denver  Oonaol,  Eleo,  Co.  v,  Simpson, 
vol.  6,  p.  278. 

Appeal  by  defendant  from  a  judgment  of  the  Circuit  Court 
of  Multnomah  County,  in  favor  of  the  plaintiff  entered  upon  the 
verdict  of  a  jury. 

This  is  anj  action  by  William  Everett  Boyd,  by  R.  B.  Boyd, 
his  guardian  ad  litem,  against  the  Portland  General  Electric 
Company,  to  recover  damages  for  an  injury  to  plaintiff  from  an 
electric  light  wira  The  defendant  is  a  corporation,  engaged  in 
supplying  the  city  of  Portland  and  its  inhabitants  with  eleotric 
light,  for  which  purpose  it  has  erected  poles  in  the  streets,  with 
arms  near  the  top  bearing  the  wires  which  transmit  the  eleo- 
tricity.  During  the  afternoon  and  night  of  December  6,  1897, 
a  violent  wind  and  rain  stormi,  prevailing  in  Portland  and  vioinH 
ify,  prostrated  defendant's  lines  in  many  places.    In  Woodlawi^ 
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a  sdburb  of  tlio  city,  about  6  or  7  o'dock  in  tha  evening^  one  of 
the  wires  stretched  oveir  Magnolia  street  parted  at  a  point  about 
one  hundred  and  t^vBufy  feet  west  of  Dakota  street^  and,  cirossing 
over  the  other  wires,  huog  down  in  two  loops,  one  of  which 
swung  near  the  ground,  about  two  or  three  feet  west  of  the  pole 
at  the  intersection  of  the  streets.  About  8  o'clock  on  the  morn- 
ing of  the  7th,  plaintiff,  wh.o  was  11  years  of  age,  and  resided 
with,  his  father  on  Dakota  street,  about  two  hundred  feet  south 
of  its  junctiom  with  Magnolia,  was  sent  on  an  errand  requiring 
him  to  pass  near  the  light  pole  at  the  oomer.  A  few  minutes 
later  he  was  disoovered  lying  on  the  ground  immediately  under 
the  broken  wire,  in  an  insensible  oondition,  his  right  hand  badly 
buamed,  and  the  back  of  his  head  so  burned  that  the  flesh  there- 
after sloughed  off,  leaving  a  circular  space,  about  three  inches 
in  diameter,  bare  to  the  skull.  'No  one  witnessed  the  accident, 
and  the  plaintiff  was  unable  to  give  any  account  of  how  it  oc- 
curred, but  it  is  agreed  that  it  was  caused  by  contact  with  the 
broken  wire.  It  is  alleged  in  the  complaint^  among  other  things, 
that  defendant  did  not  ezercise  due  care  and  diligence  in  replacr 
ing  and  taking  care  of  the  wire  after  it  had  parted  on  the  even- 
ing of  the  6th,  and  is  therefore  liable  for  the  injury  suffered  by 
the  plaintiff.  The  answer  denies  the  negligence  charged,  and  for 
an  aflSrmative  defense  alleges  contributory  negligenca  The 
trial  resulted  in  a  verdict  in  favor  of  the  plaintiff  for  $5,000, 
which  was  reduced  by  the  trial  court  to  $2,600,  and  a  judgment 
entered  accordingly.  The  defendant  appeals,  assigning  as  error 
this  misconduct  of  plaintiff's  counsel,  and  the  giving  and  refusal 
of  certain  instructions  by  the  trial  court 

Dolph,  MaMory  A  Simon,  for  appellant. 

Dufen  A  Menafeey  for  respondent. 

Bkak,  O.  J.  (after  stating  the  faotsj:    •    •    •    • 
2.  The  principal  question  on  the  trial  was  whether  tEe  3e- 
fendant  was  negligent  in  not  removing  the  broken  wire.    Plain- 
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insisted  that  it  was  negligence  to  allow  tha  wire  to  remain 
liurteen  hours  after  it  fell  before  taking  care  of  it^  while  defend- 
ant contended  that  it  exercised  the  utmost  diligence  in  repairing 
the  damages  to  its  system  caused  by  the  storm,  but  was  unable 
to  iieach  the  wire  in  question  prior  to  the  accident.  The  courts 
after  stating  to  the  jury  the  respective  positions  of  the  parties, 
and  that  whether  the  defendant  had  exercised  reasonable  esuee 
and  diligence  in  the  matter  was  a  question  of  fact  for  their  deteov 
mination^  further  instructed  them  as  follows:  ^^The  suggestion 
is  made  that  they  (defendant  company)  had  not  sufficient  force 
to  cany  on  this  work,  to  raise  all  these  fallen  wires,  as  early, 
perhaps,  as  they  ought  to  have  done;  but  Companies  of  this  sort, 
dealing  with  one  of  the  most  subtle  and  powerful  agencies  known 
to  man,  cannot  plead  want  of  assistance  and  amount  of  expense 
as  an  excuse  for  any  dilatorinees  whatever.  The  law  requires 
reasonable  care,  and  reasonable  care  must  be  determined  by  all 
the  circumstances  attending  the  transaction, — what  took  place 
at  the  time,  what  took  place  befora^'  And,  again:  ^'Seasonable 
care  in  such  mattere  means  the  utmost  care  and  skill  which  a 
man  is  capable  of  exercising,  considering  the  immediate  circum- 
stance in  hand.  So  it  must  be|,  then,  that  if  there  was  not  suf- 
ficient force  in  order  to  prevent  dangers  that  might  arise  from 
fallen  wires,  if  you  find  from  the  testimony  in  the  case  that  the 
defendant  was  negligent  or  dilatory  in  raising  the  wires  that 
had  fallen,  that  considerable  time  elapsed  after  it  was  broad 
daylight  the  next  morning  before  the  agents,  servants,  of  the 
company  made  their  appearance  to  repair  the  wires,  you  will 
coiDsider  that  question  in  connection  with  the  question  of  damr 
ages  and  upon  the  issue  of  negligence.''  It  is  insisted,  and  we 
think  properly,  that  this  instruction  imposed  a  higher  degree  of 
dxxtjj  as  a  matter  of  law,  upon  the  defendant  company  than  is . 
exacted  of  it.  An  electric  light  company  that  has  erected  its  i 
poles  and  wires  in  the  streets  of  a  municipality,  with  the  con-  { 
sent  of  the  proper  authorities,  is  not  an  absolute  insuriSfr  against ; 
aooident  theref  rooii    It  is  only  boond  to  eoDSircise  oare  and  dili- 
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genoe  in  the  efrectioD:  and  mainteuanoe  of  its  sjstesn  proportion- 
ate to  the  danger, — Croewell,  Electricitj,  aeo.  236;  Keasbej, 
Electric  Wires,  (2d  Ed.),  sea  236  et  seq.;  Denver  Consol.  Elec 
Co.  V.  Simpson,  21  Colo.  371,  31  L.  R  A.  666,  note  (41  Paa 
409), — and  when  it  has  fulfilled  this  duty  it  has  discharged  its 
entire  obligation,  and  its  liability  ceases.  The  question  of 
whether  or  not  it  has  exercised  reasonable  oare  is  for  the  jury  to 
decide  upon  the  facts  of  each  particular  case,  except  whea 
reasonable  minds  could  not  possibly  differ  in  their  conclusions 
upon  the  facts.  The  amount  of  care  necessary,  of  course,  varies 
with  the  danger  which  is  incurred  by  negligence;  and,  in  deter- 
mining the  question,  it  is  proper  for  the  jury  to  take  into  com- 
sideration  the  location  of  the  lines,  whether  in  a  thiddj  or 
sparsely  settled  portion  of  the  municipality,  the  use  to  which 
they  are  to  be  put,  the  harmless  or  dangerous  nature  of  the  cur- 
rent to  be  transmitted  over  them,  their  remoteness  or  procdmity 
to  travelers  on  the  highway,  and  any  other  circumstanioes  affect- 
ing the  case. 

But  where,  as  the  evidence  here  tends  to  show,  the  wires  of 
a  company  supplying  a  city  of  the  size  and  area  of  Portland 
have  been  prostrated  in  numerous  places  at  the  same  time  by 
reason  of  an  unusual  and  unexpected  storm,  it  is  imposing  upon 
the  company  a  duty  not  required  by  any  of  the  decisions  to  say 
that  it  cannot  show,  as  an  excuse  for  a  delay  in  taking  care  of  a 
particular  wire  in  a  suburban  part  of  the  city,  the  want  of  assist- 
ance sufficient  to  immediately  repair  all  the  damages  caused  by 
the  storm.  Whether  the  defendant  company  had  in  its  employ 
a  large  enough  force  of  men  to  meet  the  emergency,  and  whether 
its  want  of  assistance  was  an  adequate  excuse  for  its  delay  in  not 
sooner  taking  care  of  the  wire  which  caused  plaintiff's  injury, 
were  proper  matters  for  the  consideration  of  the  jury  in  deter- 
mining the  question  whether  it  had  exercised  reasonable  care  and 
diligence ;  but  it  was  not  the  province  of  the  court  to  say,  as  a 
matter  of  law,  that  want  of  assistance  was  no  excuse  for  tiie 
delay.    That  question  belonged  to  the  juiy,  not  to  the  conrt    It 
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follows  that  the  judgment  must  be  reversed,  and  a  newi  trial 
ordered. 


Note. — ^An  excellent  note  bj  Robert  O.  Morrow,  Esq.,  State  Reporter, 
is  appended  to  the  official  report  of  this  casa  See  note  2  at  end  of 
Part   IIL 


Mart  Waxxb  t.  Paoipig  Eleotbio  Motor  Oohtajstt. 

Oalifomia  Btm^reme  Court,  Nov.  23,  1900. 

(130  Gal.  621.) 

Dbath  bt  klbotbio  shook. 

Plaintiff's  intestate  having  been  killed  by  shock  from  a  wire  improperly 
insulated  and  maintained  contrary  to  municipal  ordinance,  held,  that 
the  mere  fact  that  the  location  of  the  wire  had  been  changed  by  some 
extraneous  cause,  after  it  had  been  originally  and  unlawfully  put  in 
position,  did  not  defeat  the  right  of  recovery,  and  that  a  charge  to  the 
contrary  was  error  calling  for  reversal. 

Appeal  by  defendant  from  judgment  of  Superior  Oourty  San 
Francisco  County. 

John  Flaumoy,  fcnr  appellant 

Stdlivan  <&  SuUivan  and  T.  J.  Roach,  for  respoiident. 

Garoutte^  J. :  This  is  an  appeal  from  a  judgment  in  favor 
of  Mary  Wales,  based  upon  the  death  of  her  son^  alleged  to  have 
been  killed  by  coming  in  contact  with  a  live  electric  wire,  which 
was  improperly  insulated  and  maintained  by  defendant  in  viola- 
tion of  an  ordinance  of  the  city  of  San  Francisco.  Deceased  was 
engaged  in  painting  a  building  at  the  timie,  and  while  changing 
the  position  of  the  wire  by  taking  hold  of  it  he  received  a  shock 
which  precipitated  him  to  the  street  below  and  caused  his  death. 
The  facts  are  ample  to  support  the  verdict,  and  it  is  unf ortiuiate 

▼01*.  vn — 39. 
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that  the  giving  of  ceortain  injstructioiiB  to  the  jixrj  oosstitutes 
error  which.  demaDds  a  retrial  of  the  casa 

The  electric  wires  were  situated  upon  the  oomiod  of  liie  boild- 
ingy  and  fastened  thereooi  hj  wooden  brackets.  It  is  in.  evidence 
that  one  of  these  brackets  had  been  broken  off  from  its  position 
hy  the  foreman  of  the  painitere  a  short  time  prior  to  the  accident^ 
which  act  probably  changed,  to  a  very  limited  extent,  the  loca- 
tion of  the  wiiie  which  subsequently  caused  the  death  of  the  de- 
oeased«  In  view  of  the  evidence  upon  this  point  the  defendant 
requested,  and  the  court  gave,  the  following  instruction  to  the 
juiy :  "That  before  plaintiff  can  recover  in  this  action  you  must 
be  satisfied  that  her  decedent,  without  contributory  negligence 
on  his  part,  received  his  injuries  by  ooming  in  contact  with  a 
wire  in  the  position  in  which  it  was  maintained  by  the  defend- 
ant; and  if  you  find  that  he  received  his  injuries  by  coming  in 
contact  with  a  wire  which  had  been  broken  from  the  insulator, 
and  not  in  the  position  in  which  it  was  maintained  by  the  de- 
fendauit,  then  your  verdict  should  be  for  defendant"  By  reason 
of  our  conclusion  as  to  the  unsoundness  of  another  instruction, 
we  will  not  analyze  the  foregoing  proposition  of  law  in  detail  If 
it  be  intended  by  the  language  used  to  declare  that  a  mere  change 
in  the  position  of  the  wire  by  some  extraneous  element,  after  it 
was  originally  placed  upon  the  building  by  def  eiuiant,  in  viola- 
tion of  a  city  ordinance,  acquitted  it  of  negligence  in  this  case, 
Ihen  the  instruction  is  radically  wrong.  Defendant  placed  the 
wire  upon  the  building  and  used  it  there,  and  the  mere  fact  that 
the  location  of  the  wire  may  have  been  subsequently  changed  by 
some  extrinsic  cause  of  itself  in  no  way  defeats  plaintiff's  right 
of  recovery.  Defendant  maintained  the  wires  upon  the  building 
in  violation  of  the  ordinance,  and  would  be  equally  guilty  re- 
gardless of  any  change  in  their  position.  As  already  suggested, 
it  beoomeB  unnecessary  to  decide  whether  or  not  the  jury  dis- 
obeyed this  instruction  in  finding  a  verdict  for  the  plaintiff. 


Judgment  reversed. 


KoTB.— See  note  2  at  end  of  Part  III. 
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Jambs  Fseeman,  an  Infant,  by  John  Fbbxman,  Ms  Guardian 
ad  litem,  Kespondent^  y.  Thx  Bbooklyn  Hsights  Bailboad 
Company,  Appellant. 

New  York  Supreme  Court,  Appellate  Division,  Second  Department^,  NoveWf 

her,  1900. 

(54  App.  Biy.  506.) 

InJTTBY  by  ELBCTEIO  shock  to  boy  walking  X7F0N  6IBDEB  OT  BKIDGS. 

A  bridge,  being  part  of  a  public  highway  and  maintained  by  the  public 
authorities,  was  supported  by  two  curved  girders,  115  feet  long,  13 
feet  high  at  the  center,  and  having  a  flat  upper  surface.  A  trolley 
wire  and  a  guard  wire  passed  near  an  iron  lamp-post  erected  on  the 
apex  of  the  arch  of  one  of  the  girders.  The  guard  wire  carried  no 
current.  It  was  about  three  feet  above  the  girder  at  the  apex  of  the 
arch.  A  boy,  sui  juris,  walking  over  the  girder  and  trying  to  crawl 
between  the  guard  wire  and  the  lamp-post^  was  burned  and  shocked  by 
the  guard  wire,  which  had  become  charged  im  some  unexplained  way, 
and  fell  to  the  floor  of  the  bridge,  sustaining  injuries.  The  only  fault 
ascribed  to  the  defendant  was  that  it  permitted  the  guard  wire  to 
become  charged  with  electricity.  There  was  evidence  that  other  boys 
had  passed  over  the  girder  before,  and  that  some  had  been  burned. 

Held,  that  the  railway  company  was  not  bound  to  anticipate  the  occur- 
rence of  the  accident,  and  owed  the  plaintiff  no  dul^  to  keep  the  girder 
safe  for  travel  thereon. 

Case  of  this  series  cited  in  opinion:  Wittleder  «•  Oitigens^  Eleo,  Ilium, 
Co.,  vol.  7,  p.  681. 

Appeal  by  defendant  from  order  of  Supreme  Court,  Kings 
County,  vacatiiig  and  setting  aside  order  diBmiBfling  oomplainti 

John  L.  Wells,  for  the  appellant. 

Thomas  F.  Magner,  for  the  respondent 

WooDWABD,  J. :  This  action  is  brought  to  recover  damages  f  ov 
injuries  sustained  by  the  plaintiff  through  the  alleged  negligenoe 
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of  the  defendant.  At  the  dose  of  plaintiff's  case,  and  again  at 
the  dose  of  the  teetimonv,  defendant  moved  to  dismiss  the  oom- 
plaint  on  the  ground  that  the  plaintiff  had  failed  to  show  the 
defendant  was  negligent;  that  he  had  failed  to  show  that  he  was 
free  from  contributory  negligence,  and  that  he  haxl  failed  to 
make  a  cause  of  action  against  the  defendant  This  motion  was 
denied,  and  was  followed  by  a  discussion  between  the  court  and 
counsel  for  the  respective  parties,  resulting  in  the  submission  of 
the  case  to  the  jury.  The  jury  disagreed,  but  before  they  were 
discharged  the  court  granted  a  motion  to  dismiss  the  complaint, 
and  the  following  day,  on  its  own  motion,  the  order  was  set 
aside,  and  this  appeal  is  from  the  order  setting  aside  the  order 
dismissing  the  complaint  No  objection  is  raised  to  the  method 
of  procedure,  and  we  are  asked  to  determine  the  case  upon  its 
merits. 

The  plaintiff  is  a  boy  ten  years  of  age,  who  is  conceded  to  be 
fui  juris.  On  the  28th  day  of  August,  1899,  in  company  with 
another  boy  of  about  the  same  age,  the  plaintiff  went  to  the 
bridge  which  crosses  Bushwick  creek,  between  Williamsburg  and 
Gneenpoint,  at  Kent  avenue.  This  bridge  was  the  scene  of  the 
accident  complained  of.  It  was  constructed  as  a  drawbridge 
and  is  built  upon  a  tumtabla  The  bridge  is  about  one  hundred 
and  fifteen  feet  long,  and  there  are  two  curved  girders  sustain- 
ing the  bridge  which  come  to  the  ground  at  either  end,  and  in  the 
center  have  a  rise  of  about  thirteen  f  eet^  at  which  point  there  is 
a  lamp  poet  The  bridge  is  a  portion  of  the  highway  connecting 
Franklin  street,  Greenpoint,  with  Kent  avenue  in  Williams- 
burg, and  was,  so  far  as  we  know,  constructed  and  maintained 
by  the  public  authorities.  The  two  girders  of  this  bridge  pre- 
sented a  flat  surface  of  about  eighteen  inches  in  width,  broken 
by  the  projection  at  intervals  of  the  bolt  heads  by  which  the 
lower  portions  of  the  bridge  were  fastened  to  the  girders,  while 
at  the  apex  of  the  arch,  lamp  poets,  occupying  a  considerable 
portion  of  the  space,  were  erected.  The  defendant  occupied  a 
portion  of  the  driveway  across  this  bridge  with  its  double-track 
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street  surface  railroad^  operated  by  electricatj.  The  bridge  ex- 
tends Franklin  street  in  a  straight  line,  but  oaimects  with  Kent 
avenue  in  Williamsburg  at  an  angle  of  about  forty-five  degrees, 
so  that  it  was  necessary  in  plaxnng  the  trolley  equipment  to  have 
certain  spreaders  or  guy  wires  to  hold  the  trolley  wires  over  the 
center  of  the  tracks  in  making  the  turn.  From  one  of  these 
spreaders,  running  across  the  bridge  to  the  other,  was  another 
wire  referred  to  in  the  evidence  as  a  guard  wire,  designed  to  pro- 
tect the  trolley  wire,  carrying  the  current,  from  contact  with 
other  wires.  Because  of  the  curve  the  westerly  trolley  wire  and 
the  westerly  guard  wire,  the  latter  being  about  three  feet  higher 
than  the  bridge  arch  when  drawn  tight,  passed  in  dose  proximity 
to  the  lamp  post  of  the  steel  girder.  On  the  day  of  the  accident 
the  plaintiff,  instead  of  keeping  upon  the  footbridge,  walked  up 
one  of  these  iron  girders  to  the  lamp  post,  and  while  in  the  act 
of  crawling  between  the  post  and  the  guard  wire  he  was  struck 
upon  the  buttocks  by  the  wire  and  burned.  He  grabbed  for  the 
wire  with  his  right  hand,  accepting  the  plaintiff's  version,  receiv- 
ing a  severe  shock  which  caused  him  to  fall  to  the  bridge  below, 
fracturing  his  skulL  The  alleged  n^ligence  of  the  defendant 
is  predicated  upon  the  fact  inferable  from  plaintiff's  evidence 
that  the  guard  wire  was  charged  with  electricity  at  the  time  of 
the  contact  with  the  boy,  but  the  evidence  is  wholly  lacking  to 
show  that  this  was  due  to  any  negligence  on  the  part  of  the  de- 
fendant The  defendant  had  a  right  to  construct  its  trolley  line 
in  a  manner  to  enable  it  to  practically  operate  its  cars,  having 
due  regard  for  the  safety  of  the  public.  It  is  not  sugg!ested  that 
the  construction  was  faulty,  but  the  plaintiff  apparently  bases 
his  right  to  recover  on  the  fact,  if  it  is  a  fact,  that  the  guard  wire 
had,  in  some  manner,  become  charged  with  electricity.  The  real 
question  is  whether  the  defendant  owed  the  plaintiff  any  active 
duty  under  the  circumstances.  It  is  claimed  by  the  plaintiff 
that  it  was  customary  for  the  boys  in  the  neighborhood  of  this 
bridge  to  walk  over  the  girders,  but  in  view  of  the  fact  that  it 
would  be  necessary  to  dimb  to  get  upon  them,  that  a  perfectly 
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safe  siderwalk  liad  beeoo;  oonstriicted  for  ihe  accomznodatLOiii  of 
penBODfl  oxk  foot,  and  that  the  way  over  the  girders  was  not  unob- 
structady  was  the  duty  imposed  upon  this  defendant,  in  the  ezer- 
oise  of  reasoniable  caret,  to  anticipate  that  its  wires,  e^en  if 
charged  with  electricity,  would  be  dangerous?    Hiey  were  eat- 
tirely  out  of  the  reach  of  persons  using  the  street  and  the  side- 
walk in  the  ordinary  and  orderly  manner,  and  it  was  only  whoa 
the  plaintiff  had  gone  out  of  his  way  and  had  climbed  into  a 
position  of  danger,  independently  of  the  wires,  that  he  was  ex- 
posed to  contact  with  them.    We  are  of  opinion  that  the  defend- 
ant was  not  bound  to  anticipate  this  danger,  and  especially  so  as 
the  guard  wire  was  not  designed  for  the  purpose  of  carrying  a 
oiMTont  of  electricity,  but  was  for  the  purpose  of  protecting  the 
wire  which  did  carry  the  current,  and  the  usual  precautions,  by 
way  of  inspection,  had  been  taken,  to  see  that  there  was  no  leak- 
age of  the  current,  from  the  trolley  wire  to  the  guard  wire.    He 
guard  wire  was  not  intrinsically  dangerous;  the  plaintiff  was  in 
a  position  which  one  of  his  own  witnesses  testified  he  (the  wit- 
ness) would  not  dare  go  if  the  policeman  was  around;  the  negli- 
gence, if  any,  was  passive  and  not  active,  of  omission  and  not  of 
commission.    The  case  comes,  therefore,  within  the  rule  of  Lor- 
more  v.  Crown  Point  Iron  Co.,  101  N.  Y.  891,  and  the  motion 
to  dismiss  the  complaint  should  have  been  granted.    The  mere 
fact  that  boys  had  been  known  to  pass  over  the  girders  of  this 
bridge^  or  even  that  the  plaintiff  has  been  able  to  find  one  or  two 
other  boys  who  have  been  burned,  does  not  constitute  eucb.  a 
public  use  of  these  girders  as  a  means  of  crossing  the  bridge  as 
to  impose  upon  the  defendant  the  high  degree  of  care  contended 
for  by  the  plaintiff,  and  which  is  necessary  to  sustain  the  cause 
of  action.    In  Byrne  v.  N.  Y.  C.  &  E.  R.  B.  R.  C,  104  N.  Y. 
362,  the  court  sustained  a  charge  of  the  trial  court  that  if  the 
jury  "came  to  the  conclusion  that  the  right  of  passage  (over  the 
tracks  of  the  company)  was  there  exercised  by  the  public,  as 
claimed  by  the  plaintiff,  notoriously  and  constantly,  previous  to 
and  at  the  time  of  the  aoddent^  then  they  were  required  to  deter- 


NEW  YORK,  1900.  615 

Freenmn  ▼.  Railroad  Ca 

mine  thje  aznoTmt  of  care  and  prudence  whidi  tbe  defendant  was 
required  to  exercise  in  approaching  and  crossiiig  tbe  alleiy/'  but 
this  affords  no  authority  for  holding  that  the  defendant  is  called, 
upon  to  take  notice  of  the  fact  that  boys,  in  the  absence  of  a 
policeman,  have  dimbed  upon  and  passed  over  the  girders  of  a 
bridge  at  some  time,  and  to  impose  upon  the  defendant  the  active, 
duty  of  actually  preventing  the  guard  wire  becoming  charged 
with  electricty.  In  the  Larmore  case,  supra,  where  the  plain- 
tiff was  injured  by  a  defective  machine^  the  court  say:  ^The 
precise  question  is  whether  a  person  who  goes  upon  the  land  of 
another  without  invitation  to  secure  employment  f  roo  the  owner 
of  the  land,  is  entitled  to  indemnity  from  such  owner  for  an 
injury  happening  from  the  operation  of  a  defective  machine  on 
the  premises  not  obviously  dangerous,  which  he  passes  in  the 
course  of  his  journey,  if  he  can  show  that  the  owner  might  have 
ascertained  the  defect  by  the  exercise  of  reasonable  cara  We 
know  of  no  case  which  goes  to  this  extent''  While  the  accident 
involved  in  this  action  occurred  upon  the  highway,  and  upon 
the  bridge  which  belonged  to  the  public,  the  defendant  was  law- 
fully occupying  the  bridge  for  the  purpose  of  operating  its  rail- 
road, and  the  plaintiff  cannot  be  said  to  have  been  invited,  either 
by  the  defendant  or  the  public  authorities,  to  make  use  of  the 
girders  in  passing  over  the  bridge.  The  plaintiff  is  in  no  posi- 
tion, theref ore,  to  demand  any  active  care  on  the  part  of  the 
defendant  under  the  circumstances  of  this  casa  As  was  said  by 
the  court  in  Severy  v.  Nickerson,  120  Mass.  306 :  "There  is  no 
duty  imposed  upon  an  owner  or  occupant  of  premises  to  keep 
them  in  a  suitable  condition  for  those  who  come  there  for  their 
own  convenience  merely,  without  any  invitation,  either  express 
or  which  may  fairly  be  implied  from  the  preparation  and 
adaptation  of  the  premises  for  the  purposes  for  which  they  are 
appropriated."  The  highways  being  appropriated  to  the  use  of 
the  public,  consistently  with  the  mutual  rights  of  all,  they  are 
to  be  used  in  a  reasonable  manner,  and  the  defendant  could  not 
be  held  to  any  different  liability,  under  the  circumstanoee  of  this 
ottse^  than  it  would  be  if  it  were  the  owxusr  of  this  bridga 


616  AMERICAN  ELECTRICAL  CASES.       [vol.  7 

Freeman  ▼.  Railroad  Oa 


In  the  case  of  Wittleder  v.  Citizens'  Electric  lUuminaUng 
Co.,  7  Am.  Elecd.  Cas.  581,  47  App.  Div.  410,  50  id-  478,  the 
plaintiff  was  injured  by  contact  with  a  high  voltage  electrio 
light  wire  strung  and  niaintained  within  a  few  inches  of  the 
stairway  leading  to  an  olevated  railroad  station.  The  plaintiff 
was  a  boy  about  ten  years  of  agie,  and  was,  at  the  time  of  the 
accident,  at  play  upon  the  stairway.  The  stairway  belonged, 
not  to  the  defendant,  but  to  the  elevated  railroad  company,  and 
being  designed  for  the  use  of  the  public,  it  was  not  competent 
for  the  court  to  say,  as  a  matter  of  law,  that  the  plaintiff  was 
not  there  by  the  invitation  of  the  railroad  company.  The  com- 
plaint in  that  action  alleged  that  the  defendant  ^'negligently 
constructed  and  operated"  the  wire  "within  one  foot  of,  and 
unlawfully  and  dangerously  near,  the  platform,"  and  that  it 
"was  not  sufficiently  nor  properly  nor  carefully  insulated  nor 
covered  nor  protected,"  while  in  the  case  at  bar  there  is  no  evi- 
dence of  any  negligence  in  the  construction,  but  the  fault  is 
alleged  in  that  the  guard  wires  had,  through  negligence,  become 
charged  with  electricity.  This  was,  at  most,  a  mere  passive  neg- 
ligence, as  to  whidi  the  plaintiff  has  no  right,  under  the  circom- 
stances,  to  complain.  In  the  case  cited  (50  App.  Div.  481), 
the  court  points  out  that  "in  the  present  case  the  stringing  of  a 
live  electric  wire,  contact  with  which  will  inflict  severe  injuries, 
if  it  does  not  kill,  in  such  close  proximity  to  a  thoroughfare 
along  which  large  numbers  of  people  pass,  who  are  liable  to  come 
in  contact  with  it,  is  an  act  so  dangerous  in  character  and  so 
liable  to  inflict  injury  as  to  remove  the  case  from  the  authority 
of  those  cases  exempting  from  passive  negligence,  and  place  it 
in  the  category  of  active  negligenca"  This  is  quite  a  different 
case  from  that  presented  in  the  case  at  bar,  where  the  wire 
which  caused  the  injury  was  designed  to  be  a  dead  wire,  and 
which  was  removed  some  fourteen  or  fifteen  feet  from  the  pas- 
sageway which  was  open  to  the  public,  and  which  could  only  be 
reached  by  climbing  upon  the  superstructure  of  the  bridge.  If 
this  wire,  through  some  accident  (and  it  may  have  been  throu^ 
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the  negligeiDioe  of  some  one  otlier  than  the  def endanit^  so  far  bb 
the  evidence  QkowB)j  beeame  charged  with  electrioity,  it  did  not 
violate  any  duty  which  the  defendant  owed  to  the  plaintiff  under 
the  circunistanoeB  disdoeed  by  the  evidenx^^  and  the  motion  to 
dismlsB  the  complaint  was  properly  granted. 

The  order  appealed  from  should  be  reversed. 

All  concurred,  except  Hartijett,  J.,  absent. 

Order  vacating  order  dismissing  complaint  nev^ersed^    with 

C06t& 


Note. — See  note  2  at  end  of  Part  IIL 


JOHV  SOHUXTZ  ▼.   FaBIBAULT  CONSOLIDATED  GaS  AlfTD  ElIBC- 

TBio  CoMPAinr. 

Mimnewta  Bupreme  Court,  December  21,  1000. 

(82  Minn.  100.) 

INJUBT  BT  ELBCTRIO  SHOCK. 

drenmetanoes  held  to  warrant  a  finding  bj  a  jury  that  a  shock  sus- 
tained by  a  traveler  in  a  street  was  due  to  the  negligent  manner  in 
which  an  electric  light  company  maintained  its  wires  as  they  passed 
from  a  transformer  upon  a  pole,  down  through  a  gas-pipe  extending 
along  the  pole  and  thence  under  a  sidewalk  to  a  building. 

Appeal  from  order  of  District  Oonrt^  Rice  Coimtj^  entered 
upon  a  verdict  of  $7,200  for  plaintiff^  denying  defendant's 
motion  for  a  new  trial 

Anaen  L,  Keyes  and  Lafayette  French,  for  appellant; 

Baichelder  dc  Batchelder,  iar  respondents 

Lewis,  J. :  Action  to  recover  for  personal  injuries  alleged  to 
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have  been  leoeived  from  electric  Bhodcs  produced  by  the  negli- 
gemt  constructioii  of  def  endaiut's  eleotrio  li^t  plantL  Verdict 
for  plaintiff^  and  def endaat  appeals  from  aa  order  deaying  its 
motion  for  a  new  trial 

Defendant  had  erected  a  pole  at  the  edge  of  the  sidewalk  and 
in  front  of  the  south  line  of  the  opera  house  on  the  east  side  of 
Main  street  in  the  city  of  Faribault  On  the  top  of  this  pole  was 
placed  an  electrical  transformer,  whidi  received  a  carrant  of 
1,040  volts,  and  transmitted  the  same  into  currents  of  less 
power,  as  required  for  lighting  purposes.  There  were  two  dusr 
ters  of  wires,  consisting  of  five  each,  passing  down  from  the 
transformer,  each  cluster  entering  a  gas  pipe  of  about  one  inch 
in  diameter,  which  pipes  were  about  ten  feet  in  length,  and  were 
attached  to  the  side  of  the  pole,  and  entered  the  ground  at  its 
basa  These  pipes  were  for  the  protection  of  the  wires.  Prom 
the  base  of  the  pole  the  pipes  containing  the  wire  were  continued 
imder  the  sidewalk  into  the  basement  of  the  opera  house,  and 
by  this  means  the  house  was  lighted.  There  were  also  two  wires 
running  from  the  transformer  to  the  porch,  through  which  the 
porch  was  lighted.  On  the  evening  of  October  29,  1899,  plain- 
tiff drove  up  dose  to  the  sidewalk  in  front  of  the  opera  house 
with  a  team  of  horses  and  a  wagon  loaded  with  flour.  Stopping, 
the  wagon  stood  directly  in  front  of  the  opera  house  door,  and 
the  team  to  the  south  opposite  the  south  post  of  the  porch,  which 
post  stood  in  the  edge  of  the  sidewalk  next  to  the  street  gutter. 
Leaving  the  team  imhitched,  he  went  upstairs.  Returning,  he 
jumped  up  on  the  load  by  stepping  on  the  hub  of  the  rear  wheel, 
took  his  position  in  front,  sitting  down,  picked  up  the  lines,  and 
claims  to  have  immediately  received  an  electric  shock  which 
caused  him  to  fall  from  the  load  to  the  sidewalk.  Getting  up, 
and  noticing  that  his  horses  were  down,  he  started  to  unhitdi 
them,  and,  passing  to  their  heads,  took  hold  of  the  bridle  bit,  and 
received  another  shock,  which  it  is  claimed  caused  paralysis  of 
his  left  arm.  In  support  of  its  motion  for  a  new  trial  there  are 
three  propositions  presented  on  this  appeal  by  appellant:  First, 
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HO  proof  of  negligenoe  on  part  of  defendant^  and  that  the  veir^ 
diet  was  not  justified  by  the  evidenxse;  second,  newly-disoovered 
evidence  material  for  the  defendant^  which  it  could  not,  with 
reasonable  diligence,  have  discovered  and  produced  at  the  trial ; 
third,  excessive  damages,  given  under  the  influence  of  passion 
and  prejudica 

1.  The  specific  act  of  negligence  charged  in  the  complaint 
is  that  the  electric  wires  and  attachments,  which  were  intended 
to  convey  electricity  from  the  pole  to  the  opera  house,  were  so 
defective  and  negligently  constructed  and  arranged  that  the  cur^ 
rents  of  electricity  passed  into  and  along  the  ground  next  to 
the  sidewalk  to  such  an  extent  that  plaintiff  became  injured 
by  coming  into  contact  with  the  sama  The  defense  is  based 
upon  the  following  propositions,  which  it  is  claimed  were  cod- 
dusively  established  at  the  trial:  First,  that  the  force  used 
throfugh  the  wires  running  down  the  post  was  only  52 
volts,  and  that  sudi  force  would  not  injure  a  human 
being;  second,  that  the  ground  is  always  neutral,  and  can- 
not be  charged  with  electricity  to  such  an  extent  as  to  injure 
any  one ;  third,  that  the  electrical  attachments  and  connections 
we(re,  at  the  time  of  the  accident,  in  proper  condition,  and  no 
electricity  could,  in  any  events  have  passed  into  the  ground  where 
plaintiff  received  the  shocks.  It  may  be  admitted  that  a  human 
being  may  receive  a  current  of  electricity  of  52  volts,  and  not  be 
injured.  It  may  also  be  admitted  that,  as  a  general  thing,  the 
earth  is  neutral,  and  that,  if  a  live  wire  be  deep  enough  to  reach 
the  permanent  moisture,  the  electricity  will  be  so  dissipated  and 
absorbed  as  to  be  harmless  to  a  person  standing  near, — as  in  the 
case  of  a  lightning  rod.  But,  even  wiih  these  concessions,  does 
it  conclusively  appear  that  plaintiff  was  not  injured  as  he 
claims  ?  It  was  conclusively  established  that  plaintiff  and  his 
team  received  electric  shocks  at  the  place  and  at  the  time  stated. 
It  was  also  shown  that  other  horses  on  other  occasions  received 
similar  shocks  at  the  same  place.  It  was  shown  that  the  elec- 
trified ground  was  confined  to  the  space  between  the  poet  and 
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the  porch  along  the  gutter.    There  was  evidoDoe  reasonably  tend- 
ing to  prove  that,  as  soon  as  the  wires  on  the  post  were  cat,  tiie 
hoiTBes  got  wp.     So  the  question  is^  if  it  was  niot  electricity 
which  caused  the  plaintiff  and  the  horses  to  f  all,  what  was  it ! 
And,  if  it  was  electricity  which  caused  the  disturbance,  where 
did  it  come  from  ?    There  was  no  evidence  reasonably  tending  to 
show  that  it  came  from  the  wires  of  the  other  company,  anjd 
there  was  evidence  tending  to  show  that  it  came  from  the  wires 
of  defendant  company.    The  fact  of  the  electric  shocks  being  ee- 
tablished  imder  the  circumstances  noted,  it  reasonably  follows 
that  those  shocks  were  occasioned  by  defendaiit's  system.     Tlie 
only  alternative  is  that  they  were  caused  by  something  unknowiL 
Does  it  appear  from  the  record  that  the  facts  upon  which  the 
experts  based  their  reasoning  were  conclusively  established  by 
the  evidence?    We  think  not    It  was  a  question  for  the  jury 
to  determine  whether  the  testimony  as  to  the  condition  of  the 
transformer,  the  insulation,  and  number  of  volts  actually  carried 
was  true.    In  arriving  at  a  result  the  nature  of  the  shock,  the 
place,  the  cutting  of  the  wires,  the  former  defective  conditioB, 
the  credibility  of  the  witnesses,  the  fairness,  skill,  and  exper- 
ience of  the  experts,  and  the  absence  of  proof  of  any  other  cause, 
weiiB  all  matters  to  be  considered ;  and,  if  the  result  indicates 
that  the  jury  must  have  considered  the  testimony  of  the  experts 
as  untrue  or  untrustworthy,  there  is  nothing  in  the  record  to 
challenge  such  condusiom.     In  view  of  the  evidence^  it  is  not 
only  possible,  but  probablei,  that,  if  52  volts  only  passed  down 
the  post,  and  if  that  amoumt^  in  charging  the  ground,  could 
harm  no  one,  then  the  transformer  was  out  of  order,  and  mors 
than  52  volts  reached  the  ground.    If  it  is  true  tihat  the  insula- 
tion of  the  wires  within  the  pipes  was  perfect,  then  the  elec- 
tricity escaped  down  the  post  some  other  way  not  explained. 
If  the  total  amount  of  volts  carried  from  the  transformer  weare 
not  sufficient  to  harm  a  person  when  within  its  circuit,  and  if 
there  was  not  short-cut  circuit  from,  the  post  through  the  mud  and 
water  of  the  gutter  to  the  opera  house  porch,  then  the  mud  and 
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water  at  that  point  had  beooniB  heavily  charged  with  the  con- 
stantly escaping  current  of  either  low  or  high  degree,  and  plain- 
tiff was  injured  by  coming  into  contact  with  it.  It  is  well  known 
that  a  substance  heavily  charged  with  electricity  will  cause  an 
electric  shock  when  coming  into  contact  with  a  person,  even  if 
such  person  be  standing  upon  a  nonconducting  substance,  as  dry 
wood.  The  shocks  could  not  have  occurred  in  this  case  if  the 
earth  had  been  neutral,  and  had  absorbed  the  current  from  the 
post  as  rapidly  as  discharged.  If  the  ground  directly  under  the 
moist  or  wet  surface  wiere  hard  and  dry,  it  would  give  more  re- 
sistance, and  the  tendency  would  be  for  electricity  to  accumulate 
through  those  channels  affording  the  least  resistance — in  this 
case  the  moist  surface.  And,  if  such  were  the  condition  of  the 
gutter,  a  shock  could  readily  be  received  by  either  horse  or  man 
standing  with  one  foot  within  the  gutter  and  one  foot  upon 
dryer  ground.  If  the  plaintiff  could  not  have  received  a  shock 
while  perfecdy  insulated  upon  the  load  of  flour,  then  he  was  not 
perfectly  insulated,  but  came  in  contact  with  the  ground  through 
the  wagon,  harness,  and  wet  sacks  and  blankets  upon  which  he 
sat;  and  the  evidence  indicates  such  to  be  the  casa  From  all 
the  drcumstances  we  must  hold  that  the  jury  were  justified  in 
finding  that  the  injury  was  sustained,  and  that  defendant  was 
the  cause  of  it 


KoTB. — See  note  2  at  end  of  Part  III. 
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Masia  Caqliokx^  SB  Administratrizy  etc.,  of  Paulo  OAOLioins, 
Deceased,  Eespandent,  v.  Mottnt  Mossis  Electric  Light 
CoMPAirr^  Appellant,  Lnpleaded  with  Lotris  K.  Oitz. 

Vew  York  Supreme  Court,  Appellate  Divieion,  Piret  Department,  Decent 

her,  1000. 

(66  App.  Diy.  101.) 

Death  bt  shook  vbom  euectbio  uoht  who — ^Dbgseb  or  cabb. 

A  corporation  which  for  its  own  purposes  undertakes  to  bring  into  the 
streets  of  a  city  a  substance  known  to  be  as  dangerous  as  electrici^, 
is  bound  to  take  all  the  care  that  a  reasonable  person  can  take  to  see 
that  it  does  not  escape  in  such  a  way  and  under  such  circumstances 
as  to  be  dangerous  to  human  life. 

An  electric  light  wire  attached  to  an  iron  bar  projecting  from  an  iron 
store  front  over  an  iron  awning,  after  being  detached  from  its  lamp, 
was  allowed  to  hang  for  several  months,  during  which  time  sparks  had 
been  seen  to  issue  from  the  wire  and  the  awning  had  been  burned  by 
the  electricity.  Plaintiff's  intestate,  the  occupant  of  a  fruit  store 
next  adjoining,  discovered  that  the  awning  was  on  fire,  and  in  endeav- 
oring to  put  it  out»  touched  the  iron  store  front  and  fell  dead. 

Held,  that  the  questions  of  n^ligenoe  and  contributory  n^ligenoe  were 
properly  submitted  to  the  jury. 

Cases  of  this  series  cited  in  opinion:  Wittleder  v.  OitUfena^  Eleo,  nium.,Oo,, 
vol.  7,  p.  581;  Clarke  «.  Naeeau  Elee.  B.  Co^  voL  6,  p.  284;  Jones  o. 
Union  Ry.  Co.,  voL  1,  p.  447. 

Appeal  by  defendant  from  judgment  of  Supreme  Court, 
entered  upon  the  verdict  of  a  jiiry  and  from  order  daDjjring 
motion  for  new  trial  upon  the  minutes. 

Henry  J.  Hemmens,  for  the  appellant. 

Charles  0.  F.  WaMe,  for  the  reepondeait. 

RuMssY^  J. :  The  action  waB  brought  to  reoorer  damageB  for 
the  negligent  killing  of  the  plaintiff's  intestata    The  defendajit 
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is  a  domestic  corporation  engaged  in  the  business  of  electric 
lighting  in  a  portion  of  the  city  of  New  York.  Its  wires  extend 
through  that  portion  of  the  city  where  it  furnishes  light,  and  it 
was  nsnal  to  send  through  them  a  current  of  electricity  amount- 
ing, as  it&  engineer  says,  to  between  1,450  and  1^550  volts^  which 
was  shown  to  be  of  sufficient  strength  to  kill  any  person  who  was 
so  unfortunate  as  to  receive  it.  Up  to  the  month  of  January, 
1898^  the  defendant  had  maintained  an-  arc  light  upon  its  circuit 
at  No.  867  Ninth  avenue.  This  light  was  hung  from  an  iron 
bar  which  extended  out  about  three  feet  in  front  of  the  store 
where  it  was  in  usa  The  electricity  was  brought  to  it  through 
wires  which  were  fastened  to  the  framework  upon  which  the 
lamp  hung.  In  that  montJi,  the  tenant  of  the  store  for  whom  the 
defendant  had  maintained  the  light,  vacat^ed  it,  and  the  lamp 
was  removed,  leaving  the  i^on  bar  and  the  wires  through  which 
the  electricity  had  been  conducted  to  the  lampw  In  just  what 
condition  the  wires  were  left  does  not  appear,  but  that  they 
were  not  secured,  but  were  permitted  to  hang  down  from  the 
supports  to  which  the  lamp  had  been  fixed,  is  not  denied.  It  is 
proved,  and  not  disputed,  that  after  the  lamp  had  been  removed 
sparks  were  seen  to  issue  from  these  v^ires  from  time  to  time, 
and  the  awning,  against  which  the  wires  sometimes  struck,  was 
burned  by  the  electricity  given  off  by  them.  Just  when  this 
condition  came  to  exist  does  not  appear,  but  it  is  dear  that  it  had 
continued  for  some  time  before  the  month  of  September,  1808. 
Wh£fther  the  defendant  or  its  men  had  become  aware  of  this  coor 
dition  of  the  wires  was  not  made  to  appear.  It  did  appear,  how- 
ever, that  for  some  weeks  before  the  injury  to  the  plaintiff's 
intestate  the  wires  had  been  in  sudbi  a  condition  that,  under 
certain  carcumstances,  electricity  to  a  greater  or  less  extent  had 
been  given  off,  so  that  persons  about  there  had  received  shocks 
from  it.  The  front  of  the  store  above  which  the  wires  were 
fixed  was  of  iron,  as  was  also  the  framework  upon  which  the 
awning  was  hung. 
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The  plaintiff's  husband  was  the  oocupant  of  a  small  fruit 
store  at  Ka  855  Kinth  avenue^  next  adjoining  the  building 
where  these  wires  were  banging.  On  the  night  of  the  2d  of 
September^  1898,  he  was  sitting  with  a  friend  in  front  of  his 
Btore^  when  turning  his  head  he  saw  that  the  awning  in  front  of 
No.  857  waa  on  fire;  he  uttered  an  exdamationy  sprang  up^ 
ran  to  the  store  and  attempted  to  blow  out  the  fire.  As  he  did 
so  he  threw  out  his  right  hand  and  at  once  fell  dead,  having 
been  killed  by  a  current  of  electricity  passing  through  his  body. 
The  evidence  warranted  the  finding  that  the  ourremt  had  been 
transmitted  through  these  wires  to  the  iron  framework  of  the 
awning,  and  thence  to  the  iron  front  of  the  store^  and  as  Cag- 
lione put  out  his  hand  he  probably  touched  the  store  front  and 
was  killed.  It  was  for  this  killing  that  the  plaintiff  brought  this 
suit 

There  can  be  little  doubt  as  to  the  duty  of  the  defendant  with 
respect  to  the  electrical^  which  it  had  for  sala  It  undertook  to 
furnish  electricity  for  lighting  purposes  by  means  of  wires 
strung  through  and  along  the  public  streets.  It  was  bound  to 
know  that  a  current  of  electricity  of  so  great  a  force  as  its  neces- 
sities required  it  to  use  was,  if  it  escaped,  dangerous  to  human 
life.  It  was  bound,  therefore,  to  use  all  the  care  which  the 
handling  of  so  dangerous  an  element  would  require,  and  espec- 
ially where  that  dangerous  element  was  carried  along  the  streets, 
^t  is  not  necessary  to  consider  whedier  the  mere  fact  that  the 
electricity  was  permitted  to  escape  establishes  of  itself  a  pre- 
simiption  of  negligence  or  not  Ko  sujch  proposition  of  law  was 
laid  down  by  the  learned  trial  justioa  The  jury  were  told  tiat 
there  was  no  imputation  of  negligence  resting  upon  the  defend- 
ant because  the  wires  were  left  there ;  that  the  only  question  was 
whether  they  were  left  in  such  a  condition  as  a  prudent  and  a 
careful  person  would  have  left  them,  considering  the  surround- 
ing circumstances,  and  they  were  also  told  that  the  question  for 
them  to  decide  was,  did  the  defendant  in  this  case  exercise  ordi- 
nary care  in  the  conduct  of  its  business,  and  whether  it  has  acted 
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86  carefullj  as  a  pnident  personi  would  have  done  for  the  pur- 
pose of  preventing  mjury  which  would  reeult  from  a  lack  of 
proper  care  on  its  part  in  keeping  this  ounmt  within  proper 
bounds. 

The  law  undoubtedly  is  that  when  a  corporation  for  its  own 
purposes  undertakes  to  bring  into  the  streets  of  a  city  a  sub- 
stance which  is  known  to  be  as  dangerous  as  electricity,  it  is 
bound  to  take  all  the  care  that  a  reasonable  person  can  take  to 
see  that  it  does  not  escape  in  such  a  way  and  under  such  cir- 
cumstances  as  to  be  dangerous  to  human  life.  WUtleder  v.  Cit- 
izens* Elec.  Ilium.  Co.,  7  Am.  Electl.  Oas.  681,  47  App.  Div. 

410 ;  Clarke  v.  Nassau  Elec.  B.  B.  Co.,  7  Am.  Electl.  Cas. ^ 

9  App.  Div.  61 ;  Jones  v.  Union  By.  Co.,  7  Am-  Electl.  Cas.  447, 
18  App.  Div.  267.  The  defendant  certainly  had  no  reason  to 
object  to  the  statement  of  the  law  as  given  to  the  jiiry  by  the 
learned  trial  justioa  It  did  not  impose  too  great  a  burden  of 
duty  upon  the  defendant  as  it  was  given  to  the  jury,  and  we  are 
not  disposed  to  say  that  it  would  have  been  wrong  even  if  a  more 
stringent  rule  had  been  laid  down  as  to  the  nature  and  extent 
of  the  defendant's  duty.  Upon  the  evidence  the  jiiry  would  have 
been  warranted  in  finding  that  from  the  month  of  January  to 
Ae  month  of  September,  1898,  these  wires  had  been  left  by  the 
dafendant  in  such  a  condition  that  by  the  constant  motion  of 
them  against  the  awning,  the  insulation  had  been  worn  ofF  so  that 
whenever  the  electricity  was  turned  through  them  it  escaped  to 
the  framework  of  the  awning  and  the  front  of  the  store,  and  they 
certainly  would  have  been  justified  in  finding  that  the  defendant 
was  guilty  of  negligence  in  permitting  the  electricity  to  escape. 
The  defendant  claims  that  the  plaintiff's  intestate  was  guilty 
of  contributory  n^ligenoe.  It  claims  that  Caglione  had  been 
warned  that  the  sparks  which  had  been  seen  there  were  due  to  the 
electriciiy  escaping  from  the  wires,  and  that  he  had  been  told  it 
was  dangerous  to  approach  when  they  weire  giving  it  off.  The 
question  of  the  contributory  negligence  was  fully  and  prx>perly 
submitted  to  the  jiiry  who  have  found  for  the  plaintiff,  and  we 

no  reason  to  disturb  their  conclusions. 

iVOL.  VII — 40. 
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It  "wu  said  that  CaglioDd  Wtti  a  trespasser  in  attempting  to 
blow  oat  this  fii^  and  in  pattiDg  his  hand  against  the  front  of 
the  stoTB  in  his  efforts  to  do  sa  If  he  was  a  trespasser  it  is  a 
matter  of  no  importance  to  this  defendant  Wittleder  v.  Ot- 
izena'  Elec.  Ilium.  Co.,  7  Ame.  ElectL  Cas.  581,  47  App.  Div. 
410.  So  far  as  it  was  conoemed,  Caglione  was  not  guilty  of  a 
trespass  at  alL  He  was  on  a  public  highway  and  he  was  do^ng 
that  which  any  citizen  would  have  been  justified  in  doing,  and 
the  f act»  if  it  were  a  fact»  that  he  went  upon  the  stoop  of  the 
store  of  a  person  who  had  not  invited  him  there  was  no  justifica- 
tion for  the  act  of  the  defendant  in  turning  into  the  hi^way 
so  great  a  current  of  electricity  as  to  caiue  the  death  of  per- 
sons who  come  in  contact  with  it  The  verdict  was  clearly  jus- 
tified by  the  evidence.  We  have  examined  the  exceptions 
taken  to  the  rulings  of  the  court  during  the  trial  and  we  can 
see  no  error  in  any  of  them.  The  result  of  the  whole  case  is 
that  the  judgment  and  order  must  be  affirmed,  with  costs. 

Yait  Bbunt,  p.  J.^  Pattssson,  O'Bribit  and  McLaughlin, 
JJ.y  concurred 

Judgment  and  order  affirmed,  with  costs. 


NoTS.— 8m  Mr.  Ksatb^s  notei,  ante,  pp.  656,  661;  also  note  2  at  end 
€l  Part  m. 


SaBAH  a*  BoWB  ▼•  KiW  JXBSET  TSLSPHONB  CoMPAlTY  AND 

Hudson  County  Electbio  Company. 

Vew  Jerteif  Supreme  Court,  Feb.  25,  1001. 

Ibjubt  bt  shock  noK  elictiio  wnuBS— Joint  UABtury. 

(Head-note  by  the  Court) : 
One  of  the  defendante  maintained  in  a  pnblie  street  a  line  of  wiree  earry- 
ing  a  harmleBi  current  of  electridij,  and  the  other  defendant  main- 
tained in  the  street^  below  that  line^  a  transTeree  line  of  wiree^  eanyiog 
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a  dangerone  current.  There  vrere  no  guards  to  prevent  one  of  the 
upper  wires,  that  fell,  from  coming  in  contact  with  the  lower  wires, 
and  thus  conducting  their  dangerous  current  down  to  the  surface  of 
the  street.  Held,  that  the  ahsence  of  such  guards  would  sustain  a  find- 
ing that  both  defendants  had  neglected  their  duty  to  travelers  on  the 
highway. 

Under  the  circumstances  of  this  case,  the  question  whether  »  boy  walk- 
ing along  the  street  was  guilty  of  negligence  in  failing  to  avoid  an 
electric  wire  lying  across  his  path,  was  for  the  jury. 

Cases  of  this  series  cited  in  opinion:  Anderson  «•  /.  0.  Eleo.  L.  Co,,  voL 
7,  p.  657. 

Verdict  for  plaintiff.  Rule  to  show  cause  why  new  trial 
should  not  be  granted.     Yerdict  set  aside  conditionally. 

Van  Bvskirk  &  Parker,  for  plaintiff. 

Harry  S.  White,  for  defendant  Telephone  Ca 

Charles  W.  Fuller,  for  defendant  Electric  Ca 

DixoN^  J. :  Between  7  and  8  o'clock  in  the  evening  of  Aug- 
ust 6,  1899,  Clarence  D.  W.  Howe,  a  boy  about  12  years  old, 
while  walking  along  the  sidewalk  of  Thirty-fourth  street^  in 
Bayonne,  struck  his  foot  against  a  wire  charged  with  elec- 
tricity, and  waa  instantly  killed.  This  suit  was  brought  by 
his  administratrix  to  recsover  for  the  pecuniary  loss  resulting 
from  his  death  to  his  mother,  sister,  and  two  brothers.  The 
jury  in  the  Hudson  Circuit  awarded  the  plaintiff  $5,126,  and 
the  defendants  now  apply  for  a  new  trial.  The  wire  touched 
by  the  boy  belonged  to  the  New  York  &  New  Jersey  Tele- 
phone Company,  but  the  current  of  electricity  that  killed  him 
came  from  the  wires  of  the  Hudson  County  Electric  Company. 
The  evidence  shows  that  a  little  while  before  the  aocideot  a 
squall  had  passed  over  the  neighborhood,  during  which  the 
telephone  wire  had  been  broken,  and  had  fallen  upon  the  wii^ 
of  the  electric  company,  beneath  it,  which  wwe  strong  at 
right  angl«  to  the  telephone  wires,  and  thus  it  carried  the  cur- 
rent from  them  to  the  ground. 
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The  first  question  for  consideration  is  whether  any  oircum- 
fitanoes  were  shown  on  which  it  was  permissible  for  the  jury 
to  find  that  the  defendant  companies,  or  either  of  them,  had 
been  guilty  of  negligence  in  the  premises.  We  think  the  amis- 
sion of  the  companies  to  construct  guards  between  their  lines 
at  the  place  where  they  crossed,  so  that,  if  an  upper  wire  broke, 
it  would  not  oome  in  contact  with  the  heavily  charge<l  wires 
below,  was  a  fact  on  which  a  finding  of  negligence  in  each  can 
be  supported.  In  view  of  the  dangerous  nature  of  a  wire 
charged  with  a  strong  current  of  electricity,  it  is  entirely  rea- 
sonable to  hold  that  corporations  using  the  public  highway 
for  wires  that  may  be  so  charged  should  exercise  a  high  degree 
of  care  to  keep  the  wires  where  travelers  wiU  not  be  likely  to 
oome  in  contact  with  them.  Anderson  v.  Jersey  City  Elec. 
Light  Co.,  7  Am.  Electl.  Cas.  667,  63  N.  J.  Law,  387,  43  Atl. 
664.  Where,  as  in  the  present  case,  a  line  of  telephone  wires, 
carrying  normally  a  harmless  current,  is  crossed  beneath  by 
a  line  of  wires  carrying  normally  a  deadly  current,  a  guard 
running  parallel  with  the  lower  line,  and  between  it  and  the 
upper,  would  certainly  afford  additional  protection  to  trav- 
elers on  the  street  below,  should  a  break  happen  in  an  upper 
wire.  We  perceive  no  reason  for  deciding  that  juries  may 
not  hold,  in  proper  cases,  that  such  a  safeguard  is  due  to  the 
public.  But,  assuming  that  such  a  guard  may  be  required,  we 
must  consider  whether  the  duty  of  providing  it  may  be  im- 
posed on  both  companies.  The  obligation  of  the  electric  com- 
pany may  readily  be  indicated.  The  telephone  company's  sys- 
tem was  first  erected,  and  was  in  operation  when  the  electric 
company  constructed  its  line.  The  latter  company  therefore 
took  its  privilege  of  using  the  street  subject  to  the  fact  that 
the  telephone  wires  were  there  crossing  its  route.  In  view  of 
this  fact,  it  placed  its  wires  below,  and  introduced  the  deadly 
current,  thus  making  dangerous  the  wires  of  the  telephone  com- 
pany which  before  had  been  harmless.  Against  the  danger 
thus  created  by  the  electric  company,  its  duty  plainly  required 
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it  to  guard  by  all  reasonable  means.  The  obligation  of  tlie 
telephone  company  is  not  so  palpable^  but  still  we  think  it  may 
be  deduced  from  settled  principles.  Every  person  using  the 
highways  is  bound  to  exercise  reasonable  care  to  protect  others 
from  harm  through  his  use.  In  case  the  UBe  is  continuous, 
the  degree  of  care  required  will  not  be  goverened  by  the  con- 
dition of  the  highway  at  the  time  the  use  began,  but  will  change 
as  that  condition  changes,  and  must  keep  pace  with  the  cir- 
cumstances as  they  occur.  A  corporation  authorized  by  law 
to  occupy  the  public  streets  with  appliances  for  its  business 
holds  the  privileges  subject  to  such  regulations  as  are  reason- 
ably necessary  for  the  common  use  of  the  streets  for  all  law- 
ful purposes.  North  Hudson  Co.  Ry.  Co.  v.  Mayor,  etc.,  of 
City  of  Hoboken,  41  N.  J.  Law,  71 ;  Trenton  Horse  R.  Co,  v. 
Inhabitants  of  City  of  Trenton,  53  N.  J.  Law,  132,  20  VtL 
1076,  11  L.  R.  A.  4:10;  Consolidaied  Traction  Co.  v.  City  of 
Elizabeth,  68  N.  J.  Law,  619,  34  Atl.  146,  32  L.  R.  A.  170. 
When,  therefore,  the  electric  company,  under  legislative  sanx> 
tiou,  placed  their  structures  in  the  street,  a  new  state  of  things 
appeared,  with  reference  to  which  the  care  demandable  from 
the  telephone  company  must  be  gauged.  It  at  once  became 
the  duly  of  that  company  to  adopt  reasonable  measures  to  pro- 
tect travelers  from  danger  attending  its  own  use  of  the  street 
as  occupied  by  the  electric  oompany^s  system.  From  this  it 
follows  that,  if  a  guard  such  as  is  above  mentioned  be  a  reason- 
able means  of  preventing  danger  likely  to  arise  from  the  break- 
ing of  the  company's  wires,  it  was  the  duty  of  the  company 
to  provide  the  guard,  or  see  that  it  was  provided,  and  a  failure 
to  do  so  was  negligence.  We  are  therefore  of  opinion  that  the 
finding  of  the  jury  holding  both  defendants  guilty  of  negli- 
gence may  be  supported. 

But  the  defendants  insist  that  contributory  negligence  on  the 
part  of  the  boy  was  conclusively  shown.  At  the  time  of  the  acci- 
dent the  boy  was  walking  with  a  Mr.  Moritz,  who  held  an  um- 
brella over  them,  as  it  was  raining.  The  sidewalk  was  flagged  in 
the  center,  but  between  the  flagging  and  the  curb  was  a  space 
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four  to  six  feet  wide,  ooTered  with  gnuss.  The  man  and  boy 
walked  on  the  flagging,  the  former  being  nearest  the  curb.  Aa 
thery^  approached  the  place  of  the  accident^  Mr.  Moritz  saw  a  line 
of  small  electric  lights^  about  the  size  of  a  pea,  in  the  grass,  three 
or  four  inches  from  the  curb.  They  extended  ten  or  fifteen  feet 
in  length ;  but  as  they  were  not  near  the  flagging,  and  no  hind- 
rance was  perceived  across  the  path^  the  man  and  boy  went  on, 
and  then  both  reoeived  a  shock,  which  knocked  them  down  and 
killed  the  boy.  Mr.  Moritz  swears  that  he  could  not  see  the 
wire,  and  we  may  assume  that  the  boy  did  not;  for,  in  the  rain, 
the  flagging  and  the  wire  lying  upon  it  would  scarcely  differ  in 
color,  and  the  dusk  of  the  evening  would  render  discernment 
more  improbable.  These  circumstances  evidently  presented 
questions  as  to  the  boy's  negligence  which  fell  within  the  prov- 
ince of  the  jury. 


Note. — S«e  not*  2  at  end  of  Part  III;  alao  Mr.  Keasbey*!  nota^  ant€ 
p.  647. 


WnxiB  Macon,  by  next  friend,  v.  Paducah  Street  Railway 
Company  Ain>  Paducah  Electbic  Light  CoMPAmr. 

Keniuoky  Court  of  Appeals,  April  26,  1901. 

IlTJUSED  BT  KLECTBIC  SHOCK — GbOSS  NEGUOENCE. 

A  boy  twelve  years  old  came  in  contact  witb  a  live  wire  which  hung  from 
one  of  the  posts  used  to  support  defendants'  wires,  reaching  nearly  to 
the  ground,  in  a  street,  and  was  severely  injured  by  an  electric  eamnt. 
In  an  action  brought  on  the  ground  of  negligence,  in  which  $10,000 
damages  was  asked,  the  jury  awarded  the  plaintiff  $350,  and  he 
appealed. 

Held,  that  persons  using  electricity  for  lighting,  propelling  ears  or  other 
business,  must  exercise  the  highest  degree  of  care  for  the  protectioii  of 
all  persons  in  all  places  where  such  persons  have  a  right  to  be. 

Held,  error  to  charge  the  jury  that  gross  negligence  is  either  an  inten- 
tional wrong  or  such  a  reckless  disregard  of  security  and  the  ri^t  as 
to  imply  bad  faith. 
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Hie  proof  showed  with  certainty  that  the  wire  had  hung  where  It 
was  for  two  or  three  weeks,  and  there  was  evidence  that  defendants' 
serrant  or  agent  knew  of  it.  Held,  that  the  ownership  of  the  wire^ 
and  the  way  in  which  it  became  charged  with  electricity,  were  immap 
terial;  that  the  wire  was  dangerous  to  the  public,  and  if  the  defendants 
knew,  or  with  due  diligence,  should  have  known  of  its  condition,  it  was 
gross  negligence  to  leave  it  there. 

niere  was  evidence  that  plaintiff  seized  the  wire  after  being  warned  of 
the  danger.  Held^  that  whether  or  not  this  was  the  imet,  and  if  it 
was,  the  question  of  contributory  n^ligenoe,  were  for  the  jury  to 
determine. 

Caces  of  this  series  cited  in  opinion:  McLaughlin  v.  LouisviUe  BUe,  L.  Oo^ 
Tol.  0,  p.  265;  Overall  v.  Loutstnifo  Eleo.  L,  Co.,  vol.  7,  p.  621;  Thonuu^ 
Adm'M  V,  May9ville  Bt.  Ry.  Co.,  vol.  7,  p.  587;  BohuriteWt  Adm'r  v,  C«#i- 
Meiu^  Oen.  Eleo.  Co.^  vol.  7,  p.  571. 

Appeal  from  Circuit  Court,  McCracken  Oounty; 
Judgment  for  plaintiff  for  only  a  part  of  the  amount  claimed^ 
and  he  appeals.     Beversed* 

Bishop  &  Hendricks,  for  appellant. 

GuTTT^  J. :  This  action  was  instituted  by  the  appellant  against 
the  appellees,  Paducah  Street  Railway  Company  and  Paducah 
Electrio  Light  Company,  to  recover  damages  for  injury  sus- 
tained by  the  gross  negligence  of  the  defendants.  The  substance 
of  the  ni^ligence  oomplained  of  is:  That  the  defendants  had 
established  various  posts  and  overhead  wires  along  and  over 
the  streets  of  the  city  of  Paducah,  and  were  engaged  in  furnish- 
ing electrio  power  to  run  and  operate  a  street  railway  in  said 
eily,  and  to  furnish  lights  to  the  inhabitants  thereof.  That  about 
April  26,  1898,  the  defendants  had,  at  or  near  the  corner  of 
Sixth  and  Norton  streets,  and  as  part  of  said  electric  system,  a 
post,  and  about  forty  feet  from  the  comer  of  Sixth  street  stood 
another  post,  and  to  these  poets  were  attached  electric  wires 
chained  with  electricity,  and  were  being  used  by  the  defendants 
in  the  transaction  of  their  business;  and  at  or  near  said  post 
and  about  forty  feet  from  the  comer  of  Sixth  and  Norton  streets, 
on  the  south  side  of  Sixth  street,  the  said  defendants  suffered 
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and  permitted  what  is  known  and  oommonly  called  a  **live  wire*' 
— ^that  is,  a  wire  fully  and  heavily  charged  with  electricity — ^to 
hang  down  from  one  of  their  poets  so  operated  and  used  by  them, 
to  and  near  the  ground  on  said  Sixth  street.    That  the  said  ^live 
wire"  so  charged  with  electricity  was  dangerous  to  the  Lives  and 
safety  of  all  peraons  traveling  along  or  across  said  street     That 
plaintiff  was  an  infant  about  12  years  of  age,  and  was  sent  by 
his  mother  to  a  neighbor's,  and  it  was  necessary  for  him  to  pass 
under  or  near  said  ^^live  wire,"  and  while  so  engaged  in  passing 
along  said  public  street  as  aforesaid,  without  any  negligence  on 
his  part,  he  came  in  contact  and  collision  with  said  "live  wire" 
so  hanging  down  from  defendants'  post  to,  on,  or  near  the  sur- 
face of  said  street  and  ground,  and  was  thrown  by  the  electric 
current  imparted  to  him  from  said  "live  wire"  to  the  ground, 
and  was  terribly  burned  and  injured,  so  as  to  make  him  a  crip- 
ple for  life,  and  was  burned  to  the  hollow  of  his  body,  his  thumb 
burned  oflf  entirely,  and  his  body  otherwise  burned  and  injured 
It  was  further  alleged  that  the  said  live  wire  was  by  defendants 
negligently  suffered  and  permitted  to  hang  down  from  the  post 
aforesaid  to  the  ground  so  as  to  be  exceedingly  dangerous  to 
persons  traveling  thereon,  and  that  plaintiff  suffered  the  bums 
and  injuries  in  consequence  of  the  gross  negligence  of  both  the 
defendants  in  suffering  and  permitting  said  live  wire  to  so 
hang  as  aforesaid;  that  each  and  both  defendants  knew  of  the 
dangerous  condition  of  said  live  wire,  or  could  have  known  by 
ordinary  diligence,  and  could  have  by  the  use  of  ordinary 
diligence,    or    any    diligence,    repaired    said    wire,    removed 
and  placed  same  at  such  elevation  from  the  ground  as  that  no 
harm  could  or  would  have  resulted  to  any  one;  that  it  was 
their  duty  to  do  so,  and  the  defendants  well  knowing  the  danger- 
ous condition  of  the  live  wire,  permitted  it  to  remain  in  said 
condition  for  more  than  two  weeks  before  said  injury;  that 
plaintiff  was  damaged  by  the  bums  and  injuries  aforesaid  in  the 
sum  of  $10,000.    The  answer  may  be  treated  as  a  denial  that 
they  suffered  the  live  wire  charged  with  electricity  to  hang  down 


KENTUCKY,  1901.  633 

liao(»  ▼.  Bailwmy  Go. 


as  charged  by  plaintiff,  or  that  they  knew,  or  had  reason  to  know, 
that  any  live  or  other  wire  at  the  time  mentioned  was  hanging 
from  a  wire  used  in  their  electric  light  or  power  plant  at  or  near 
the  place  mentioned  by  plaintiff ;  nor  did  they  have  any  informa- 
tion that  snch  a  wire  was  so  hanging ;  that^  if  such  wire  had  been 
hanging  from  thedr  system  so  as  to  touch  the  ground,  it  would 
have  manifested  itself  in  the  operation  of  their  electric  plant ; 
that  after  the  accident  complained  of  they  discovered  the  wire 
hanging  from  the  electric  wire  which  was  a  part  of  their  system, 
but  that  said  wire  so  hanging  down  within  a  few  feet  of  the 
ground  was  not  a  wire  used,  or  ever  had  been  used,  or  could 
ever  have  been  used  in  the  operation  of  defendants'  business; 
but  that  said  wire  was  a  loose  wire,  which,  had  been  used  by  the 
East  Tennessee  Telephone  Company  in  their  system  of  operat- 
ing an  electric  telephone,  and  that  same  had  been  cut  by  the 
said  telephone  company,  or  some  stranger  not  connected  in  any 
way  with  these  defendants,  and  had  been  allowed  to  fall  across 
the  wire  belonging  to  these  defendants,  without  their  knowledge 
or  consent ;  and  that  defendants  did  not  know  or  had  no  inf orma- 
tioQ  that  said  wire  was  so  hanging;  and  they  deny  that  said 
wire  was  there  by  the  carelessness  or  negligenx^e  of  defendants. 
Defendants  aximit  that  plaintiff  was  injured  by  coming  in  con- 
tact with  said  wire,  but  aver  that  he  willfully  and  knowingly 
caught  hold  of  said  wire  with  his  hands  wdl  knowing,  and  after 
being  informed,  that,  if  he  did  so,  it  would  shock  and  bum  him ; 
that  he  was  informed  immediately  before  he  caught  hold  of  thd 
wire  that,  if  he  did  so,  it  would  shock  and  bum  him,  but  he 
stated  that  he  was  not  afraid  of  same,  and  against  the  protest 
and  advice  of  his  friends  he  wilfully  cau^t  hold  of  said  wire, 
and  was  thus  burned;  which  negligence  is  pleaded  in  bar  of 
plaintiff's  right  to  recover.    It  is  further  stated  in  the  answer 
that  '^defendants  had  no  knowledge  or  information  as  to  whether 
said  wire  had  remained  hanging  towards  the  ground  for  two 
weeks  or  not."    It  is  further  denied  Ihat  plaintiff  was  damaged 
in  the  sum  of  $10,000,  or  any  other  suhl    By  an  amended  peti- 
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tion  it  is  alleged,  in  subetance,  that  the  live  wire  which  injured 
plaintiff  was  either  a  wire  which  had  been  used  by  the  East 
Tennessee  Telephone  Company,  or  by  some  other  person  un- 
known, or  else  it  was  the  wire  of  defendants;  that  ome  or  the 
other  of  these  things  is  true,  but  plaintiff  does  not  know  which. 
The  amended  petition  also  repeats  the  other  averments  of  negli- 
charged  to  the  defendants^  The  reply  of  plaintiff  is  a  traverse 
of  all  the  defensive  averments  in  defendants'  answer.  By  a 
further  amended  petition  it  is  alleged  that  defendants'  electric 
system  in  the  dtj  of  Faducah,  and  especially  at  the  point 
where  the  wire  hung  down  with  which  the  plaintiff  came  in 
oontact,  was  defectively  and  insufficiently  insulated.  They 
say  that  especially  at  the  time  and  place  where  the  said  hang- 
ing wire  was  that  caused  the  injury  to  plaintiff,  the  place  of 
contact  between  the  wires  was  not  insulated  at  all;  and,  if 
it  was  insulated,  it  was  defectively  and  insufficiently  dona  It 
was  further  alleged  that  defendants  could  have  kept  said  wires 
at  the  place  of  contact  so  insulated  as  to  have  made  hurt  or 
injury  to  the  plaintiff  impossible;  that  plaintiff  had  a  right 
to  believe  that  defendants  had  performed  their  duty ;  and  that 
his  taking  hold  of  same^  if  he  did  so,  was  not  oontnbutoiy  neg- 
ligence on  his  part^  as  he  is  and  was  a  boy  of  only  12  years 
of  age  at  the  time.  The  answer  to  the  amended  petition  again 
denies  negligence,  or  that  it  omitted  to  do  anything  which  it 
was  its  duty  to  da  It  denies  that  its  system  of  wires  was  in- 
sufficiently insulated.  It  says  where  plaintiff  was  hurt  the 
wires  were  insulated  in  the  most  approved  and  scientific  man- 
ner. It  is  denied  that  defendants  could  have  kept  said  wires 
at  the  place  of  contact  where  the  injury  occurred  so  insulated, 
as  to  have  made  hurt  or  injury  to  the  plaintiff  impossible. 
The  contributory  negligence  of  plaintiff  is  again  pleaded  and 
relied  on.  Upon  final  trial,  the  jury  returned  the  following 
verdict:  ^'We,  the  jury,  find  for  the  plaintiff,  Willie  Macon, 
in  the  sum  of  $350.00.  T.  S  Long,  One  of  the  Jury."  There- 
upon the  court  rendered  a  judgment  in  favor  of  plaintiff  asrainst 
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the  Paducali  Street-Kailwaj  Company  for  said  sum  of  $350, 
with  6  per  cent,  inteirest,  and  his  ooets.  The  defendants  filed 
groonds  and  moved  for  a  new  trial,  which  motion,  however,  was 
afterwards  withdrawn.  The  plaintiff  also  filed  grounds  and 
moved  for  a  new  triaL  The  substance  of  the  grounds  relied 
on  is  the  admission  of  improper  evidence  against  plaintiff,  and 
rejection  of  competent  evidence  offered  by  the  plaintiff;  error 
of  the  court  in  giving  infitructionB  1,  2,  3,  4,  and  6,  and  in 
refusing  to  give  instructions  "v,"  *V,"  "x,"  "y,'  and  "z/' 
Plaintiff's  motion  for  a  new  trial  having  been  overruled,  he 
prosecutes  this  appeaL 

Instruction  Na  1  defines  ordinaiy  care  to  be  such  as  is  com- 
monly exercised  by  persons  of  ordinarily  prudent  habits  and 
placed  under  like  ciicuinstaiujee,  and  tlieref  ore  ordmary  nsgli- 
gence  is  the  want  of  ordinary  care.  Oross  negligence  is  a  higher 
degree  of  negligence,  and  is  either  an  intentional  wrong  or  such 
a  reckless  disregard  of  security  and  the  right  as  to  imply  bad 
faith.  Instruction  No,  2  tells  the  jury  that  the  burden  of  prov- 
ing the  negligence  charged  is  on  the  plaintiff.  No.  3  should  not 
have  been  giveoL  It  is  open  to  the  construction  that,  unless 
the  defendants  were  the  owners  of  the  live  wire  in  question, 
plaintiff  could  not  recover,  and  it  is  open  to  other  objections  not 
necessary  to  stata  Na  4  should  not  have  been  given.  We  do 
not  think  that  the  petition  specifies  any  sum  expended  for  med- 
ical service,  and,  if  this  is  true,  no  recovery  should  have  been 
allowed  for  medicine  or  medical  attention.  The  court  also  al- 
lowed for  loss  of  capacity  to  perform  the  kind  of  labor  for  which 
he  was  fitted.  This  was  error.  It  is  not  for  the  court  or  jury 
to  undertake  to  determine  the  kind  of  labor  for  which  he  was 
or  might  become  fitted.  Instruction  "z"  is  substantially  cor- 
lect,  and  should  have  been  given.  The  definition  given  by  the 
court  of  gross  negligence  in  Instruction  No.  1  is  erroneous,  and 
in  oonfiict  with  the  opinion  of  this  court  in  Railroad  Co.  v.  Mc- 
Cay,  81  £y.  411.  In  that  case  the  court  below  gave  the  follow- 
ing instruction:   ^^The  court  instructs  the  jury  that  gross  neg- 
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ligance  is  that  degree  of  negligence  which  indicates  inteiotional 
wrong  to  others,  or  such  a  iieckless  disr^ard  of  their  security  or 
rights  as  to  imply  bad  faith."  This  court  expressly  held  that 
the  foregoing  instruction  was  erronieous,  and,  reoognizing  that 
a  similar  instruction  had  been  sustained  in  the  case  of  Railroad 
Co.  V.  Robinson,  4  Bush,  509,  expressly  overruled  the  last-named 
case  in  so  far  as  it  sustained  such  a  definition  of  gross  negli- 
genca  In  further  discussion  of  the  question  this  court  referred 
to  the  decision  of  Railroad  Co.  v.  Herrick,  13  Bush,  127,  which 
said  "that  punitive  damages  were  recoverable  if  the  proof 
showed  that  the  company  failed  to  use  such  diligence  in  keep- 
ing its  railroad  bridge  in  repair  as  careless  and  inattentive  per- 
sons usually  exercise  in  the  prosecution  of  the  same,  or  of  busi- 
ness of  like  character ;"  that  "the  absence  of  slight  care  in  the 
management  of  a  railroad  train  or  in  keeping  a  railroad  track 
in  repair  is  gross  negligence;"  and  that  "it  was  not  necessary 
to  show  the  absence  of  all  care,  reckless  indifference,  or  inten- 
tional misconduct,  to  make  out  gross  neglect  These  alleged 
definitions  of  gross  neglect  are,  rather,  the  statement  of  instances 
showing  gross  neglect  than  a  definition  embracing  every  state  of 
facts  constituting  such  neglect  It  is  certainly  true,  in  the  man- 
agement of  a  railroad,  that  the  absence  either  of  all  care,  or  the 
loosest  degree  of  care,  or  of  slight  care,  is  gross  neglect;  but  it 
does  not  follow  that  the  presence  or  exercise  of  slight  care  in 
the  general  sense  and  ordinary  application  thereof  in  matters  of 
little  or  no  peril  to  life  negatives  the  existence  of  gross  neglect 
chai^ged  in  the  management  of  a  railroad  where  human  life  is 
constantly  in  more  or  less  danger."  The  court  further  said :  "In 
the  management  of  a  railroad,  or  any  department  thereof,  gross 
neglect  is  the  failure  to  take  such  care  as  a  person  of  common 
sense  and  reasonable  skill  in  like  business,  but  of  careless  habits, 
would  observe  in  avoiding  injury  to  his  own  person  or  life  under 
circumstances  of  equal  or  similar  danger  to  those  which  may  be 
under  investis^ation."  The  definition  of  ordinary  care  given  in 
said  Instruction  Ko.  1  is  erroneous  in  this  case  for  the  reason 
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that  it  has  been  repeatedly  Leld  by  this  oourt  that  persons  using 
eleotridty  either  for  Ughting  or  for  propelling  cars,  or  other 
business,  must  exercise  the  highest  degree  of  care  for  the  protec- 
tion of  all  persons  in  all  places  where  such  persons  have  a  right 
to  be.     See  McLaughlin  v.  Louisville  Elec.  Light  Co.  (Ky.), 
6  Am-  ElectL  Cas.  255,  37  S.  W.  851,  34  L.  R  A.  812 ;  Overall 
V.  Louisville  Elec.  Light  Co.  (Ky.),  7  Am.  Electl.  Oas.  521; 
47  S.  W.  ^^2]  Schweitzer^ 8  Admr  v.  Electric  Co.  (Ky.),  52  S. 
W.  830;  Thomas'  Adm'r  v.  Maysville  St.  Ry.  Co.  (Ky.),  7  Am. 
Electl.  Cas.  587,  56  S.  W.  153.     It  will  thus  be  seen  that  the 
oourt  erred  as  to  Instruction  No.  1.     The  jury  were  told  in  No. 
2  that  the  burden  is  upon  the  plaintiff  to  prove  negligence.    This 
court  has  often  oondemned  instructions  stating  upon  whom  the 
burden  of  proof  rested^  or  similar  expressions.      No.  5  is  sub- 
stantially correct.     The  evidence  in  this  case  tends  to  show  that 
the  live  wire  was  fastened  at  one  end  of  one  of  defendants' 
posts  used  for  the  purpose  indicated  in  the  pleadings,  and  also 
wrapped  around  one  of  the  wires  which  are  called  "guy  wires^" 
which  extend  from  one  post  to  another.     Some  of  the  testimony 
conduces  to  show  that  these  wires  were  for  the  purpose  of  pre- 
venting the  posts  from  falling  down  in  the  event  one  should  give 
way.     The  defendants'  theory  seems  to  be  that  the  wire  in  ques- 
tion did  not  belong  to  them,  or  either  of  them,  but  was  a  tele- 
phone wire  that  had  once  been  run  along  there  by  a  telephone 
company,  and  by  some  means  got  wrapped  around  the  guy  wire 
aforesaid     The  evidence  of  plaintiff  shows  that  all  telephone 
wires  had  been  removed  away  from  there  some  time  before.     It 
also  appears  with  absolute  certainty  that  the  wire  in  question 
had  been  hanging  down  from  defendants'  wire  for  two  or  three 
weeks,  and  there  is  some  evidence  tending  to  show  that  defend- 
ants' agent  or  servant  had  actual  notice  thereof.     We  are,  how- 
ever, of  the  opinion  that  it  is  a  matter  of  no  consequence  whx> 
was  in  fact  the  owner  of  the  wire  in  question.     The  negligenoe 
of  defendants,  if  negligence  at  all,  consisted  in  allowing  the  wire 
to  remain  in  a  condition  dangerous  to  persons  using  the  street. 
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It  will  be  raadily  admitted  that  a  live  wire  in  tihe  poeitioni  this 
one  was  shown  to  be  was  extremely  dangeroiis  to  the  public,  and, 
if  defeodaiits  knew,  or  could,  by  such  diligeaioe  as  the  law  re- 
quires of  Iham,  have  known,  of  theooDiditioiLof  thewire^  it  would 
have  been  gross  ni^ligence  on  their  part  to  have  permitted  the 
wirs  to  so  remain.     It  may  be  taken  as  true  that  defendants  did 
not  intend  a  current  of  electricity  to  flow  along  the  guy  wires 
before  mentioned,  nor  intentionally  turn  sucb  current  upon  the 
guy  wires,  or  the  wire  from  which  the  injury  directly  resulted. 
It  seems,  however,  absolutely  certain  that  there  was  a  current 
of  electricity  flowing  along  the  wire  which  the  plaintiff  took  hold 
of;  or,  in  other  words,  it  was  a  live  wire.     "So  person  under^ 
took  to  state  as  a  matter  of  fact  how  the  electricity  reached  the 
down-hanging  wire^  nor  do  we  deem  it  a  matter  of  importance 
in  this  case  whether  it  became  alive  because  of  a  current  of  elec- 
tricity reaching  the  gay  wire,  or  whether  it  was  made  alive  by 
some  defect  in  the  apparatus  or  wires  or  machinery  used  in  pro- 
pelling the  street  cars.     It  is  certain  that  if  the  wire  in  ques- 
tion had  not  been  hanging  down,  the  injury  would  not  have  oc- 
curred.    It  was  for  the  jury  to  determine  from  the  facts  and 
Ufnder  proper  instructions  as  to  the  degree  of  negligence  com- 
plained of  as  well  as  to  whether  or  not  the  wire  was  in  fact  hang- 
ing down  as  described  by  the  witnesses,  as  well  as  to  consider 
what  length  of  time  it  had  been  in  that  condition.     If  the  evi- 
dence adduced  is  to  be  believed,  it  follows  that  the  defendants 
w^ere  guilty  of  gross  negligence,  as  well  as  guilty  of  the  failure 
to  exercise  that  high  degree  of  care  which  the  law  requires  of 
doctric  companies.     It  was  also  the  province  of  the  jury  to  de- 
termine whether  or  not  plaintiff  had  in  fact  been  warned  of  the 
danger  of  taking  hold  of  the  wire,  and,  if  so,  whether,  con- 
sidering his  age  and  capacity,  and  all  the  other  circumstances  as 
shown  by  the  evidence  at  the  time  that  he  did  take  hold  of  it, 
he  was  guilty  of  such  contributory  negligence  as  barred  his  right 
to  recover  in  this  action.     For  the  reasons  indicated,  the  judg- 
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ment  is  leversed,  and  cause  remanded  for  a  sew  trial  upon  prin- 
oipleB  consistent  with,  this  opinion. 


NoTK. — See  Mr.  Keasbej'B  notes,  ante,  pp.  666,  661 ;  alBO  note  2  at  end  of 
Part  in. 


J.  WiNTHBOP  SiAs  V.  LowBix,  Lawbbncb  &  Havsbhiix  St. 

Ry.  Co.  bt 


MassachuaettM  Supreme  Judicial  Court,  June  18,  1901. 

Izr  JUBT  BT  EUEOTBIO  SHOCK. 

A  telephone  companj  maintained  iti  wires  on  the  poles  of  an  electric  street 
railway  company,  under  a  contract  by  which  it  agreed  to  assume  all  risks 
of  injuries  to  its  employes. 

An  employe  of  the  teleph<me  company,  while  voluntarily  repairing  a  wire 
of  the  railway  company,  received  a  shock  and  consequent  injuries. 

Held,  no  cause  of  action  against  the  railway  company. 

Appeal  by  plaintiff  from  judgment  of  Superior  Courts  Mid- 
dlesex county. 

William  H.  Baker,  Edward  Lowe,  and  Rufus  P.  Tapley,  for 
plaintiff. 

Walter  I.  Badger  and  Sanford  Robinson,  for  defendants. 

Hammoih)^  J. :  Without  considering  the  question  whether  the 
plaintiff  was  in  the  exercise  of  due  care,  we  think  a  verdict  for 
the  defendants  was  rightly  ordered.  The  pole  from  which  the 
plaintiff  fell  was  one  of  the  series  of  poles  extending  through 
Emerson  and  White  streets,  in  Haverhill,  and  owned  by  the 
Haverhill  &  Amesbury  Street  Railway  Company.  By  the 
writing  of  October,  1807,  this  company  granted  to  the  People^a 
TelephxxDie  Company  the  right  to  use  these  poles,  among  others, 
''for  the  purpose  of  conveying  wires  and  cables,"  the  telephane 
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oompanj  paying  a  oertain  ooiDsideratiaa  theref or,  and  agreeing 
to  ^^assmna  all  risks  as  to  any  damages  wluch  might  arise  from 
or  to  their  employes  while  working  on  the  poles."     Upon  these 
poles,  at  the  time  of  the  aocident^  were  two  sets  of  wires,  one 
owned  and  used  by  the  street  railway  oompany,  and  one  by  the 
telephone  company     The  night  before  the  accident  a  telephone 
ini  a  house  near  White  street  had  burned  out.     Bunoe,  a  fore- 
maD  of  the  telephone  company,  investigated,  and  located  the 
^'leakage"  of  electricity  as  being  at  the  iron  pole  next  to  the 
wooden  pole  from  which  the  plaintiff  f elL     He  found  that  the 
insulation  of  a  telephone  wire  attached  to  the  iron  pole  was 
bamed  off,  and  the  wire  was  lying  across  one  of  the  railway  oom- 
pany's  guard  wires  supporting  the  guard  wire  running  over  the 
trolley.  This  showed  that  the  guard  wire  in  some  way  and  at  Bome 
time  had  become  dbirged,  and  that  there  had  been  ^'a  leakage" 
of  electricity  into  it,  and  from  it  into  the  telephone  wire.     The 
next  morning  Bunoe,  with  the  plaintiff,  both  being  servants  of 
the  telephone  company,  started  out  "to  clear  the  troubla"     He 
testified  that  the  guard  wire  over  and  parallel  with  the  trolley 
wire  had  sagged,  so  that  there  was  danger  that  the  trolley  wire 
might  be  pushed  against  it  by  the  trolley  of  a  passing  car,  and 
he  thought  that  the  "leakage"  into  the  guard  wire  over  which 
he  saw  the  damaged  telephone  wire  lying  might  have  been  caused 
in  that  way.     This  sas^ng  was  caused  in  part  by  the  slackness 
of  die  sp J  wire  by  wSTit  wa3  «>m.«rtedwith  tie  poles,  .nd 
Bunoe,  with  the  plaintiff,  began  to  "pull  the  slack  out  of  the" 
span  wira    After  fixing  the  span,  connected  with  the  iron  pole^ 
they  proceeded  to  the  wooden  pole.     The  plaintiff,  upon,  being 
asked  whether  he  or  Bunoe  should  go  up  the  pole,  said  he  would 
go.     He  mounted  the  pole  for  the  purpose  of  tightening  the  span 
wire.     He  released  the  span  wire  from  the  insulator  near  the 
pole,  put  a  strap  in  which  there  was  a  small  vise  around  the  pole, 
then  tightened  the  wire  which  he  held,  by  means  of  the  vise  and 
strap,  and  while  in  the  act  of  attaching  the  wire  to  the  insu- 
lator, received  a  shock,  and  fell.    It  is  thus  seen  that  the  plain* 
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tiflP  was  injured  while  at  work  upon  a  wire  of  the  railway  com- 
pany. It  does  not  appear  that  this  was  at  the  request  or  solic- 
itation of  the  railway  oompany.  It  is  true  that  there  is  evi- 
dence tending  to  show  that^  so  far  as  respected  the  rake  or  cant 
of  the  poles,  there  was  an  understanding  between  the  two  com- 
panies that  the  telephone  company  would  put  them  in  proper 
shape,  but  nothing  appears  as  to  the  wires.  It  does  not  appear 
that  the  telephone  company  was  expected  to  repair  or  meddle 
with  the  wires  of  the  railway  company,  except,  perhaps,  to  keep 
the  poles  at  the  proper  rake,  or  that  the  latter  solicited  or  al- 
lowed the  former  to  interfere  with  its  wires.  The  plaintiff  at 
the  time  of  his  injury  was  at  work,  not  upon  a  telephone  wire, 
but  upon  a  wire  of  the  railway  oompany,  without  its  permis- 
sion, express  or  implied.  While  the  plaintiff  was  thus  at  work, 
the  highest  duty  the  railroad  company  owed  to  him  was  that  of 
not  willfully  or  wantonly  injuring  him. 

There  is  still  less  reason  for  holding  the  Lowell,  Lawrence  & 
Haverhill  Street  Eailway  Company  answerable.  It  owned 
neither  pole  nor  wires.  It  is  true  that  it  supplied  the  power,  and 
there  was  evidence  tending  to  show  that  there  was  imperfect  iiv 
sulation  of  its  wires,  but  this  was  at  a  point  several  hundred  feet 
away  from  the  place  of  the  accident,  and  the  evidence  failed 
to  show  that  the  injury  to  the  plaintiff  was  in  any  way  attrib- 
utable to  that  condition  of  its  wires,  but  it  tended  to  show  the 
contrary,  inasmuch  as  the  contact  which  charged  the  wire,  and 
of  which  the  plaintiff  complained,  was  caused  by  the  sagging  of 
the  wire  which  was  above  the  trolley  wire  to  such  an  extent  as 
to  touch  the  trolley  wire  when  pushed  against  it  by  the  trolley 
of  a  passing  car.     Exceptions  overruled. 

VOL.  vn— 41, 
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Will  v.  Edison  Elkotbio  IixuicnfATsro  Coxpant. 

PemnBytvama  Bupt^me  Oourt^  Oct,  17,  liN)l. 

IHJUBT    BT    ELBCniC    BHOCK— DMBB    OW    OABB— KBOUSBrOB    AND    OQH- 

XBIBUTOSr  nsaUGBNCE. 

A  oompanj  nung  so  dangerous  an  agency  as  eleetricity  is  bound  to  vse 
the  very  highest  degree  of  care  to  aToid  injoiy  to  every  one  who  may 
be  lawfully  in  proximity  to  its  wires,  and  liable  to  come,  accidentally 
or  otherwise,  ia  contact  with  them;  not  only  to  make  its  wires  safe, 
but  to  keep  them  so.  Evidence  of  defective  insulation  for  several 
weeks,  as  shown  by  the  wires  "spitting  fire,"  held  improperly  rejected. 

N€ces8ity  fA  going  where  electric  wires  are,  need  not  be  shown  to  avoid 
the  charge  of  oontributory  negligence;  convenience  is  enough. 

A  person  going  lawfully  where  electric  wires  are,  while  bound  generally 
to  know  the  danger,  has,  unless  the  defective  insulation  oould  have 
been  seen  with  proper  effort,  the  right  to  presume  that  they  are  prop- 
erly insulated.     The  question  ci  proper  effort  is  for  the  jury. 

Appeal  by  plaintiff  from  judgment  of  nonsuit  of  Oouit  of 
Conunon  Pleas,  Lancaster  county. 

Marriot  Brosius  and  W.  F.  Beyer,  for  appellant 

W.  if*  Hensel,  D.  McMvUen  and  H*  M.  North,  for  appellea 

MiTGHEix,  J. :  Wires  chaiged  i^th  an  electric  current  may 
be  harmlees,  or  they  may  be  in  the  highest  degree  dangerous.  The 
difference  in  this  respect  is  not  apparent  to  ordinaiy  obsenra- 
tiom,  and  the  public,  therefore,  while  presumed  to  know  that 
danger  may  be  present,  are  not  bound  to  know  its  degree  in  any 
particular  case.  The  company,  however,  which  uses  such  a  dan- 
gerous  agent,  is  bound  to  know  not  only  the  extent  of  the  dan- 
ger, but  to  use  the  very  highest  degree  of  care  practicable  to 
avoid  injury  to  every  one  who  may  be  lawfully  in  proximity  to 
its  wires  and  liable  to  come,  accidentally  or  otherwise,  in  coinr 
tact  with  them.  The  def  endanty  in  accord  with  the  common 
practice  of  electric  oompaoiies,  recognized  this  obligation  by  in- 
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idLatiiig  its  dangeroiis  wire.  Btut  the  duty  is  not  only  to  make 
the  wire  safe  by  proper  insulation^  bat  to  keep  it  so  by  cooBtaut 
oversight  and  repair.  Appellauit  at  the  trial  offered  to  show 
that  this  had  not  been  done;  that  the  insulation  had  been  defee- 
tive  for  several  weeks^  afi  had  been  shown  by  the  wire  ^spitting 
fire"  when  blown  against  the  eonier  of  the  roof.  This  testimony 
was  excluded,  and  in  that  there  was  error.  The  ease,  in  this 
aspect,  is  analogous  to  an  action  against  a  municipal  corporation 
for  injury  from  a  defective  highway.  The  plaintiff  is  not  bound 
to  show  direct  and  express  notice  of  the  defect,  but  may  show  that 
it  has  existed  for  such  a  period  that  it  ought  to  have  been  known 
to  the  authorities;  and  this  raises  a  question  for  the  jury.  The 
excluded  testimony  in  the  present  case  was  relevant  and  material 
on  the  question  of  the  defendant's  negligience  in  that  respect^  and 
as  such  should  lucve  been  admitted.  It  was  not  error,  however, 
to  exclude  the  testimony  that  the  wires  had  been  put  there  with- 
out the  consent  or  against  the  protest  of  the  lessee  or  owner  of 
the  housa  In  an  action  by  such  lessee  or  owner  for  injury  by 
fire  or  otherwise  to  the  house,  the  trespass  might  be  admissible, 
but  in  the  present  action  it  was  irrelevant  The  wire  beiag 
there,  the  question,  as  between  the  defendant  and  the  plaintiff, 
was  whether  there  was  negligenoe  in  not  keeping  it  in  proper 
repair. 

The  nonsuit,  however,  seems  to  have  been  entered  on  the 
ground  of  contributory  negligenoe  of  the  decedent  He  was  law- 
fully upon  the  roof  in  the  exercise  of  his  business.  It  is  said 
that  there  was  no  evidence  that  it  was  necessary  for  him  to  go  on 
the  roof  to  do  the  painting.  No  such  evidence  was  required. 
His  convenience  was  reason  enough.  It  was  convenient  for  him 
to  get  at  the  cornice  in  that  way,  and  he  had  a  right  to  do  so.  He 
found  the  wires  in  his  way,  and  {»:oceeded  to  prop  them  up  so 
that  he  could  work  under  them.  Whether  the  means  he  took 
were  such  as  a  prudent  man  should  have  taken  is  not  so  clear 
that  it  can  be  determined  by  the  court  If  the  weight  of  the 
wire,  when  it  fell  on  him,  had  been  such  as  to  knock  him  into 
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the  street^  that  would  have  been  so  clearly  his  awn  negligence 
that  tke  court  could  have  said  so  as  matter  of  law.  But,  though 
he  was  bound  to  know,  in  general,  the  dangerous  nature  of  sudi 
wires,  and  to  use  proportionate  care  in  interfering  with  them, 
he  was  also  entitled  to  presume,  from  the  general  custom,  that 
they  were  properly  insulated,  unless  the  defect  in  their  covering 
was  visible  to  such  examination  as  he  ought  to  have  made.  All 
these  considerations  entered  into  the  question  of  his  negligence, 
and  made  it  one  for  the  jury. 

The  case  of  SnUth  v.  Light  Co.,  198  Pa.  19,  47  AtL  1128, 
relied  on  by  appellee,  differed  entirely  from  the  present  in  llie 
absence  of  evidence  of  notice  to  the  company  of  the  defect  The 
testimony  which  should  have  been  admitted  here  was  suffidait 
to  send  that  question  to  the  jury. 

Judgment  i^ivereed,  and  procedendo  awarded. 


KoTB. — See  Mr.  Keasbej'B  iiotee>  ante,  pp.  666,  661;  also  note  2  at  «id 
of  Part  in. 


Saixib  Mitohixi.  v.  Rai^eioh  Elbctbio  Compant. 

Jforth  OaroUna  Supreme  Court,  Oot.  29,  1901. 

DKiLTIL   BT   ELECTBIO    SHOCK. 

When  m  city  ordinance  prescribes  the  insulation  of  its  wires  by  an  elec- 
tric light  company,  absence  of  insulation  is  prima  facte  evidence  of  neg- 
ligence. 

Knowledge  by  such  company  of  defective  insulation  must  be  presumed 
from  its  existence  for  two  years  to  the  knowledge  of  at  least  two  per- 
sons. 

An  employe  of  a  telephone  company,  while  stringing  a  wire  above  one 
of  an  electric  light  company,  was  killed  by  a  shock  caused  by  contact 
of  the  two  wires  at  a  point  where  the  insulation  was  gone  from  the 
electric  wire,  thirty  feet  above  the  street.  There  was  no  evidence  that  he 
knew,  or  by  proper  care  could  have  known  of  the  defect.  Held,  not 
chargeable  with  contributory  negligence. 
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Cases  of  this  series  cited  in  opinion:    Clementa  v.  La.  Elec.  Li,  Co.,  voL 
4,  p.  381;  TSewark  Bleo.  Light  d  Power  Co.  v.  Garden,  vol.  6,  p.  274. 

Appeal  by  plaiutiflf  from  judgment  of  Superior  Court,  Wake 
County. 

This  action  was  brought  to  recover  agaiufit  defendant  company 
damages  on  account  of  the  alleged  negligent  killing  of  intestate. 
It  was  alleged  that  intestate,  while  at  work  upon  the  line  of  die 
BeU  Telephone  Company  in  stringing  a  wire  upon  its  line 
across  and  over  defendant  company's  wires,  the  wire  being 
strung  by  intestate,  came  in  contact  with  the  wire  of  defendant 
Gomipany  at  a  point  which  it  had  negligently  permitted  to  be  and 
remain  uninsulated,  and  thereby  becamie  charged  with  electric- 
ity, which  was  conveyed  into  the  body  of  intestate,  causing  his 
death.  From  the  evidence  of  plaintiff's  witnesses  it  appears 
that  intestate  was  in  the  employ  of  the  Bell  Telephone  Company 
on  January  14,  1899.  While  so  employed,  he  was  assisting 
another  employed  in  stringing  a  wire  upon  the  poles  of  the  said 
com»pany,  at  or  near  the  intersection  of  Edenton  and  Blount 
streets,  in  the  city  of  Ealeigh.  The  wires  of  said  company  were 
supported  upon  poles,  and  were  10  feet  higher  than  the  wires 
of  defendant.  Intestate  was  on  the  north  side  of  Newbum  ave- 
nuia  His  f eUow  employe  was  upon  the  pole  on  the  south  side. 
Intestate  had  the  coil  of  wire  on  his  left  arm  or  shoulder.  A 
rope  or  hand  line  had  been  fastened  to  the  end  of  the  wire^  and 
it  passed  over  a  limb  and  through  some  trees  on  the  north  of  the 
said  street,  over  and  across  defendant  company's  wires,  and 
placed  ini  the  hands  of  the  employe  of  the  Bell  Company's  pole, 
who  was  drawing  it  to  him  for  the  purpose  of  stringing  the  wire, 
to  which  it  was  fastened,  upon  the  pole  upon  which  he  Lad 
climbed.  Intestate  was  paying  out  the  wire  through  his  hands, 
and  while  doing  so  it  came  in  contact  with  defendant  company's 
electric  wire;,  and  he  was  "caught"  by  a  cuirent  of  electricity 
transmitted  to  the  wire  in  his  hands,  and  died  in  a  minute — 
before  the  wire  was  cut  Some  two  years  before  this  occurrence 
the  witness  McFarland   testified   that   he   and    another   man 
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(Hioiks)  were  pattmg  a  'phlona  wire  across  at  the  same  plaoe^ 
ami  while  doiiig  so  (but  the  wire  was  then  drawn  across  the  arm 
of  a  pole)  Hicks  carelessly  pennitted  it  to  slack,  and  fall  across 
the  electric  company's  wire^  making  an  abrasion  in  the  insula- 
tion two  inches  wide,  and  Hicks  got  "caught"  by  a  current  of 
electricity,  but  he  immediately  cut  the  wire,  and  released  him. 
This  was  at  the  same  place  where  intestate  got  "caught."     He 
had  noticed  the  place  several  times  in  the  same  condition  be- 
tweeoi  the  two  accidents.     Bonner,  the  electriciai]^  testified: 
That  about  15  minutes  after  the  occurrence  he  went  to  the  place 
where  this  man  was  killed  by  a  current  from  the  wire  of  the 
defendant  company,  and  saw  a  place  on  the  defendant  company's 
wire  where  the  insulation  had  been  rubbed  off,  which  was  the 
width  of  a  lead  penciL     The  Bell  line  was  lying  in  the  place 
where  the  insulation  was  rubbed  off.     That  about  two  years 
before  he  had  noticed  a  place  where  the  insulation  was  rubbed 
off;  it  was  within  10  feet  of  this  placa     Caused  by  a  'phone 
wire  pulling  across  the  electric  wira     It  was  the  same  size  as 
the  place  he  saw  there  the  day  of  the  accident,  and  did  not  notioe 
but  one  place  which  was  rubbed  off  on  that  day.     Several  wit- 
nesses testified  that  the  proper  way  for  a  man  who  knew  his 
business  would  have  been  to  have  passed  the  rope  or  hand  line 
and  wire  over  the  arm  of  a  tall  Bell  pole,  and  then  pulled  it 
across,  thus  avoiding  contact  with  the  electrio  wire^  instead  of 
through  the  trees,  as  was  done.     The  ordinance  of  the  city, 
which  was  in  evidence,  is  as  follows:     "Sec  7.  All  electric 
light  and  power  wires,  excepting  trolley  wires  for  electric  rail- 
ways, must  be  covered  with  a  durable  waterproof  insulation  not 
less  than  two  coatings."     After  the  close  of  plaintiff's  evidence 
(defendant  having  declined  to  introduce  any),  plaintiff  re- 
quested the  court  to  give  certain  special  instructions,  which  were 
refused,  and  plaintiff  excepted.     Verdict  was  rendered  for  de- 
fendant, and  plaintiff  appealed  from  the  judgments 

/.  B.  Batchelor,  tor  appellant 


JB.  L.  Gray,  ior  appellea 
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OooKy  J.  (after  statiiig  the  case)  :  The  plaintiff  was  dearly 
entitled  to  have  the  inBtructiaDfi  hereinafter  discussed,  and 
prayed  foor,  given  to  the  jury,  if  not  in  the  exact  language,  eer^ 
tainly  in  substance,  which  does  not  appear  in  the  charge  as 
given.  The  defendant  company  was  engaged  in  the  business 
of  ntaniufactuiing,  producing,  leasing  and  selling  light  made 
from  the  use  of  electricity,  which  is  the  most  deadly  and  danger- 
ous power  reoognized  as  a  necessary  ageiu^  in  developing  out 
civilization  and  promoting  our  comfort  and  business  affairs.  It 
diffesB  from  all  other  dangerous  utilities.  Its  association  is 
with  the  most  inoffensive  and  harmlees  piece  of  mechanism — ^if 
wire  caJa  be  classified  as  such — in  common  usa  In  adhering  to 
the  wire,  it  gives  no  wandng  or  knowledge  of  its  deadly  pres- 
ence. Vision  cannot  detect  it.  It  is  without  color,  motion,  or 
body.  Latently,  and  without  sound,  it  exists,  and,  being  odor- 
less, the  only  means  of  its  discovery  lies  in  the  sense  of  feeling, 
communicated  through  the  touch,  which,  as  soon  as  done,  be- 
comes its  victim.  In  behalf  of  human  life  and  the  safety  of 
mankind  generally,  it  behooves  those  who  would  profit  by  the 
use  of  this  subtle  and  violent  element  of  nature  to  exercise  the 
greatest  degree  of  care  and  constant  vigilance  in  inspecting  and 
maintaining  the  wires  in  perfect  condition.  Recognizing  this 
peril  to  tliose  in  its  use,  or  who^  in  the  exercise  of  their  liberty, 
in  passing  along  the  streets  of  the  oily,  might  accidentally  come 
in  touch  or  contact  with  electric  wires,  or  who,  in  the  manage- 
m^it  of  their  business  affairs,  would  have  other  wiree  suspended 
over  the  street  in  dope  proximity  to  electric  wires,  the  city 
authorities  of  Raleigh  deemed  it  proper  to  require  that  all  such 
wires  should  be  covered  with  durable  waterproof  insulation. 
The  duly  imposed  under  this  ordinance  was  imperative.  Its 
strict  observance  was  necessary  for  the  safety  of  all.  The 
electric  wires  must  be  insulated,  and  it  was  no  less  the  duty  of 
defendant  company  to  keep  them  so  at  all  times  and  at  all  places. 
The  nature  of  the  mischief  intended  to  be  remedied  required  it 
A  failure  to  comply  with  this  ordinance  was  prima  facie  evi- 
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deoioe  of  negligenoey  aoxl,  there  being  no  evidence  in  rebuttal 
offered  by  defendant  company^  and  none  appearing  from  the 
evidence  of  plaintiff^  it  was  error  in  his  honor  in  refusing  to 
give  instructian  No.  1  prayed  for  by  plaintiff,  viz.:  "If  the 
jury  find  from  the  evidence  that  the  defendant  left  its  wires 
uninsulated,  as  stated  by  the  witnesses,  this  was  niegligenoe  on 
the  part  of  the  defendant,  and  the  jury  will  so  find-"  In  RaU- 
road  Co.  v.  McDonald,  152  TJ.  S.  262,  14  Sup.  Ot.  619,  38  Lw 
Ed.  434,  the  court  held  that,  where  the  statute  imposed  a  duty 
upon  a  railroad  company  to  fence  its  slack  pits^  its  failure  to  do 
so  was  evidence  of  negligence  for  which  it  was  liable.  In  the 
case  of  Clemerds  v.  La.  Elec.  Light  Co.,  4  Am.  Electl.  Cas.  381, 
44  La.  Ann.  692, 11  South.  51, 16  L.  R  A.  43,  32  Am.  St  Rep^ 
348,  it  is  held  by  the  Supreme  Court  of  Louisiana  that  the  fail- 
ure of  defendant  company  to  have  the  splices  on  its  wires  per- 
fectly insulated,  when  so  required  to  do  by  the  ordinance  of  the 
city,  was  n^ligenoe  on  its  part  The  ordinance  being  a  contract 
with  each  and  eveiy  inhabitant  of  the  city,  its  standard  of  du^ 
was  fixed  by  it,  and  its  failure  to  comply  with  it  was  negligence. 
Also,  to  the  same  effect,  it  is  held  in  Tobey  v.  Railway  Co.j 
94  Iowa,  256,  62  N.  W.  761,  33  L.  R  A.  496,  and  cases  there 
cited;  Hayes  v.  Railroad  Oa.,  Ill  U.  S.  228,  4  Sup.  Ct  369, 
28  L.  Ed.  410.  ^'A  company  maintaining  electric  wires  over 
which  a  high  voltage  of  electricity  is  conveyed,  rendering  them 
highly  dangerous  to  others,  is  under  the  duty  of  using  the  neces- 
sary care  and  prudence  at  places  where  others  might  have  the 
right  to  go  either  for  work,  business,  or  pleasure,  to  prevent  in- 
jury. It  is  the  duty  of  the  company  under  such  conditions  to 
keep  the  wires  perfectly  insulated,  and  it  must  exercise  the  ut- 
most care  to  maintain  them  in  such  condition  at  such  places. 
And  the  fact  that  it  is  very  expensive  or  inconvenient  to  so  insu- 
late them  will  not  excuse  the  company  for  failure  to  keep  their 
wires  perfectly  insulated.  So,  one  who,  in  the  course  of  his 
employment,  is  brought  in  dose  proximity  to  electrical  wires,  is 
not  guilty  of  contributory  negligence  by  coming  in  contact  there- 
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with,  Tiiiless  done  lunieoessarily,  or  without  proper  precautioxis 
for  his  safety.  And  where  the  wiree^  if  properly  insulated, 
would  not  be  a  source  of  danger,  such  person  is  only  obliged  to 
look  for  patent  defects,  and  not  for  latent  defects ;  and  a  person 
who  touches  an  electrical  wire  from  which  the  insulation  is 
worn  off,  if  he  does  it  in  ignorance  of  the  nature  and  condition 
of  the  wire,  is  not  negligent"  Joyce,  Electric  Law,  sec.  445. 
The  evidence  in  the  case  at  bar  shows  that  defendant  company's 
wires  were  strung  on  poles  along  the  same  street  with  thoae  of 
the  Bell  Telephone  Company.  At  places,  as  in  this  case,  one 
set  of  wires  diagonally  crossed  tihe  other  at  a  distance  of  only 
about  10  feet  Each  had  a  common  right,  and  it  was  the  duty 
of  each  to  exercise  all  reasonable  precautions  for  the  prevention 
of  injury  to  the  servants  who  may  be  sent  there  in  the  perform- 
ance of  duly.  Each  is  bound  to  know  that  the  servants  of  the 
other  may  come  in  contact  vnih  its  wires.  The  fact  that  de. 
fendant  company's  wire  was  insulated  was  calculated  to  induce 
intestate  to  rely  upon  its  safety,  even  if  the  wire  he  was  paying 
out  shoold  come  in  contact  with  it  Newark  Elec,  Power  Co. 
V.  Garden,  6  Am.  Electl.  Gas.  274,  23  0.  0.  A.  649,  78  Fed. 
74,  37  L.  R.  A.  725. 

We  think  his  honor  also  erred  in  refusing  the  third  instruc- 
tion prayed  for,  viz.:  "There  is  no  evidence  of  contributory 
negligence  on  the  part  of  the  intestate  of  plaintiff,  and  the  jury 
will  therefore  find  th^  second  issue  'H'o.'  "  What  is  contribu- 
tory negligence  upon  a  given  state  of  facts,  and  whether  there 
is  any  evidence,  are  questions  of  law  for  the  decision  of  the 
court;  and  a  review  of  the  evidence  fails  to  discover  any  act 
done  by  the  intestate  which  he  ought  not  to  have  done^  or  the 
omission  to  do  any  act  which,  he  ought  to  have  done.  The  wit- 
nesses testified  that  the  proper  way  would  have  been  to  have  con- 
veyed the  rope  oar  hand  line  and  wire  over  the  arm  of  the  tall 
Bell  pole  n)oi  far  off  (and  not  through  the  trees,  as  was  done), 
which  any  man  who  understcx>d  his  business  would  have  done. 
But  it  also  appears  from  the  evidence  that  a  similar  accident 
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oocurred  at  or  naar  the  Bame  plaoe  -wlien  tha  am  of  a  pole  waa 
used,  aiul  the  wire  careleealy  allowed  to  slack  azkd  fall  upon  the 
elactrio  wire.  So^  if  intestate  used  a  diffenent  mode  to  aooom- 
plish  has  parpose,  that  act  would  not  neoeasarilj  be  negligence 
upon  his  part.  And,  having  undertaken  to  nee  the  trees  in  sup- 
porting his  wire  while  conveying  it  o^er  and  acroes  the  defend- 
ant oompany's  wire,  he  had  a  right  to  presume  that  the  electric 
wires  were  properly  insulated  as  required  by  the  oi'dinanee,  and 
it  was  his  duty  to  look  for  patent  defects  only.  Olemenis  v. 
Light  Co.,  supra.  There  is  no  evidenoe  to  show  that  intestate 
so  managed  or  mismanaged  his  wire  as  to  oat  through  the  insula- 
tion of  defendant  company's  wire,  nor  is  there  any  evidence  to 
show  that  the  abrasion  m  the  insulation  was  seen^  or  by  due  care 
could  have  been  seen^  by  him.  In  extent,  the  evidenoe  shows 
that  it  varied  from  the  widdi  of  a  pencil  to  two  inches,  and  was 
suspended  30  feet  above  the  street  It  does  appear  that  his 
wire  came  in  contact  with  and  rested  upon  the  electric  wire,  but 
there  is  no  evidence  to  show  that  it  caused  the  abrasion  in  which 
it  rested ;  nor  was  there  any  evidenoe  to  show  that  he  knew  of  its 
existence.  From  the  fact  that  it  was  there^  and  had  been  for 
two  years,  and  had  been  seen  and  known  to  exist  there  for  two 
yean  by  at  least  two  people  (who  were  witneaaes  in  tiiis  case), 
the  court  must  presume  that  it  was  or  ought  to  have  been  known 
by  defendant  company.  So,  where  an  elec^tric  light  company 
permitted  a  live  wire  to  remain  on  the  surface  of  a  street  for 
three  weeks,  and  a  traveler  was  injured  by  contact  with  such  live 
wire,  it  was  held  that  the  court  would  presume,  after  such  a 
period,  that  the  company  had  notice  of  the  fact,  and  was  liable 
for  the  injury.     Joyce,  supra,  sec.  460. 

The  fourth  instruction  asked  was :  "There  is  no  evidence  of 
any  other  cause  of  deatli  of  plaintifiTs  intestate,  except  from  the 
electricity  coming  from  the  wire  of  the  defendant.  Therefore^ 
if  the  jury  find  from  the  evidence  that  the  death  of  the  intestate 
of  plaintiff  was  caused  by  the  current  of  elecstricity  passing  into 
his  body  from  the  charged  wire  of  the  defendant,  the  jury  will 
find  the  third  issue  'Yes.'  *'     The  third  issue  was,  "Was  the 
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negligemee  of  the  defendant  the  proximate  caofie  of  the  death 
of  intestate  of  plaintiff  ?  The  negligence  of  defendant  appear- 
ing, and  no  evidenice  of  contributory  negligence  by  intestate, 
his  honor  arred  in  refusing  this  infltracdoii.  There  was  evi- 
dence tending  to  show  that  intestate  was  killed  by  the  electrical 
current,  which  clearly  appears,  and  the  jury  should  have  been 
charged  as  requested. 

As  there  will  have  to  be  a  new  trial,  and  the  questions  raised 
by  the  other  exceptions  may  not  again  arise^  we  think  it  unneces- 
sary to  discuss  them. 

New  trial 

MoNTOOMEBY,  J.,  dissents. 


'FhO'BA  I.  Painb,  as  Administratrix,  eta,  of  Qbobob  O.  Paine, 
Deceased,  Respondent,  v.  Electbig  iLLUMiNATnro  &  Poweb 
Company  of  Long  Island  City,  Appellant 

JfmD  York  Bwprewns  Court,  Appellate  DifHsian,  Second  Deportmemt,  Ooto- 

ber,  190L 

(04  App.  Diy.  477.) 

Death  by  shock  wbou  elbotbic  uoht  wibb  cbobsing  teuukaph  wise. 

An  electric  light  wire  crossed  a  telegraph  wire  (which  was  upon  the  same 
poles  with  a  fire  department  wire)  a  short  block  from  a  pole  upon 
which  plaintiff's  intestate,  a  lineman  in  the  employ  of  the  fire  depart- 
ment, met  his  death,  while  in  the  performance  of  his  duty,  l^  shock 
from  contact  with  the  telegraph  wire.  The  telegraph  wire  acquired 
its  deadly  current  by  contact,  at  the  point  of  crossing,  with  the  electric 
light  wire.  There  was  evidence  that  the  electric  light  wire  was  or  might 
have  been  strung  a  year  before  the  accident;  that  it  was  originally 
strung  but  a  foot  above  the  telegraph  wire;  that  it  would  naturally 
sag  a  foot  in  a  year;  that  the  smallest  usual  space  required  to  guard 
against  sagging  is  three  feet.  Held,  that  the  question  of  negligence 
was  properly  submitted  to  the  jury;  also  the  question,  under  the  eir- 
eumstances,  of  contributory  n^ligence  of  the  intestate  in  failing  to 
wear  rubber  gloves. 
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OaBee  of  this  Beries  cited  in  opinion:  EnnU  v.  Gray,  rol.  6,  p.  32$; 
Dwyer  v.  Buffalo  Oen.  Electl.  Co.,  vol.  7,  p.  456;  Wittleder  v,  Citieent^ 
Bleo,  Ilium.  Co.,  vol.  7,  p.  681;  Clarke  v.  Nassau  Elec.  R.  Co.,  vol.  6, 

p.  234;   Leonard  v.  Brooklyn  Heighta  B.  Co.,  vol.   7,   p.  ;   Pied- 

mont  Elec.  III.  Co.  v.  Patterson* a  Adm'w,  vol.  2,  p.  360;  Junior  «•  ift*- 
fouri  Eleo.  L.  d  Poufer  Co.,  vol.  6,  p.  369. 

Appeal  bj  defendant  from  judgment  of  Snprema  Courts 
EingB  County,  upon  a  verdict,  and  from  an  order  denying  da- 
fondant's  motion  for  a  new  trial  upon  the  minutea. 

William  E.  Stewart,  tor  the  appellanti 

James  G.  Cropsey,  for  the  respondent* 

Jenks,  J. :  The  plaintiff  Kas  a  verdict  for  $6,500  damiagea 
for  the  death,  of  her  husband  through  negligence.  The  defend- 
ant insists  that  it  was  not  negligent^  and  that  the  accident  was 
contributed  to  by  the  negligence  of  the  intestata  The  intestate 
was  a  lineman  of  the  fire  department  of  Nefw  York  City,  who 
bad  been  sent  at  noontime  of  July  13, 1899,  to  the  neighborliood 
of  Vernon  avenue  bridge,  in  tlie  borough  of  Queens,  to  "dear'' 
a  line  of  telegraph  wire  from  which  there  was  a  leakage  of  the 
electric  current  For  this  purpose  he  climbed  a  telegraph  pole^ 
put  his  leg  over  the  lower  crossarm  of  it,  and  then  his  hand  came 
in  contact  with  one  of  the  wires  strung  on  the  pola  Thereupon 
he  feu  back,  was  caught  on  the  pole,  and  was  taken  down  dead 
from  a  shock  of  electricity.  The  pole  in  question  supported 
only  the  wires  of  the  department  and  of  the  Western  TTnion 
Telegraph  Company.  There  were  two  crossarms;  the  lower 
carried  the  wires  last  named,  and  the  upper  both  kinds  of  wires. 
The  voltages  thereof  were  but  70  and  60  respectively,  and  were 
harmless.  These  wires  ran  north  and  south  on  the  west  side  of 
Vernon  avenue  to  this  pole,  {hissed  through  separate  boxes  there- 
on, and  then  down  a  cable  along  that  pole,  thence  under  the 
waters  of  Newtown  creek,  into  the  borough  of  Brooklyn.  The 
electric  light  wires  of  the  defendant  were  strung  from  a  pole 
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on  the  east  side  of  Vemon  avenue,  opposite  Flushing  street,  west- 
erly across  Vemon  avenue,  and  thence  along  Flushing  street 
Thus  they  crossed  the  department  and  the  Western  Union  wires 
at  right  angles.  The  voltage  of  the  defendant's  wires  was  in 
excess  of  2,000,  and  was  death-dealing.  One  of  such  wires 
had  come  in  contact  with  one  of  the  Western  Union  wires  that 
was  suspended  on  the  pole  climbed  by  the  intestate,  and  thereby 
the  latter  wire  was  made  deadly  also. 

I  think  that  tlie  case  was  properly  submitted  to  the  jury  by 
the  learned  trial  justice,  Dicket,  J.,  and  that  there  is  no  reason 
which  warrants  a  reversal  of  this  judgment  The  Hability  of 
the  defendant  did  not  depend  upon  a  contract  relation  or  other 
privity  between  it  and  the  plaintiff's  intestata  Ennis  v.  Oray, 
6  Am.  ElectL  Oas.  825,  87  Hun,  355.  It  was  the  duly  of  the 
defendant  to  use  due  care  in  the  stringing  of  its  electric  wires  of 
dangerous  voltage  across  the  streets  of  the  city,  regardful  of  the 
eodstence  of  other  wires,  of  the  possibility  of  contact  therewith, 
of  the  generation  of  high  tension  from  its  wires,  and  mindful 
that  such  other  wires  from  time  to  time  might  require  the  atten- 
tion of  linemen  and  other  workmen  m  the  matters  of  repair,  re- 
adjustment, clearance,  insulation  and  restoration  to  their  nor- 
mal functions.  If  the  defendant  failed  to  string  its  wires  over 
the  wires  of  the  department  and  of  the  telegraph  company  at  a 
height  which  ordinaiy  care  required  in  order  to  avoid  contact 
therewith,  caused  by  sagging  or  by  other  natural  and  ordinary 
causes,  then  it  may  be  found  negligent  in  the  premises.  Ennis 
V.  Gray,  supra;  Dwyer  v.  Buffalo  General  Electric  Co,,  7  Am. 
Elecd.  Oas.  456,  20  App.  Div.  124;  Wittleder  v.  Citizens'  El 
Illuminating  Co.,  7  Am.  ElectL  Oas.  581,  47  id,  410 ;  Clarke  v. 
Nassau  Electric  R.  R.  Co.,  6  Am.  Electl.  Gas.  234,  9  id.  5L) 

It  does  not  clearly  appear  when  this  wire  was  strung;  th^e 
defendant  testifies  that  it  may  have  been  a  year  before  or  per- 
haps not  as  long.  The  superintendent  testified  that  when  put 
up  it  was  suspended  one  foot  above  the  Western  Union  wire. 
There  is  evidence  that  five  or  six  months  before  the  accident  the 
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wire  hittig  bat  eight  incheB  abo^  and  sagged  oontinually  Uiere- 
after.  There  is  also  evideoice  that  some  weeks  before  tha  acd- 
dent  the  distance  wbb  but  six  inches^  and  evidence^  also,  that  it 
was  from  eight  to  ten  inches  The  f oxeman  of  the  defendant 
said  that  he  had  seen  the  wire  for  four  or  five  months  before  the 
accident^  and  that  the  distance  was  about  ten  ioehea  The  de- 
fendant's superintendent  testified  that  the  original  distance  was 
one  foot  The  plaintiff's  expert  testimoDj  is  that  the  smallest 
ueual  space  required  to  guard  againEt  the  dangers  of  sagging  is 
three  feet^  and  that  sagging  was  always  anticipated.  The  de- 
fendant urges  that  it  was  inspected  once  a  week  But  mere  proof 
of  inspection  is  not  enough.  (Orifhahn  v.  Kreizer,  62  App.  Div. 
413.)  The  inspector  testified  that  in  his  opinion  apy  distance 
was  sufficient  if  the  wires  did  not  form  oontact,  and  that  one 
foot  was  practically  safe  enough,  though  he  further  testifies  that 
all  wires  sagged,  and  that  audi,  a  wire  would  sag  twenty-four 
inches  in  two  years.  If  the  jury  found  that  the  wire  wias  sus- 
pended for  a  year,  here  was  testimony  that  the  natural  sag  would 
annihilate  the  original  space.  The  defendant  further  urges  that 
it  was  the  rule  that  when  sagging  was  discovered  the  wire  was 
made  taut,  but  the  inspector,  while  stating  liiat  he  knew  the 
wire  would  naturally  sag  from  its  weighty  from  the  rain,  and 
for  the  reason  that  these  partiaalar  poles  were  in  made  ground, 
testified  that  he  could  not  remember  whether  this  wire  e^er 
sagged  or  that  he  tightened  itL  The  defendant  also  urges  that 
the  wire  sagged  very  suddenly,  but  reference  to  the  record  cited 
shows  that  the  witness  testified:  ^'That  wire  and  all  the  rest 
of  them  sagged.  I  don't  know  how  much  it  sagged  in  two 
years;  it  must  have  sagged  about  twenty-four  inches.  I  don't 
know  that  it  was  gradual;  I  didn^t  think  it  did,  it  came  v&ry 
suddenly."  At  best  the  credibility  of  this  testamony  of  the  de- 
fendant's officers  and  inspectors  was  for  the  consideration  of  the 
juiy.     Leonard  v,  Brooklyn  H'ts  R.  R.  Go,,  7  Am.  ElectL  Cas. 

,  57  App.  Div.  126. 

It  is  further  urged  that  the  aceidenifc  was  due  to  tibe  aerere 
storm  of  the  night  before,  which  swayed  the  wires  and  poles,  so 
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that  the  defendaat'B  wires  came  in  eoiittact  witk  the  Western 
Union  wire,  wearing  away  the  instaati<xn  by  f  ricdan,  and  there- 
by discharging  the  focreign  oonent  into  Ihe  Western  Unicm 
wire.  But  that  doea  not  relienre  the  defendant  if  the  wires  were 
originally  strong  imp9^>perly,  as  it  is  dearly  established  that 
sa^ng  is  natural  to  all  wires,  and  that  this  is  due  not  only  to 
weight,  but  to  rain^  to  wet  and  to  other  natural  causes.  Though 
the  storm  precipitated  or  hastened  the  contact,  yet  such  contact 
mig^  well  have  been  due  to  the  original  stringing,  which  made 
it  possible  or  probable,  sooner  or  later.  Neither  wires  nor  at- 
tachments were  broken  by  the  storm^  which  the  wire  chief  of 
the  Western  Unioni  Telegraph  Company  testified  did  not  ^^occa- 
si<Hi  troubW  to  all  the  wires;  ^^not  seriously ;  no;  a  few  scatter- 
ing troubles  hare  and  there  throughout  Long  Island*'^ 

The  defendant  contends  that  the  intestate,  being  an  experi- 
enced linemani,  was  aware  of  the  risks  of  his  highly  dangerous 
employment,  and  was  negligent  in  not  wearing  gloves  of  india 
rubber.  It  was  not  shown  that  sudi  was  the  ordinary  or  usual 
practice  under  the  circumstances;  indeed,  the  only  evidence 
upon  the  subject  is  to  the  oontraiy.  It  is  true  that  there  is  tes- 
timony from  several  witnesses  that  they  would  not  touch  a  wire 
of  such  voltage  with  bare  hands,  but  this,  obviously,  is  far  from 
testimony  that  in  the  work  undertaken  by  the  intestate  gloves 
were  ordinarily  used.  Even  if  this  had  been  shown,  the  ques- 
tion of  requisite  care  under  the  particular  cireumstanoes  of  this 
case  would  have  been  for  the  jury.  Dwyer  v.  Buffalo  Oeneral 
Electric  Co.,  9upra.  The  appellant  citee  Piedmont  Electric  III. 
Co.  V.  Pattersons  Adm%  2  Aul  Electl.  Oas.  360,  84  Va.  747, 
and  Jumor  v.  Missouri  Elec.  Lt.  &  Power  Co.,  5  Am.  ElectL 
Cas.  369.  These  were  actions  by  servants  against  masters  whose 
electric  wires  were  of  high  voltage — ^f  acts  well  known  to  the 
plaintiffs.  In  the  case  at  bar,  the  only  wires  attached  to  the 
pole  were  harmless,  and  ^ovtBS  were  not  required  in  handling 
them. 

It  is  entirely  true^  as  oontended,  that  the  intestate,  when  he 
climbed  the  pde^  '^assumed  the  risks  of  all  patent  defects  which 
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were  obvioTis,  or  ooald,  with  the  exerciBe  of  oare  and  pnidenoe 
have  been  disoovered  or  aflcertaiDed,"  but  the  testimony  falls  f ai 
short  of  admitting  the  application  of  the  doctrine  of  obvious  risk. 
The  learned  oounsel  for  the  defendant  states  that  the  deceased 
knew  that  there  was  trouble  with  the  wire,  that  it  came  from  a 
high  tension  curreoit,  and  that  be  was  sent  to  find  where  the 
trouble  was  and  to  clear  the  line.  But  I  fail  to  find  that  the 
record  establishes  that  the  intestate  knew  that  the  trouble  was 
due  to  a  high  tension  current,  which  is  the  salient  fact  of  this 
proposition.  Erwin,  his  superior,  told  him  to  go  out  and  dear 
the  line  and  to  locate  the  'Aground"  of  the  wire  which  appeared 
on  the  galvanometer.  All  Erwin  knew  was  that  their  electricity 
was  leaking.  He  wished  to  stop  the  leak.  He  says :  ^T,  told 
him  his  troubla  That  it  was  a  ground."  It  then  became  the 
duty  of  the  intestate  to  ^'go  up  the  pole,  and  dear  the  trouble, 
.  .  •  or  whatever  was  the  source  of  the  troubla''  Although 
Erwin  did  testify  that  he  knew  the  trouble  was  high  tension, 
and  that  he  communicated  that  fact  to  the  intestate^  he  almost 
immediatdy  testified  tiiat  he  did  not  communicate  such  fact  to 
the  intestate,  but  that  he  notified  him  of  the  'Aground"  only; 
that  he  himself  did  not  know  of  the  high  tension  until  after  the 
death  of  the  intestate;  that  no  word  of  hi^  tension  was  com- 
municated to  his  office  that  day.  The  jury  migbt  wdl  have 
found  that  the  intestate  had  been  directed  only  to  locate  the 
grounding  of  the  wires.  It  does  not  appear  that  at  the  time 
of  the  accident  the  intestate  knew  or,  in  the  exercise  of  due  oars^ 
should  have  known  that  the  high  tension  had  been  oonmiunicated 
to  any  of  the  Western  Union*  wires  on  the  pole  in  question. 
And,  on  the  other  hand,  there  was  testimony  that  a  hravy  oar- 
rent  of  electricity  is  not  to  be  looked  for  when  there  is  merely  a 
"ground,"  for  grounding  depletes  and  does  not  increase  the  cur- 
rent, and  that  if  one  be  looking  for  a  simple  leak  or  ground,  it 
is  not  customary  to  make  any  test  before  going  up  on  a  pole,  as 
such  a  condition  does  not  involve  danger,  and  a  heavy  cnnent 
was  not  to  be  antidpated.  There  was  also  testimony  that  a  test 
could  not  be  made  without  ascending  the  pola 
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Thd  oomtact  between  the  wire  of  the  def  emdant  and  the  wire  of 
the  pole  asoeDded  was  at  some  distance  from  the  pole — about  a 
short  block  away,  says  one  witness.  Whether,  in  the  course  of 
his  attempt  to  reach  lihe  fire  department  box  at  the  top  of  the 
pole,  the  intestate  accidentally  touched  a  wire  ordinarily  safe, 
but  suddenly  made  fatal  by  this  contact  a  block  away,  or  whether 
he  intentionally  clutched  the  wire  to  aid  his  climb,  is  impossible 
to  determine.  Wbether  his  contact  was  by  accident  or  by  de- 
sign, I  think  that  the  question  of  contributory  negligence  in  this 
case  was  still  for  the  jury.  The  wires  on  the  pole  were  ordi- 
narily harmless ;  the  intestate's  business  required  him  to  ascend 
to  the  top  of  the  pole;  from  the  nature  of  the  trouble  commtuni- 
cated  to  him  he  had  no  reason  to  suppose  that  any  of  these  wires 
had  suddenly  become  lethal;  there  were  no  indications  whidh 
made  sudhi  a  oonditioa  obvious  to  a  man  in  the  exercise  of  ordi- 
nary care  and  prudence,  and  under  the  circumstances  it  did  not 
appear  that  he  omitted  any  usual  or  ordinary  precaution  before 
attempting  to  perform  his  task,  which  either  involved  contact 
with  the  wires  or  made  the  handling  of  them  natural  under  the 
circumstanoes. 

The  judgment  and  order  shiould  be  affirmed,  with  oosts. 

Present— GooDBicH,  P.  J.,  Woodwaed,  Hibsghbssg,  Jsnks 
and  SEWELii,  JJ. 

Judgment  and  order  unanimously  affirmed,  with  oosts. 


NoxB. — See  not  2  at  end  of  Part  III. 


MioHAXL  Gbiwht  v.  Jagksoit  Light  and  Powxb  Uoicpakt. 

Michigan  Buftreme  Court,  Nov,  12,  1901. 

IHJUBT  BT  SLBCTRIO    shock — IlfTERYVnifQ  A0EN07* 

Plaintiff  having  been  injured  by  shock  from  an   improperly  insulated 
electric  lamp  upon  the  premises  of  a  third  party,  who  knowing  the 

VOX-  vn— 42. 


668  AMEBIOAK  ELECTEUCAL  GASES.       [toi.  7 

Oriflfai  T.  Ugkt  *  Pmrar  Oi>. 

defeety  continued  to  mo  the  }uap;held,  thnt  the  intervening  agenej  of 
the  third  partj  laved  the  electrio  light  companj  from  liability  to  the 
plaintiff. 
Caaee  of  this  eeries  cited  and  diitinguiehed:    Ailamta  ComoL  8t.  Ry,  Oo. 
«•  Otoff»yt,  Tol.  6y  p.  £71;  Ahem  •.  Oregom  Teleph.  Oo^  toI  4,  p.  349. 

Appeal  by  defendant  from  judgmaot  of  Circuit  Coort,  Jack- 
8011  County. 

Wilson  &  Cobb,  for  appellant 

Charles  A.  Blair  and  Richard  Price,  for  appellea 

MoKTOOMSBYy  C  J.  I  The  plaintiff  briogB  this  action  to  re- 
oover  foir  a  negligent  injury.  The  f acts,  aa  they  appear  by  the 
teetimony,  are  that  the  plaintiff  was  in  the  employ  of  the  8chlite 
Brewing  Company,  engaged  in  deliyering  beer  to  ita  customers. 
One  Wright  Calkins  was  a  cnstomar  of  the  faiewing  company. 
On  his  premises,  and  in  the  oellarway  through  which  plaintiff 
passed  in  delivering  the  beer,  wsm  an  electric  light,  attadied  to 
a  movable  wire,  supplied  with  a  brass  or  metal  handle  or  hanger, 
by  which  it  was  hung  upon  a  nail  in  the  oellarway.  The  wire 
connecting  therewith  passed  throu^  a  hole  in  the  lower  end  of 
the  handle;  thence  to  the  carbon  film  in  the  bulb.  It  was 
claimed  that  it  was  neoessaiy  in  using  the  light,  and  customary, 
to  take  hold  of  the  handle  of  the  hanger.  The  breach  of  duty 
alleged  is  that  the  defendant  failed  to  insulate  the  wire  and 
handle  to  the  fixture  properly.  It  appears  by  the  testimony  of 
Calkins  that  the  handle  had  formerly  had  a  kind  of  cement 
wrapper  on,  but,  in  carrying  it  through  the  cellar,  it  would  get 
loose  and  drop  off,  and  that  it  was  off  at  the  time  of  the  acci* 
dent ;  that  some  two  or  three  weeks  before  the  accident  an  agent 
of  the  defendant  put  in  a  new  wire,  but  did  not  put  any  cement 
or  wrapping  on  at  that  time ;  that  the  agent  of  the  defendant  was 
notified  that  the  wrapper  to  the  handle  was  off,  and  that  he  (Cal- 
kins) wanted  a  new  one  put  on,  and  that  the  agent  promised  to 
fix  it,  but  that  it  never  was  fixed  prior  to  the  accident.  Plain- 
tiff recovered  a  judgment  for  injuries  sustained,  and  the  defend- 
ant brings  error. 
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T.he  principal  ooDiteatian  of  defendant  ia  that  upon  tliiB  state 
of  facts  it  does  not  appear  that  theore  was  any  such  privitj  be- 
tween the  plaintiff  and  the  defendant  a^  entitles  the  plaintiff 
to  recover  for  the  defendant's  neglect^  that  whatever  duty 
the  defendant  owed  it  owed  to  Calkins,  and  that  third  parties 
injured  by  reason  of  this  neglect  of  duty  ai^  not  entitled  to 
recover  against  die  defendant  There  was  evidence  tending  to 
show  that  the  defendant  was  owner  of  this  fixture,  but  this  does 
not  determine  the  question  of  liability.  In  the  leading  case  of 
Winterbotiom  v.  Wright,  10  Mees.  &  W.  109,  the  defendant  was 
the  owner  of  the  mail  coach  supplied,  and  it  was  also  his  duty  to 
keep  it  in  repair;  and  it  may  be  stated  as  a  general  rule  that 
one  who  lets  property  for  use,  like  one  who  sella  it,  is  not  re- 
sponsible to  third  parties  injured  by  reason  of  a  defect  in  the 
article  or  property  let  or  sold.  See  Necher  v.  Harvey,  49  Mich. 
617,  14  N.  W.  503 ;  Powles  v.  Briggs,  116  Mich.,  at  page  428, 
74  N.  W.  1046,  40  L.  R.  A.  630,  72  Am.  St.  Sep.  639,  540,  and 
cases  cited. 

In  Fowles  v.  Briggs  it  was  said  that  the  only  apparent  excep- 
tions to  this  rule  weore  where  the  fault  consisted  of  defendant 
failing  to  keep  his  premises  in  a  suitable  and  safe  condition,  or 
where  tlie  defendant  had  reserved  the  right  to  direct  the  manner 
of  the  work  or  undertaken  to  supply  the  instrumentalities,  or 
where  the  shipper  of  a  dangeroos  substance,  the  character  of 
which  is  not  made  known  to  the  carrier,  has  been  held  liable.  If 
it  be  suggested  that  this  case  comes  within  the  latter  class  of 
cases,  namely,  where  the  defendant  is  dealing  with  a  dangerous 
substance,  the  limitation  of  the  rule,  as  we  understand  it,  is  that 
there  shall  be  no  intervening  human  agency  which  might  have 
arrested  tlie  injury  or  furnished  protection.  This  is  well  illus- 
trated in  the  case  of  Carter  v.  Towns,  108  Mass.  507,  where 
gunpowder  was  sold  to  a  boy  8  years  of  age,  and  it  was,  of  couxBe^ 
conceded  that  the  defendant  was  responsible  for  the  injury 
likely  to  occur  from  the  explosion  of  this  dangerous  substance. 
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But  it  appeared  that^  after  the  sale^  the  boy  had  carried  home 
the  gunpowder^  and  put  it  in  the  onstody  of  his  parents^  and 
that  a  part  of  it  had  been  fired  off  l^  him,  with  their  permission, 
before  the  explosion  oocurred  by  which  he  waa  injured.  It  was 
held  that  the  sale  of  the  gunpowder  to  the  boy  whjs  not,  there- 
fore, a  direct,  proximate,  or  efficient  cause  of  the  injuiy. 

So,  in  the  present  caae,  it  appears  that  Calkins  knew  of  the 
necessity  of  a  protection  for  the  lamp^  and,  whatever  may  be 
said  of  the  failure  of  duty  on  the  part  of  defendant  to  him,  he 
saw  fit  to  make  use  of  it  in  its  imperfect  condition,  and  this  must 
be  held  to  be  the  intervention  of  another  agency  between  the 
defendant's  neglect  and  the  plaintiff's  injury.  The  cases  dtai 
by  plaintiff's  counsel  none  of  them  militate  against  the  rule 
which  we  think  must  govern  the  present  casa  See  Reagan  v. 
Light  Co.  (Mass.),  45  N.  E.  743;  Consol.  St.  Railway  Co.  if. 
Owings  (Ga.),  6  Am.  Elect!  Cas.  271,  25  S.  E.  877,  38  L.  R 
A.  798;  and  Ahem  v.  Oregon  Teleph.  Co.  (Or.),  4  Am.  ElectL 
Cas.  349,  33  Pao.  403,  22  L.  R  A.  635.  In  each  of  these  casee 
the  fault  was  a  fault  of  the  defendant's  system,  wholly  under  its 
own  control,  and  with  which  no  person  other  than  the  defendant 
had  authority  to  interfere  in  any  manner  whatever.  But  such 
is  not  the  present  case. 

Whether  we  may  deem  electricily,  in  the  voltage  used  by  the 
defendant,  a  dangeroua  substance^  within  the  meaning  of  the 
rule  that  one  transmitting  such  dangerous  substance  shall  be  held 
liable,  where  there  is  no  intervening  person  charged  with  any 
duty  connected  with  it,  who  has  knowledge  of  its  dangerous 
character,  in  a  case  presenting  facts  involving  that  principle,  we 
need  not  here  decide,  as  we  think  that,  upon  the  ground  stated, 
the  verdict  should  have  been  directed  for  the  defendant 

Hie  judgment  wiU  be  reversed,  and  a  new  trial  ordered.  The 
other  justices  concurred 
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BoTD  y.  PoBTLAiTD  Electric  CoMPAirr. 

Oregon  Supreme  Ocwrt,  Vav.  12,  1001. 

Ilf  jrBT  BT   SHOOK — RCS  IP8A   L0QI7ITUB. 

Proof  thai  a  live  wire  was  down  in  a  street  and  injury  resulted  ther^ 
from  to  a  traveler  coming  in  contact  with  it,  is  prima  faoie  proof  of 
negligence. 

A  person  thus  injured  does  not  lose  the  benefit  of  this  rule  bj  alleging 
in  the  pleading  that  the  wire  was  weak  and  defectiye  and  insufficientlj 
stretched  and  fastened;  so  as  to  assume  the  burden  of  establishing  those 
specific  facts;  since  the  presumption  is  that  it  would  not  have  fallen 
unless  defective  or  improperly  placed. 

Questions  of  negligence  and  contributory  negligence  held  to  have  been 
properly  submitted  to  the  jury,  including  the  question  (for  error  in 
failing  to  submit  which  to  the  jury  the  judgment  obtained  upon  the 
former  trial  was  reversed)  of  defendant's  diligence  in  ascertaining  or 
providing  means  for  ascertaining,  that  a  wire  was  broken  during  a 
heavy  storm. 

Cases  of  this  series  cited  in  opinion:  Eo/ynee  v.  Raleigh  Gas  Co.,  vol  6,  p. 
264;  Denver  Oanaol.  Eleo,  Co,  v,  Simpson,  vol.  6,  p.  278;  Trenton  Pass. 
Ry,  Co.  V.  Cooper  and  Bennett,  vol.  7,  p.  444;  Snyder  v.  Wheeling  Eleo. 
Co.,  1H>1.  7,  p.  473;  0' Flaherty  «.  Nassau  Eleo.  Ry.  Co.,  vol.  7,  p.  636; 
Uggla  v.  West  End  St.  Ry.  Co.,  voL  4,  p.  380;  Mitchell  v,  Charleston 
L.  d  p.  Co.,  vol.  6,  p.  245. 

Appeal  by  defendant  from  judgment  of  Circuit  Court,  Mult- 
nomah County. 

This  is  an  action  by  B.  B.  Boyd  against  the  Portland  General 
Electric  Company  to  reoover  damages  alleged  to  have  been  suf- 
fered by  him  on  aooount  of  an  injury  to  his  minor  son  from 
coming  in  oontaot  with  a  live  electric  light  wira  The  defend- 
ant is  a  corporation  engaged  in  supplying  the  city  of  Portland 
and  its  inhabitants  with  electric  light,  for  which  purpose  it  has 
put  up  poles  along  the  streets,  having  cross  arms  near  the  top, 
upon  which  its  wires  are  stretched.  The  day  before  the  acci- 
dent^ and  while  a  storm  was  prevailing,  two  of  the  wires  on 
Hagnolia  street  became  croeeed  at  a  point  some  125  feet  west  of 
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Dakota  street,  and  aboat  6  or  7  o'dock  in  the  evening  the  smallar 
one  burned  in  two  and  hung  down  in  two  loops  east  of  the  break ; 
one  of  them  nearly  reaching  the  ground  two  or  three  feet  west 
of  the  pole  at  the  intersection  of  the  streets,  where  it  swung 
directly  over  a  path  used  by  residents  of  the  neighborhood.  The 
other  end  remained  suspended  from  the  next  pole,  some  150  feet 
westy  and  did  not  reach  the  ground.  About  the  time,  or  soon 
after,  the  wire  parted,  the  boy  who  was  subsequently  injured,  a 
lad  aliout  11  years  of  age,  and  an  elder  brother,  passed  the  pole 
west  of  Dakota  street,  noticed  the  broken  wire  at  that  place,  and 
knew  it  was  dangerous,  but  did  not  know  anything  about  the 
other  wire  hanging  down  east  of  that  point  at  the  intersectioiL  of 
the  streets.  About  8  o'clock  the  next  morning,  the  plaintiff, 
who  resides  on  Dakota  street,  some  200  feet  south  of  its  junc- 
tion with  Magnolia,  sent  his  son  on  an  errand  which  required 
him  to  travel  along  the  path  near  the  light  pole  at  the  oomer  of 
the  street,  over  which  the  wire  was  suspended.  A  few  minutee 
later  the  boy  was  discovered  lying  on  the  ground,  immediately 
under  the  broken  wire,  in  an  ineensible  oondition,  his  right  hand 
badly  burned,  while  he  was  otherwise  seriously,  and  perhaps 
permanently  injured.  No  one  witnessed  the  accident,  and  the 
lad  was  unable  to  give  any  account  of  how  it  occurred,  but  says 
he  passed  out  of  the  front  gate,  and  ran  north  along  Dakota 
street  without  looking  up,  after  which  he  had  no  reooUection  of 
what  occurred.  It  is  admitted,  however,  that  his  injury  was 
caused  by  contact  with  the  broken  wire.  The  negligence  charged 
in  the  complaint  is  that  the  wire  which  parted  and  caused  the 
injury  was  weak  and  defective,  and  not  sufficiently  attached  or 
fastened  to  the  pole,  or  properly  stretched,  or  safely  insulated, 
owing  to  which  defects  and  weakness  it  broke  and 
parted;  that  defendant  could  have  known  by  the  proper 
diligence,  and  did  know,  at  the  time,  or  very  soon 
after,  the  wire  parted,  and  long  beford  the  injury  occurred, 
that  the  wire  was  broken  and  swinging  over  and 
across  the  street,  to  the  imminent  danger  of  persons  travel- 
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iog  thereon ;  tiiat,  disregarding  its  duty,  H  failed  and  ziiegleGted 
to  remove  or  repair  the  faroken  wire,  or  to  give  any  warning  of 
danger,  but  wrongfully  and  negligently  permitted  it  to  remain 
in  Buch  condition  until  after  the  injuriea  complained  of  were 
received.  The  answer  deniee  the  negligence  charged,  and,  for 
an  affirmative  defense,  after  alleging  the  oontributoiy  negligSDoe 
of  the  plaintiff's  son,  avers  that  the  wira  which  parted  was  of  the 
best  known  standard  mannfaetare,  and  was  placed  upon  the 
poles  in  a  proper  way ;  that  a  heavy  storm  prevailed  during  the 
afternoon  of  the  6th  of  Decei)(iber,  the  wind  at  one  time  reach- 
ing a  velocity  of  60  miles  an  hour,  which  the  defendant  believes 
forced  the  wire  across  a  larger  one  on  the  cross  arm  to  the  north 
of  it,  so  that  the  friction  of  the  wires  caused  the  insulation  to 
wear  away,  permitting  them  to  come  in  contact;  that  between 
6  and  7  o'clock  in  the  evening  the  smaller  one  burned  through 
and  parted,  and  fell  in  loops  across  the  other,  as  stated  in  the 
complaint;  that,  although  defendant  had  the  best  known  appli- 
ances in  use  at  the  time  for  detecting  or  discovering  the  ground- 
ing of  its  wire»,  it  had  no  knowledge  of  such  parting  until  noti 
Sed  of  the  accident  to  plaintiff's  son,  when,  upon  examination, 
it  ascertained  that  neither  end  of  the  broken  wire  had  oome  in 
contact  with  the  ground,  so  as  to  form  a  short  circuit,  and  there- 
fore the  fact  of  the  wire  having  parted  could  not  be  indicated 
by  its  appliances.  The  reply  put  in  issue  the  new  matter  alleged 
in  the  answer;  and,  the  trial  resulting  in  a  verdict  and  judg- 
ment in  favor  of  the  plaintiff,  the  defendant  appeals* 

B.  Mallory,  for  appellant 

E.  B.  Dufur,  for  respondent 

Bbait^  C.  J.  (after  stating  the  facts) :  The  plaintiff  gave  evi- 
dence tending  to  show  when  the  wire  which  caused  the  injury 
to  his  son  fell  and  the  circumstances  surrounding  the  accident, 
but  gave  no  direct  evidence  of  the  specific  acts  of  negligence 
charged  in  the  complaint     The  court,  however,  instructed  the 
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jury,  among  other  things,  that  ''in  caBes  of  this  kind  the  law 
raises  a  presumptiaDi  of  Hiegligenoe  from  the  mare  fact  that  the 
wire  broke  and  the  aoddent  happened,  beoause  of  the  high  de- 
gree of  oare  which  is  required  on  the  part  of  the  person  or  cor- 
poration conducting  such  business,  and  for  reasons  which  I  need 
not  discuss  here.     What  I  mean  by  that  is  that  if  any  evidence 
had  been  brought  here  that  this  wire  was  broken,  and  through 
the  breaking  of  the  wire  this  boy  had  been  injured,  and  then 
nothing  further  had  been  introduced  in  the  case— no  further 
evidence — and  the  case  was  left  there,  it  would  be  your  duiy  to 
find  for  the  plaintiff,  provided  you  found,  also,  that  he  was  not 
guilty  of  negligence  on  his  part     That  is  ^what  is  called  a  prima 
facie  casa    ^ow,  this  may  be  rebutted  by  evidence  on  the  part 
of  the  defendant,  notwithstanding  this  presumptian.     If  the 
defendant  comes  in  and  satisfies  you  that  it  did  use  ordinary 
card  in  building  and  maintaining  and  repairing  this  line,  and 
that  the  accident  occurred  without  fault  on  its  part,  then  it  would 
be  your  duty  to  find  on  that  point  for  the  defendant."     The 
giving  of  this  instruction  is  assigned  as  error.     The  general  rule 
of  law  is  unquestioned  that,  excepting  in  cases  where  the  defend- 
ant is  an  insurer,  a  party  who  charges  another  with  negligence 
must  prove  it     But  there  are  instances  in  which  proof  of  an 
accident  and  the  manner  of  its  occurrence  is  sufficient  to  make  a 
prima  facie  case,  and  to  cast  the  burden  on  the  defendant  to 
show  that  it  occurred  without  fault  on  his  part     As  a  general 
rule,  where  the  thing  which  causes  injury  is  shown  to  be  under 
the  management  of  the  defendant,  and  the  accident  is  such  as  in 
the  ordinaiy  course  of  events  would  not  happen  if  he  had  used 
proper  care,  it  affords  reasonable  evidence,  in  the  absence  of  a 
satisfactory  explanation,  that  the  accident  arose  from  a  want  of 
care.     Esberg  Cigar  Co.  v.  City  of  Portland,  84  Or.  282,  65 
Pac  961,  48  L.  R.  A.  486,  76  Am-  St  Rep.  661.     This  doctrine 
is  held  applicable  in  actions  for  injuries  received  from  contact 
with  a  live  electric  wire  in  a  public  street     Electricity  is  a  dan- 
gerous element,  and  those  who  make  merchandise  of  it  are  legally 
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bound  to  exercise  that  degree  of  care  that  will  render  its  use  rea- 
sonably safe ;  and,  aj9  the  wires  which  convey  it  cannot  safely  be 
permitted  within  reach  of  travelers,  a  presumption  arises,  when 
they  are  found  out  of  their  proper  place,  that  those  having  them 
in  charge  have  been  negligent.     The  courts  quite  universally 
hold  that  proof  that  a  live  wire  was  down  in  a  street  and  injury 
resulted  therefrom  is  prima  facie  evidence  of  negligence.     2 
Jag.  Torts,  864 ;  Joyce,  Electric  Law,  sec  606 ;  Keasbey,  Elec- 
tric Wires  (2nd  Ed.),  sec.  271;  Western  Union  Tel  Co.  v. 
State,  82  Md  298, 33  Atl.  768,  81 L.  R  A.  672,  61  Am,  St  Repw 
464;  Haynes  v.  Baleigh  Oas  Co.,  5  Am.  Electl.  Gas.  264,  114 
N.  0.  203, 19  S.  R  344,  26  L.  R  A.  810,  41  Am.  St  Rep.  786 ; 
Denver  Consolidated  Electric  Co.  v.  Simpson  (Colo.  Sup.),  6 
Am.  Electl  Gas.  278,  41  Pac  499,  31  L.  R  A.  566 ;  Trenton 
Pass.  Railway  Co.  v.  Cooper  (N.  J.  Err.  &  App.),  7  Am.  ElectL 
Oaa.  444,  37  AtL  730,  38  L.  R  A.  687,  64  Am.  St  Kep.  592 ; 
Snyder  v.  Wheeling  Electrical  Co.  (W.  Va.),  7  Am.  Electl.  Cas. 
478,  28  S.  E.  733,89  L.  R  A.  499,  64  Am-  St  Rep.  922. 

The  defendant  contends,  however,  that  as  the  complaint  in 
hand  avers  that  the  wire  which  caused  the  injury  was  weak  and 
defective,  and  insufficiently  stretched  and  fastened,  the  plaintiff 
was  obliged  to  point  out  by  his  testimony  some  defects  in  the 
particulars  allied.  But  we  are  unable  to  concur  in  this  view. 
The  doctrine  of  ''res  ipsa  loquUun^'  alluded  to  is  a  mere  rule  of 
evidence.  2  Thomp.  "Eeg.  1227  et  seq.  It  proceeds  on  the 
theory,  as  the  term  implies,  that  the  happening  of  an  accident 
under  certain  circumstanoes  is  of  itself  primal  facie  evidence  of 
negligence,  and,  when  it  is  evidence  of  the  particular  negligence 
charged  in  the  complaint,  the  plaintiff  is  entitled  to  invoke  the 
rule.  Thus,  in  Railroad  Co.  v.  Cooper,  supra,  the  n^ligenx^ 
averred  was  the  insufficient  bonding  or  fastening  of  the  rails  of 
a  street  railway,  and  it  was  insisted  that  the  plaintiffs  were 
obliged  to  point  out  and  establish  some  particular  defect  or  in- 
0ufficiency  as  alleged.  The  court  held,  however,  that  the  escap- 
ing of  electricity  from  the  rails  was  presumptive  proof  of  the 
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negligence  alleged,  thus  bringing  the  case  within  the  doctrine 
of  ''res  ipsa  loquUur/^  In  Snyder  v.  Electrical  Co.,  supra,  the 
n^ligenee  charged  was  insufficient  fastening,  and,  although  the 
court  held  that  no  evidence  of  other  acta  of  n^ligence  was  com- 
petent, it  ruled  that  the  mere  fact  that  the  wire  fell  created  a 
prima  facie  presumptioD  of  negligence^  sufficient  to  8U|^rt  the 
action  unless  rebutted  by  something  appearing  in  the  case.  In 
Electric  Co.  v,  Simpson,  supra,  the  negligence  charged  was  de- 
fendant's failure  to  properly  construct  its  line  and  its  omission 
to  take  the  necessary  precautions  to  prevent  the  wires  from  fall- 
ing. It  was  held  that  the  fact  that  the  wire  had  become  de- 
tached from  its  fastenings  and  himg  down  in  a  public  alley,  so 
as  to  endanger  public  travel,  was  prima  facie  evidence  of  negli- 
gence on  the  part  of  the  defendant,  and  an  instruction  to  that 
effect  was  properly  given.  In  the  case  at  bar,  it  probably  would 
have  been  sufficient^  if  the  plaintiff  had  specified  in  the  com- 
plaint generally  the  act  or  omission  which  he  alleges  to  have 
been  the  proximate  cause  of  the  injury,  and  averred  that  it  was 
negligently  done  or  omitted.  But  since  the  wire  which  caused 
the  injury  would  not,  presumably,  have  parted  and  fallen  down, 
in  the  ordinary  course  of  events,  unless  it  was  either  defective 
or  improperly  stretched  or  fastened,  it  is  reasonable  to  presume 
that  its  position  in  the  street  was  owing  to  one  or  all  of  these 
causes.  It  must  be  assumed  that  a  suitable  wire,  properly  pnt 
np,  would  not  be  a  menace  to  travelers  on  the  highway ;  other- 
wiseiy  the  operation  of  a  light  plant  by  wires  supported  by  poles 
in  the  streets  of  a  city  would  be  ipso  facto  a  nuisance,  and  an 
unauthorized  interference  with  the  rights  of  the  public^  If, 
therefore,  the  wires  break  and  fall  down,  that  fact  in  itself 
affords  reasonable  evidence  of  negligence,  either  in  the  use  of 
defective  wires  or  in  the  manner  of  putting  them  up,  and  caUs 
upon  the  defendant  to  show  that  it  was  without  fault.  It  is,  of 
course,  true  that  in  an  action  of  this  character  the  plaintiff  canr 
not  allege  negligence  in  one  particular,  and  upon  the  trial  prove 
and  recover  upon  another.     Lieuallen  v,  Mosgrove,  33  Or.  282, 
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286,  64  Paa  200,  664;  Jones  v.  City  of  PoHland,  35  Or.  512, 
68  Pac  657.  But  we  do  not  underBtaad  tbat  the  instruction 
complained  of  conflicts  with  this  rola  It  was  oonfined  to  the 
inference  or  presumption  to  be  drawn  from  the  breaking  of  the 
wire  and  the  happening  of  the  accident,  the  proof  of  which  was 
prima  facie  endenoe  that  the  wire  was  either  weak  and  defective 
or  improperly  put  up.  The  instruction,  therefore,  did  not  ad- 
vise the  jury  that  the  plaintifE  was  entitled  to  recover  on  a 
ground  of  negligenoe  not  charged  The  oases  already  cited 
illustrate  the  application  of  the  doctrine  of  '^res  ipsa  loquituf" 
where  specific  acts  of  n^ligence  are  charged  in  the  complaint. 

It  is  argued,  however,  that^  if  proof  of  the  accident  was  suffi- 
cient under  the  pleadings  to  make  out  a  prima  facie  case  in 
favor  of  the  plaintiff,  it  was  overcome  by  the  testimony  of  the 
defendant.     But  the  weight,  value  and  credibility  of  such  tes- 
timony were  for  the  jury,  and  the  court  could  not  properly  have 
taken  the  case  from  them  on  the  ground  that  the  defendant  had 
shown  by  its  employes  that  the  accident  occurred  without  fault 
on  its  part     In  a  recent  case  in  New  York,  where  a  trolley  wire 
fell,  injuring  a  traveler,  it  was  held  that  the  presumption  of 
negligence  on  the  part  of  the  company,  arising  from  the  fall  of 
the  wire  and  the  happening  of  the  accident,  was  not  overcome 
by  the  evidence  of  interested  persons  that  the  supports  were  the 
best  obtainable,  that  the  line  was  frequently  inspected,  and  an 
automatic  device  called  the  '^breaker  system''  was  in  use,  which, 
if  properly  adjusted,  would  automatically  cut  off  the  current  if 
the  wire  touched  the  ground;  the  credibility  of  the  witnesses 
and  the  sufficiency  of  the  device  being  questions  for  the  juiy. 
O'Flaherty  v.  Nassau  Electric  Railway  Co,,  7  Am.  Eleotl. 
Cas.  586,  84  App.  Div.  74,  54  K  Y.  Supp.  96.     In  Vggla  v. 
West  End  Street  Railway  Co.,  4  Ain.  Electl.  Cas.  389, 160  Mass. 
351,  85  K  E.  1126,  39  Am.  St.  Bep^  481,  the  plaintiff  was 
stmck  by  part  of  an  iron  ear  used  to  clasp  a  trolley  wire  and 
keep  it  in  place  around  the  curve  ever  the  defendant's  track. 
There  was  no  evidence  of  the  defendant's  n^ligence,  except  that 
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the  iron  ear  broke  with  the  strain  and  one  part  of  it  fell,  striking 
the  plaintiff  oa  the  head.  The  verdict  in  his  favor,  however, 
was  sustained,  notwithstanding  the  defendant  had  introdnced 
evidence  tending  to  show  that  the  break  was  a  dean  one,  bright 
in  color  and  appearance;  that  the  iron  was  sound  all  through, 
with  no  flaw  or  defect  in  it ;  that  the  whole  apparatus  was  manu- 
factured and  put  up  by  a  manufacturer  of  the  highest  reputa- 
tion; that  the  ear  and  guy  constituted  the  best  and  strongest 
device  known  at  the  tima  for  keeping  trolley  wires  in  place; 
that  the  defendant  company  employed  a  competent  corps  of 
assistants,  including  foreman  and  superintendent^  who  inspected 
the  whole  line  weekly,  including  the  cars  and  every  attachment ; 
and  that  this  particular  part  of  the  line  had  been  inspected 
within  a  week  prior  to  the  accident 

It  is  next  injgisted  that  the  court  erred  in  instmcting  the  jury 
that,  ^'if  the  defendant  had  known  of  the  breaking  of  the  wire. 
it  would  have  been  its  duly,  under  the  high  degree  of  care  re- 
quired of  it  under  the  circumtsances,  to  have  repaired  it  at  the 
earliest  possible  moment^  or  at  least  as  early  as  it  could  practi- 
cally be  done ;  but,  if  it  did  not  know  of  the  break — and  the  evi 
dence  here,  I  believe,  is  undisputed  that  it  did  not — the  ques- 
tion for  you  to  determine  is  whether,  under  the  circumstances, 
it  reasonably  should  have  known,  or  should  have  provided  means 
by  which  it  would  have  known,  of  the  breaking  within  that  time, 
and  within  such  a  time  that  it  could  reasonably  have  repaired 
the  break  before  this  accident  occurred.  It  is  for  you  to  deter- 
mine whether  or  not  it  was  guilty  of  a  want  of  that  high  degree 
of  care  required  of  it  in  not  providing  means  to  find  out  whether 
this  line  had  broken  within  this  time.  If  you  should  find  that 
the  company  was  n<^ligent  in  this  respect,  then  it  would  be  re- 
sponsible for  the  n^ligence,  although  it  might  not  have  been 
guilty  of  negligence  m  any  other  respect.*'  The  specific  objec- 
tion to  this  instruction  is  that  there  are  no  allegations  in  the 
complaint  charging  the  defendant  with  negligence  in  failing  to 
adopt  necessary  or  proper  means  to  ascertain  whether  the  wire 
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was  broken;  but,  on  the  ooritraxy,  it  is  argued,  the  complaint 
alleges  that  defendant  did  know  of  the  break  very  soom  after  it 
occurred,  and  did  not  exercise  due  care  and  diligence  in  replac- 
ing and  taking  care  of  it  The  language  of  the  complaint  is 
that  defendant,  its  officers,  agents  and  employes,  by  proper  dili- 
gence could  have  known,  and  did  know,  very  soon  after  the  wire 
was  broken,  and  long  before  the  injuries  complained  of,  that  it 
was  broken  and  hanging  over  the  street,  etc,  and  carelessly 
failed  and  neglected  to  remove  or  repair  it,  or  to  give  any  warn- 
ing of  danger,  and  wrongfully  and  negligently  permitted  the 
broken  wire  to  remain  in  such  dangerous  condition  until  after 
the  accident.  It  is  not  clear  whether  the  pleader  intended  to 
charge  negligence  in  not  ascertaining  that  the  wire  had  broken, 
or  n^ligence  in  not  taking  care  of  a  broken  wire;  but  the  con- 
struction which  seems  to  have  been  put  upon  the  pleadings  by 
the  defendant  in  its  answer,  and  by  the  court  and  parties 
throughout  the  trial,  is  that  it  charged  negligence  in  not  exercis- 
ing reasonable  care  and  diligence  in  ascertaining  that  the  wire 
was  broken,  and  we  are  of  the  opinion  that  the  court  did  not  err 
in  submitting  that  phase  of  the  question  to  the  jury.  Again,  it 
is  objected  that  this  instruction  assumes  there  was  no  evidence 
that  the  defendant  had  provided  means,  or  used  reasonable  care 
and  caution  in  providing  means,  for  acquiring  speedy  informa- 
tion of  a  break  in  the  wires.  We  do  not  consider  this  a  reason- 
able interpretation  of  the  language  used  by  the  court.  It  mani- 
festly intended  to,  and  did,  submit  to  the  jury,  as  a  question  of 
fact,  whether  the  means  which  defendant  had  of  ascertaining 
when  a  wire  parted  were  such  as  proper  care  and  diligence 
would  require. 

It  is  next  asserted  that  the  court  erred  in  instructing  the  jury 
that  "the  defendant  would  not  be  liable  for  an  act  beyond  its 
control  and  which  could  not  reasonably  be  foreseen.  It  would 
not  be  liable  for  an  accddemt  caused  by  some  unusual  act  of 
nature,  or  what  is  called  an  'act  of  Gk)d,^  if  this  could  not  have 
been  reasonably  foreseen  and  expected.     As,  for  instance,  sup- 
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poee  a  etroke  of  lightning  had  oocurred  there,  and  broken  one  of 
these  wires  and  thrown  it  down,  and  through  that,  and  before 
the  defendant  had  reasonable  time  in  which  to  repair  the  break, 
the  accident  had  occurred ;  that  would  have  been  something  that 
ocmld  not  reasonably  have  been  foreseen,  and  for  which  the  de- 
fendant could  not  be  held  liable.  So,  tooy  if  this  breaking,  you 
should  find,  was  caused  I^  such  an  unusual  storm,  unprece- 
dented storm,  or  any  act  of  Qod  that  could  not  be  expected,  such 
unusual  storm  as  could  not  reasonably  have  been  foreseen,  some- 
thing that  had  not  been  known  to  happen  before  in  that  way, 
then  the  defendant  could  not  be  held  liaUe.  But  an  ordinary 
storm,  such  as  we  have  every  winter,  or  nearly  every  winter,  and 
which  on  that  aocount  ought  to  be  expected  to  occur  in  any 
winter,  would  not  excuse  the  defendant;  that  is,  the  mere  fact 
that  the  injury  was  occasioned  by  the  storm.  The  breaking  of 
the  wire,  however,  might  occur  during  the  storm,  or  at  any  other 
time,  and  not  be  the  fault  of  the  defendant  I  simply,  in  giving 
you  that  instruction,  refer  to  the  storm  alone"  It  is  argued 
that  this  instruction  is  erroneous  because  it  tells  the  jury,  in 
effect,  that  if  a  storm  caused  the  wire  to  part,  and  it  was  such  a 
storm  as  happens  in  this  country  every  winter,  or  nearly  every 
winter,  it  would  not  be  a  defense,  although  it  may  have  bem  in 
fact  an  extraordinaiy  cr  unusual  stomn.  The  rule  is  that  if  the 
poles  and  wires  of  an  electric  company  are  properly  erected  and 
maintained,  and  a  storm  of  unsual  and  extraordinary  severity, 
such  as  could  not  reasonably  have  been  expected,  causes  a  wire 
to  fall,  and  it  is  not  negligently  permitted  to  remain  an  unresr 
sonable  ^ime  in  such  condition,  the  company  will  not  be  liable 
for  an  injury  caused  thereby;  in  other  words,  where  the  proxi- 
mate cause  of  the  injuiy  is  an  external  force,  for  whidi  the  com- 
pany is  not  responsible,  the  question  of  liability  will  depend  on 
whether  the  force  was  one  that  might  reasonably  have  been  an- 
ticipated. And  this,  it  seems  to  us,  is  the  rule  laid  down  in  the 
instruction  complained  of.  It  is  true,  certain  statements  made 
by  the  coiurt  in  attempting  to  explain  and  elucidate  the  matter 
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to  the  jury  would,  if  taken  from  their  contest^  seem  to  support 
the  oontentioii  of  counsel ;  but,  when  oomstrued  in  its  entirety, 
the  instruction  amounts  to  a  statement  that  defendant  would  not 
be  liable  for  the  breaking  of  a  wire  caused  by  a  storm  of  unusual 
and  extraordinary  severity,  which  oould  not  reasonably  have 
been  anticipated,  and  this  is  the  law  upon  the  subject  Joyce, 
Electric  Law,  sec  450;  Keasbey,  Electric  Wires  (2nd  Ed.), 
,  sec  286;  Mitchell  v,  Charleston  Light  and  Power  Co,  (S.  C), 
6  Am.  Electi.  Cas.  246,  22  S.  E.  767,  81  L.  R.  A.  677. 

After  the  case  had  been  argued,  counsel  for  the  defendant  re- 
quested the  court  to  submit  to  the  juiy  two  special  findings,  the 
nature  and  character  of  which  are  not  shown  by  the  record. 
The  request  was  denied,  but  during  its  consideration  a  ooUoquy 
between  the  court  and  counsel  for  the  defendant  ensued,  a  part 
of  which  is  contained  in  the  record,  in  the  course  of  which  the 
court  stated,  in  effect,  that  the  plaintiff's  son  was  only  required 
to  exercise  ordinary  care,  and  was  not  obliged  to  keep  his  eyes 
on  the  full  width  of  the  street,  and  look  at  every  point  for  an 
electric  light  wire,  but  had  a  right  to  assume  that  the  street  was 
free  from  such  an  obstruction,  and  to  have  his  head  down  while 
traveling  therein,  unless  he  had  reason  to  believe  the  wire  was 
there.  It  is  urged  that  this  was  error,  because  it  indicated  the 
opinion  of  the  court  upon  the  defense  of  contributory  negli- 
gence pleaded  in  the  answer.  The  question  of  contributory  neg- 
ligence was,  of  course,  for  the  jury,  and  it  was  submitted  to  them 
under  proper  instruction.  The  statements  of  the  court  in  refer- 
ence to  the  propriety  of  submitting  the  special  findings,  although 
made  in  the  presence  of  the  jury,  were  not  intended  for  their 
guidance,  or  as  an  announcement  of  the  rule  of  law  by  which 
the  question  of  contributory  negligence  should  be  determined, 
but  were  the  reasons  given  for  the  court's  denial  of  counsel's 
request,  and,  in  view  of  the  subsequent  instructions,  did  not,  in 
our  opinion,  prejudice  the  defendant's  case  with  the  jury. 

Objection  is  also  made  to  the  refusal  of  the  court  to  give  cesv 
tftin  instructions  requested  by  the  defendant  on  the  subject  of 
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contributory  negligence ;  but  that  phase  of  the  question  was  fnllj 
covered  by  the  general  charge^  and  there  was  no  erroir  in  such 
refusal. 

Having  thus  disposed  of  the  questions  presented  om  this 
appeal,  and  finding  no  error  in  the  record,  the  judgment  is 
affirmed. 


None. — Sae  opinion  on  previous  appeal  of  this  case,  ante,  p.  530. 


iNTSBlTATIOirAL  LlOHT   AND   PoWEB   Co.   V.    LoinS   MaXWXIX 

AlO)  WnrE. 

Tewas  Court  cf  Civil  AppedU,  Vov.  13,  1901. 

Death  bt  shock  waou  kuotbio  uoht  wnB—Rss  ipsa  i^uitub. 

Proof  of  the  fact  that  a  wire  heavily  charged  with  electricity  was  placed 
so  near  another  wire  which  ran  down  near  a  sidewalk  where  people 
were  constantly  passing,  as  to  fill  it  with  electricity,  charges  the  party 
who  erected  the  wire  with  the  knowledge  that  persons  were  liable  to 
be  injured  or  killed  by  coming  in  contact  with  such  wire. 

Appeal  by  defendant  from  judgment  of  District  Oourt^  El 
Paso  County. 

Clark,,  Fall,  Hawkins  A  Franklin,  for  appellants 

Patterson  (6  Wallace,  for  appellees  MaxwelL 

Fly,  J.:  TiOuis  Maxwell  and  his  wife,  Harriet  Maxwell, 
instituted  this  suit  to  recover  of  appellant,  the  El  Paso  Qsb, 
Electric  Light  &  Power  Company,  and  Wehner  &  White  dam- 
ages arising  from  the  death  of  their  son,  James  H.  Maxwelli 
which  it  was  alleged  was  caused  through  the  negligence  of  the 
defendants.     Appellant  pleaded  contributory  negligence  on  the 
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port  of  the  deoeafied,  in  placing  his  hand  on  a  spool  or  reel  at- 
tached to  a  poet  near  the  sidewalk ;  that  at  the  time  of  the  death 
of  said  James  H.  Maxwell  the  plant  of  appeUant  was  in  process 
of  oonfltruction  by  the  £1  Paso  Mine,  Mill  &  Smelter  Supply 
House,  or  one  of  its  sub-contractors,  who,  as  to  appellant,  was 
an  independent  contractor,  and  said  plant  had  not  at  that  time 
been  turned  over  to  appellant,  but  was  under  the  excluflive  con- 
trol of  said  independent  contractor.  Appellant  further  an- 
sweo^  that,  if  the  death  of  James  H.  Maxwell  was  caused  by 
the  negligence  of  any  one  other  than  himself,  it  was  through  the 
n^ligence  of  its  co-defendants,  in  improperly  placing  the  post 
and  suspending  a  cable  from  which  their  arc  lamp  was  sus- 
pended; and,  in  the  event  of  judgment  against  it,  it  prayed  for 
judgment  over  against  its  oo-def endants.  The  other  defendants 
pleaded  contributory  negligence  on  the  part  of  deceased,  and 
further  that,  if  he  lost  his  life  through  the  negligenoe  of  any 
one  other  than  himself,  it  was  through  the  negligenoe  of  the  In- 
ternational Light  &  Power  Company.  The  court  instructed  the 
juiy  to  return  a  verdict  for  the  £1  Paso  Mectrio  light  & 
Power  Company  and  Wetner  &  White,  and  the  jury  returned  a 
verdict  responsive  to  such  direction^  and  against  appellant,  for 
the  sum  of  $2,500. 

The  facts  tended  to  establish  that  deceased  was  killed  by  elec- 
tricity transmitted  by  a  cable,  to  which  an  arc  lamp  was  sus- 
pended, to  the  reel  or  spool  on  the  side  of  a  post,  or  to  the  post 
itself,  which  was  wet  from  a  recent  rain.  The  electricity  was 
oommunicated  to  the  cable  by  a  wire  belonging  to  appellant, 
which  had  been  in  such  proximity  to  the  cable  as  to  chaige  it 
with  electricity.  The  cable  was  suspended  across  the  street 
when  the  wire  belonging  to  appellant  was  placed  in  proximity 
to  it 

[The  questions  principally  considered  were  as  to  whether  the 
responsibility  for  the  accident  rested  with  the  defendant  or  with 
an  independent  contractor;  and  as  to  the  measure  of  damages. 
The  judgment  was  reversed  upon  the  ground  of  emor  in  the 
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latter  particular.     So  much  of  the  opinion  as  relatea  to  these 
subjects  is  omitted.] 

The  court  charged  the  jury  '^that  it  is  the  duty  of  personsi  in 
the  erection,  maintenance  and  operation  of  electric  light  pri- 
maiy  wires  upon  the  streets  of  a  cily  for  the  transmission  of 
electric  currents,  to  use  ordinary  care  so  to  place  and  maintain 
the  same  in  reference  to  other  objects  conducting  electricity  as 
to  avoid  the  escape  of  electricity  from  their  wires  to  sudi  con- 
ductors in  such  quantities  aa  might  injure  persons  passing  along 
such  streets  or  sidewalks,  who,  while  standing  on  such  streets  or 
sidewalks,  may  come  in  contact  with  conductors.''  The  charge 
is  objected  to  in  the  assignment  of  error  aa  imposing  a  hi^er 
degree  of  care  than  is  required  by  law,  because  it  eliminates  the 
question  as  to  whether  appellant  might  have  reasonably  antici- 
pated the  results  of  the  conatruction  of  its  plant  in  the  way  in 
which  it  was  constructed.  Proof  of  the  fact  that  a  wire  heavily 
chaiged  with  electricity  was  placed  so  near  another  wire  which 
ran  down  near  the  sidewalk  where  people  were  constantly  pass- 
ing as  to  fill  it  with  electricity  charged  the  party  who  erected 
the  wire  with  the  knowledge  that  persons  were  liable  to  be  in- 
jured or  killed  by  coming  in  contact  with  such  wira  Dealing 
with  so  dangerous  an  agency  as  electricity,  it  was  clearly  the 
duty  of  appellant  to  construct  its  wires  so  as  to  prevent  them 
conducting  the  electricity  in  such  proximity  to  a  sidewalk  that 
people  might  be  brought  in  contact  with  it;  and  if  it  is  done, 
and  some  one  is  killed,  it  is  chargeable  with  the  knowledge  that 
such  result  was  likely  to  follow.  The  court  did  not  assume  that 
the  placing  of  the  wires  in  the  position  they  occupied  was  negli- 
gence, but  that  matter  was  left  to  the  jury  to  find. 

The  judgment  is  reversed,  and  the  cause  remanded. 


Note.— See  Mr.  Keasbey't  note,  Qn$€,  p.  446;  also  note  2  at  end  of 
Part  IIL 
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Henxy  P0U1.8BN,  Appellant,  v.  Nassau  Electsic  Railboab 

Company,  Bespondent 

"New  York  Bufrems  Court,  Appellate  Dioition,  Seoond  Department,  June, 

1897. 

(18  App.  Diy.  221.) 

Eleotbio  bailwat — iNjrxTBT  TO  passenger. 

A  trolley  car  traveling  upon  the  track  in  a  blaze  of  fire  presents  an 
extraordinary  condition,  and  in  an  action  brought  by  a  passenger  on 
account  of  injuries  sustained  as  a  result  thereof,  the  railway  company 
is  called  upon  to  explain  the  cause  of  the  fire. 

Oilmore  v.  Brooklyn  Heighte  B,  Co.,  6  Am.  Electl.  Gas.  432,  followed. 

Appeal  by  plaintiff  from  judgment  of  Kings  GSounty  Courts 
dismissing  complaint. 

Facts  stated  more  fully  in  opiniofn  in  case  nest  following; 
the  child  for  loss  of  whose  services  this  action  was  brought  being 
the  niece  who  accompanied  the  plaintiff  in  the  next  caaa 

William  L.  Carey y  for  the  appellant 

James  C.  Church,  for  the  respondents 

Hatgh^  J. :  We  are  of  the  opinion  that  the  case  made  by  the 
plaintiff  was  sufficient  to  call  upon  the  defendant  for  an  explana- 
tion of  the  cause  of  the  fire.  The  obligation  resting  upon  the  de- 
fendant was  to  exercise  the  utmost  care  and  diligence  suggested 
by  human  prudence  and  foresight  to  insure  the  safety  of  the 
passengers  it  had  received  for  carriage.  Palmier  v.  D.  &  H.  0. 
Co.,  120  N.  Y.  170.  If  we  assume  that  the  cause  of  the  fire  was 
the  burning  out  of  the  electric  fuse  connected  with  the  motor, 
and  that  it  was  placed  upon  the  oar  as  an  appliance  for  its  safe 
operation^  the  case  would  not  be  changed.  The  effect  of  this  as- 
sumption does  not  carry  the  case  beyond  the  fact  that  in  ordinary 
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operation  the  fuse  blows  out  with  an  '^attendant  flash/'  to  use 
the  expression  of  the  defemlaiit's  counsel  It  was  not  claimed 
upon  the  argument  that  the  blowing  out  of  a  fuse,  in  the  usual 
course,  was  attended  with  any  other  display  than  a  flash  of  light^ 
and  we  may  take  notice  that  the  operation  of  street  cars  by  elec- 
tricity is  not  attended  by  the  appearance  of  a  car  on  fire,  or  that 
it  travels  upon  the  track  in  a  blaze  of  fira  When  this  phenome- 
non is  present  it  indicates  an  extraordinary  condition  and  the 
presence  of  causes  which  are  not  usually  co-existent  in  the  ordi- 
nary operation  of  the  car.  Under  sudi  circumstances,  the  doc- 
trine approved  by  us  in  Oilmore  v.  Brooklyn  Heights  B.  22.  Co,, 
6  Am.  ElectL  Cas.  432,  6  App.  Div.  117,  has  precise  applicati(Hi. 

The  child  who  was  injured  testified  that  she  saw  a  blaze  of 
fire  coming  from  the  box  alongside  of  the  motorman,  and  be- 
oomipg  frightened  jumped  from  the  car.  Another  witness 
stated  that  she  saw  the  car  fifty  or  sixty  feet  away,  coming  down 
the  street  in  a  blaze  of  fire,  that  she  also  saw  a  flame  of  fire  dash- 
ing through  the  car  where  the  child  was  sitting.  Another  wit- 
ness was  called  to  the  door  of  his  house  by  a  cry  that  the  car 
was  on  fire,  and  saw  tlie  car  was  all  afiama  This  testimony  es- 
tablishes the  fact  that  the  appearance  of  the  car,  with  the  attend- 
ant fire,  wa£  extraordiuary  in  character,  and  entirely  different 
from  the  mere  blowing  out  of  a  fuse  with  its  attendant  fiash. 
The  condition  was  so  far  extraordinary  and  unusual  as  to  call 
upon  the  defendant  for  explanation.  If  the  mere  fact  that  » 
fuse  blew  out  conclusively  exempted  the  defendant  from  lia- 
bility, it  would  lead  us  to  the  conclusion  that  it  would  be  so  ex- 
empted even  though  car  and  passengers  be  entirely  consumed. 
We  are  of  opinion  that  a  case  was  made  which  authorized  the 
jury  to  infer  negligence  and  which  called  upon  the  defendant  to 
explain.  The  court,  therefore,  erred  in  dismissing  the  cam- 
plaint. 

The  judgment  should  be  revened  and  a  new  trial  granted, 
with  costs  to  abide  the  event 

All  concurred. 
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Judgnueoit  and  order  reversed  and  a  iiiow  trial  granted,  costs 
to  abide  the  event. 


Nan.— See  note  2  at  end  of  Part  IIL 


Olga  Toxtlbss,  Bespondenty  y.  Nassau  Eusotbio  Railroad 

Company,  Appellant 

New  York  Bupreme  Court,  Appellate  Diviaian,  Beoond  Department,  May, 

1808. 

(80  App.  DiT.  246.) 

SUBOTBIO  BAILWAT — ^INJURY  TO  PASSEN6EBS. 

While  plaintiff  and  her  niece  were  riding  in  defendant's  trolley  car,  a 
flaahing  or  flaming  was  seen  to  issue  from  the  controller,  which  condi- 
tion was  allowed  to  continue  while  the  car  ran  one  hundred  feet,  and 
until  the  fuse  burned  out  with  another  flash,  when  the  plaintiff  and 
her  niece  jumped  in  fright  from  the  ear  and  were  injured. 

There  was  eyidence  tending  to  show  that  the  flash  that  issued  from  the 
controller  box  was  startling  and  unusual,  and  that  flashing  and  flam- 
ing are  indications  of  danger;  that  there  had  been  no  inspection  of  the 
car  before  the  accident,  on  the  same  day;  that  the  controller  was  out 
of  order,  a  fact  easily  discoTerable,  and  in  fact  disooTered  after  the 
accident. 

Held,  that  under  these  circumstances  the  company  was  not  excused  by 
proof  that  the  controller  and  fuse  were  standard  and  usual,  and  that 
the  question  of  defendant's  negligence  was  properly  submitted  to  the 
jury. 

Appeal  by  defendant  from  judgment  of  Supreme  Court, 
Kings  County,  upon  a  verdict  of  $7,500  and  from  order  denying 
motion  for  new  trial  made  upon  the  minutes. 

Stephen  C.  Baldwin,  for  the  appellant 

Charles  J.  Patterson,  for  the  respondent 
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GboDBicH,  P.  J. :  The  plain^iffy  a  woman  thirty-two  yean  of 
Bg&,  on  tLe  evening  of  August  12,  1896,  was  a  paaseoger  in  an 
open  trolley  oar  of  the  defendant.  The  car  was  operated  by  a 
controller  or  motor  box,  situated  at  the  front  railing  of  the  car. 
This  controller  is  an  upright  box,  having  on  the  top  a  brake  or 
handle  which  revolves  a  cylinder  on  the  inside  of  the  box. 
Around  the  cylinder  are  long  strips  of  metal,  called  fingers, 
which,  as  the  cylinder  involves,  come  in  contact  with  correspond- 
ing metallio  fingers  on  an  indosing  cylinder,  thus  makiiig  a 
circuit  for  the  current  As  the  handle  moves  to  close  or  apen  the 
circuit,  sparks  or  flashes  are  constantly  emitted.  Outside  the 
interior  works  is  a  covering,  the  inside  of  which  is  lined  with 
asbestos,  upon  which  are  impressed,  and  easily  seen,  black  marks 
occasioned  by  the  sparks  or  flashes.  These  marks  are  more  or  less 
extensive,  proportionately  to  the  volume  of  the  flashes.  The 
breaking  of  the  curreooit  bums  any  dust  or  grease  which  may 
have  accumulated  on  the  fingeore,  and  sometimes  melts  the  metal 
so  as  to  create  little  knobs,  and  this  increases  the  volume  of  the 
flashes.  At  the  top  of  the  inclosing  cover  is  an  opening  throagh 
which  another  brake  or  handle  protrudes,  which  is  used  to  turn 
the  current  on  or  off;  and  it  is  through  this  opening  that  the 
flashes  are  emitted  so  as  to  be  visible  to  bystanders. 

Underneath  the  flooring  at  the  forward  end  of  the  car  is  a  fuse 
consisting  of  a  copper  wire  intended  for  a  safety  appliance  and 
of  such  size  and  density  that  a  dangerous  or  unnecessarily  strong) 
current  will  melt  it  and  thus  break  the  current. 

At  the  time  of  the  accident  the  car  was  going  westerly  along 
Park  avenue,  Brooklyn,  between  Clermont  avenue  and  Adelphi 
street,  when  a  flashing  or  flaming  shot  out  of  the  controller  box 
at  the  front  of  the  car.  The  motorman  immediately  turned  off 
the  overhead  switch  and  stopped  the  current  of  electricity  by 
which  the  car  was  operated,  thus  preventing  the  flashing,  after 
which  the  current  was  turned  on  again  and  the  car  proceeded  on 
its  course  for  a  distance  of  100  feet>  during  which  time  the 
flashing  continued.     The  electric  fuse    above    described    then 
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burned  out  with  another  flash,  whereoipon  the  plaintiff  and  her 
nieoe,  Martha,  a  child  twelve  years  of  age,  alarmed  by  the  flash- 
ingy  jumped  from  the  car  while  it  was  still  in  motion,  and  the 
plaintiff  falling  to  the  groxmd  broke  her  thigh  bone  and  reoeived 
other  injuries.  The  jury  found  a  verdict  in  her  favor  of  $7,500, 
and  from  the  judgment  entered  thereon  the  defendant  appeals. 

This  same  accident  was  under  consideration  by  this  court  in 
PouLsen  v.  Nassau  Electric  B.  B.  Co.,  18  App.  Div.  221,  which 
was  an  action  brought  by  the  father  of  Martha  to  recover  dam- 
ages for  the  loss  of  the  child's  services.  The  County  Court  dis- 
missed the  complaint  upon  the  merits,  and  the  plaintiff  appealed 
to  the  Appellate  Division.  This  court,  Mr.  Justice  Hatch 
writing  the  opinion,  held  that  the  case  made  by  the  plaintiff  was 
sufficient  to  call  upon  the  defendant  for  an  explanation  of  the 
cause  of  the  fire.  The  court  said  (p.  222)  :  "It  was  not  claimed 
upon  the  argument  that  the  blowing  out  of  a  fuse,  in  the  usual 
coarse^  was  attended  with  any  other  display  than  a  flash  of  light, 
and  we  may  take  notice  that  the  operation  of  street  cara  by  elec- 
tricily  is  not  attended  by  the  appearance  of  a  car  on  fire,  or  that 
it  travels  upon  the  track  in  a  blaze  of  fire.  When  this  phenome- 
non is  present  it  indicates  an  eod^raordinary  condition  and  the 
presence  of  causes  which  are  not  usually  co-existent  in  the  ordi- 
nary operation  of  the  car.  Under  such  circumstances,  the  doc- 
trine approved  by  us  in  Oilmore  v.  Brooklyn  Heights  B.  B.  Co., 
6  Am.  ElectL  Cas.  482,  6  App.  Div.  117,  has  precise  applica- 
tion.'' 

In  the  Gilmore  case,  in  which  Mr.  Justice  Babtlbtt  wrote 
the  opinion,  the  accident  occurred  from  a  sudden  movement  of 
the  brake  on  the  front  platform,  which  being  turned  on  tight 
was  set  free  in  some  unexplained  manner  and  struck  the  plaintiff 
as  she  was  entering  the  car.    The  court  said  (p.  119)  : 

"In  the  prudent  operation  of  a  street  railroad,  such  an  occur- 
renoe,  endangering  the  safety  of  those  who  accept  the  invitation 
which  is  held  out  to  them  to  become  passengeirs,  is  imusual  to  say 
the  least;  and  the  circcunstances  bring  the  case  within  the  rule 
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that  where  the  thing  which  caufies  an  aocLdent  is  ocnubndled  or 
managed  by  the  defendant,  ^and  the  aooiden/t  ia  such  aa  in  the 
ordinary  course  of  things  does  not  happen  if  those  who  have  the 
management  nse  proper  care,  it  affords  reasonable  evidenoo,  in 
the  absence  of  explanation  by  the  defendanl;,  that  the  aoddent 
arose  from  want  of  care.' ''     (Citing  oaaes.) 

Following  iheBO  dedsiona  the  defendant  undertook,  in  Ihe 
case  at  bar,  to  establish  as  a  defense  that  the  controller  was  a 
standard  appliance  in  use  and  properly  so  throughout  the  United 
States ;  that  no  system  of  inspection  can  prevent  flashes  escaping 
from  the  box  containing  the  controller;  that  even  new  controllers 
of  this  standard  type  will  produce  these  flashes,  and  that  in  the 
ordinaiy  use  and  management  of  sudi  controllers  particles  of 
dust  or  grease  collected  therein  will  cause  such  flashes. 

There  was  evidence  clearly  tending  to  show  that  the  flash 
which  issued  from  the  controller  box  was  of  a  startling  and  un- 
usual character,  continuing  while  the  car  was  going  a  distance 
of  about  100  feet,  and  that  it  was  followed  by  another  flash 
caused  by  the  burning  out  of  the  safety  fuse  under  the  forward 
part  of  the  car. 

Some  of  the  witnesses  describe  the  flashing  or  flaming  from  the 
controller  as  being  from  two  to  six  feet  in  height  and  enveloping 
the  motorman  so  that  the  whole  front  of  the  car  seemed  to  be  on 
fire.  It  was  not  surprising  that  such  an  exhibition  should  startle 
the  plaintiff  and  that,  to  save  herself  from  danger,  she  jumped 
from  the  car,  and  the  fact  that  other  passengers  remained  does 
not  conclusively  establish  contributory  negligence  on  her  part  in 
jumping.  It  is  a  significant  fact  that  the  motorman  was  not 
called  as  a  witness,  and  that  no  explanation  of  his  absence  was 
offered,  a  fact  which  the  jury  were  entitled  to  consider  in  judg- 
ing of  the  cause  and  character  of  the  flashing  or  flnmiTig  which 
alarmed  the  plaintiff.  The  question,  therefore,  is  whether  the 
defendant  dischaj^ed  its  duty  to  its  passengers. 

McCaig  v.  Erie  Railway  Co.,  8  Hun,  509,  was  an  action  to 
recover  damages  caused  by  sparks  issuing  from  a  locomotiva    A 
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judgmeat  was  i^emidered  for  the  plamtiff,  which,  was  rehearsed  hy 
the  G«aeral  Term,  the  court  saying  (jk  601) :  "The  evidence 
was  sot  sufficient  to  warrant  a  verdict  for  the  plaintiff  without 
further  proof  showing  that  such  emission  of  sparks  was  umisual 
in  degree  or  character,  or  the  sparks  were  of  an  extraordinary 
size  and  such  as  would  not  be  emitted  from  perfectly  constructed 
locomotives."  This  case  has  special  bearing  upon  the  case  at 
bar,  by  reason  of  the  emphasis  which  the  court  placed  upon  the 
word  unrusual,  and  it  cannot  be  doubted,  from  the  testimony  in 
this  case,  that  the  appearanoe  of  the  flashing  or  flaming  was  of  a 
very  unusual  character  indeed. 

Under  the  decisions  above  cited,  the  defendant  was  called  upon 
to  prove  that  the  accident  occurred  without  fault  on  its  part. 
We  think  that  the  alleged  explanation  offered  by  the  defendant 
did  not  explain.  Assuming  that  the  controller  and  the  fuse  were 
standard  in  character  and  the  usual  appliances,  and  that  the 
fuse  was  intended  to  prevent  an  xmdue  and  dangerous  amount  of 
electricity  from  passing  into  the  controller,  the  evidence  of  the 
expert  witnesses  called  by  both  parties  establishes  that  the  con- 
troller is  likely  to  become  out  of  order  by  the  presence  of  dust  or 
grease  on  the  fingers,  so  that  it  will  emit  sparks  of  unusual  size; 
that  there  are  three  classes  of  light  in  successive  gradations, 
which  are  described  as,  first,  sparks;  aecondy  flashing,  and,  third, 
flaming;  and  that  sparks  are  not  dangerous,  but  that  flashing, 
and  especially  flaming,  indicate  danger.  It  was  not  shown  that 
there  was  any  inspection  of  the  car  in  question  at  any  time  dur- 
ing the  day  before  the  hour  of  the  accident  There  is  evidence 
showing  that  the  car  was  not  allowed  to  continue  its  trip,  but  was 
taken  back  to  the  shop  after  the  accident,  and  that  the  defend- 
ant's examiner  found  that  '^the  controller  was  a  little  dirty 
•  •  •  just  a  little  dusty,  a  little  dirty,"  although  he  adds  that 
there  was  nothing  unusual  the  matter,  and  that  he  only  found 
it  necessary  to  replace  the  fuse,  and  that  the  car  was  used  the 
next  day,  without  any  repairs ;  but  all  of  these  matters  were  for 
the  consideration  of  the  juiy  in  passing  upon  the  question  of 
the  defendant's  n^ligenca 
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One  of  the  def  eiiidaiit's  expert  witnesses  testified  tiiat  he  had 
on  several  oocafiions  seen  sparks,  six  inches  in  size,  earning  from 
a  similar  motor  box,  and  that  they  were  caused  by  an  '^aocamn- 
lation  of  dirt,  most  always  across  the  contacts ;  either  a  coUeotiaii 
of  dirt  or  a  collection  of  moisture.  I  have  never  ktuxwn  these 
flames  to  come  from   any  other  causes.'' 

The  conductor  of  the  car  testified :  ''I  knaw  the  controUar  was 
out  of  order.  The  motorman  told  me  that  I  found  it  out  as 
soon  as  the  fuse  blew.  It  was  found  out  that  the  controller  was 
out  of  order  by  looking  inside  the  box.  Q.  What  did  you  find 
inside  the  box !  A.  I  saw  that  the  works  were  black,  and  the 
motorman  took  the  glove  or  handkerchief,  or  whatever  he  had, 
to  wipe  it  off." 

Thus  it  appears  that  there  was  no  inspection  of  the  car  before 
it  left  the  depot,  on  the  trip  in  question;  that  the  controller  itself 
was  out  of  order,  and  that  this  fact  was  easily  disooverable, 
and,  in  fact,  was  discovered,  by  the  subsequent  inspection  after 
the  car  was  taken  to  the  repair  shop,  that  the  motorman  discov- 
ered something  wrong  about  it,  when  he  removed  the  outside 
covering,  by  reason  of  which  the  car  was  not  permitted  to  con- 
tinue its  trip  and  was  taken  back  to  the  shopi  These  facts  re- 
quired the  submission  to  the  juiy  of  the  question  of  defendant's 
negligence  in  the  inspection  and  use  of  the  car. 

Another  ground  upon  which  negligence  may  have  been  im- 
puted to  the  defendant  arises  out  of  the  fact  that  after  the  flash- 
ing or  flamiug  began,  the  motorman  permitted  the  car  to  continue 
its  course  without  stopping,  to  ascertain  the  cause  of  the  flame, 
until  a  new  element  of  apprehension  was  introduced,  namely, 
the  burning  out  of  the  f  usa  The  jury  were  entitled  to  take  this 
matter  into  consideration  in  passing  upon  the  defendant's  negli- 
gence, so  that  whether  the  accident  was  caused  by  failure  of  in- 
spection and  the  consequent  use  of  the  car  of  which  the  controller 
was  not  in  good  order,  or  whether  it  resulted  from  the  continu- 
ing motion  of  the  car  after  its  dangerous  condition  might  have 
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been  and  was  disoovered,  the  jury  were  jtistified  in  assuming 

the  defendant's  negligenoe. 

It  follows  thiat  the  judgment  must  be  affirmed,  with  ooets» 
Judgment  and  order  unanimously  affirmed,  with  costs. 


Note. — See  note  2  at  end  of  Part  m. 


T.TT.T.ra  Leonasd^  Bespondent,  v.   Thb  BBOOKi.Yi!r  Heights 

Batlboad  CoMPAirr^  Appellant 

Vmo  York  Supreme  Court,  Beoond  Department,  January,  1001. 

(57  App.  DiT.  126.) 

ElECTBIC   STBKET  BAILWAT — IlTJXTBT  TO  PASSENGEBS   CAUSED  BT  DBVBOTIVE 

INSUIATION. 

Plaintiff  was  a  passenger  on  an  open  troUejr  car.  There  was  evidence  that 
the  car  ''bucked,"  became  enveloped  in  flames  which  broke  out  under- 
neath and  at  the  rear  end  of  the  car,  that  there  was  an  explosion; 
and  that  the  plaintiff  became  frightened  at  these  manifestations,  jumped 
from  the  car  and  was  injured.  There  was  also  evidence  that  the 
accident  was  due  to  a  "short  circuit"  caused  bj  defective  insulation; 
and  that  neither  of  two  practical  tests  for  such  delect  bad  been 
employed  by  the  defendant. 

Held,  that  the  submission  to  the  jury  of  the  question  of  negligence,  was 
proper. 

Held,  proper  to  add  to  a  charge  that  the  care  required  of  the  defendant 
was  "not  extraordinary  care,  but  only  the  care  that  is  necessary  in  ref- 
erence to  the  use  of  the  appliances  and  the  danger  incident  to  their 
becoming  out  of  order,"  the  words:  "In  the  use  of  motive  power  like 
electricity,  power  of  such  appalling  possibilities,  it  should  be  a  very 
high  degree  of  care." 

Case  of  this  series  cited  in  opinion:  (^Flaherty  v.  Naeeau  Blec  B.  Co., 
vol.  7,  p.  535. 

Appeal  from  judgment  of  Supreme  Oourt,  !KiIlg^  County, 
upon  the  rerdiot  of  a  jury  in  favor  of  the  plaintiff,  and  also 
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from  order  danjing  defeudaat's  motion  for  new  trial  made 
upon  the  minutes. 

J.  R.  Oeland  {John  L.  Wells,  with  him  om  the  brief )j  for  the 

appellant 

Isaac  M.  Kapper,  for  the  respondent. 

JsNKS^  J. :  The  defendant  appeals  from  a  judgment  entered 
on  a  verdict  for  plaintiff  for  $12,750  for  damages  for  personal 
injuries  resulting  from  the  negligence  of  the  defendant,  and 
from  an  order  denying  a  new  trial  on  the  minutes. 

The  plaintiff's  case  is  that  on  June  9,  1899,  she  was  a  passai- 
ger  on  an  open  trolley  car  of  the  defendant;  that  there  wus  first 
heard  an  xmusual  bumping,  rumbling  noise  at  the  bottom  of  the 
car  called  ^'bucking;"  that  this  was  heard  by  the  oonductor  aixl 
the  motorman,  who  continued  the  trip;  that  there  shortly  fol- 
lowed an  outbreak  of  fire  underneath  the  car  and  at  the  rear 
end,  and  that  then  came  an  explosion;  that  fire  and  flame  enyel- 
oped  the  car;  that  a  panic  fell  upon  the  passengers,  and  that  the 
plaintiff  in  terror  leaped  from  the  moving  car  and  was  injured. 

The  appellant  assigns  error  in  the  denial  of  the  motion  to  dis- 
miss made  when  plaintiff  rested,  and  repeated  at  the  dose  of  tiie 
case.  It  contends  that  ^H^efore  the  evidence  wsb  ended,  it  was 
conclusively  shown  that  the  flames  only  came  from  the  controller 
box  on  the  front  of  the  car  as  the  result  of  the  burning  of  one  of 
the  metallic  fingers  of  the  controller,  due  to  a  latent  defect  in  tlie 
metal  or  causes  against  which  the  defendant  could  not  provide.'* 
But  in  the  record  I  read  testimony  of  seven  disinterested  wit- 
nesses, bystanders,  Ryder,  Schenck,  Hanlon,  Collins,  Lemain, 
Cortes,  and  Gibney,  that  the  fire  showed  first  beneath  the  car. 
At  least  two  of  them  testify  that  it  first  appeared  at  the  rear  end. 
The  appellant  then  states  that  ''the  fact  that  the  flames  did  not 
envelop  the  entire  car  was  condusively  proven  by  witnesses  for 
plaintiff  and  defendant,  and  by  physical  facts  in  the  case." 
But  these  same  seven  witnesses  testify  in  effect  (and  many  of 
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tbem  iiBed  the  very  word)  that  the  fire  enveloped  the  whole  cax, 
and  that  it  seemed  to  be  '^all  on  fira^'  And  two  of  the  defend- 
ant's witnesses,  Phillipe  and  MarRh,  say  substaatially  the  same 
thing.  I  have  noted  enough,  not  all,  of  the  testimony  on  this  sub- 
jects So  far  as  the  ^^physioal  facts"  are  oonoemed,  the  appellant 
depends  mainly  upon  the  testimony  of  its  employe  Arnold  that 
on  the  day  after  the  accident  he  saw  and  operated  the  car  with 
both  motors;  that,  save  the  replaoement  of  a  controller  finger, 
it  was  not  repaired,  that  it  was  not  burned ;  and  upon  the  testi- 
mony of  an  employe  that  the  car  was  put  in  servica  I  find  no 
proof  that  the  car  wa£  put  in  service,  save  a  statement  of  Cobum, 
a  shop  man,  which  is  vague  and  inferential.  It  is  testified  that, 
after  the  new  finger  was  put  in,  the  car  was  run  up  and  down 
the  depot  But  Arnold  saw  twenty  or  more  crippled  cars  every 
day,  and  his  attention  was  first  called  to  the  oar  on  the  witness 
stand  eight  months  after  the  accident.  Hie  said  he  had  a  memor- 
andum, but  he  did  nob  produce  it,  nor  did  he  testify  from  it. 
He  was  asked :  '^Q.  It  is  because  of  that  general  custom  that  you 
say  you  operated  car  412  %  A.  Yes^  I  tried  it.  ...  I  try  it 
to  find  if  the  car  is  out  of  order;  I  have  a  book  and  I  know." 
He  said  that  he  could  produce  the  book  if  he  had  it.  Beoess 
followed.  But  I  find  no  further  reference  to  the  book.  Arnold 
testified  that  it  was  not  his  business  to  repair  the  wiring,  but  he 
would  call  upon  one  of  his  men  to  fix  it,  one  of  the  shop  men, 
the  controller  men,  or  men  that  looked  after  the  wires.  '^Q. 
(By  defendant's  counsel).  If  there  were  any  repairs  made  to 
that  wire,  would  you  have  known  it?  A.  No,  sir.  Q.  Were 
there  any  %  A.  No,  sir."  XJkert  and  Cobum  did  the  repairing, 
and  Arnold  says  that  he  asked  them  to  repair  it,  and  '^it  wad  re- 
j>aired"  when  he  got  there  in  the  morning.  All  that  Cobum 
did  was  to  put  a  finger  on,  and  try  that  end  of  the  car  to  see  that 
it  was  all  right  He  put  in  a  finger  and  operated  the  car  from 
<^the  end  I  put  the  controller  finger  on,  up  and  down  the  car 
housa"  ^^Q.  Bid  yoa  look  for  injuiiee  to  it  ?  A.  I  looked  no 
further  on  the  car;  no,  sir."    XJkert  did  nothing.    It  seems  that 
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these  Tntaieeses  are  still  in  tlie  employ  of  the  defendant  or  its 
suooassor.    So  far  as  any  discharge  of  the  duties  of  tKese  wit- 
nesses to  their  employer  is  ooDoemed^  I  think  that  their  testi- 
mony, at  best^  was  for  the  jury  (0' Flaherty  v.  Nassau  Electric 
R.  B.  Co.,  7  Am,  Electl.  Cas.  636,  34  App  Div.  74 ;  Volkmar 
V.  Manhattan  B,  Co,,  134  N.  Y.  418),  for  though  the  car  was  not 
'^inspected"  by  them  previous  to  the  accident^  their  subsequent 
^'inspection"  was  work  which  they  were  employed  to  do^  and  con- 
sequently there  was  reason  for  their  statement  of  a  proper  dis- 
charge thereof,  which  made  their  credibility  a  question  for  the 
jury.     Michigan  Carbon  Works  v.  Schady  38  Hun,  72;  Des 
Marets  v.  Leonard  &  Co.,  12  Misc.  Bep  81;  Brown  v.  Jaanes, 
9  App.  Div.  139 ;  McElwain  v.  Erie  B.  Co.,  21  Wkly.  Dig.  21. 
After  these  propositions^  the  learned  counsel  for  the  appellant 
argues  that  inasmudi  as  it  is  ^'conclusively  shown"  that  the 
defects  were  in  the  controller  box,  and  as  there  was  evidence  that 
the  particular  controller  box  was  inspected  on  the  morning  of  the 
accident,  and  that  there  was  no  visible  injury  or  sign  of  defect, 
therefore  there  can  be  no  negligence  brought  home  to  the  de- 
fendant   The  vice  in  this  ajgument  is  that  it  ignores  the  theory 
of  the  plaintiff  which  was  supported  by  evidencei    This  theory 
is  that  the  accident  was  due  to  the  fact  that  the  insulation  of  the 
electrical  wires  of  equipment  had  become  defective^  and  that  in 
oonsequenoe  there  was  a  '^short  circuit,"  which  caused  the  fire 
in  the  first  instance.     The  defendant's  witness^  GcHey  testified 
that  ''Short  circuit  is  where  two  wires  have  worn  against  one  an- 
other inside  of  the  hose,  worn  through  so  that  the  wires  are  naked 
and  come  in  contact    That  is  the  result  of  defective  insulation." 
The  cables  were  affixed  underneath  the  car  so  that  they  were  ex- 
posed to  dampness  and  to  moisture^,  and  so  that  they  came  in 
contact  with  rain  or  snowi    It  was  shown  that  if  wet  or  damp 
ness  penetrated  the  hose  it  tended  to  wear  away  the  insulating 
material,  and  also  that  the  vibration  and  jar  of  the  oar  oaosed 
attrition  which  tended  to  wear  away  the  insulating  medium^  and 
that  both  high  temperature  and  moisture  were  also  effective 
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causee  of  deporeaiation.     Theore  waa  no  substantial  dispute  of 
those  theories  by  the  defendant's  witnesses,  and  of  those  wit- 
nesses, Cole  and  livennore  admitted  that  if  the  fire  and  flames 
first  appeared  unidemeath  the  car  on  the  rear  thereof,  and  then 
on  the  sides  and.  on  the  front,  the  fire  might  be  due  to  some  deK 
feet  in  the  wiring  of  these  underneath  cables.    The  learned  trial 
justice  asked  the  defendant's  witness.  Cole,  "If  anything  was  on 
fire  in  the  bottom  of  the  car,  it  would  indicate  that  there  wad 
some  trouble,  further  on,  beyond  the  motor  box,  beyond  the  fuse, 
would  it  ?    A,  Yes,  sir.    ...    If  the  insulation  was  off,  you 
could  set  the  car  on  fire  underneath  ?    A.  Yes.    Q.  If  the  car 
started  on  fire  underneath,  you  could  have  fire  both  at  the  rear 
and  front  if  the  insulation  of  the  cable  was  defective.'*    Pro- 
fessor Sheldon,  of  the  Polytechnic  Institute,  and  Mr.  Baussert^ 
the  plaintiff's  experts,  positively  testified  in  answer  to  a  hypo- 
thetical question  that  fairly  stated  the  case,  that  defective  insu* 
lation  was  the  only  specific  cause  of  this  disaster.    Hence,  there 
was  evidence  for  the  jury  to  determine  whether  the  accident 
was  due  to  defective  insulation  of  the  cable  underneath  this  car; 
and,  theref orei,  fairly  arose  the  question  whether  the  defendant 
had  exercised  due  care  in  the  inspection  thereof.     Professor 
Sheldon  testified  that  any  depreciation  in  the  quality  of  insular 
tion  could  be  found  by  a  weekly  application  of  the  magnetometer 
test  made  by  one  man  in  fifteen  minutes ;  that  it  was  a  practical 
test  for  insulation  beginning  to  wear  away,  so  that  considerable 
time  might  intervene  the  discovery  of  defect  and  the  actual 
danger.    Mr.  Baussert  testified  that  the  volt  meter  test  would 
show  defective  insulation.    Mr.  Cole,  shop  foreman  in  charge  of 
the  electrical  depot  at  the  Fifty-eighth  street  station,  called  by 
the  defendant,  testified :  '7f  we  wanted  to  detect  the  defective 
insulation  in  the  cable  having  the  wires  together,  we  would  test 
them,  the  identical  wires,   test  them   with    a   magnetometer. 
•    •    •    We  wiottld  not  do  it  unless  trouble  arose  in  that  point 
The  magnetometer  test  is  the  standard  test  to  ascertain  defective 
insulation,  that  is  in  a  cal^e — for  the  short  circuit  in  a  cable. 
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.    •    •    We  never  make  any  test  except  after  the  caxs  ane  wired 
there  is  need  of  inspection  to  make  a  test  if  vre  are  looking  for 
troubla"    He  also  testified  that  he  had  seen  the  volt  meter  test 
in  ViBBf  that  it  was  a  common  test  known  thorooghly  to  railroad 
men,  and  that  ^^ahort  circuit"  is  discovered  by  the  nse  of  these 
two  tests,  and  that  this  test  with  the  magnetometer  was  only 
made  once  in  the  spring  of  the  year.    He  said  further  that  the 
volt  test  would  show  the  wearing  away  of  the  rubber  insulation 
due  to  the  vibration  of  the  cars  or  to  the  dampness  of  the 
weather,  even  though  the  wires  were  not  fully  exposed.    The  de- 
fendant called  its  journeyman,  Johnson,  who  testified  that  he 
tested  the  cable  of  the  cars  on  the  morning  of  the  accident,  and 
that  it  was  in  order.    He  says  that  he  looked  at  it  ''for  damp- 
ness," ran  his  hand  over  it,  examined  the  leads  in  the  cable;, 
looked  where  the  cable  is  liable  to  wear  or  bum  off,  and  found 
everything  all  right    He  oould  not  see  through  the  canvas  holes, 
but  he  oould  feel  any  external  dampness.    He  did  not  pretend 
to  know  the  effect  of  dampness  "getting  on"  the  hose.     "I  felt 
it,"  he  says,  "just  to  see  if  it  was  damp,  that  is  alL"    "Q.  Just 
out  of  curiosity  to  see  if  you  had  a  wet  hose?    A.  Yes,  I  do 
that  There  is  something  the  noiatter  when  this  thing  gets  damp, 
if  soaked  in  water."     "Q.  By  feeling,  you  found  the  exterior 
of  the  hose  dry  ?    A.  Yes,  sir.     Therefore,  everything  was  all 
right     I  never  did  see  any  other  test  applied  to  ascertain  as  to 
the  insulation  besides  putting  your  hand  cm  the  hose,     i  have 
seen  testing  machines."    Here  was  testimony  of  standard  tests 
(known  to  all  railroad  men)  that  would  detect  any  defective 
insulation  in  time  to  avoid  all  danger,  and  that  could  be  applied 
by  one  man  in  fifteen  minutes,  that  would  reveal  any  occult  de- 
preciation in  insulation,  met  by  evidence  that  a  journeyman 
had  made  an  inspection  by  looking  and  placing  his  hand  on  the 
cable  for  dampness.    Dampness  might  have  lodged  within,  and 
attrition  might  also  have  worn  the  insulation  away.     On  that 
very  morning,  though  the  cable  may  not  have  been  aatwurdly 
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worn  away,  nor  externally  damp,  insulation  might  Lave  depreh- 
ciated  to  the  point  that  fire  and  flame  were  ready  to  burst  out. 
Can  it  be  said,  as  matter  of  law,  that  the  inspection  of  Johnson, 
coupled  with  the  standard  tests  applied  ^'in  the  spring,"  freed 
the  defendant  from  the  province  of  the  jury  ?  In  Palmer  v.  D. 
&  H.  C.  Co.,  120  N.  Y.  170,  177,  the  court  held  that  "the  appar- 
ent necessity  for  frequency  of  examination  is  somewhat  depend- 
ent upon  the  liability  to  impairment  and  the  consequences  which 
may  be  apprehended  as  the  result  of  defective  condition.  But 
whether  the  system  and  the  manner  of  its  execution  are  all  that 
may  be  required  of  the  carrier  cannot  be  measured  by  any  rule 
of  law  to  be  applied  by  the  court  It  must,  in  view  of  the  cir- 
cumstances appearing  by  the  evidence,  be  one  of  fact  for  the  jury 
to  determine  upon  proper  instructions  relating  to  the  degree  of 
care  imposed  upon  the  company;  and  while  it  is  true  that  the 
question  of  fact  so  presented  is  somewhat  speculative,  in  the 
sense  that  it  is  not  measured  by  any  definite  rule,  it  must,  never- 
theless, become  a  matter  of  judgment  to  be  expressed  by  the  jury 
and  founded  upon  the  evidenca" 

Defendant's  witness,  Arnold,  who  inspected  all  of  the  cars^ 
was  asked  on  cross-examination:  "How  many  cripples  a  day 
come  into  your  depot  of  these  Nassau  cars  ?  Mr.  Oeland :  I  sub- 
mit that's  an  improper  question  unless  this  is  shown  to  be  the 
same  kind  of  a  car.  (Objection  overruled.  Defendant  excepts. ) " 
It  is  now  urged  that  the  sole  purpose  of  the  question  was  to  prej- 
udice the  jury.  The  term  "cripples"  was  taught  to  the  plaintiff's 
counsel  by  the  witness,  who  said :  "I  don't  inspect  only  those  cars 
that  come  in  as  crippled."  The  learned  counsel  for  the  defend- 
ant argues  that  the  question  was  not  germane  to  test  the  memory 
of  the  witness  because  he  had  made  a  written  memorandum  at 
the  time  and  was  "practically  testifying  from  that  memoran- 
dum." He  did  claim  that  he  had  made  a  memorandum,  but  he 
never  produced  it.  It  api)ears  that  a  considerable  number  of 
crippled  oars  came  into  the  shops  every  day ;  that  eight  months 
had  elapsed  between  the  time  of  the  accident  and  the  trial,  and 

VOL.  VII — 44. 
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that  the  attention  of  the  witness  was  first  called  to  this  car  when, 
he  went  on  the  stand.  It  was  entirely  competent  on  cros&^xami- 
nation  to  test  the  mamoiy  of  the  witness  as  to  that  particular 
car,  and,  to  that  end,  to  ascertain  how  many  cars  passed  under 
his  observation  every  day. 

It  is  contended  that  the  court  erred  in  charging  the  jury  as  to 
the  d^ree  of  the  care  resting  upon  the  defendant  The  learned 
court  had  charged :  ^'A  railroad  company  is  not  the  insurer  of  the 
safety  of  passengers,  but  its  servants  are  boxmd  to  do  all  that 
man  can  do  in  the  way  of  vigilance  to  protect  them.  They  are 
bound  to  provide  the  most  safe  appliances  and  to  use  the  highest 
degree  of  care  to  see  that  the  appliances  do  not  get  out  of  order 
after  they  are  put  in  use.  Now,  there  are  but  very  few  things  in 
the  world  that  do  not  wear  out  in  time;  but  the  defendant's  duly 
was,  as  I  have  told  you,  to  use  the  very  highest  degree  of  care, 
prudence  and  vigilance  in  seeing  to  it  that  the  electrical  appli- 
ances in  use  on  the  car  did  not  get  out  of  order,  and  so  endanger 
the  safety  of  passengers."  At  the  close,  the  learned  counsel  for 
the  defendant  made  this  request :  ^'I  ask  the  court  to  instruct  the 
jury  that  the  care  required  of  the  defendant  is  not  extraordinary 
care,  but  only  the  care  that  is  necessary  in  reference  to  the  use 
of  the  appliances  and  the  danger  incident  to  their  becoming  out 
of  order.  The  Court :  That  is  true ;  in  the  useof  motive  power  like 
electricity,  power  of  such  appalling  possibilities,  it  should  be  a 
very  high  degree  of  care.  Mr.  Oeland :  I  except  to  the  modifi- 
cation, and  to  the  refusal  of  the  court  to  charge  as  required." 
The  learned  counsel  says  the  proof  in  the  case  was  '^that  the 
result  of  a  finger  burning  out  in  the  controller  was  usually  a 
flash  of  flame,  of  fire,  from  six  inches  to  a  foot  high.  .  .  . 
We  submit  that  the  care  required  should  be  commensurate  with 
the  danger  to  be  anticipated,  and  that  as  to  the  controller,  that 
the  care  required  would  be  only  ordinary  care  commensurate 
with  the  result  to  be  expected  from  the  appliance  coming  out 
of  order."    But  the  theory  of  the  plaintiff  was  not  that  a  flash 
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leaped  up  from  the  controller,  but  that  the  car  was  first  on  fire  as 
the  result  of  the  defective  insulation  of  the  cables  at  the  bottoon 
of  the  car,  and  that  the  burning  of  the  controUeir  was  merely  an 
incident  tx>  the  flame  and  fire  that  enveloped  the  entire  car. 
Even  assuming  the  proposition  sound,  there  was  no  limitation  in 
the  language  of  the  request,  and  so  the  criticism  wholly  disre- 
gards a  vast  deal  of  testimony  in  the  case  that  substantiates  the 
theory  of  the  plaintiff.  The  learned  counsel  himself  writes  in 
another  part  of  his  points:  ''The  rule  as  to  inspection  we  under- 
stand to  be  a  high  degree  of  care  to  keep  the  appliances  and  runr 
ning  gear  of  the  cars  in  order.  Stierle  v.  Union  Railroad  Gomr 
pany,  156  X.  Y.,  page  74,  and  motion  for  rehearing,  page  684 ; 
Palmer  v.  D.  &  H.  C.  Co.,  120  N.  T.  174."  I  assume,  then, 
that  the  objection  of  the  learned  counsel  is  to  the  word  "very." 
In  view  of  the  charge  considered  in  the  opinion  of  Mr.  Justioe 
WiLLABD  Baetlett,  in  Koehne  v.  N.  Y,  &  Queens  County  R. 
Co.,  32  App.  Div.  419,  421 ;  affd.,  166  K  Y.  603,  I  think  that 
Mr.  Justice  Mabean  was  warranted  in  the  expression  now  criti- 
cized. The  decision  in  that  case  is  a  sufficient  statament  of  my 
reasons. 

The  learned  counsel  for  the  appellant  asked  the  court:  '1  ask 
your  honor  to  chaige — ^this  is  a  modification  of  the  charge 
already  requested — if  they  believe  that  the  railroad  company 
used  care  in  the  selection  of  the  controller  in  this  case,  and  in- 
spected the  same,  and  that  the  inspection  was  sufficient  under 
ordinary  circumstances  and  commensurate  with  the  dangers 
incident  to  its  use,  even  if  it  did  blow  out,  they  should  find  for 
the  defendant,  if,  in  the  exercise  of  that  care,  they  believe  the 
defect  could  not  have  been  discovered."  The  court  declined, 
under  exception,  and  very  properly  declined,  inasmuch  as  here 
was  a  request  that,  in  effect,  entirely  ignored  the  theory  of  the 
plaintiff,  namely,  that  the  fire  was  due  to  defective  insulation 
and  started  at  the  bottom  in  the  rear  of  the  car,  and  that  it  was 
not  primarily  due  to  the  controller  or  to  any  defect  therein. 
The  learned  coimsel  did  not  limit  his  request  by  the  supposition, 
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if  facts  showed  that  the  cause  of  the  fire  was  the  controller  alone, 
or  defects  therein,  or  that  it  was  confined  thereta 

The  judgment  should  be  aflBrmed,  with  costs. 

Sewell^  J.,  taking  no  part 

Judgment  and  order  unanimously  affirmed,  with  costs. 


Note. — See  note  2  at  end  of  Part  III. 


Mary  A.  Buckbee,  Respondent,  v.  The  Third  Avenue  Rail- 
road CoMPAirr,  Appellant 

NetD  York  Supreme  Courts  Appellate  Division^  Second  Department^  Oct<h 

her,  1901. 

(04  A  pp.  Div.  360.) 

INJUBT  BT  SHOCK  TO  PASSENGEB  LEAVING  TROLLEY  CAB. 

Plaintiff,  while  riding  in  an  underground  trolley  electric  street  r&ilway 
car,  became  alarmed  at  the  sight  of  flames  shooting  from  the  con- 
troller box,  and  left  the  car.  In  stepping  on  or  over  the  metal  door- 
sill,  she  felt  a  shock,  a  numbness  and  stinging  sensation  in  feet  and 
limbs  and  severe  pain  in  the  back.  Three  physicians  who  examined  the 
plaintiff,  testified  that  her  condition  might  have  been  caused  by  an 
electric  shock,  and  one  that  it  probably  was  so  caused.  Plaintiff  was 
in  perfect  health  previous  to  the  accident.  The  flames  extended  the 
length  of  the  car,  and  were  preceded  by  a  loud  report.  Held,  suflldent 
prima  facie  evidence  to  establish  the  fact  of  injury  by  electric  shock. 

Appeal  by  defendant  from  judgment  of  Supreme  Court, 
Westchester  County,  entered  upon  a  verdict,  and  from  order 
denying  motion  for  new  trial  upon  the  minutes. 

Eugene  Treadwell  {Henry  L.  Scheuerman,  with  him  on  the 
brief),  for  the  appellant. 

8,  S.  Whitehovse,  for  the  respondent. 
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HiBscHBEBG^  J.  *.  The  plaintiff's  judgment  was  recovered  for 
damages  alleged  to  have  been  sustained  while  she  was  a  passen- 
ger on  defendant's  road.  She  was  on  a  south-bound  car  on  Third 
avenue,  and  as  it  approached  One  Himdred  and  Twenty-first 
street  she  became  alarmed  at  the  sight  of  flames  shooting  from 
the  controller  box  and  left  the  car.  In  stepping  on  or  over  the 
metal  door  sill  at  the  rear  of  the  car  she  claims  to  have  received 
an  electric  shock,  resulting  in  the  condition  of  injury  of  which 
she  ooonplains. 

The  learned  counsel  for  the  appellant  earnestly  insist  that 
there  is  no  evidence  in  the  case  that  she  received  an  electric 
shock.  There  is  evidence  from  which  the  jury  might  legitimately 
draw  that  inference.  She  was  in  perfect  health  and  vigor  at  the 
time.  She  had  no  previous  accident  and  no  previous  disease  oc- 
casioning any  of  the  syuiptoius  which  appeared  immediately 
after  the  occurrence  and  which  have  since  continued.  The  car 
was  operated  by  electricity  communicated  from  underground, 
and  one  witness  testified  that  the  flames  extended  beneath  the 
car  its  entire  length.  The  appearance  of  the  flames  was  pre- 
ceded by  a  loud  report  or  explosion.  Another  witness  testified 
that  the  flames  started  in  front  and  went  underneath  the  car, 
burning  a  long  while.  The  plaintiff  testified  that  as  she  was 
stepping  through  the  doorway  she  felt  a  "shock"  in  her  feet, 
and,  to  quote  her  words,  "a  numbness  and  a  stinging  sensation 
in  my  feet  as  I  was  about  to  go  out  of  the  door  of  the  car.  I 
felt  that  sensation  in  the  soles  of  my  feet;  it  extended  up  my  legs 
up  above  the  knee ;  it  was  a  stinging,  prickly  sensation  in  the  feet 
and  numbness  in  the  limbs,  and  I  experienced  severe  pain  in  the 
back,  the  lower  region  of  the  spine."  A  physician  who  examined 
her  within  two  hours  of  the  occurrence  testified  in  detail  to  her 
condition  at  the  time,  and  further  testified  that  an  electric  shock 
received  under  the  circumstances  narrated  by  the  plaintiff  was 
adequate  to  cause  it.  On  cross-examination  he  testified  that, 
while  a  blow  or  any  injury  in  the  lumbar  region  might  also  be  an 
adequate  cause,  he  found  no  marks  or  evidence  of  such  a  blow  or 
injury,  and  that  in  his  opinion  "if  the  lady  received  no  electri- 
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cal  shock  wkateoever,  she  probably  would  not  have  been  in  the 
condition  that  she  is."  On  direct  examination  he  stated  that^ 
assuming  the  plaintiff  to  have  been  strong  and  healthy  on  the 
day  of  the  accident^  having  received  no  previous  injury,  and 
having  then  experienced  the  sensations  described,  he  could  not 
tell  how  the  condition  in  which  he  found  her  was  occasioned 
unless  it  came  from  the  electric  current  Two  other  physicians 
who  examined  the  plaintiff  gave  evidence  of  the  existence  of 
permanent  injury  which  they  said  an  electric  shock  received  at 
the  time,  under  the  circumstances,  and  accompanied  by  &e 
sensations  described  by  her,  would  be  sufficient  to  produce. 

There  was  no  medical  or  other  expert  evidence  to  the  contrary. 
This  was  abundantly  sufficient  to  establish  a  prima  facie  case 
of  injury  resulting  from  electric  shock.  The  plaintiff's  state- 
ment that  she  experienced  a  shock  accompanied  by  the  sensaticxis 
which  she  described  is  certainly  some  evidence  that  it  was  an 
electric  shock,  especially  in  view  of  the  fact  that  at  the  time 
there  were  palpable  manifestations  that  in  some  manner  the 
electrical  equipment  of  the  car  had  become  deranged  and  the 
electrical  current  was  obviously  escaping.  The  symptoms  im- 
mediately developed  in  the  plaintiff,  and  the  resultant  perma- 
nent physical  impairment  being  of  such  a  character  as  an  electri- 
cal shock  would  or  could  create,  and  being  ascribable  un- 
der the  circumstances  to  no  other  known  agency,  furnish  ad- 
ditional proof  to  the  same  effect  Whether  the  resulting 
condition  would  of  itself  be  sufficient  proof  of  the  suspected 
cause  is  not  the  question  It  has  often  been  held  that  an 
ascertained  condition  of  suffering  or  disease  may  be  ascribed 
to  a  known  previous  injury  on  proof  that  the  latter  was 
sufficient  to  produce  the  former;  and  the  logic  of  such  de- 
cisions would  probably  warrant  the  conclusion  that  the  exist- 
ence of  the  condition  mi^t  well  be  regarded  as  some  proof  of 
the  necessary  prior  injury,  especially  where  the  circumstanceB 
of  the  case  exclude  every  other  origin.  As  was  said  by  the  court 
in  Matteson  v.  New  York  Central  Railroad^  85  N.  Y.  487,  490: 
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'^AssTimiiig  that  the  witnesses  were  truthful^  and  that  their  testi- 
mony established  the  fact  that  Mrs.  Matteson  was  suffering  from 
an  affection  of  the  spinal  oolnmn.  which  tended  to  paralysis^  it 
waa  impossible  to  prove,  by  direct  evidence,  and  with  absolute 
ceortainly,  from  what  cause  the  affection  proceeded.    Something 
was  necessarily  left  to  inference;  not  a  merely  speculative;,  but 
a  rational  inference,  based  upon  all  the  circumstanceB  of  the 
casa    The  testimony,  including  that  of  the  physicians,  author- 
ized the  juiy  to  find  that,  previously  to  the  accident,  Mrs.  Matte- 
son  was  free  from  a  disease  of  the  spine,  tending  to  paralysis ; 
that,  immediately  thereafter^  a  disesBC  of  that  nature  began  to 
be  exhibited,  and  was,  subsequently,  manifested  in  increased 
force  until  the  time  of  the  trial ;  that,  on  the  occasion,  of  the  ac- 
cident, she  received  a  jar  or  blow  that  was  sufficient  to  produce 
such  disease ;  and  thai  no  other  cause  was  shown  to  which  it  covHd 
he  reasonably  ascribed.    If  the  juiy  were  satisfied  of  the  truth 
of  these  positions,  they  were  fully  authorized,  if  not  required, 
to  find  that  the  plaintiff's  hypothesis,  respecting  the  nature  and 
effects  of  the  injuiy  produced  by  the  accident,  waa  correct"  See^ 
also,  Turner  v.  City  of  Newburgh,  109  N".  T.  801,  808 ;  Stonier 
V.  Mamhaitan  Railway  Company,  127  id.  661,  665;  Keane  v. 
Village  of  Waterford,  180  id.  188 ;  Quinn  v.  O'Keeffe,  9  App. 
Div.  68. 

What  has  been  said  disposes  of  most  of  the  objections  raised 
in  opposition  to  the  hypothetical  questions  permitted  by  the 
court  to  be  asked  the  medical  witnesses.  Other  objections  have 
been  examined  and  found  not  well  taken,  or  not  applicable  to 
any  inaocunuy  which  may  have  been  exhibited  in  the  framing 
of  iSie  questions.  It  also  serves  to  distinguish  the  case  from 
Mitchell  V.  Rochester  Ry.  Co.,  151  N.  Y.  107,  wherein  it  was 
held  that  there  can  be  no  mental  shock  unconnected  with  a  direct 
physical  attack.  Assuming  that  the  doctrine  of  that  case  is  ap- 
plicable to  a  common  carrier  engaged  in  the  actual  transporta- 
tion of  a  passenger  for  hire,  the  shock  occaaioned  by  contact  with 
an  electric  current  must  be  regarded  as  a  direct  physical  and 
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personal  assault  for  which  a  n^ligent  defendant  may  be  held 
liabla  Besides,  the  jury  was  instructed  that  there  could  be  no 
recovery  for  mere  fright,  or  for  its  consequences. 

The  defendant's  negligence  was  not  only  established  by  the 
evidence  already  reverted  to,  but  also  by  proof  that  the  phenome- 
non described  could  not  have  existed  if  the  electrical  appliances 
of  the  car  were  in  proper  shape.  There  was  evidence  that  the 
car  after  the  accident  was  used  the  same  day  on  four  through 
trips  without  further  harm,  but  there  was  no  evidence  of  any 
subsequent  inspection,  and  no  direct  evidence  that  it  was  not  out 
of  order.  Under  these  circumstances  the  positive  evidenice  was 
not  sufficient  to  justify  the  assumption  that  the  defendant  was 
free  from  blame  as  matter  of  law.  The  question  of  the  defend- 
ant's negligence,  and  all  other  questions  arising  in  the  case,  were 
submitted  to  the  jury  in  a  charge  that  was  thorough,  fair,  accu- 
rate and  impartial,  to  which  no  exception  was  taken  by  the  de- 
fendant 

The  judgment  and  order  should  be  affirmed. 
Present:  Gk>ODKicH^  P.  J.,  Woodwaed,  Hibschbebq^  Jenks 
and  Sewell,  JJ. 

Judgment  and  order  unanimously  affirmed,  with  costs. 


Note. — See  note  2  at  end  of  Part  III. 


Miles  v.  The  Postal  Tel.  Cable  Co. 
Setzleb  v.  Same. 

South  Carolina  Supreme  Court,  June  28,    1899. 

(66  S.  C.  403.) 

Injury  to  building  by  lightning  conveyed  by  telegraph  wires. 

In  an  action  based  upon  the  destruction  of  a  store-house  and   its  con- 
tents by  lightning,  it  being  charged  that  the  electric  current  was  oon- 
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ducted  to  the  building  along  a  telegraph  wire  which  the  defendant  neg- 
ligently allowed  to  come  in  contact  with  the  building,  held: 

That  the  question  whether  the  fire  was  due  to  the  negligence  of  the  tele- 
graph company,  or  was  an  act  of  €k>d,  was  properly  submitted  to  the 
jury. 

That  the  trial  judge  properly  refused  to  charge  the  jury  that  the  plaintiff 
could  not  recover  if  he  erected  his  building,  though  upon  his  own  land, 
dangerously  near  the  telegraph  appliances. 

That  the  court  properly  refused  to  charge  that  the  plaintiff  was  bound 
to  exercise  the  same  prudence,  diligence  and  care  in  the  erection  of  hlB 
building  as  was  the  defendant  in  the  erection  of  its  lines  in  the  streets. 

Certain  requests  to  charge  held  properly  refused  as  having  no  application 
to  the  case. 

Certain  instructions  to  the  jury  held  not  to  be  charges  on  the  facts. 

Case  of  this  series  cited  in  opinion:  Mitchell  v.  Charleston  Light  d  Power 
Co,,  vol.  6,  p.  244. 

Appeal  by  defendant  below. 

Mordecai  £  Oadsden,  for  appellant 

Oraham  &  Nelson,  for  respondents. 

Pope,  J. :  The  foregoing  actions,  though  separate  and  distinct, 
involve  practically  the  same  questions,  and  will  be  disposed  of 
together ;  for  the  plaintiff  Miles  owned  the  building  in  whidi  was 
stored  the  goods  of  the  plaintiff  Setzler,  which  building  and  stock 
of  goods  were  destroyed  by  the  same  fire  on  the  night  of  the  20th 
of  June,  1897,  and  which  said  fire  both  plaintiffs  allied  was 
communicated  through  one  of  the  telegraph  wires  which  the  de- 
fendant carelessly  and  negligently  permitted  and  allowed  to  be- 
come loose  on  one  of  the  insulators  attached  to  the  telegraph  pole 
just  in  front  of  the  storehouse  of  the  plaintiff  Miles,  thereby 
causing  said  telegraph  wire  to  sag  and  fall  upon  a  frame  at- 
tached to  the  front  of  said  storehouse,  and  convey  a  current  or 
currents  of  electricitv,  bv  which  said  storehouse  and  said  stock 
of  goods  were  burned  and  destroyed  to  the  damage  of  the  plaintiff 
Miles  $300,  and  to  the  damage  of  the  plaintiff  Setzler  $500. 
The  defendant's  answer  set  up  the  defense  that  it  was  author- 
ized, under  an  Act  of  Congress  passed  in  1866,  and  subsequent 
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amandmants  thereto,  to  construct  its  lines  of  tel^grapli  upon 
highways  and  post  roads  of  the  United  States,  of  whidi  high- 
ways and  post  roads  it  claims  the  road  in  Lexington  oounty,  State 
of  South  Carolina,  wherein  its  telegraph  line  was  located  in 
front  of  the  storehouse  of  the  plaintiff  Miles,  to  be  one,  and  that 
the  said  defendant,  the  Postal  Telegraph  Cable  Company,  was 
operating  under  the  interstate  commerce  provision  of  the  United 
States  constitution,  having  its  lines  of  telegraph  leading  frcmr 
other  States  to  the  west  of  South  Carolina  through  said  State  of 
South  Carolina  to  other  States  on  the  east  of  said  State  of  South 
Carolina.  It  denied  all  the  all^ations  of  fact  embodied  in  the 
complaint  It  set  up  two  other  affirmative  defenses:  First,  that 
the  fire  whidi  occasioned  the  loss  to  plaintiff  was  the  act  of  Qod ; 
second,  that  plaintiffs  were  guilty  of  contributory  negligence, 
by  reason  of  building  such  storehouse  so  dose  to  defendant's 
telegraph  line  that  such  structure  and  building  encroadied  upon 
the  post  road  and  highway  whereon  the  defendant  had  already 
oonstructed  its  telegraph  line.  Both  sides  to  the  controversy 
introduced  testimony  at  the  hearing  before  Judge  Ebnest  Gabt 
and  jury  at  the  September  Court  of  Common  Pleas  for  Lex- 
ington county.  A  verdict  was  rendered  in  each  action  for  the 
plaintiff.     The  defendant  now  appeals  in  each  case. 

The  ninth  exception  questions  the  ruling  of  his  honor,  the 
Circuit  judge,  whereby  he  refused  to  allow  the  admission  in  evi- 
dence of  the  rule  of  the  Society  of  American  Electrical  Engi- 
neers concerning  ihj&  construction  of  wires.  The  record  dis- 
closed that  the  defendant  had  an  electrician  as  an  expert,  who 
testified  as  to  the  construction  of  wires,  and  was  asked  to  tes- 
tify from  a  book  as  to  the  tensile  strength  of  No.  10  wires, 
and  such  testimony  was  admitted  without  question.  This  wit- 
ness was  a  member  of  this  Society  of  American  Electrical 
Engineers.  It  nowhere  appears  in  the  record  that  there  was 
anything  in  these  rules  which  defendant  wished  to  have  spread 
before  the  court  Unless  some  purpose  of  a  material  character 
was  manifested,  whereby  the  admission  in  evidence  of  these 
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rules  of  the  Society  of  American  Electrical  Engineers  was  ren- 
dered necessary,  we  are  not  able  to  see  how  the  defendant  has 
been  injured  by  tlds  ruling  of  the  Circuit  judge.  This  excep- 
tion is  therefore  overruled. 

The  eleventh  exception  complains  that  the  witness  Leis  Long- 
ford, who  was  the  county  supervisor  of  Lexington  county,  in 
the  State  of  South  Carolina,  and  as  sux^  officer  had  control  of 
all  the  highways  and  public  roads  of  such  county,  was  allowed 
to  testify  that  the  telegraph  line  of  the  defendant  was  not^  in 
front  of  plaintiff  Miles'  storehouse,  on  a  public  road  or  high- 
way. We  cannot  see  how  there  could  be  any  objection  to  this 
testimony,  especially  in  view  of  the  further  facts  that  the  pub- 
lic did  not  work  the  road  in  question,  and  that  it  had  been 
used  only  for  a  few  years,  being  opened  by  private  parties  for 
their  own  convenienca     Let  the  exception  be  overruled. 

All  the  remaining  exceptions  relate  to  alleged  errors  of  omis- 
sion or  commission  of  the  Circuit  judge  in  his  charge  to  the 
jury.  Let  the  chaige  of  the  Circuit  judge  be  reported.  The 
first  exception  imputes  error  to  the  Circuit  judge  because  he 
used  this  language  in  his  charge:  '^as  the  fire  due  to  that 
cause  [because  the  defendant  carelessly  and  negligently  allowed 
one  of  its  wires  attached  to  the  telegraph  pole  in  front  of  plain- 
tiff's store  to  become  detached  from  a  defective  insulator,  and 
to  swag  and  fall  upon  the  frame  in  front  of  the  plaintiff's  store, 
and  thereby  convey  a  current  of  electricity  to  the  plaintiff's 
store,  which  caused  it  to  ignite  and  bum  down],  or  was  the 
fire  due  to  an  act  of  God  ?  And,  in  determining  this  issue,  you 
will  determine  whether  the  storm  caused  the  wire  to  break  by 
reason  of  the  fact  that  the  store  was  on  fire  and  heated  the  same, 
and  caused  it  to  break  and  become  defective,  or  whether  the 
wiret,  by  reason  of  the  defects  complained  of,  caused  the  store 
to  ignite," — ^in  that,  in  using  the  language  herein  quoted,  his 
honor  charged  upon  the  facts.  We  understand  that^  in  this 
charge  of  the  Circuit  judge,  he  merely  stated  the  issue  between 
these  contending  parties,  and  that  in  so  stating  the  issue  the 
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attention  of  the  jury  was  called  to  the  requiiements  of  the  law 
in  correctly  determining  such  issue  by  the  testimony.  The 
Circuit  judge  did  not  undertake  to  state  the  testimony  in  that 
part  of  his  charge  here  construed.  The  plaintiff  contended  in 
his  complaint  that  the  fire  which  consumed  his  storehouse  was 
communicated  through  a  defective  telegraph  wire  which  led  a 
current  or  currents  of  electricity  thereto.  The  defendant  did 
not  deny  in  its  answer  that  the  storehouse  and  the  stock  of  goods 
therein  were  destroyed  by  fire,  but  insisted  that  the  fire  was 
cononunicated  to  the  store  by  an  act  of  God,  for  which  it  was  in 
no  wise  responsible.  Such  being  the  case,  and  especially  iu 
view  of  the  requests  of  the  defendant  to  the  Circuit  judge  for 
his  charge  to  the  jury  which  was  charged,  we  do  not  think  that 
the  Circuit  judge  charged  upon  the  facts,  in  violation  of  the 
mandate  of  the  constitution.     This  exception  is  overruled. 

The  next  allegation  of  error  consists  in  the  refusal  of  the 
Circuit  judge  to  charge  "that  if  the  jury  find  that  the  plaintiff 
herein  purchased  the  land  upon  which  the  building  in  question 
was  situated,  subsequent  to  the  completion,  or  erected  the  build- 
ing subsequent  to  the  completion,  of  the  said  lines  by  the  de- 
fendant, and  placed  the  building  so  that  it  encroached  upon  the 
line  of  tlie  defendant's  poles  and  wires,  and  too  near  to  the 
same,  then  I  chaige  you  that  the  plaintiff  contributed  to  the 
allied  injury  complained  of,  and  is  not  entitled  to  recover." 
There  was  no  testimony  that  the  building  encroached  upon  the 
line  of  the  defendant's  poles  and  wires.  There  was  no  testi- 
mony that  plaintiff's  storehouse  was  not  upon  his  own  land. 
As  far  as  the  testimony  went  was  that  the  plaintiff's  said  store- 
house was  near  to  and  opposite  a  pole  of  defendant's  whereon 
wires  were  strung.  Such  being  the  case,  the  circuit  judge  had 
no  right  to  charge  a  proposition  covering  an  encroachment  upon 
the  line  of  defendant's  poles  and  wires  by  the  plaintiff.  A  man 
has  the  right  to  the  use  of  his  own  property — ^which  means  every 
part  of  it ;  and  such  proprietor  is  not  to  be  stigmatized  as  en- 
croaching upon  the  line  of  poles  and  wires  of  a  tel^raph  oom- 
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pany,  simply  because  he  builds  a  house  on  his  own  land  opposite 
to  a  pole  and  wires  of  a  telegraph  company,  located  on  a  way  or 
road  opposite  to  such  lands  of  a  private  owner.  On  the  con- 
trary, it  behooves  a  telegraph  company,  in  its  legal  UBe  of  a  way 
or  road,  or  even  a  highway  or  post  road,  to  guard  such  use  so  that 
no  injury  shall  result  to  the  property  of  its  owner  which  may  be 
located  opposite  such  telegraph  lines  through  its  negligence  or 
want  of  due  care.  The  circuit  judge  was  right  in  his  denial  of 
this  request,  and  therefore  this  exception  is  overruled. 

The  appellant  next  claims  that  the  circuit  judge  should  have 
charged:  '^(6)  It  is  alleged  on  the  part  of  the  company  that,  if 
this  wire  was  broken,  it  was  in  consequence  of  a  severe  wind- 
storm. Was  it  an  ordinary  day,  such  as  is  liable  to  occur  at  that 
time  of  the  year  ?  Or  was  it  one  that  could  not  be  anticipated  ? 
The  law  does  not  require  impossibilitiee«  If  a  cyclone,  that 
could  not  be  anticipated  or  reasonably  foreseen,  was  the  cause  of 
that  wire  falling,  and  the  company  was  not  negligent  in  allowing 
it  to  remain  there  for  an  unreasonable  length  of  time,  then, 
under  these  circumstances,  it  would  not  be  liable.  But  if  the 
accident  was  due  to  the  wires  being  improperly  erected  or  im- 
properly maintained  in  repair,  or,  having  been  properly  erected, 
were  broken  and  allowed  to  remain  on  the  roadway  an  unusually 
long  time,  then,  if  the  injury  of  the  plaintiff  occurred  under 
those  circumstances,  the  company  would  be  liable  to  compensate 
him  in  damages,  if  such  negligence  was  the  cause  of  the  injury 
for  which  he  sues.  Negligence  is  the  want  of  due  care.  That 
expresses  it  in  few  words.  Negligence  is  the  failure  to  do  what 
a  reasonable  and  prudent  person  would  ordinarily  have  done 
under  the  circumstances  of  the  situation,  or  doing  what  such  a 
person,  under  existing  circumstances,  would  not  have  done ;  the 
essence  of  the  fault  being  either  in  the  omission  or  commission." 
This  request  to  charge  is  taken  from  printed  charge  of  Judge 
Ernest  Gary  in  the  case  of  Mitchell  v.  Light  &  Power  Co.,  (S 
Am.  Electl.  Cas.  244,  45  S.  C.  146.  It  is  admitted  tliat  what 
was  law  four  years  ago  should  be  law  to-day.     A  principle  <  f 


702  AMERICAN  ELECTRICAL  CASES.       [vou  7 


Miles  ▼.  Cable  Ck>. 


law  announced  in  Mitchell  v.  Light  &  Power  Co.,  supra,  should 
be  accepted  in  the  case  at  bar,  with  the  proviso,  however,  that 
the  two  cases  should  be  similar.  Is  the  case  at  bar  similar  to  that 
just  cited  ?  On  the  16th  of  December,  1893,  during  the  preva- 
lence of  a  violent  windstorm,  one  of  the  electric  wires  of  the 
defendant,  the  light  and  power  company,  fully  charged  with 
electricity,  broke^  and  the  two  severed  ends  rested  on  the  gnnind 
in  one  of  the  thoroughfares  of  the  city  of  Charleston,  S.  C.  At 
3  o'clock  P.  M.  the  plaintiff,  Mitchell,  while  passing  throu^  this 
thoroughfare,  was  badly  injured  by  the  fallen  vdre.  The  action 
was  instituted  to  recover  damages  for  such  injuries.  The  plain- 
tiff, Mitchell,  charged  negligence  on  the  part  of  the  defendani^ 
in  that  it  permitted  its  wires,  charged  with  electricity,  to  hang 
suspended  over  the  thoroughfare  of  a  city  so  as  to  become  danr 
gerous  to  passengers  on  the  street,  and  that  the  plaintiff,  a  pas- 
senger, was  seriously  injured,  etc.  The  defendant,  the  li^t  and 
power  company,  joined  issue  on  these  allegations^  and  set  up  the 
defense  of  contributory  negligence  on  the  pairt  of  the  plaintiff, 
Mitchell,  and  also  the  further  defense  that  the  injury  resulted 
from  the  act  of  Ood.  Kow,  the  facts  of  the  case  at  bar  are  dis- 
tinct There  was  no  allegation  in  the  pleadings  nor  in  the  testi- 
mony that  there  was  any  storm  of  wind  on  the  night  of  the  20th 
of  January,  1899,  but  rain  and  lightning.  So,  therefore^,  the 
circuit  judge  would  have  been  in  error  if  he  had  chaiged  as  re- 
quested, because  no  windstorm  or  cyclone  existed  in  the  case  at 
bar  to  break  wires.  Defendant  in  the  case  at  bar  urged  that 
lightning — an  act  of  God — ^is  what  set  fire  to  plaintiff's  property. 
There  was  no  question  in  the  case  at  bar  as  to  what  broke  the 
wires  of  the  telegraph  company.  It  was  either  the  act  of  God  or 
the  burning  of  the  storehouse.  It  was  one  of  the  two.  This  ex- 
ception is  overruled. 

The  fourth,  fifth,  and  sixth  exceptions  are  as  follows: 
'^FourtlL  Because  his  honor  refused  to  charge:  (7)  I  further 
chai^  that  the  law  does  not  require  impossibilities  of  any  per- 
son, natural  or  artificial ;  nor  does  it  require  that  the  defendant 
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Bhould  have  ready  for  servioe  at  every  momeiit^  and  at  eveiry 
point  of  exposure,  an  adequate  f oroe  to  overcome  a  sudden  frac- 
ture of  wire,  or  aay  other  like  casualty,  in  the  shortest  possible 
time.  All  that  it  can  be  required  to  do  in  this  connection  is  to 
maintain  an  efficient  system  of  oversight,  and  tobe  prepared  with 
a  competent  and  sufficient  force,  ready  to  furnish  within  a  rea- 
sonable time  a  proper  remedy  for  all  such  casualties  as  there  is 
reasonable  ground  to  anticipate  might  occur.'  Fifth.  Be- 
cause his  honor  refused  to  charge,  ^(8)  I  further  charge 
you  that>  if  you  find  that  the  wire  fell  from  the  d^ 
femdant's  pole,  the  defendant  was  entitled  to  a  reasona- 
ble time  after  the  falling  of  the  wire  to  repair  it  or 
remove  it;  and,  if  the  jury  find  that  the  injury  to  the 
complainant  occurred  before  the  expiration  of  such  reasonable 
time,  then  the  plaintiff  is  not  entitled  to  recover  anything  in 
this  action.  If  they  removed  or  repaired  the  wire  in  a  reason- 
able time,  and  were  not  negligent  in  allowing  it  to  remain  on  the 
highway,  then  they  would  not  be  liable,  because  want  of  due 
care  would  not  be  established.'  Sixth.  Because  his  honor  refused 
to  charge:  '(9)  I  further  charge  you  if  the  juiy  find  that  if 
between  the  time  when  the  defendant  received  notice  of  the 
bamking  of  the  wire,  if  the  proof  shows  that  they  ever  received 
such  notice,  and  the  time  at  which  the  alleged  injury  occurred, 
there  was  no  reasonable  time  in  which  the  defendant  could  have 
repaired  the  wire  or  could  have  removed  it  out  of  the  way,  then 
their  verdict  must  be  in  favor  of  the  defendant.' "  These  ex- 
ceptions are  substantially  copied  from  the  charge  of  his  honor. 
Judge  Ebnest  Oaby^  in  the  case  of  Mitchell  v.  Light  <6  Power 
Co.,  supra,  and  were  refused,  not  because  the  propositions  em- 
bodied therein  were  not  sound  law,  but  because  such  propositions 
of  law  had  no  connection  with  the  case  at  bar.  In  this  we  think 
the  circuit  judge  did  not  err.  The  exceptions  are  therefore 
overruled. 

The  seventh  exception  is  as  follows :  ^^Seventh.    Because  his 
honor  refused  to  charge:  ^(10)  I  further  charge  you  that  if  you 
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find  tkat  the  def endaiit  in  this  cajse  was  lawfully  upon  the  con- 
tinuation of  Center  Btreet,  either  by  the  fact  of  its  being  a  post 
road  of  the  United  States,  or  upon  the  property  of  John  R. 
Shuler  by  his  permission,  and  that  such  condition  existed  before 
the  plaintiff  could  have,  in  this  case,  either  acquired  the  land  or 
built  the  building  thereupon,  then  no  notice  to  the  defendant 
company  to  remove  its  pole  or  wires  given  by  the  plaintiff  in  this 
action,  if  such  notice  were  ever  given,  can  render  the  defendant 
liable  in  this  case,  because,  the  plaintiff  having  acquired  the 
property  after  the  erection  of  the  defendant's  plant,  it  was  the 
plaintiff's  duty  to  place  his  building  sufficiently  far  from  the  de- 
fendant's plant  to  reasonably  prevent  any  danger  of  accident; 
and  it  was  incumbent  upon  the  plaintiff  to  exercise  the  same  pru- 
dence, diligence,  and  care  in  the  erection  of  his  building  aB  is 
imposed  on  the  defendant  in  the  erection  of  its  lines  on  the  said 
highway.'  "  The  circuit  judge  had  charged  to  the  jury  mudi  of 
this  request  in  charging  defendant's  second  request  to  charge, 
as  wiU  be  seen  from  this  quotation  from  the  charge:  "(2)  If 
the  jury  find  that  the  defendant  in  this  case,  the  Postal  Tele- 
graph Cable  Company,  was  at  the  time  of  the  injuiy  complained 
of,  and  previous  thereto,  a  telegraph  company  duly  incorporated 
and  organized  under  the  laws  of  the  State  of  New  York,  and  that 
it  had  accepted  the  provisions  of  the  Act  of  Congress  of  July 
24,  1866,  and  that  under  the  provisions  of  that  act  and  the  acts 
of  Congress  amendatory  thereof,  it  had  erected  its  poles  and 
wires  along  the  continuation  of  Center  street,  just  outside  of 
the  corporate  limits  of  the  village  of  New  Brookland,  and  that 
the  land  upon  which  it  erected  its  poles  and  strung  its  wires  was 
the  property  of  John  R.  Shuler,  and  that  he  gave  permission  for 
the  erection  of  the  said  line,  and  has  never  revoked  such  permis- 
sion, then  I  charge  you  that  the  defendant  lawfully  erected  its 
lines  upon  said  continuation  of  Center  street,  and  that  it  had  a 
right  to  work  and  operate  said  lines  of  poles  and  wires  upon  said 
continuation  of  Center  street.  I  charge  you  further  that,  if 
this  is  the  land  of  Mr.  Shuler,  whether  he  gave  the  com{>any  per- 
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mission  to  erect  a  telegraph,  line  on  his  land  or  no<t^  if  it  is 
erected  there  and  in  operation,  no  third  party  can  pruiish  the 
tel^raph  line  upon  the  ground  that  it  is  on  land  of  Mr.  Shuler 
without  his  consent.  Mr.  Shuler  is  the  party  to  make  that  ob- 
jection, and  not  the  third  party."  It  will  be  thus  seen  that  the 
oircuit  judge  was  quite  careful  to  cover  the  rights  of  the  defend- 
ant in  his  charge  to  the  jury,  when  the  defendant  asked  the 
judge  to  charge  that  any  ordinary  usage  of  a  man's  property  (by 
which  is  meant  when  no  extraordinary  use  is  made  of  property, 
such  as  a  powder  magazine,  electric  plants  or  some  such  danger- 
ous use),  does  not  necessitate  anything  more  in  such  proprietor 
thaa  a  due  respect  to  the  rights  of  others,  and  oould  not  be  con- 
strued to  mean  that  such  proprietor  of  land,  must  exercise  the 
same  prudence,  diligence,  and  care  as  that  imposed  by  law  upoa 
the  owner  of  an  electric  system-  No  doubt,  this  was  the  circuit 
judge's  view  of  the  matter.    Let  this  exception  be  overruled. 

"Eighth,  Because  his  honor  refused  to  charge:  '(18)  I 
further  charge  you  that  an  injury  that  is  the  result  of  many 
fortuitous  circumstances,  no  one  of  which  can  be  fairly  said  to 
have  been  its  proximate  cause,  is  an  accident^  and  is  not  actioDr 
able.' "  We  think  the  circuit  judge  could  scarcely  be  called 
upon  to  charge  the  jury  upon  the  effect  of  "many  fortuitous 
circumstances"  in  relation  to  the  proximate  cause  of  an  event. 
We  think,  however,  the  circuit  judge  gave  the  jury  sound  propo- 
sitions of  law  when  he  charged,  at  defendant's  request:  "The 
eleventh  I  give  you :  *I  further  charge  you  that  an  injuiy  that 
could  not  have  been  foreseen  or  reasonably  anticipated  as  the 
probable  result  of  an  act  of  negligence  is  not  actionable.'  That  1 
charge  you  to  be  the  law.  The  twelfth  I  give  you :  *I  further 
chaise  you  that  an  injury  that  is  not  the  natural  consequence 
of  an  act  of  negligence,  and  that  would  not  have  resulted  from 
it  but  for  the  interposition  of  a  new  and  independent  cause,  is 
not  actionable.'  "    This  exception  is  overruled. 

Appellant's  next  exception  is:  "Tenth.  Because  his  honor 
erred  in  holding  as  follows:  'The  test  is,  was  that  so  built? 

VOT..  VTI — 45. 
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Would  a  man  of  ordinary  prudence  and  fore6igh,t  and  reason 
build  them  in  the  condition  that  was  ?  Any  rule  that  does  not 
oome  up  to  that  mark  is  not  competent.'  "  We  might  decline  to 
oonsider  this  exception  in  its  present  shape,  but^  inasmuch  as 
it  is  near  the  end  of  appellant's  exceptions,  we  will  pass  upon  it 
As  we  understood  it,  when  the  circuit  judge  was  passing  upon 
the  question  of  the  admissibility  of  the  rule  of  the  Society  of  the 
American  Electrical  Engineers  as  to  the  construction  of  wires, 
etc.,  and  after  he  had  held  such,  testimony  incompetent,  Mr. 
Mordecai,  as  defendant's  attorney,  said:  ^^It  was  not  unusual  or 
improper  to  authorize  these  lines  to  be  built,  and  to  be  as  near 
in  proximity  to  this  building  as  it  was."  Then  it  was  that  the 
circuit  judge  remarked :  "That  would  not  be  the  test  The  test 
is :  Was  that  so  built  ?  Would  a  man  of  ordinary  prudence  and 
foresight  and  reason  build  them  in  the  condition  that  was? 
Any  rule  that  does  not  come  up  to  that  mark  is  not  competent" 
Thus  it  is  made  manifest  that  this  was  no  charge  of  Judge  Gabt 
to  the  juiy.  It  was  more  like  a  running  discussion  between 
lawyer  and  judge  relating  to  the  care  required  of  a  telegraph 
company  in  the  construction  of  its  lines.  And  this  discussion 
was  after  the  judge  had  already  decided  that  such  rules  were  in- 
competent.    Let  the  exception  be  overruled. 

The  last  exception  is  as  follows :  "Twelfth.  Because  his  honor 
erred  in  using  the  following  language :  'I  mean  by  that  this :  If 
a  telegraph  line  is  so  constructed  as  not  to  be  properly  insu- 
lated to  carry  off  a  current  of  electricity,  and  by  reason  of  the  de- 
fect, and  the  close  proximity  to  the  property  of  another,  in- 
duced the  agency  of  any  force,  by  the  act  of  God,  to  destroy  the 
property  (in  this  case,  say,  through  the  careless  management 
or  careless  erection  or  maintenance  of  this  line),  then  the  party 
would  be  responsible, — ^would  be  indirectly  conveying  the  act  of 
God  to  this  particular  property,  under  these  circumstances, — 
in  that,  using  the  language  herein  quoted,  his  honor  charged 
upon  the  facts."  We  cannot  view  the  language  of  the  circuit 
judge  as  in  any  wise  commenting  uf>on  the  testimony  offered. 
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All  he  is  doiiig  in  what  he  says  is  to  illustrate  the  rule  of  law 
governing  tel^raph  companies.  Let  the  exception  be  overruled. 
It  is  the  judgment  of  this  court  that  each  of  the  judgments 
appealed  from  in  the  two  causes  heard  together  be  afllrmed  in 
this  court,  and  that  the  clerk  of  this  court  send  a  remittitur 
down  in  each  entitled  action. 


Note. — See  note  2  at  end  of  Part  III. 


J.  C.  Griffith^  Administrator,  v.  New  England  Tei-ephone 

AND  Telegraph  Company. 

Vermont  Supreme  Court,  Sept,  19,  1900. 

(72  Vt.  441.) 

Death  by  ugiitning  conveyed  over  telephone  wire. 

(Head-note  to  official  report) : 

The  business  of  maintaining  and  operating  a  telephone  line,  as  shown  by 
the  evidence  referred  to  in  the  opinion,  is  one  that  requires  special 
knowledge  and  skill  in  the  construction,  inspection  and  repair  of  the 
line  and  instruments,  and  in  the  use  of  known  and  approved  devices, 
if  any  there  be,  to  guard  against  harmful  effects  to  persons  and  prop- 
erty from  electricity  which  may  be  conducted  over  the  line  and  into 
the  instrument. 

It  follows  that  a  telephone  company,  in  contracting  to  place  and  main- 
tain its  instruments  in  connection  with  its  wires  for  the  use  of  its 
patrons  in  dwellings  and  other  buildings,  in  the  absence  of  stipulations 
to  the  contrary,  is  deemed  to  have  undertaken  to  possess  and  exercise 
special  knowledge  and  skill  in  respect  to  the  maintenance  and  operation 
of  a  telephone  line. 

If,  in  the  exercise  of  the  care  of  a  prudent  man  in  like  circumstances,  a 
telephone  company  has  reasonable  grounds  to  apprehend  that  lightning 
will  be  conducted  over  its  wires  to  and  into  a  house,  in  which  it  has 
placed  one  of  its  instruments,  and  there  do  injury  to  persons  or  prop- 
erty, and  there  are  known  and  approved  devices  for  arresting  or  divid- 
ing such  lightning  so  as  to  prevent  such  injury  therefrom,  then  it  is 
the  duty  of  the  company  to  exercise  due  care  in  selecting,  placing  and 
maintaining  such  known  and  approved  devices  as  are  reasonably  neces- 
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Bary  to  guard  against  accidents  fairly  to  be  expected  to  occur  from 
lightning  when  conducted  into  a  house  over  telephone  wires. 

When  there  is  evidence  to  show  that  an  injury  was  inflicted  by  a  por- 
tion of  a  diffused  bolt  of  lightning,  such  that  it  could  be  controlled 
when  upon  a  telephone  wire  by  the  use  of  known  and  approved  appli- 
ances, and  the  jury  so  find,  the  general  question  of  whether  a  bolt  of 
lightning  can  be  controlled,  in  its  passage  from  the  clouds  to  the  earth, 
by  any  human  agency,  is  not  involved. 

In  this  case  there  was  evidence  tending  to  show  that  the  decedent,  while 
sitting  under  a  telephone  instrument,  maintained  in  his  house  by  the 
defendant  company  under  a  contract  with  him,  was  killed  during  a 
sudden  storm  by  a  portion  of  a  diffused  bolt  of  lightning  carried  into 
his  house  and  to  said  instrument  over  the  defendant's  wire,  and  that 
the  portion  of  the  foroe  of  lightning  by  which  he  was  so  killed  might 
have  been  safely  conducted  to  earth  by  known  and  approved  appliances, 
and  that  such  appliances  were  not  provided  by  the  defendant.  There 
was,  therefore,  evidence  from  which  the  jury  might  find  that  negli- 
gence on  the  part  of  the  defendant  was  the  cause  of  the  decedent's 
death. 

Upon  the  question  of  contributoiy  negligence  on  the  part  of  the  decedent, 
the  evidence  was  not  so  decisive  either  way  as  to  leave  no  room  for 
reasonable  doubt  or  opposing  inferences,  and  that  question  was,  there- 
fore, properly  for  the  jury. 

The  facts,  circumstances  and  surroundings,  which  the  evidence  tended  to 
show,  might  properly  be  considered  in  the  light  of  the  common  and 
extensive  use  of  telephones  and  the  manner  and  places  of  their  use. 

Cases  of  this  series  cited  in  opinion:  Brown  v.  Edison  Elec.  Tllum.  Co,  of 
Baltimore,  vol.  7,  p.  676;  McKay  v.  Edison  Elec.  Ilium.  Co.,  vol.  6, 
6,  p.  223:  Griffin  v.  United  Elec.  Light  Co.,  vol.  C,  p.  252;  Perham  o. 
Portland  Oen.  Elec.  Co.,  vol.  7,  p.  487. 

Appeal  by  defendant  from  judgment  rendered  upon  a  verdict 
for  plaintiff,  Rutland  County. 

0.  E,  Lawrence  and  Butler  &  Moloney,  for  plaintiff. 

Hunton  &  Stickney,  for  defendant 

Start,  J. :  The  evidence  tended  to  show  that  the  plaintiff's 
intestate.  Dr.  Sawyer,  was  killed  by  lightning  while  sitting  in  his 
house,  under  a  telephone  instrument  owned  by  the  defendant, 
and  by  the  defendant  there  placed,  maintained,  and  connecteJ 
with  its  telephone  line  and  instruments  under  a  contract  to  do* 
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fio  for  a  stipulated  rent  to  be  paid  by  the  deceased.    The  plain- 
tiff claims  that  the  lightning  came  to  and  entered  the  house  over 
the  defendant's  telephone  wire;  that  the  defendant  was  negli- 
gent in  that  it  did  not  provide  and  maintain,  in  connection  with 
its  wires  and  instruments,  any  appliance  to  conduct  the  lightr 
ning  to  the  ground,  or  out  of  the  house,  without  injury  to  the  inr 
mates  therein ;  and  that  the  deceased  came  to  his  death  by  reason 
of  such  neglect    It  appears  that  telephone  wires  from  strokes 
of  lightning,  atmospheric  conditions,  and  by  coming  in  contact 
with  electric  light  and  trolley  wires,  may  become  charged  with 
electricity  so  as  to  endanger  life  and  property.     And  the  evi- 
dence tended  to  show  that,  in  the  absence  of  proper  appliances 
and  ground  connections,  a  current  of  electricity  may  jump  from 
a  telephone  wire  or  instrument.     In  view  of  these  facts,  and 
others  that  will  be  herein  referred  to,  it  is  dear  that  the  business 
of  maintaining  and  operating  a  telephone  line  is  one  that  re- 
quires  special  knowledge  and  skill  in  the  construction,  inspec- 
tion, and  repair  of  the  line  and  instruments,  and  in  the  use  of 
known  and  approved  devices,  if  any  there  be,  to  guard  against 
harmful  effects  to  persons  and  property  from  electridly  which 
may  be  conducted  over  the  line  and  into  the  instruments,  and  the 
defendant,  in  engaging  in  the  business,  and  in  contracting  to 
place  and  maintain  its  instruments  in  connection  with  its  wires 
for  the  use  of  its  patrons  in  dwellings  and  other  buildings,  in 
the  absence  of  stipulations  to  the  contrary,  is  deemed  to  have 
imdertaken  to  possess  and  exercise  such  knowledge  and  skill. 
10  Am.  &  Eng.  Ency.  Law  (2d  Ed.),  872;  Brown  v.  Edison 
Illuminating  Co.  (Md.),  7  Am.  Electl.  Cas.  676,  46  L.  E.  A. 
745 ;  McKay  v.  Southern  Bell  Telephone  Co,,  6  Am.  Electl.  Oas. 
223,  111  Ala.  337,  56  Am.  St  Rep.  59 ;  Oriifin  v.  United  Elec- 
tric Light  Co.,  6  Am.  Electl.  Cas.  252,  164  Mass.  492,  49  Am. 
St.  Rep.  477 ;  Perham  v.  Portland  Electric  Co.,  7  Am.  Electl. 
Cas.  487,  33  Ore^.  451,  72  Am.  St  Rep.  730.     Having  under^ 
taken  to  place  and  maintain  the  instrument  in  the  house,  and 
connect  it  with  its  telephone  line  for  the  use  of  the  deceased,  in 
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80  doing  it  was  under  a  duty  to  exercise  the  caie  of  a  prudent 
man  in  like  circumstances.  If^  while  in  the  exercise  of  such 
care^  it  had  reasonable  grounds  to  apprehend  that  lightning 
would  be  conducted  over  its  wires  to  and  into  the  house,  and 
there  do  injury  to  persons  or  property,  and  there  were  known 
and  approved  devices  for  arresting  or  dividing  such  lightning 
80  as  to  prevent  injury  therefrom  to  the  house  or  persons  therein, 
then  it  was  the  defendant's  duty  to  exercise  due  care  in  selectr 
ing,  placing,  and  maintaining,  in  connection  with  its  wires 
and  instruments,  such  known  and  approved  appliances  as  were 
reasonably  necessary  to  guard  against  accidents  that  might  fairly 
be  expected  to  occur  from  lightning  when  conducted  to  and  into 
the  house  over  its  telephone  wires.  The  questions  reserved  for 
consideration  are  whether  the  evidence  tended  to  show  a  neglect 
of  duty  on  the  part  of  the  defendant  in  these  respects;  and 
whether  the  deceased,  while  in  the  exercise  of  due  care  on  his 
part,  came  to  his  death  by  reason  of  such  neglect. 

The  evidence  tended  to  show  that  at  the  time  Dr.  Sawyer  was 
kiUed  one  of  the  defendant's  telephone  poles  was  struck  by  light- 
ning at  a  point  about  one^uarter  of  a  mile  northeast  of  Dr. 
Sawyer's  house;  that  the  lightning  seemed  to  spread  and  go  in 
different  directions,  the  wires  being  lit  up,  and  seeming  to  be  all 
ablaze;  that  this  pole  was  split  in  two,  and  several  other  poles 
in  the  immediate  vicinity,  and  in  the  direction  of  Dr.  Sawyer's 
house,  were  injured,  and  the  wire  severed ;  that  at  a  point  a  mile 
and  a  half  beyond  Dr.  Sawyer's  house  the  wire  was  wound 
around  a  lead  pipe  that  was  found  to  be  melted,  and  in  the  oppos- 
ite direction  from  Dr.  Sawyer's  house,  at  Putnamsville,  traces 
of  electricity  were  found  upon  an  instrument;  that  just  before 
the  lightning  struck  the  defendant's  telephone  line  Dr.  Sawyer 
was  seen  sitting  in  his  house,  under  the  telephone  instrument, 
reading  from  a  book ;  that,  just  after,  his  hair  was  discovered  cm 
fire,  and  red  lines  were  foimd  extending  down  his  neck,  chesty 
and  side ;  that  the  traces  of  electricity  were  found  on  the  carpet, 
paper,  and  floor  under  the  chair  in  which  he  was  sitting;  that 
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these  were  the  only  marks  to  indicate  that  lightning  had  entered 
the  house;  that  no  device  as  a  safeguard  or  protection  against 
electrical  disturbances  was  attached  to  or  connected  with  the  in- 
strument, except  oik  top,  where  there  was  a  device,  consisting 
of  two  metal  plates,  which,  to  be  complete,  should  be  furnished 
with  a  wire  attached  to  one  of  the  plates  and  running  to  the 
ground,  anxi  between  the  two  plates  was  a  plug  intended  to 
"short  current  the  two  plates  without  entering  the  bell  cell,"  but> 
owing  to  a  defect  in  the  construction  of  the  instrument,  the 
plug  did  not  serve  the  purpose  for  which  it  was  intended.  This 
testimony  tends  to  show  that  when  the  lightning  struck  the  de- 
fendant's telephone  poles  it  diffused,  and  went  to  earth  by  tele- 
phone poles  in  the  immediate  vicinity,  and  over  a  wire  leading 
to  Putnamsville,  and  in  an  opposite  direction  over  a  wire  to 
Wheeler's ;  and  that  in  going  to  earth  by  way  of  Putnamsville 
a  part  of  the  current  passed  over  the  wire  to  and  into  Dr. 
Sawyer's  housa  In  the  absence  of  any  other  strokes  of  lightning 
at  that  time  in  the  vicinity,  and  of  any  marks  about  the  house 
that  indicated  that  lightning  had  entered  it  in  any  other  way, 
ihe  jury  could  properly  infer  from  the  facts  which  the  evidenoe 
tended  to  show  that  the  lightning  which  killed  Dr.  Sawyer 
oame  to  and  entered  the  house  over  the  defendant's  telephone 
wire.  The  defendant  contends  that  the  force  which  killed  Dr. 
Sawyer  could  not  have  been  controlled,  diverted,  or  interrupted 
by  human  agency.  A  determination  of  this  question  requires 
a  consideration  of  the  evidence.  As  we  have  seen,  the  evidence 
tended  to  show  that  the  lightning  struck  the  defendant's  tele- 
phone pole  a  quarter  of  a  mile  from  Dr.  Sawyer's  house;  that 
it  diffused,  and  \^'ent  to  earth  by  several  different  routes;  and 
that  only  a  small  portion  of  that  force  went  to  Dr.  Sawyer's 
house.  If  the  jury  found  as  this  evidence  tended  to  show,  then 
&ey  were  not  called  upon  to  find  whether  any  human  agency 
can  control  the  course  of  a  bolt  of  lightning  in  its  passage  from 
the  clouds  to  the  earth.  In  that  event  they  were  only  required 
to  find  whether  the  course  of  auch  part  of  a  bolt  of  the  lightning 
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SB  the  evidence  tended  to  ahow  went  to  Dr.  Sawyer's  honiae  can 
be  contralled  when  it  is  upon  a  telephone  wire,  and  in  this  ooiDr 
nection  the  question  was  whether  the  particular  force  which  the 
evidence  tended  to  show  passed  over  the  defendant's  teLephone 
line  and  killed  Dr.  Sawyer  could,  by  proper  ground  connections, 
and  by  the  use  of  known  and  approved  appliances,  have  been 
controlled  or  diverted  so  as  to  have  prevented  the  injury  there- 
from. It  appears  that  the  telephone  wire  ran  along  on  Dr. 
Sawyer's  house  for  some  distance  before  entering  the  house,  and 
the  evidence  tended  to  show  that  the  force  which  killed  Dr. 
Sawyer  passed  over  this  wire  into  the  house  without  injury  to  the 
wire  in  that  vicinity,  and  without  injury  to  the  housa  There 
were  no  marks  to  indicate  that  lightning  had  entered  the  house^ 
or  that  it  had  been  in  the  immediate  vicinily,  except  the  marks 
on  Dr.  Sawyer's  body  and  slight  marks  on  the  carpet^  P&P^) 
and  floor  under  the  chair  in  which  Dr.  Sawyer  was  sitting  at  the 
time  of  his  death.  There  was  evidence  tending  to  show  that 
lightning,  when  upon  a  telephone  wire^  wiU  go  to  earth  on  the 
first  ground  connection  that  it  comes  to ;  that  when  such  lightning 
as  entered  Dr.  Sawyer's  house,  and  there  killed  him,  gets  upon 
a  telephone  wire,  and  passes  over  the  wire  without  injury  to  the 
wire,  it  may  be  conducted  to  earth  by  known  and  approved  ap- 
liances  for  that  purpose,  without  injury  to  persons  or  property; 
and  that,  if  the  defendant's  line  at  Dr.  Sawyer's  house  had  been 
protected  by  such  appliances  and  had  been  properly  grounded, 
the  force  which  killed  him  would  have  gone  to  the  earth  over 
such  ground  connection,  instead  of  jumping  from  the  line  and 
passing  to  earth  through  Dr.  Sawyer's  body.  In  this  connection, 
and  by  this  evidence,  issues  of  fact  for  the  consideration  of  the 
jury  were  presented.  It  was  for  them  to  find  what  force  passed 
over  the  defendant's  telephone  line  to  Dr.  Sawyer's  house,  and 
there  killed  him,  and  to  find  the  extent  of  that  forcse.  When 
the  jury  had  found  what  the  force  was  and  its  extent,  it  was  for 
them  to  say  whether  there  were  known  and  approved  appli- 
ances for  arresting,  diverting,  and  controlling  such  force  so  as 
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to  prevent  injury,  and  whether  the  defendant  was  negligemt  in 
not  providing  such  appliances,  and  whether  the  deceased  came  to 
his  death  by  such  neglect 

Upon  the  question  of  contributory  negligence,  the  evidence 
was  not  so  decisive  one  way  or  the  other  as  not  to  leave  a  reas- 
onable doubt  or  room  for  opposing  inferences.  As  we  have 
seen,  the  character  of  the  business  in  which  the  defendant  was 
engaged,  and  its  imdertaking  to  maintain  an  instrument  in  Dr. 
Sawyer^s  house  for  his  use,  were  such  that  it  was  under  a  duty 
to  exercise  the  care  of  a  prudent  man  in  like  ciiicumstances  in 
selecting,  placing  and  maintaining,  in  connection  with  its  wires 
and  instruments,  such  known  and  approved  appliances  and 
ground  connections  as  were  reasonably  necessary  to  guard  against 
accidents  from  lightning  striking  its  telephone  line  and  passing 
along  its  wires.  The  evidence  tended  to  show  that  a  telephone 
line,  by  the  use  of  known  and  approved  appliances,  and  by 
proper  ground  connections,  may  be  so  constructed  that  the  tele- 
phone instruments  will  be  comparatively  safe;  that  there  were 
no  such  appliances  or  connections  at  or  near  Dr.  Sawyer's 
house  that  were  intended,  in  their  then  condition,  to  guard 
against  accidents  from  such  lightning  as  the  evidence  tended 
to  show  killed  Dr.  Sawyer ;  that  there  was  a  plug  with  the  instru- 
ment, which  was  intended  to  be  inserted  between  the  plates  on 
the  top  of  the  instrument  for  the  purpose  of  cutting  the  current 
of  electricity  out  of  the  instrument;  and  that  just  before  Dr. 
Sawyer  was  killed,  his  daughter  placed  this  plug  between  the 
plates,  but  there  was  no  ground  connection,  and  the  hole  under 
the  plates  was  too  small  to  receive  the  plug,  and,  by  reason  of 
these  defects,  it  did  not  serve  the  purpose  for  which  it  was 
intended.  There  was  also  evidence  tending  to  show  that  the 
storm  came  on  without  miich  warning.  One  witness,  at  least, 
testified:  "It  seemed  to  come  up  sudden."  Upon  this  evidence 
it  was  for  the  jury  to  say  whether  the  deceased  knew,  or  ought 
to  have  known,  that  the  instrument  was  not  provided  with  proper 
appliances  and  ground  connection  to  guard  against  injurious 
effects  from  lightning  when  conducted  to  his  house  over  the  de- 


714  AMERICAN  ELECTRICAL  CASES.       [vol.  7 

Griffith  ▼.  Telephone  and  Telegraph  Co. 

fondant's  telephone  line ;  whether  a  prudent  man,  in  like  circiun- 
stanoes,  would  have  assumed  that  the  defendanthaddone  its  duty 
in  these  respcts,  and  omitted  to  inquire  or  investigate  for  him- 
self; whether  the  deceased  knew,  or  ought  to  have  known,  that 
a  storm  was  approaching ;  and  whether  he  knew  or  ought  to  have 
known  of  any  facts  that  would  have  warned  a  prudent  man  in 
like  circumstances  of  approaching  danger,  and  caused  him  to 
take  measures  for  his  safety  by  going  to  some  other  place,  or 
doing  something  that  was  omitted  by  the  deceased.    The  f  acts^ 
circumstances  and  surroimdings  which  the  evidence  tended  to 
show  were  such  that  fair-minded  men  might  reasonably  draw 
different  condusiona,  and  were  such,  when  considered  in  the 
light  of  the  common  and  extensive  use  of  telephones^  and  the 
manner  and  place  of  using  them,  that  a  fair-minded  man  mi^t 
reasonably  say  that  the  deceased,  at  the  time  he  came  to  his 
death,  was  intently  reading  in  his  library,  wholly  uneonscioos 
of  the  danger  to  which  he  was  exposed ;  and  that  in  this  he  was 
doing  as  a  prudent  man,  under  like  circumstances,  would  be 
very  likely  to  do.    The  question  of  whether  the  deoeafied  was  in 
the  exerdlse  of  due  care  was  for  the  jury.    Judgment  affirmed. 


Note. — In  a  note  to  this  case  in  the  Central  Law  Journal,  the  following 
cases  of  this  series  are  collated  as  bearing  upon  the  same  general  sub- 
ject: Giraudi  v.  Elec,  Imp,  Co.,  vol.  5,  p.  318;  Perham  v.  Portland  EUe. 
Co,,  ante,  p.  487;  Ahem  v.  Oregon  Teleph,  Co,,  vol.  4,  p.  349;  8.  W,  Teleph, 
Co.  V,  Rohinaon,  vol.  4,  p.  342;  N,  Y.  dc.  Teleph,  Co.  v.  Bennett,  ante,  p. 
543;  Jackson  v.  Wiaoonein  Teleph.  Co.,  vol.  6,  p.  335;  also.  Hand  v.  Tele- 
phone Supply  Co,,  1  Lack  Leg.  News,  361. 
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National  Fibb  Insubance  Company  bt  al.  v.  Denvbb  Con- 
solidated Electeic  Company  et  al, 

Colorado  Court  of  Appeals,  Feb.  11,  1901. 
Ferb  caused  bt  defbctivb  insuiatioit. 

An  electric  light  company  lighting  a  building  under  contract,  is  not 
responsible  for  injury  by  fire  caused  by  defective  wiring  of  the  building 
by  other  contractors,  unless  it  have  knowledge  of  such  defect. 

Such  knowledge  is  not  to  be  imputed  from  the  fact  that  a  superintendent 
of  construction  of  the  company,  not  shown  to  be  an  officer  or  director 
or  to  have  examined  the  wires,  or  to  have  been  in  the  company's  employ 
when  the  loss  occurred,— casually  saw  the  work  as  it  was  going  on. 

Sridence  held  insufficient  to  establish  that  a  fire  was  caused  by  an  electric 
current. 

An  electric  lighting  company  is  not  responsible  for  the  statement  of  a 
mere  workman,  sent  to  repair  a  fixture,  that  the  same  was  safe,  it  not 
appearing  that  the  workman  was  competent  or  authorized  to  advise, 
or  that  the  person  to  whom  the  statement  was  made  was  authorized 
to  make  inquiry. 

Appeal  from  judgment  of  District  Coart^  Arapahoe  Ooontj^ 
in  favor  of  defendant. 

jB.  W.  Barger,  Piatt  Rogers,  and  Percy  Wilson,  for  appel- 
lants. 

I,  N.  Stevens  and  F,  W.  Liena/u,  for  appelleeB. 

BissEU.,  P«  J. :  This  is  a  case  without  a  prototype.  We  have 
been  cited  to  none  at  all  similar,  nor  to  any  precedent  which  in 
our  judgment  even  remotely  tends  to  uphold  the  cause  of  action 
stated.  This  neither  demonstrates  nor  tends  to  demonstrate 
that  the  plaintiffs  have  suffered  no  wrong,  nor  that  they  are 
without  a  remedy  for  that  stated,  but  it  leads  the  court  to  be 
somewhat  critical  in  the  examination  of  the  positions  which  the 
appellants  have  assumed. 
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The  suit  was  begun  by  some  ten  or  a  dozen  inBuranoe  ami- 
panies  against  the  Denver  Consolidated  Electric  Company  to 
recover  the  amount  which  they  had  paid  to  the  depot  company 
for  a  loss.  In  March,  1894,  fiie  broke  out  in  the  Union  depots 
and  pretly  nearly  destroyed  one  end  of  the  building,  and  the 
insurance  companies  weore  compelled  to  pay  some  $60,000  for 
the  loss.  After  paying  it  they  brought  this  suit  against  the 
electric  company  for  reimbursement  Disregarding  any  discus- 
sion of  the  query  whether  the  insurance  companies  could  main- 
tain such  a  suit  imder  any  circumstances,  even  though  the  elec- 
tric company  had  been  responsible  for  the  fire,  we  shall  put  the 
affirmance  on  the  precise  ground  that  they  failed  to  make  any 
proof  or  offer  any  evidence  which  tended,  save  most  remotely, 
to  establish  the  cause  of  the  fire.  The  companies  likewise  failed 
to  prove  or  offer  to  prove,  or  submit  evidence  which  tended  to 
prove,  that  the  electric  company  was  in  any  wise  reeponsible 
for  the  loss.  In  other  words,  they  wholly  failed  to  produce  aay 
proof  which  would  lay  the  responsibility  for  the  fire  on  the  elec- 
tric company.  The  complaint  stated  several  causes  of  acticxi, 
but  we  shall  dismiss  the  first  two  because  no  evidence  was  offered 
about  them.  These  related  to  the  careless  and  negligeoit  manner 
of  the  wiring,  the  unsafe  and  dangerous  character  of  the  wire 
used,  and  charged  that  the  fire  was  caused  by  this  negligence. 
When  it  came  to  proof,  however,  there  was  nothing  tending  to 
show  that  the  electric  company  had  anything  to  do  with  the 
wiring  or  with  the  inspection  of  the  wires,  or  that  it  made  any 
contract  or  entered  into  any  engagement  to  keep  the  wires  in 
good  repair  and  in  a  safe  and  proper  condition.  Evidence  was 
offered  to  the  effect  that  the  building  was  wired  in  1888  by  the 
firm  of  Baxter  &  Spicer,  of  Philadelphia,  under  an  employment 
by  the  Union  Depot  Company,  and  that  the  electric  light  com- 
pany was  not  a  party  to  the  agreement,  and  did  not  execute  it 
What  was  done  was  done  by  the  depot  company  at  their  own  ex- 
pense and  on  their  own  responsibility.  The  electric  li^t  com- 
pany, under  a  contract  with  the  depot  company,  connected  their 
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sjBteQDi  with  the  wiring,  and  delivered  a  current  for  usa  This 
was  the  extent  of  the  connection  between  the  two  companies,  and 
it  was  simply  a  delivery  of  a  current  for  lighting  purposes  by 
one,  and  the  payment  of  an  agreed  price  therefor  by  the  other. 
Whatever,  therefore,  may  have  been  the  character  of  the  wiring 
or  the  nature  of  the  work,  it  was  a  matter  with  which  the  elec- 
tric company  was  not  chargeable.  If  it  was  negligently  done, 
the  negligence  was  the  negligence  of  the  depot  company  which 
put  it  in,  or  of  the  firm  which  that  company  hired,  whose  negli- 
gence would,  of  course,  be  the  negligence  of  the  depot  company 
There  was  a  total  absence  of  evidence  which  sustained  or  which 
tended  to  sustain  any  knowledge  on  the  part  of  the  electric  light 
company  of  the  character  of  this  wiring.  The  only  evidence 
which  they  presented  on  this  subject  was  that  of  Stem,  who 
testified  that  in  1888,  when  this  wiring  was  put  in  by  Baxter  & 
Spicer,  he  was  the  superintendent  of  construction  for  one  or 
more  of  the  companies  which  by  consolidation  became  the  Den- 
ver Consolidated  Electric  Light  Company ;  that  casually,  from 
time  to  time,  he  saw  this  work  as  it  was  done  by  Baxter  &  Spicer, 
— saw  the  nature  of  the  wiring  and  the  method  of  its  attach- 
ment He  was  not  very  preoiBe  or  positive  in  r^ard  to  its  char- 
acter*  In  other  words,  at  the  time  the  wiring  was  put  in  he  does 
not  appear  to  have  been  particularly  impressed  with  any  negli- 
gence on  the  part  of  Baxter  &  Spicer,  nor  with  the  defective 
character  of  the  wiring,  or  the  unskillful  method  of  its  attach- 
ment At  all  events,  if  he  was  so  impressed  he  said  nothing 
about  it  There  was  no  evidence  that  he  stated  what  he  saw  to 
any  of  the  oflScers  or  directors  of  the  electric  light  company.  So 
far  as  we  can  see,  he  was  an  employe  occupying  perhaps  a  con- 
trolling position  with  reference  to  other  workmen  in  the  service 
of  the  electric  light  company,  being  the  superintendent  of  con- 
struction; but  he  was  not  an  officer  of  that  company,  nor  was 
he  a  director  in  the  corporation.  He  never  examined  the  build- 
ing to  determine  whether  the  wiring  was  adequate,  nor  whether 
it  was  properly  put  in.     His  observation  was  simply  casually 
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made  as  he  went  about  the  city  looking  after  the  oonBtructioii 
of  the  plant  of  the  electric  light  company,  and  the  connections 
which  were  to  be  made  with  the  various  buildings  in  the  pro- 
cess of  construction.  There  was  also  a  good  deal  of  evidence 
offered,  and  some  offered  which  was  refused,  tending  to  show 
that  the  wiring,  at  the  time  of  the  trial,  at  least,  and  possibly  at 
the  date  when  it  was  put  in,  inadequate  and  unsafe.  It  was 
what  is  known  as  "underwriter's  wire,"  which  the  experts  testi- 
fied was  not  the  best  kind  of  wire  to  be  used  about  a  building  of 
that  sort,  though  it  is  entirely  safe  if  perfectly  insulated.  There 
was  evidence  which  tended  to  show  that  the  wires  were  ran 
through  holes  in  the  rafters,  and  then  along  laths  or  slats,  and 
had  more  or  less  connection  with  the  woodwork.  There  was 
testimony  which  tended  to  show  that,  after  the  wiring  had  been 
put  in,  the  wires  had  been  unduly  loaded  with  lights,  which,  as 
the  experts  say,  tends  to  concentrate  the  heat  to  the  largest  vnre, 
and  has  a  tendency  to  unduly  increase  the  heat  at  given  points, 
and,  if  at  those  points  it  strikes  the  wood,  may  char  and 
ultimately  cause  a  fire.  We  have  not  attempted  to  state  all  the 
evidence  in  this  direction,  but  this  is  substantially  the  purport 
and  tendency  of  the  proof  which  was  offered. 

There  is  another  basis  on  which  the  appellants  attempt  to 
rest  their  cause  of  action, — ^the  circumstances  of  the  fire.  There 
was  proof  that  in  the  evening,  along  about  11,  a  chandelier 
which  was  unlighted  in  the  ladies'  waiting  room  fell.  The 
depot  master  immediately  telephoned  the  electric  light  com- 
pany to  send  a  man  down.  For  what  purpose,  and  what  sort  of 
a  person  he  wanted  sent,  the  evidence  does  not  disclose.  There 
was  nothing  to  show  that  he  called  for  an  electrical  expert,  or  a 
man  who  was  competent  to  determine  whether  the  condition 
was  a  dangerous  one.  A  man  reported,  presumably  and  ostensi- 
bly from  the  electric  light  company.  He  examined  the  chande- 
lier, and  went  up  into  the  upper  story,  and  found  the  fuse  had 
burned  out  which  furnished  the  light  in  that  section  of  the  depot 
He  apparently  made  no  extensive  examination  of  the  condition 
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of  the  wiring.  He  was  not  requested  by  the  depot  master  to  do 
otherwise  than  to  ascertain  the  cause  for  the  fall  of  the  chande- 
lier and  the  trouble  with  the  lights,  and  to  see  that  in  this  re- 
spect everything  was  rendered  safe.  When  he  came  down  stairs 
the  depot  master  inquired  of  him  whether  there  was  any  danger, 
and  he  replied  "No,"  and  stated  that  it  would  be  difficult  to 
make  the  repair  that  night,  but  he  would  come  down  in  the  morn- 
ing and  repair  the  wire  and  fix  up  the  lights.  With  this  state- 
ment the  depot  master  was  satisfied,  the  employe  went  away, 
and  within  less  than  an  hour  thereafter  a  fire  broke  out.  We 
do  not  know,  nor  are  we  advised  by  the  record,  whether  this  was 
caused  by  the  electric  current  We  do  know  that  the  insulated 
covering  on  the  wire  in  one  of  the  rooms  was  being  consumed, 
to  the  observation  of  one  of  the  employes  of  the  railroad  com- 
pany, and  we  do  know  from  the  expert's  testimony  that  this 
indicated  that  some  fuse  had  failed  to  bum  out,  and  that  there 
was  an  undue  current  in  that  locality.  Otherwise  than  by  a 
sort  of  guess,  there  is  nothing  to  show  that  the  fire  came  from  the 
electric  current,  although  for  the  purposes  of  this  decision,  we 
are  quite  willing  to  assume  that  it  did. 

There  are  many  reasons  why  this  judgment  in  favor  of  the 
electric  light  company  should  be  sustained.  There  was  no  com- 
petent evidence  which  established  any  responsibility  on  the  part 
of  the  electric  light  company  for  the  original  wiring  or  for  its 
inspection.  The  wiring  was  done  by  a  concern  with  which  the 
electric  light  company  had  no  connection.  The  depot  company 
hired  them  and  paid  for  the  work,  and  they,  and  they  only,  were 
responsible  to  the  depot  people  for  the  character  of  what  was 
done.  Manifestly,  under  these  circumstances,  the  electric  light 
company  cannot  be  holden  for  any  defect  either  in  the  charac- 
ter of  the  material  used,  or  in  the  negligent  and  unskillful  per- 
formance of  the  work.  To  state  the  evidence  and  to  state  the 
situation  is  to  dispose  of  this  proposition.  The  only  theory  on 
which  it  is  sought  to  hold  the  electric  light  company  is  that  they 
had  knowledge  of  the  insufficient  character  of  the  wire  and  the 
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defective  oonstruction,  and,  being  advised  of  the  dangerous 
character  of  the  current  vrhich  they  were  to  supply,  they  were 
bound  to  advise  the  depot  company  about  it,  and  had  no  right  to 
make  the  connection  and  turn  the  current  on  without  advising 
the  depot  company  of  the  danger  attending  the  use  of  electricity 
for  lighting  purposes,  and  especially  about  the  danger  of  turning 
on  the  current  where  the  wiring  was  of  the  sort  and  the  work 
of  the  description  which  the  proof  disclosed.  We  do  not  think 
either  proposition  can  be  maintained,  nor  that  there  is  anything 
in  the  case  which  justifies  the  application  if  defensible.  In  the 
first  place,  there  is  nothing  which  demonstrates  that  the  electric 
light  company  had  any  knowledge  either  of  the  defective  charac- 
ter of  the  wiring  or  of  the  negligent  or  unskillful  construction.. 
Stem's  knowledge  is  not  the  knowledge  of  the  electric  light  com* 
pany,  nor  can  any  information  which  he  acquired,  in  view  of 
the  way  in  which  he  acquired  it,  be  imputed  to  that  corporation. 
He  was  not  the  general  agent  of  the  corporation.  He  was  an 
employe  charged  with  certain  duties,  and,  though  those  duties 
were  of  a  supervisory  nature,  they  in  no  sense  made  him  the 
representative  of  the  corporation,  so  that  it  would  be  chai^ged 
with  the  knowledge  which  he  casually  acquired  in  going  about 
the  city.  Since  there  was  no  connection  between  the  Union 
Depot  Company  and  the  electric  light  company,  and  because  the 
work  was  being  done  by  an  outside  firm  on  employment  by  the 
depot  corporation,  we  think  it  quite  dear  that  the  knowledge 
acquired  by  Stem  was  not  knowledge  brought  home  to  the  cor- 
poration. We  do  not  need  to  discuss  or  consider  what  the  role 
is  in  those  cases  where  knowledge  has  once  been  brought  home 
to  a  corporation  or  to  an  agent  of  a  corporation,  and  the  event 
out  of  which  their  responsibility  is  supposed  to  grow  occurs 
long  subsequent  to  the  acquisition  of  the  knowledge.  This  is  a 
matter  which  admits  of  discussion,  but  we  are  not  required  to 
express  an  opinion  about  it  It  is  always  true  that  a  principal 
is  not  bound  by  knowledge  acquired  by  an  agent  unless  that 
knowledge  is  present  to  the  agent's  mind  at  the  time  of  the 
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transaction  out  of  which  the  responsibility  grows.  We  need 
only  cite  one  authority  to  it  Campbell  v.  Bank,  22  Colo.  177, 
43  Pac.  1007.  This  case  is  not  directly  in  point,  nor  has  our 
attention  been  called  to  one  which  seems  to  be  entirely  appU- 
cabl&  If  Stem  ever  acquired  any  knowledge,  it  was  entirely 
unofficial,  and  it  was  not  at  the  time  of  a  transaction  between 
the  Union  Depot  Company  and  his  employers.  So  far  as  the  evi- 
dence discloses,  he  never  communicated  the  information  to  any 
of  the  officera  or  directors  of  the  corporation.  The  fire  happened 
years  after  the  wiring  was  done,  and  years  after  the  connection 
was  mad&  It  is  not  certain  that  Stem  was  in  the  employ  of  the 
electric  light  company  when  the  fire  occurred.  To  attranpt  to 
charge  the  electric  light  company  with  responsibiUty  because 
of  this  casual  knowledge,  which  was  not  communicated,  and  of 
which  they  were  not  advised  when  they  made  the  connection  and 
delivered  the  light,  and  of  which  they  never  had  information, 
so  far  as  the  proof  shows,  would  carry  the  doctrine  of  the  respon- 
sibility of  the  principal  because  of  the  knowledge  of  his  agent 
to  a  limit  which  is  not  recognized  by  any  of  the  cases,  and 
which  is  not  justified  by  any  legal  principla  We  do  not  assent 
to  the  position  which  the  appellants  take, — ^that  the  electric  light 
company  had  no  business  to  deliver  the  current  without  inform- 
ing the  depot  company  of  the  danger  attending  its  use,  and  par- 
ticularly of  the  danger  attending  its  use  where  the  wiring  was  de- 
fective or  its  construction  unskillful  and  n^ligent.  Where 
parties  undertake  to  wire  their  own  property,  and  then  apply  to 
a  light  company  to  deliver  a  current  to  light  the  building,  they 
must  be  assumed  to  take  all  risks  resulting  from  the  character 
of  the  wire  which  is  put  in  the  building,  and  the  method  of 
construction  which  is  adopted  in  putting  it  in.  We  do  not  believe 
that  the  principle  contained  in  some  cases  to  which  our  atten- 
tion has  been  called,  notably,  Lannen  v.  Oaslight  Co.,  44  N.  Y. 
469 ;  Farrant  v.  Barnes,  2  C.  B.  (N.  S.),  553 ;  Thomas  v.  Win- 
chester, 6  N.  Y.  397 ^Wellington  v.  Oil  Co.,  104  Mass.  64,— is 
at  all  applicable.    In  those  cases,  it  will  be  observed,  the  injury 
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was  done  to  an  individual  because  of  the  undisclosed^  dangeroios 
character  of  the  material  sold,  or  the  negligent  conduct  of  an 
agent.  They  were  not  cases  in  which  injury  was  done  to  prop- 
erty. Besides,  the  dangerous  character  of  the  article  was  not 
known,  understood,  or  readily  ascertainable  by  the  individual 
to  whom  the  stuiT  was  furnished.  This  is,  of  course,  true  with 
reference  to  explosive  oil,  with  referenxje  to  the  nitric  acid  car- 
boy, and  with  reference  to  the  extract  of  belladonna.  No  sudi 
condition  or  circumstances  attended  the  supply  of  the  electric 
current  It  is  a  matter  of  common  knowledge,  and  in  fact  of 
universal  knowledge,  that  an  electric  current  is  dangerous,  and 
must  be  discreetly  and  prudently  handled  in  order  to  avoid 
danger  either  to  life  or  to  property.  We  are  quite  ready  to  con- 
cede that,  when  an  electric  light  company  undertakes  to  supply 
a  dangerous  current  to  a  dwelling  house  or  to  a  building,  they 
are  boimd  to  see  that  the  wires  they  put  in  and  the  connections 
they  make  are  proj^erly  insulated  and  protected,  so  that  no  harm 
will  come  to  the  property.  Where,  however,  they  are  only  em- 
ployed  to  deliver  the  current  by  connection  \rith  wiring  already 
made  by  the  individual  who  owns  the  property,  it  seems  to  us 
that  their  res|x>nsibility  ends  when  the  connection  is  properly 
made  under  proper  conditions,  and  they  deliver  the  current  in  a 
manner  which  will  protect  both  life  and  property.  We  do  not 
believe  any  such  resjwnsibility  rests  on  the  company  as  to  require 
them  to  advise  the  persons  who  apply  for  the  connection  that 
they  must  see  to  it  that  the  wiring  is  of  a  certain  class  or  descrip- 
tion, that  it  is  insulated  in  a  particular  manner,  and  that  there 
is  no  connection  between  it  and  the  woodwork,  and,  failing  in 
this,  that  they  will  be  liable  for  any  damages  which  may  happen 
because  of  the  negligent  or  unskillful  nature  of  the  construction. 
When  parties  wire  houses,  they  are  supposed  to  have  done  it  in- 
telligently, and  to  have  hired  competent  persons  for  the  purpose, 
to  whom  alone  they  must  look  in  case  the  work  is  improperly 
and  unskillfuUy  done. 

There  is  still  another  reason  why  the  appellants  must  fail. 
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They  did  not  show  that  the  electric  light  company  was  responsi- 
ble for  the  conduct  of  the  man  who  was  sent  there  to  look  after 
the  property  at  the  time  the  chandelier  fell.  There  is  no  proof 
that  the  depot  master  had  any  right  to  either  inquire  of  the  em- 
ploye, or  rely  on  his  answer,  in  settling  the  question  of  the 
presence  or  absence  of  danger.  The  chandelier  fell,  and  natu- 
rally put  out  some  of  the  lights,  and  they  telephoned  for  a  man 
to  come  and  attend  to  the  matter.  This  he  did,  and  when  he 
went  up  to  the  locality  of  the  accident  he  discovered  that  the 
fuse  had  burned  out,  which  put  out  the  light,  and  probably 
caused  the  destruction  of  the  wire,  which  permitted  the  chande- 
lier to  fall,  though,  the  latter  proposition  is  not  clear.  When  he 
came  down  he  was  inquired  of  by  the  depot  master  whether 
there  was  any  danger,  to  which  he  responded  "No."  There  is 
nothing  which  demonstrates  that  he  could  bind  the  light  company 
by  this  declaration.  A  workman  sent  to  repair  is  not  necessarily 
one  who  is  competent  to  advise.  It  might  be  true  the  electric 
light  company  would  be  quite  willing  to  be  held  responsible  for 
the  work  done  by  the  employe,  or  held  responsible  for  his  exam- 
ination as  to  what  ought  to  be  done  in  an  emergency  of  that  de- 
scription. This,  however,  in  no  manner  establishes  the  fact 
that  the  company  would  be  willing  to  be  held  responsiblei,  or 
ought  to  be  held  responsible,  for  a  statement  that  the  general 
situation  was  such  as  to  be  free  from  danger.  This  would  as- 
sume a  knowledge  on  his  part  of  the  condition  of  the  wiring  all 
over  the  building,  and  would  presume  an  examination  of  the 
general  situation  to  enable  him  to  answer  that  direct  question, 
and  so  answer  it  that  the  depot  company  could  rely  on  it, 
and  in  case  of  failure  hold  the  electric  light  company  responsi- 
bla  We  do  not  believe  his  agency  or  his  relations  to  the  company 
were  sufficiently  established  to  bind  the  company  by  his  declara- 
tions. Even  though  this  position  be  not  well  taken,  it  is  true, 
on  the  evidence,  that  the  condition  was  not  such  as  to  require 
that  the  current  should  be  shut  off  when  the  employe  went  there. 
It  is  quite  possible  that  his  statement  was  absolutely  trua    It  is 
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likewise  possible  that  there  may  have  been  elsewhere  in  the 
building  defective  material  or  negligent  construction  which  re- 
sulted in  the  fire.  It  is  equally  possible,  and  the  contrary  pre- 
sumption may  not  be  indulged  in  under  the  evidenoe,  that  the 
fire  did  not  break  out  because  of  the  accident,  or  of  anything 
resulting  from  it,  but  because  of  the  condition  which  had  there- 
tofore existed,  and  which  culminated  when  the  connection  with 
the  chandelier  broke.  The  testimony  of  the  experts  is  to  the 
point  that  where  the  insulation  is  defective  and  the  wiring  is 
attached  to  woodwork,  with  an  excess  current,  it  may  char  and 
break  out  in  fire.  This  may  be  precisely  what  happened.  There 
is  nothing  which  tends  to  prove  that  the  fire  was  caused  by  the 
breakage  which  the  employe  was  sent  to  investigate  and  repair. 
We  think,  however,  the  affirmance  of  the  judgment  can  be  very 
safely  rested  on  the  broad  proposition  that  the  electric  light  com- 
pany had  nothing  to  do  with  the  furnishing  of  the  wiring  which 
was  put  into  the  building,  or  with  its  attachment  to  the  structure, 
and,  if  any  injury  happened  or  a  fire  broke  out  because  of  de- 
fective wiring  or  negligent  construction,  it  is  a  matter  for  which 
that  corporation  cannot  be  held  responsible.  The  depot  company 
hired  an  independent  firm  to  put  it  in,  and  neither  they  nor 
anybody  in  privity  with  them  can  look  to  anybody  except  the 
contractors  who  did  the  work.  We  can  discover  nothing  in  the 
proof  which  would  warrant  us  to  disturb  the  judgment,  which 
will  accordingly  be  affirmed.    Affirmed. 

Note. — See  note  2  at  end  of  Part  III. 
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Pbteb  Andekson  v.  Inland  Telephone  and  Telegraph  Com- 
pany. 

Washington  Supreme  Court,  July  I,  1898. 

(19  Wash.  675.) 
Injxtbt  to  employe  bt  shock. 

An  insulator  on  a  pole  used  in  common  by  a  street  railway  company  and 
a  telephone  company  broke,  thus  causing  a  span  wire  to  come  in  contact 
with  the  charged  trolley  wire.  An  employe  of  the  telephone  company 
touched  the  span  wire  and  received  a  fatal  shock.  It  appeared  that 
inspection  was  one  of  the  duties  of  linemen;  and  he  had  with  him 
apparatus  for  testing  the  wire.  Held,  that  he  had  no  right  of  reooyery 
against  his  employer,  the  telephone  company. 

Gases  of  this  series  cited  in  opinion:  Flood  v,  W.  U,  Tel.  Co,,  vol.  4,  p. 
402;  DioKm  v.  W.  U.  Tel.  Co.,  vol.  6,  p.  370. 

Appeal  by  defendant  from  judgment  of  Superior  Court, 
Spokane  County. 

.  Blake  &  Post,  for  appellant. 

Wirt  W.  Saunders  and  W.  J.  Thayer,  for  respondent. 

DuNBAE,  J. :  The  respondent,  a  servant  of  the  Inland  Tele- 
phone &  Telegraph  Company,  brought  an  action  against  the 
said  telephone  company  and  the  Spokane  Street  Railway  Com- 
pany. The  complaint  alleges  that,  at  the  time  the  accident  oc- 
curred, the  plaintiff  was  a  lineman  in  the  employ  of  the  Inland 
Telephone  &  Telegraph  Company ;  that  the  two  defendants  used 
in  common  a  pole  located  on  the  comer  of  Olive  and  Hamilton 
streets,  in  the  city  of  Spokane ;  that  the  telephone  company  used 
said  pole  for  holding  up  telephone  wires,  and  the  street  railway 
company  had  fastened  to  said  pole  a  span  wire  or  guy  wire, 
which  ran  to  the  pole  from  the  trolley  wire  used  by  the  street 
railway  company ;  that  the  plaintiff  ascended  said  pole  for  the 
purpose  of  stringing  a  wire  on  the  pole,  and,  while  on  the  pole, 
came  in  contact  with  the  span  wire  belonging  to  the  street  rail- 
way company,  touched  the  same,  received  an  electric  shock,  and 
fell  to  the  ground,  breaking  his  leg  as  a  result  of  said  fall ;  that 
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the  wire  which  plaintiff  touched,  which,  belonged  to  the  street 
railway  company,  was  not  designed  or  intended  to  carry  elec- 
tricity, but  was  used  as  a  support  for  the  trolley  wire  used  by 
said  street  railway  company,  but,  through  the  careless  and  n^- 
ligent  acts  of  the  street  railway  company,  said  wire  was  at  the 
time  charged  with  a  strong  current  of  electricity,  and  was  negli- 
gently left  by  the  street  railway  company  uninsulated,  and  in 
a  dangerous  and  imsafe  condition;  that  both  of  the  defendants 
knew,  and  by  the  exercise  of  reasonable  care  might  have  known, 
and  that  plaintiff  did  not  know,  and  by  the  exercise  of  reason- 
able care  could  not  have  known,  the  fact  that  said  wire  was 
charged  with  electricity.  Upon  the  trial  of  the  cause,  by  stipula- 
tion, the  street  railway  was  dismissed  from  the  action,  and  a 
judgment  was  obtained  against  the  appellant,  the  Inland  Tele- 
phone &  Telegraph  Company.  From  this  judgment  this  appeal 
is  taken. 

The  contention  of  the  respondent  is  that  it  is  tbe  duty  of  the 
master  to  furnish  the  employe  with  a  safe  place  to  work,  and 
with  safe  and  suitable  machinery  or  appliances,  and  that  this 
duty  is  a  continuing  one,  which  is  imposed  upon  the  master 
during  employment  There  is  no  doubt  that  this  proposition  of 
law  is  a  correct  one,  and  it  may  be  stated  as  a  corollary  to  the 
proposition  enunciated  above,  that  the  law  charges  the  master 
with  knowledge  which  he  ought  to  have  had ;  and  it  is  settled  law 
that  he  ought  to  know  that  which  by  the  exercise  of  reasonable 
care  he  would  have  discovered.  Also,  it  may  be  accepted  as 
universally  conceded  law  that  the  responsibility  of  the  master 
cannot  be  transferred  to  another,  and  that  when  a  duty  is  im- 
posed upon  him,  and  another  is  employed  by  him  to  perform 
that  duty,  the  negligence  of  the  agent  ivill  be  imputed  to  the 
master.  But  this  case  must  be  considered  with  reference  to 
another  universally  accepted  proposition,  viz.,  that,  when  a  ser- 
vant enters  into  an  employment  which  is  necessarily  hazardous, 
he  will  be  presumed  to  have  assumed  all  the  ordinary  risks  inci- 
dent to  such  service ;  and  the  fact  that  the  service  is  necessarily 
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a  dangerous  one  does  not  increase  the  master's  liability  if  the 
injury  resulted  from  the  natural  and  ordinary  incidents  of  the 
undertaking,  presuming,  of  course,  that  the  servant  is  a  person 
of  mature  years  and  common  understanding.  The  trouble  in 
this  case  is  not  so  much  to  determine  what  the  law  is  in  regard 
to  the  duties  of  master  and  servant  as  it  is  to  apply  the  group  of 
circumstances  in  the  case  to  the  law.  It  is  the  insistence  of  the 
appellant  that,  under  the  circumstances  of  this  case,  there  was 
no  duty  resting  upon  the  master  to  inspect  the  insulator  which 
was  the  cause  of  the  current  flowing  from  the  trolley  wire  to  the 
span  wire.  It  may  be  stated  here  that  the  insulator,  which  was  a 
]X)rcelain  one,  broke,  by  reason  of  which  the  guy  wire  came  in 
contact  with  the  charged  wire  of  the  railway  company,  and  this 
guy  wire,  being  attached  to  the  post  which  the  respondent  was 
climbing,  was  the  wire  with  which  he  came  in  contact.  We  have 
examined  with  particular  care  both  the  record  in  this  case,  and 
the  cases  cited  by  respondent  and  appellant,  and  all  other  author- 
ity bearing  upon  the  case  which  we  have  been  able  to  fi.nd,  but 
have  not  been  able  to  find  a  case  exactly  in  point,  it  being  con- 
ceded by  the  authorities  generally  that  the  proper  application 
of  well-known  principles  governing  the  responsibilities  of  mas- 
ters depends  largely  upon  the  circumstances  of  each  case.  But, 
from  such  an  investigation  as  we  have  been  able  to  make,  we 
are  forced  to  the  conclusion  that  no  absolute  duty  rested  upon  the 
master  in  this  case  to  prevent  the  charging  of  this  guy  wire,  or, 
in  other  words,  to  preserve  inviolable  the  insulators,  so  far  as 
the  safety  of  the  respondent  is  concerned.  The  respondent  here 
was  a  lineman,  and  had  been  in  the  employ  of  the  company  for 
something  over  two  years,  working  first  as  a  ground  man,  and 
for  two  years  or  more  had  been  working  as  a  lineman. 

It  is  contended  by  the  respondent  that  the  question  of  whether 
or  not  the  respondent  was  an  inspector  is  a  question  of  fact,  upon 
which  the  testimony  is  conflicting]:,  and  that,  therefore,  the  ver- 
dict of  the  jury  upon  that  proposition  is  binding  upon  the  court. 
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We  think^  in  any  event,  the  judgment  would  liave  to  be  reversed 
bj  reason  of  the  instructions  given  by  the  court ;  but,  with,  the 
view  that  we  take  of  the  master's  liability  under  the  undis- 
puted testimony,  it  will  not  be  necessary  to  notice  these  errors. 
It  is  true  that  the  respondent  testified  that  he  was  not  an  inspec- 
tor^ and  that  he  also  testified,  notwithstanding  the  fact  that  he 
had  alleged  in  his  complaint  that  he  was  a  lineman,  that  he  was 
not  a  lineman;  but  the  testimony  was  evidently  with  reference  to 
a  definition  or  a  statement  of  the  lineman's  duty  as  given  by 
Mr.  Hopkins,  the  superintendent  of  the  telephone  company,  and 
the  later  testimony,  not  only  of  the  appellant,  but  of  the  respond- 
ent and  his  witnesses,  shows  conclusively,  it  seems  to  us,  that, 
while  not  nominally  an  inspector,  the  duties  of  a  HnflmjiTi  eon- 
faraced  the  duties  of  an  inspector.  Corporations  of  this  kind  act 
through  employes.  ^Necessarily,  they  caimot  act  in  any  other 
way.  An  inspection  of  their  lines  and  posts  and  insulators  must 
be  made  by  the  employes.  In  this  case  it  is  an  admitted  fact  that 
there  was  no  r^ular  inspector  and  no  inspectors  other  than  the 
linemen.  It  is  true  that  some  of  the  railroad  cases  cited  by  the 
respondent  decided  that  it  was  the  duty  of  the  company  under 
certain  circumstances  to  have  inspectors,  but  we  think  none  of 
those  cases  are  in  point  hera  In  this  case  the  reepondent  and 
the  other  linemen  testified  that  they  knew  that  the  line  or  wire 
which  occupied  the  insulator  jointly  with  the  wire  with  which 
respondent  came  in  contact  was  charged  with  electricity.  The 
respondent  testified  that  he  knew  the  power  of  electricity,  and 
the  danger  that  would  be  incurred  by  coming  in  contact  with  a 
live  wire;  that  he  knew  that,  if  the  insulator  broke,  the  result 
would  be  that  the  wire  which  he  touched  would  be  charged ;  and 
he  knew  also  that  porcelain  insulators  frequently  did  break.  It 
seems  to  us  that  this  brings  him  within  the  rule  which  we  have 
announced  above, — ^that  when  he  accepted  the  employment,  that 
was  necessarily  hazardous,  he  assumed  this  risk,  which,  under 
all  the  testimony,  was  an  ordinary  risk,  and  that  he  did  not 
exercise  the  discretion  which  he  ought  to  have  exercised  in  test- 
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ing  this  wire.  The  testimony  shows  that,  shortly  after  the  acci- 
dent, one  of  the  appellant's  witnesses,  Mr  Dart,  observed  the 
insulator,  and  separated  it  from  the  wires,  and  it  was  made  an 
eodiibit  in  court  He  also  testified  that  the  insulator  when  it 
was  exhibited  was  in  the  stone  condition  that  it  was  immediately 
after  the  accident,  when  he  first  discovered  it  About  one-half 
of  the  insulator  was  gone^  and  there  was  some  contention  devel- 
oped in  the  trial  as  to  whether  the  broken  part  of  the  insulator 
was  towards  the  post  which  respondent  climbed;  and  it  was 
conceded  this  might  have  been  detected  by  a  lineman  who  was 
accustomed  to  looking  at  such  things,  if  the  broken  part  of  the 
insulator  had  been  next  to  the  post  We  think,  and  such  was 
the  opinion  of  the  lower  court  who  heard  the  testimony,  that  it 
is  demonstrated  that  it  was  a  physical  impossibility  for  the 
broken  part  of  this  insulator  to  have  been  in  the  opposite  direc- 
tion from  the  post  without  making  a  complete  insulation.  This, 
therefore,  must  be  considered  an  established  fact  in  the  case. 
The  respondent  says  that  he  glanced  at  the  insulator  when  he 
went  to  ascend  the  post,  but  did  not  give  it  any  particular  at- 
tention, and  did  not  make  any  test  The  testimony  of  the  other 
linemen  was — and  it  is  not  controverted — ^that  linemen  carried 
apparatus  by  which  they  could  test  insulators,  and  that  they 
understood  that  they  had  to  look  out  for  themselves  as  far  as 
danger  was  concerned.  It  appears  from  the  testimony  that  the 
respondent  must  have  knovnx  that  no  other  inspector  was  kept 
by  the  company,  and,  even  if  there  had  been,  it  is  impracticable 
for  an  inspector  to  make  tests  that  would  protect  workmen  at 
all  times.  An  inspector  cannot  be  maintained  at  every  insu- 
lator. An  insulator  might  be  tested  and  found  sound  at  one 
hour  of  the  day,  and  the  next  hour  it  might  be  broken,  so  that 
it  would  not  insulate  the  wires,  and  the  only  way  in  which 
workmen  could  be  protected  would  be  to  make  these  tests  them- 
selves ;  and  it  was  testified  in  this  case  by  the  respondent  that  it 
would  only  have  required  a  moment's  tima  While  there  is 
no  gainsaying  the  rule  that  imder  ordinary  circumstances  the 
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employe  has  the  right  to  rely  upon  the  fact  that  the  master 
will  furnish  him  a  safe  place  to  work  and  safe  appliances,  yet 
the  law  does  not  intend  that  this  shall  be  a  blind  and  unrea- 
sonable reliance,  but  that  reasonable  men  shall  exercise  in  a 
reasonable  manner  the  faculties  of  which  they  are  possessed.  It 
seems  to  us  it  would  only  have  been  such  reasonable  exercise  of 
prudence  upon  the  part  of  the  respondent  in  this  case  to  have 
tested  this  wire  before  he  touched  it. 

While  there  has  been  possibly  some  conflict  in  authority  over 
cases  which,  in  principle,  were  something  like  the  case  at  bar, 
we  think  the  great  weight  of  authority  sustains  the  view  which 
we  have  taken.  The  first  case  cited  by  appellant — Flood  v. 
Western  Union  Telegraph  Co.,  131  N.  Y.  603,  30  K  E.  19&— 
was  an  action  for  the  death  of  the  servant  while  working  as 
lineman  on  the  telegraph  pole,  caused  by  leaning  his  weight 
on  one  of  the  cross-arms,  so  that  it  broke,  causing  him  to  f  alL 
The  court  there  decided  that  the  defendant's  inspectors  (and  it 
seems  conceded  in  that  case  that  they  had  inspectors)  were  not 
required  to  climb  each  pole,  and  examine  the  arms;  and  the 
deceased  knew  this,  having  been  employed  by  defendant  for  sev- 
eral years,  part  of  the  time  as  inspector,  and  the  rest  of  the 
time  as  a  lineman.  The  Court,  among  other  things,  said :  "The 
linemen  all  discharge  their  duties  in  the  daytime.  They  have 
frequent  occasion  to  climb  the  poles,  and  work  about  the  arms, 
and  obviously  they  are  the  persons  who  are  expected  to  see  the 
condition  of  the  arms,  and,  if  they  find  them  insufficient,  to 
replace  them,  or  to  report  the  fact.''  And  so  in  this  case  it 
was  the  linemen,  and  the  linemen  only,  who  were  in  the  habit 
of  climbing  these  poles;  and  under  the  undisputed  testimony, 
there  being  no  one  else  to  inspect  them^  it  v^as  the  duty  of  the 
linemen,  before  taking  hold  of  the  wire  which  might  becoius 
dangerously  charged  with  electricity,  to  test  the  same.  So  well 
understood  are  the  general  duties  of  a  lineman,  and  the  oppor- 
tunities which  he  has  for  examining  the  poles  and  the  instru- 
ments with  which  he  works,  that  it  was  held  in  McOorty  v. 
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Southern  New  England  Telephone  Co.,  69  Coim.  635,  38  AtL 
359,  6  Am.  St.  Hep.  62,  that  a  lineman  in  the  employ  of  the 
telephone  company  could  not  recover  for  an  injury  caused  by 
the  fall  of  a  pole  upon  which  he  was  at  work,  notwithstanding 
a  prior  statement  by  the  foreman  that  he  had  been  up  the  pole, 
and  that  it  was  safe,  where  plaintiff  knew  that  it  was  the  rule 
and  custom  for  each  lineman  to  test  the  pole  for  himself,  oad 
that  suitable  appliances  were  at  hand  for  making  such  test,  and 
for  securing  the  pole  in  case  the  lineman  doubted  its  safety.  It 
seems  to  us  that  the  circumstances  of  this  case  are  parallel  with 
the  circumstances  surrounding  the  case  at  bar,  although  there 
is  an  attempt  by  respondent  in  his  brief  to  distinguish  them. 
It  was  true  that  the  trial  court  found  in  that  case  "that  it  was 
the  rule  and  custom,  in  this  branch  of  the  work,  that  ^each  line- 
man should  look  out  for  his  own  safety  in  climbing  poles ;'  "  but 
the  undisputed  testimony  in  this  case  is  to  the  same  effect.  Ber- 
gin  V.  Telephone  Co.,  74  Conn.  64,  38  Atl.  888,  was  a  case 
where  a  telephone  company  used  the  same  pole  for  their  wires ; 
and  the  court  held  that  the  law  did  not  absolutely  require  the 
telephone  conipany,  as  between  it  and  its  linemen,  to  inspect 
and  test  guy  wires  and  circuit  breakers  put  in  by  such  railroad 
company,  to  discover  whether  they  were  in  a  safe  condition,  but 
whether  the  employer  or  employe  should  discharge  such  duty 
depended  on  the  circumstances  of  the  particular  case.  In  com- 
menting on  the  testimony  in  that  case,  the  Court  said :  "Line- 
men are  employed  by  the  telephone  company,  among  other 
things,  for  the  purpose  of  doing  work  which  is  dangerous,  by 
reason  of  the  possible  contact  of  tlie  telephone  wires  with  highly- 
charged  wires  of  the  street-railway  or  other  companies.  The  lino- 
men  are  to  do  their  own  testing  in  such  work.  The  telephone  com- 
pany has  no  other  men  than  the  linemen  to  do  the  testing,  as 
the  linenaen  knew ;  and  there  was  nothing  to  prevent  Delaney 
[who  was  the  plaintiff  in  the  case]  from  testing  the  guy  wire, 
and  the  linemen  on  this  job  were  furnished  with  all  the  tools, 
appliances,  and  wires  with  which  to  test  wires  of  the  electric 
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street-railway  company."  This  case  seems  to  us  in  principle 
to  be  almost  paraUel  witli  the  case  at  bar.  It  is  insisted  by  the 
respondent  that  the  first  case  cited  (Flood  v.  Telegraph  Co,, 
supra)  is  inconsistent  with  the  previous  case  in  the  same  coart 
(viz.,  Bushby  v.  New  York,  L.  E.  &  W.  R.  R.  Co.,  107  N.  Y. 
374,  1  Am.  St  Rep.  844,  14  N.  K  407),  in  which  it  was  held 
that  the  defendant  was  liable  to  a  braJkeman  on  account  of  a 
wooden  stake  breaking  because  of  a  latent  defect  We  think 
the  circumstances  of  this  latter  case  were  altogether  different, 
and  it  was  evidently  considered  by  the  court  deciding  the  case 
of  Flood  V.  Telegraph  Co.,  supra,  that  no  inconsistent  princi- 
ples were  applied  in  the  two  cases,  for  the  former  case  is  not 
overruled  or  mentioned  in  the  latter  opinion.  Dixon  v.  Western 
Union  Telegraph  Co.,  68  Fed.  630,  was  a  case  where  the  plain- 
tiff was  an  employe  of  the  telegraph  company,  and,  when  eor 
gaged  with  others  in  stringing  wires  on  its  poles,  was  instructed 
to  dimb  a  pole  belonging  to  another  company,  to  get  certain 
wires  out  of  the  way.  While  descending,  after  performing  the 
work,  he  fell,  in  consequence  of  one  of  the  spikes  being  insuffi- 
ciently secured.  It  vms  held  that  the  danger  from  which  the 
accident  resulted  was  one  of  the  risks  of  plaintiff's  employment^ 
which  was  assumed  by  him,  and  for  which  his  employer  was 
not  liabla  That  case,  however,  is  not  as  strong  a  case  in  favor 
of  the  master  as  the  case  at  bar,  for  there  the  plaintiff  was  di- 
rected by  the  foreman,  who  was  at  the  time  acting  for  the  de- 
fendant The  Court  laid  down  the  rule  in  that  case  as  follows: 
"The  employer  is  not  an  insurer  of  the  safety  and  sufficiency  of 
the  tools,  machinery,  or  appliances  furnished  to  the  employe  for 
his  use,  nor  is  he  a  guarantor  of  the  safety  of  the  place  where 
or  upon  or  about  which  the  employe  is  required  to  work.  The 
duty  cast  by  law  wpon  the  employer  is  to  use  ordinary  and  rea- 
sonable care  to  furnish  safe  and  sufficient  tools,  machinery,  and 
working  places.  If  he  has  done  this,  he  has  performed  the  fall 
measure  of  his  duty.  The  employe,  in  order  to  recover  for 
defects  in  the  appliances  or  working  places  of  the  business,  must 
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allege  and  prove  tliat  the  appUance  was  defective,  or  the  work- 
ing plaoe  inseoure;  that  the  employer  had  notice  or  knowledge 
thereof,  or  that,  by  the  exercise  of  ordinary  and  reasonable  care, 
he  might  have  had  notice  or  knowledge;  and  that  the  employe 
did  not  know  of  the  defect,  and  had  not  equal  means  of  knowing 
with  the  employer*"     The  last  sentence  in  this  proposition  must 
be  given  as  much  force  as  the  preceding  ones;  for  if  the  em- 
ploye does  know  of  the  defect,  or  has  equal  means  of  knowing 
with  the  employer,  then,  certainly,  it  is  his  imquestioned  duty 
to  investigate  before  proceeding.     In  Oriffin  v.  Ohio  &  M.  Ry. 
Go.,  124  Ind.  326,  24  K  E,  888,  the  rule  was  announced  that, 
^^where  the  danger  is  alike  open  to  the  observation  of  all,  both 
master  and  servant  are  upon  an  equality,  and  the  master  is  not 
liable  for  an  injury  resulting  from  the  dangers  of  the  business.'' 
In  this  case,  certainly,  the  danger  was  not  only  as  open  to  the 
observation  of  the  respondent  as  it  was  to  the  master,  but  the 
undisputed  testimony  shows  that  the  master  obtained  his  knowl- 
edge of  the  danger  through  the  respondent  and  his  fellow  ser- 
vant.    In  Larsson  v.  McClure,  95  Wis.  533,  70  N.  W.  662,  it 
was  held  that,  "When  the  danger  is  alike  open  to  the  observa- 
tion of  all,  both  the  master  and  the  servant  are  upon  an  equal- 
ity, and  the  master  is  not  liable  for  an  injury  resulting  from 
the  dangers  incident  to  the  employment."     In  Bedford  Belt  By. 
Co.  V.  Brown  (Ind.  Sup.),  142  Ind  569,  42  K  E.  359,  the 
Court  said:   "Every  service  has  its  own  peculiar  hazards,  and 
the  law  does  not  hold  the  master  accountable  for  such  hazards 
as  ordinarily  and  naturally  belong  to  any  service," —  and  quoted 
approvingly  Day  v.  Cleveland,  etc..  Railway  Co.y  137  Ind.  206, 
36  N.  E.  854,  where  it  was  said:  "In  a  case  where  the  servant 
is  one  of  mature  age  and  experience,  as  in  this  case,  the  law 
never  imposes  the  duty  on  the  master  of  becoming  eyes  and  ears 
for  his  servant,  where  there  is  nothing  to  prevent  the  servant 
from  using  his  own  eyes  and  ears  to  avoid  danger.     .     .     . 
Hie  law  requires  that  men  shall  use  the  senses  with  which  nature 
has  endowed  them;  and,  when  without  excuse  one  fails  to  do 
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BO,  he  alone  must  suffer  the  consequences,  and  he  is  not  excused 
where  he  fails  to  discover  the  danger  if  he  made  no  attempt  to 
employ  the  faculties  nature  has  given  him/'     The  rule  is  thus 
announced  in  Wood,  Master  &  Servant,  sec  328 :   "When  a  ser- 
vant is  employed  upon  work  which,  equally  within  the  knowl- 
edge of  the  master  and  the  servant,  is  of  a  dangerous  nature, 
the  master  is  not  liable  for  the  consequences  of  an  accident  oc- 
curring to  the  servant  in  the  course  of  that  employment^  unless 
there  be  n^ligence  on  the  part  of  the  master,  and  the  absence 
of  rashness  on  the  part  of  the  servant.     A  servant  is  bound  to 
exercise  his  own  skill  and  judgment,  so  as  to  protect  himself  in 
the  course  of  his  employment,  and  the  master  is  not  r^arded 
as  warranting,  generally,  his  safety.     He  is  himself  boimd  to 
exercise  proper  care,  and  cannot  claim  indemnity  from  the  mas- 
ter for  an  injury  resulting  to  him  which  might  have  been  pre- 
vented if  he  had  himself  been  reasonably  vigilant.*'     Substan- 
tially the  same  principle  is  announced  in  section  366,  viz. :  "A 
master  is  not  liable  for  injuries  to  his  servant  while  using  ma- 
chinery in  the  employment,  if  the  servant  has  the  same  knowl- 
edge of  its  defects,  or  the  danger  incident  to  its  use,  as  the  mas- 
ter, or  if,  in  the  exercise  of  due  care,  he  ought  to  have  such 
knowledge,  and,  at  or  before  the  time  the  accident  occurred,  there 
was  nothing  to  indicate  any  danger  such  as  demanded  or  sug- 
gested precautions  which  were  omitted  by  the  master."     In  this 
case  it  was  equally  within  the  knowledge  of  the  master  and  the 
servant  that  this  was  a  dangerous  employment^  and  it  cannot 
be  said  that  there  was  negligence  on  the  part  of  the  master,  and 
absence  of  rashness  on  the  part  of  the  servant,  or  that  the  servant 
used  his  skill,  to  protect  himself  in  the  course  of  his  employment 
He  had  suiEcient  skill,  according  to  the  undisputed  testimony, 
to  protect  himself,  and  he  had  the  apparatus  at  hand  for  tes^ 
ing  the  insulator  and  the  wires.     "If  the  servant  is  to  recover 
damages,"  says  Mr.  Beach^  in  his  work  on  Contributory  Neg- 
ligence (sec.  299),  'Tie,  like  any  other  plaintiff,  oomes  into  oaiut 
under  the  legal  obligation  of  showing,  or  having  it  sufficiently 
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appear,  that  his  own  n^ligence  has  contributed  in  no  legal  sense 
to  the  injury."  And  in  section  346  of  the  same  work  it  is  said : 
"Knowledge  on  the  part  of  the  employer,  and  ignoranx^  on  the 
part  of  the  employe,  are  of  the  essence  of  the  action ;  or,  in  other 
words,  the  master  must  be  at  fault  and  know  of  it,  aud  the  ser- 
vaat  must  be  free  from  fault  and  ignorant  of  his  master's  faulty 
if  the  action  is  to  lie.  The  authorities  all  state  the  rule  with 
these  qualifications."  There  is  a  wilderness  of  authority  to  the 
same  effect,  but  it  would  serve  no  good  purpose  to  reproduce  it 
here.  We  have  examined  with  patience  the  authorities  cited 
by  the  respondent,  and,  except  in  one  or  two  cases,  notably  cases 
with  reference  to  damages  arising  from  the  falling  of  posts, 
which  we  think  are  in  conflict  with  the  cases  cited  on  that  sub- 
ject by  the  appellant  and  noticed  above,  they  are  not  in  point 
In  all  of  them  it  appeared  that  the  injury  was  caused  by  de- 
fects or  dangers  which  were  not  apparent  to  the  servant,  or  which 
would  not  have  been  apparent  to  him  if  he  had  exercised  ordi- 
nary care, — such  care  as  was  consistent  with  the  dangers  inci- 
dent to  the  employment  The  citation  from  7  Am.  &  Eng.  Enc. 
Law,  p.  830,  to  the  effect  that  "it  is  the  duty  of  a  master,  not 
only  in  the  first  instance  to  make  reasonable  efforts  to  supply  his 
employes  safe  and  suitable  machinery,  tools,  etc,  but  also  there- 
after to  make  like  efforts  to  keep  such  machinery,  etc.,  in  safe 
and  serviceable  condition,  and  to  that  end  he  must  make  all 
needed  inspections  and  examinations,"  and  2  Bailey,  Master  & 
Servant,  sees.  2619,  2620,  to  the  same  effect,  are,  of  course,  ac- 
cepted as  the  law ;  but  we  do  not  think  that  acceptance  will  avail 
the  respondent  in  this  case,  for  the  reason,  as  we  before  inti- 
mated, that  these  tests  were  made  through  the  linemen  for  this 
company.  The  same  rule  is  announced  in  Comhen  v.  Stone  Co., 
59  N.  J.  Law,  226,  36  Atl.  473,  cited  by  appellant,  where  it  is 
announced  that  the  rule  is  subject  to  the  qualification  that  the 
servant  is  without  knowledge  of  the  danger,  and  cannot  observe 
and  acquire  the  knowledge  in  the  exorcise  of  ordinary  care  in 
the  employment  This  qualification  of  the  rule  runs  through  all 
the  cases. 
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The  reepondent  alleges  in  his  complaint  that  the  plaintiff  did 
not  know,  and  by  the  exercise  of  reasonable  care  could  not  have 
known,  the  fact  that  said  wire  was  charged  with  electricity.  By 
this  allegation  he  recognized  the  principle  of  law  which  we  hare 
just  enunciated,  and  it  was  necessary  for  him  to  make  this  fact 
appear.  We  think,  from  an  investigation  of  the  whole  case, 
that  it  appears  from  undisputed  testimony  that  plaintiff  did 
not  exercise  reasonable  care  in  the  investigation  of  the 
dangers  which  he  knew  were  incident  to  his  employment,  and 
that  had  he  exercised  such  care,  and  made  the  tests  which  reason- 
able prudence  would  have  dictated,  he  would  have  had  knowledge 
of  the  danger  which  beset  him.  The  accident  was  unfortunate^ 
and  the  result  most  lamentable;  but,  with  our  view  of  the  law 
goveming  the  case,  the  judgment  must  be  reversed,  and  the  cause 
is  remanded  to  the  lower  oourt,  with  instructions  to  dismiss  the 
sama 

Scott,  C.  J.,  and  Qoedon,  Re  avis  and  Andebs,  JJ.,  concur. 


Note. — See  note  2  at  end  of  Part  III. 


Thomas  H.  Eppebson  v.  Postal  Teleokaph  Cabins  Company. 

Missouri  Supreme  Court,  March  21,  1899. 

(165  Mo.  346.) 

Injury  to  ehplotb  by  shock. 

An  experienced  lineman  felt  a  current  of  electricity  in  a  wire  and  informed 
the  foreman  of  his  squad  of  its  dangerous  condition.  The  foreman 
thereupon  felt  of  the  wire  and  pronounced  it  safe.  Plaintiff  took  hold 
of  the  wire  again,  and  again  felt  the  current,  but  said  no  more  to  the 
foreman  and  kept  at  work  until  he  received  a  severe  shock  and  injury. 

Held,  that  he  had  no  right  to  rely  on  the  foreman's  assurance. 

It  appearing  to  be  as  probable  that  the  injury  was  caused  by  lightning 
as  that  it  was  caused  by  the  induction  of  currents  in  the  wire,  for 
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which  defendant,  the  employer,  would  be  responsible,  held,  that  plaintiff 
ootdd   not   recover. 
Case  of  this  series  cited  in  opinion:    Junior  v,  Missouri  Eleo.  Light  d 
Power  Co,,  vol.  5,  p.  369. 

Appeal  by  defendant  from  judgment  of  Circuit  Court,  Jack- 
son County. 

Oage,  Ladd  &  Small,  for  appellant 

Wash  Adams  and  N,  F.  Heitmun,  for  respondent. 

Shebwooi),  J.:     Action  for  ten  thousand  dollars  damages 
for  injuries  received  while  acting  as  lineman  for  defendant  cor- 
poration, and  through  alleged  negligence  of  defendant.     The 
cause  was  tried  on  the  first  count  in  plaintiff's  petition,  which 
is  near  seven  printed  pages  in  length,  and,  in  substance,  the 
following:     That  defendant,  a  corporation,  was  proprietor  of, 
operating  and  constructing  a  line  of  telegraph  from  Chicago, 
Illinois,  to  Indianapolis,  Indiana;  that  such  line  was  operated 
by  means  of  wires  stretched  on  poles,  and  a  large  gang  of  men 
was  employed  for  the  purpose  of  constructing  such  line,  plain- 
tiff being  one  of  the  number,  and  his  duty  being  to  climb  poles 
and  stretch  wires ;  that  Terwilliger  was  in  charge  of  the  gang  of 
men,  acting  as  foreman;  that  when  within  a  few  miles  of  In- 
dianapolis, and  on  the  28th  of  September,  1891,  the  foreman 
ni^ligently  and  carelessly  commanded  plaintiff  to  take  the  wires 
so  being  stretched,  ascend  the  pole,  and  attach  the  wire  to  the 
pole,  on  which  were  other  wires  stretched;  that  the  foreman 
knew,  at  the  time  of  giving  such  command,  or  by  the  exercise 
of  ordinary  care  might  have  known,  that  the  wire  plaintiff  was 
ordered  to  ascend  the  pole  with  was  in  a  dangerous  condition  by 
being  chd.rged  with  a  dangerous  intermittent  current  of  elec- 
tricity ;  that  the  carrying  of  such  wire  up  the  pole  and  attach- 
ing it,  etc,  would  greatly  imperil  the  life  or  limbs  of  plaintiff; 
that  the  wire  thus  being  strung  by  the  gang  employed  for  the 
purpose  was,  and  ought  to  be,  a  dead  wire,  without  any  current 

VOL.  VII — 4:7. 
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of  electricity  in  it,  and  was  expected  by  the  members  of  snob 
gang  to  be  in  tbat  condition ;  that  on  the  date  aforesaid  plaintiff 
observed  an  unexpected  current  of  electricity  in  said  wire,  the 
existence  of  which  in  said  wire  was  contrary  to  the  ordinary 
coarse  of  plaintiff's  employment  of  stringing  a  new  wire  throu^ 
the  country,  and  the  risk  arising  from  the  existence  of  such  cur- 
rent of  electricity  in  said  wire  was  a  risk  not  ordinarily  incident 
to  the  employment  in  which  plaintiff  was  engaged  in  the  string- 
ing of  such  wire;  that  on  one  occasion^  on  the  morning  of  the 
day  mentioned,  plaintiff  observed  the  unexpected  current  of 
electricity  in  said  wire,  and,  notifying  the  foreman  of  it,  was 
told  by  him  that  if  he  noticed  the  existence  of  the  current  again 
he  should  notify  him  about  it,  and  the  latter  would  take  steps 
to  find  out  what  the  trouble  was;  that  on  the  same  morning, 
having  again  noticed  the  current  of  electricity  in  the  wire,  he 
again  notified  the  foreman  of  that  fact ;  that  the  foreman  negli- 
gently failed  to  ascertain  the  cause  of  the  existence  of  the  cur- 
rent in  the  wire,  and  to  protect  plaintiff  against  such  unusual 
danger;  that  just  before  plaintiff  started  up  said  pole,  having 
handled  the  wire  all  day,  only  feeling  the  current  of  electricity 
at  intervals,  he  again  noticed  that  the  current  of  electricity  was 
in  said  wire,  and  complained  to  the  foreman  that  "said  wire  was 
too  strongly  charged  with  electricity  to  be  handled  with  satisfac- 
tion;" that  thereupon  the  foreman  picked  up  the  wire,  held  it 
in  his  hands,  said  he  felt  nothing  in  it,  and  thereupon  n^li- 
gently  and  carelessly  assured  plaintiff  the  wire  was  all  right, 
and  ordered  plaintiff  to  go  ahead  with  his  work ;  that  plaintiff, 
relying  on  this  statement  of  the  foreman,  and  being  lulled  into 
a  sense  of  security  thereby,  went  up  said  pole  in  obedience  to 
said  order;  that,  after  being  notified  of  the  intermittent  ciurent 
of  electricity  in  said  wire^,  it  became  the  foreman's  duty  to  in- 
vestigate, and  find  out  the  cause  of  such  wire  being  charged  with 
electricity,  etc ;  that  the  foreman  did  not  perform  such  duty  in  a 
careful  manner,  but  negligently  failed  to  do  so,  after  being  noti- 
fied, eta ;  that  it  was  also  the  duty  of  the  foreman  to  remove 
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the  oause  of  the  existence  of  such  current  of  electricity  in  said 
wire,  which  he  could  have  done  by  cutting  the  wire  behind  the 
places  where  plaintiff  and  other  climbers  were  at  work;  that 
this  duty,  also,  defendant  negligently  failed  to  perfoorm;  that 
pursuant  to  the  order  aforesaid,  negligently  given,  plaintiff, 
with  the  wire  in  his  belt,  mounted  the  pole;  that  when  about  80 
feet  above  the  ground,  while  endeavoring  to  fasten  the  wire,  by 
means  of  other  wires,  to  the  cross  timbers  on  the  pole,  he  re- 
ceived a  shock  of  electricity  from  said  wire;  that  it  robbed 
plaintiff  of  consciousness,  and  caused  him  to  fall  heavily  to  the 
ground,  etc.,  to  his  damage,  etc. ;  and  that  this  result  was  pro- 
duced by  the  n^ligenoe  of  defendant,  as  aforesaid.     It  will  be 
noticed  that  there  is  no  charge  in  the  count  in  question  that  de- 
fendant was  guilty  of  any  negligence  in  constructing  its  line, 
or  that  there  was  any  defect  in  any  portion  of  defendant's  elec- 
trical apparatus ;  nor  that  the  electricity  by  which  plaintiff  was 
shocked  got  into  the  wires  through  any  negligence  of  defendant 
The  only  negligence  charged  consists  in  the  statement  that  Ter- 
williger,  defendant's  foreman,  was  guilty  of  negligence  in  order- 
ing plaintiff  to  ascend  the  pole,  and  proceed  with  his  work, 
stringing  the  wires,  when  knowing,  or  negligently  failing  to 
know,  that  they  were  occasionally  charged  with  an  intermitteiii 
current  of  electricity,  which  was  dajogerous ;  and  that  Terwilli- 
ger  negligently  failed  to  remove  the  cause  of  the  existence  of  the 
oon^nt  of  electricity  in  the  wire  by  cutting  the  wires  behind  the 
workmen  then  engaged  in  stringing  the  sama 

[A  very  laige  part  of  the  opinion  is  taken  up  with  a  statement 
of  the  testimony  of  witnesses  with  respect  to  the  facts  in  the  case 
and  the  dangers  of  crossed  wires ;  also  with  a  discussion  with 
illustrations  from  many  reported  cases,  of  the  law  of  assump- 
tion of  risks  of  dangerous  employment  All  this  is  here  omit- 
ted, and  only  the  conclusion  of  the  prevailing  opinion  given,  as 
follows :] 

A  case  nearly  approaching  the  present  one  in  some  of  its 
features  is  that  of  Junior  v.  Power  Co.,  5  Am.  Electl.  Cas.  864, 
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127  Mo.  79.  In  that  cafie  it  is  said,  in  the  opinion  delivered 
per  Gkant,  P.  J.:  "The  negligence  of  which  plaintiff  com- 
plains here  is  the  failure  of  defendant's  foreman,  in  charge  of 
the  squad  of  men  who  were  to  make  the  connection  of  defend- 
ant's electric  plant  with  the  butcher  shop  on  the  Manchester 
road,  to  caution  plaintiff's  husband  in  regard  to  the  expoeed  con- 
dition of  the  ends  of  these  two  wires.  The  evidence  shows  be- 
yond cavil  that  the  plaintiff's  husband  was  an  experienced  line- 
man; that  he  had  worked  for  defendant  in  this  capacity  for 
several  years;  that  he  had  also  worked  for  other  electric  com- 
panies. The  evidence  shows  that  deceased  ascended  the  pole 
alone  that  day  to  make  the  connection ;  that  it  was  broad  day- 
light; that  two  live  wires'  of  the  defendant  were  devoid  of  insu- 
lating material  at  their  extreme  ends  for  the  space  of  one^ghth 
or  one-sixteenth  of  an  inch,  and  that  deceased  sat  upon  a  cross- 
arm  of  the  pole,  preparing  to  connect  a  wire  for  the  butcher 
shop  with  these  ends ;  that  the  fact  that  these  two  ends  of  the 
wires  were  not  insulated  was  open  and  obvious,  and  could  not 
only  be  seen  by  one  in  the  close  proximity  thereto  of  the  deceased 
at  that  time,  but  both  Baldwin  and  Baurman  testify  that  they 
saw  the  two  ^q)oeed  ends  from  their  position  on  the  ground, 
thirty  feet  distant.  Baldwin  was  a  brother-in-law  of  the  de- 
ceased. It  appeared  that  deceased  was  an  experienced  lineman, 
understood  his  business,  and  that  the  linemen  were  the  only 
employes  of  defendant  who  went  on  the  poles  and  handled,  con- 
nected, and  repaired  the  wires  thereon,  and  the  only  employes 
who  had  an  opportunity  to  inspect  and  know  the  condition  of  the 
wires.  The  testimony  of  the  brother-in-law,  the  foreman  of  the 
squad,  was  that  he  did  not  caution  the  deceased  that  the  ends  of 
the  wires  were  exposed  that  day  because  it  was  not  only  open  and 
obvious,  but  was  the  peculiar  business  of  deceased  to  see  and 
know  that,  and  the  connection  was  to  be  made  with  these  wires. 
.  .  .  There  were  six  arms  on  the  pole  upon  which  he  had 
climbed,  on  which  were  strung  the  wires  of  the  telephone  and 
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telegraph  companies  and  of  the  fire-alarm  service,  all  charged 
mth  electricity  and  all  uninsulated.  .  .  .  The  facts  of 
this  case  bring  it  within,  the  familiar  principle  that  if  a  servant, 
capable  of  contracting  for  himself,  and  with  full  notice  of  the 
risk  he  may  run,  volimtarily  undertakes  a  hazardous  employ- 
ment, or  to  place  himself  in  a  hazardous  position,  or  to  work 
with  defective  tools  or  appliances,  the  master  is  not  liable  for 
injuries  received  from  these  known  risks.  It  often  happens 
that  both  natural  and  artificial  persons  are  engaged  in  exceed- 
ingly dangerous  business,  and,  if  it  is  not  unlawful,  may  employ 
servants  to  perform  dangerous  duties,  and  yet  not  be  liable  to  its 
servants  for  injuries  received  therein,  if  the  servants  are  capable 
of  contracting,  and  know  the  risks  attending  the  business.  The 
handling  of  live  wires  is  a  most  dangerous  business,  but  plain- 
tiff's  husband  knew  that  when  he  entered  into  the  employment. 
He  was  not  a  minor,  nor  an  inexperienced  workman,  to  whom 
the  dangers  of  the  business  were  unknown.  The  danger  to 
which  he  was  exposed  was  open  and  obvious.  He  was  as  cogniz- 
ant of  the  danger,  if  not  more  so,  than  the  foreman,  and  the  fail- 
ure to  caution  him  cannot  avail  where  he  is  as  well  acquainted 
with  the  hazard  as  his  employer.''  See,  also,  Steinhauser  v. 
Spravlj  127  Mo.  541. 

These  authorities,  and  the  principles  they  declare,  when  ap- 
plied to  the  facts  of  the  case  at  bar,  only  conduces  to  but  one 
result,  and  that  result  unfavorable  to  plaintiffs.  He,  too,  was 
an  experienced  lineman,  and  could  not  help  being  apprised  of 
the  dangers  of  the  situation,  either  from  experience  gleaned  in 
another  field,  or  from  his  present  and  more  recent  labors.  There 
seems  to  be  no  doubt  that  he  was  more  experienced  than  Terwil- 
liger,  the  foreman;  but,  under  the  rule  heretofore  quoted,  if  his 
knowledge  only  equalled  that  of  the  foreman,  then  plaintiff  took 
his  own  risk.  Besides,  all  that  the  foreman  assured  him  was 
as  to  an  existing  state  of  facts.  There  was  no  assurance  of  the 
future.  Indeed,  the  petition  itself  states:  "Said  foreman 
.     .     ,     thereupon  told  the  plaintiff  that  he  did  not  feel  any- 
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thing  in  the  wire  at  that  time."  .  .  .  And  it  is  impoBsibb 
to  suppose  that  the  plaintiff  oould  have  relied  on  what  the  fore- 
man said,  because  he  felt  the  current  again  before  he  took  the 
wiree  out  of  his  belt,  and  therefore  knew  that  the  current  had 
reappeared.  Yet,  notwithstanding  this,  he  took  the  wires  out  of 
his  belt,  and,  disregarding  all  the  ordinary  dictates  of  former 
experience  and  present  prudence,  he  proceeded  to  tie  the  wires, 
and  received  the  injury  complained  of.  Li  such  circumstances^ 
being  fully  apprised  of  the  danger  himself,  he  will  not  be  per- 
mitted to  say  that  he  relied  on  the  previous  assurances  of  the 
foreman* 

Moreover,  the  evidence  does  not  show  what  it  was  that  caused 
the  current  of  the  electricity  to  be  on  the  wire — whether  it  re- 
sulted because  of  the  wires  being  strung  where  crossed  with 
others,  or  whether  from  lightning.  Much  of  the  testimony 
tended  to  show  that  it  was  the  latter,  and  there  was  no  dispute 
that  all  the  conditions  were  favorable  to  the  theory  that  it  was 
lightning  that  caused  the  injury.  In  such  circumstances  we  are 
confronted  by  the  rule  which  declares  that,  where  an  action  is 
brought  for  damages  which  are  occasioned  by  one  of  two  causeSi 
for  one  of  which  defendant  is  responsible  and  for  the  other  not^ 
the  plaintiff  is  fated  to  failure  if  his  evidence  fails  to  show  that 
the  damages  were  produced  by  the  former,  or  if,  from  the  evi- 
dence, the  probabilities  are  equally  strong  that  the  damages  were 
caused  by  the  one  as  by  the  other.  Searles  v.  Railway  Co.,  101 
N.  Y.  661.  This  principle  finds  recognition  in  Priest  v. 
Nichols,  116  Mass.  401 ;  Smith  v.  Bank,  99  Mass.  605 ;  Breen  v. 
Cooperage  Co.,  50  Mo.  App.  202 ;  Marble  v.  City  of  Worcester, 
4  Gray,  395 ;  Fuchs  v.  City  of  St.  Louis,  133  Mo.  loc  dt.  196, 
197.  This  action  being  for  negligence,  the  affirmative  is  on 
plaintiff  to  establish  it  In  the  language  of  the  Supreme  Court 
of  Wisconsin:  "Judicial  determinations  must  rest  upon  facts, 
and  legal  liability  must  be  determined  by  the  law  in  application 
to  the  facts.  These  rules  will  not  exclude  circumstantial  evi- 
dence, for  such  evidence  is  often  the  strongest;  but  such  evi- 
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deancej  after  all^  must  establish  facts.  Whien  liability  depends 
upon  carelessness  or  fault  of  a  person  or  his  agents,  the  right  of 
recovery  depends  upon  the  same  being  clearly  shown  by  com- 
petent evidence;  and  it  is  incumbent  upon  such  a  plaintiff  to 
famish  such  evidence  to  show  how  and  why  the  accident  oc- 
curred— some  fact  or  facts  by  which  it  can  be  determined  by  the 
jury,  and  not  left  entirely  to  conjecture,  guess^  or  random  judg- 
ment, upon  mere  supposition,  without  a  single  known  fact." 
Sorenson  v.  Pulp  Co.,  56  Wis.  338.  For  these  reasons  it  must 
be  held  that  defendant's  demurrer  to  the  evidence  was  well 
taken,  that  the  facts  in  the  record  establish  no  cause  of  action, 
and  that  the  judgment  should  be  reversed. 


James  Mobais^  v.  Cobliss  Steam  Engine  Company. 

Rhode  IsUmd  Supreme  Courts  July  8,  1899. 

(21  R.  I.  386.) 
Shock  mjxmnnQ  employe — ^Evn)ENCE — ^Delegation  of  dutt. 

A  master  using  machinery  operated  by  electricity  is  bound  to  exercise  a 
very  high  degree  of  care  for  the  protection  of  employes.  Circumstances 
held  sufficient  to  advise  defendant  of  danger  from  insufficient  insula- 
tion, and  to  hold  him  liable  for  injuries  due  to  its  failure  to  avert  the 
danger. 

Evidence  of  shocks  subsequently  received  from  the  same  machine,  held 
competent  as  tending  to  show  the  condition  as  to  insulation  at  the  time 
of  the  injury. 

The  delegation  of  the  master's  duty  to  supply  reasonably  safe  appliances 
to  his  servant,  to  another,  though  an  independent  contractor,  will  not 
relieve  the  master  from  liability. 

Appeal  by  defendant  from  judgment  on  verdict  for  plaintiff. 
David  S.  Baker  and  Dennis  H.  Sheahan,  for  plaintiff. 
Henry  W,  Hayes,  for  defendant. 
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Matteson,  C.  J. :  We  think  that  the  teetimony  shows  that 
the  crane  at  which  the  accident  occurred  was  defectively  con- 
structed, either  in  that  there  wsls  a  metallic  connection  between 
the  hauling  chain  and  the  motor,  or  at  least  that  the  insulation 
between  them  was  not  sufficient  to  prevent  a  leakage  of  elec- 
tricity from  the  motor  to  the  hauling  chain,  and  that^  though 
the  leakage  of  electricity  from  the  motor  to  the  lifting  chain  and 
hauling  chain  was  probably  insufficient  to  be  dangerous  with  no 
greater  current  than  that  designed  to  be  used  to  operate  the 
cranei,  yet  it  was  liable  to  become  dangerous  from  the  presence 
of  a  more  powerful  current.  The  testimony  shows  that  at  the 
time  of  the  accident,  February  6th,  1896,  at  a  little  after  5 
o'clock  in  the  afternoon,  the  wind  was  blowing  at  the  rate  of  40 
miles  an  hour,  with  puffs  at  the  rate  of  60  miles — conditions 
favorable  to  the  intermittent  crossing  or  contact  of  electric 
wires.  We  think  the  jury  would  have  been  warranted  in  find- 
ing that  the  accident  was  due  to  the  contact,  outside  of  the  de- 
fendant's premises,  between  the  wire  supplying  electricity  to  the 
motor  of  the  crane  and  some  more  heavily  charged  wire,  where- 
by, by  reason  of  defective  insulation,  possibly  occasioned  by  the 
rubbing  together  of  the  wires,  a  current  mujch  exceeding  the 
usual  current  was  transmitted  over  the  wire  to  the  motor  of  the 
crane,  and  thence,  by  reason  of  the  faulty  construction  of  the 
cranei,  to  the  hauling  chain.  In  so  far,  therefore,  as  the  petition 
rests  on  the  ground  that  the  verdict  is  against  the  evidence,  the 
question  resolves  itself  into  this:  Was  the  defendant  reason- 
ably bound  to  have  anticipated  the  influx  to  its  premises  of  a 
current  of  electricity  sufficiently  powerful  to  dangerously  charge 
the  metallic  portions  of  its  crane,  and  did  it  take  reasonable 
precautions  for  the  protection  of  its  servants  employed  in  the 
handling  of  the  crane?  In  view  of  the  subtle  and  dangerous 
nature  of  electricity,  the  defendant,  making  use  of  it,  was  bound 
to  the  exercise  of  a  very  high  degree  of  care  for  the  protection 
of  its  employes  against  injury  from  such  use.  The  accidental 
crossing  or  contact  of  wires,  caused  by  their  sagging  or  breaking, 
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or  by  high  winds  and  other  causes,  and  the  consequent  charging 
of  the  wire  carrying  a  light  current  with  a  dangerous  current 
from  a  more  heavily  charged  wire,  is,  in  our  opinion,  of  suffi- 
ciently frequent  occurrence  to  have  suggested  to  the  defendant 
the  liability  to  accident  from  that  cause,  and  to  have  required  it 
to  take  precautions  against  injury  to  its  employes  thereby.  The 
testimony  shows  that  light  shocks  had  been  received  from  time 
to  time  by  the  men  from  the  lifting  chain,  and  the  defendant  had 
supplied  rubber  gloves  to  be  used  by  the  pourers  on  that  account 
These  shocks  were  notice  to  the  defendant  of  the  leakage  of  elec- 
tricity from  the  motor  to  the  chain,  and  were  also  notice  that  if, 
from  any  cause,  a  sufficient  current  of  electricity  was  brought  to 
the  motor,  the  leakage  might  be  sufficient  not  only  to  charge  the 
lifting  chain,  but  also  the  hauling  chain,  or  other  metallic  por- 
tions of  the  crane^  unless  properly  insulated,  with  a  dangerous 
current.  Having  this  notice,  we  think  the  defendant  was  bound 
to  have  made  the  insulation  between  the  motor  and  the  hauling 
chain  so  complete  that  the  use  of  the  hauling  chain  would  have 
involved  no  risk  of  injury  by  electricity.  Our  opinion  is, 
therefore,  that  the  verdict  was  not  against  the  evidence  on  the 
issue  of  defendant's  negligenca 

The  testimony  with  reference  to  shocks  received  by  Houghton 
and  Mahoney,  subsequent  to  that  received  by  the  plaintiff,  to 
which  exception  was  taken^  was,  we  think,  admissible,  as  tend- 
ing to  show  the  condition  of  the  chain,  as  to  insulation,  at  the 
time  of  the  accident. 

The  defendant  also  took  the  point  that  as  at  the  time  of  the 
accident  to  the  plaintiff,  the  cranes  were,  as  it  contends,  in  the 
possession  of  the  General  Electric  Company,  an  independent 
contractor,  and  were  not  delivered  to  it  until  some  time  in 
March,  1896,  the  defendant,  not  having  control  of  the  cranes, 
was  not  responsible.  The  court  refused  to  so  charge,  and  the 
defendant  excepted.  "We  think  the  request  was  properly  re- 
fused. The  master  owes  to  servants  the  duty  of  supplying  rea- 
sonably safe  appliances  for  them  to  do  the  work  required  of 
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tliem;  and  the  delegation  of  this  duty  to  another,  thou^  an  in- 
dependent contractor,  will  not  relieve  the  master  from  liability 
for  an  injury  to  a  servant  resulting  from  a  n£glect  of  the  duty. 
Trainar  v.  Phila.  (6  R.  Railway  Co.,  137  Pa.  St  148 ;  2  Bailey, 
Pers.  Inj.  sees.  2561,  2571.  Petition  for  new  trial  denied,  and 
case  remanded  to  the  Common  Pleas  Division,  with  direction  to 
enter  judgment  on  the  verdict. 


NoTB. — See  note  2  after  next  case. 


John  N.  Carb  v.  Makchesteb  Elbctbic  Company  and  Union 

Elsctsio  Company. 

tfew  Hampshire  Supreme  Court,  July  27,  1900. 
Shook  injubinq  employe — Gontbibutobt  negligence. 

Plaintiff,  for  twenty  years  a  lineman  in  the  employ  of  an  electric  light 
company,  and  instructed  as  to  his  duties,  and  told  that  the  first  thing 
to  do  in  trimming  was  to  throw  a  switch  to  cut  the  lamp  out  of  the 
circuit,  BO  as  to  avoid  danger  from  contact  with  live  wires,  while  attempt* 
ing,  in  a  wet  morning,  to  reach  the  switch,  received  a  shock  from  a 
wire  which  had  become  alive  by  contact  with  his  employer's  wire  and 
a  wire  of  another  electric  company. 

In  an  action  against  both  companies,  heldf  as  to  the  employer  company, 
first,  thai  it  was  not  chargeable  with  negligence  in  failing  to  infoim 
plaintiff  that  there  was  greater  danger  in  wet  than  in  dry  weather,  it 
not  appearing  that  dampness  caused  or  contributed  to  the  shock;  sec- 
ond, that  the  employer  had  performed  his  full  duty  in  providing  the 
switch  and  instructing  plaintiff  in  its  use;  third,  that  the  danger  of 
shock  due  to  crossed  wires  was  a  known  risk  of  plaintiff's  employment 

As  to  the  other  company,  by  whom  plaintiff  was  not  employed,  held, 
that  plaintiff  was  chargeable  with  only  ordinary  care,  and  that  the 
question  whether  or  not  he  was  exercising  such  care  in  reaching  for 
the  switch  was  properly  submitted  to  the  jury. 

Exceptions  from  Hillsboro  Counly  to  orders  overruling  mo- 
tions for  non-suit,  direction  of  verdict,  and  to  set  aside  the  ver- 
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diet,  defendants  bring  exoeptiona.  Judgment  for  the  Maiicihe&- 
ter  Electric  Company  and  against  the  Union  Electric  Company. 
Case  to  recover  damages  for  an  injury  received  by  the  plaintifi 
November  24,  1896,  on  Marion  street,  in  West  Manchester, 
while  in  the  employ  of  the  Manchester  Electric  Company  as  a 
lamp  trimmer.  The  evidenoe  for  the  plaintiff  tended  to  show 
that  at  the  time  of  his  injury  he  had  been  in  their  employ  sinoe 
October,  1894,  as  a  trimmer,  except  the  summer  of  1895 ;  that 
his  work  required  him  to  go  over  the  circuit  in  the  morning  to 
trim  the  lamps,  and  again  at  night,  to  see  that  they  were  prop- 
erly started ;  that  his  circuit  included  about  100  lamps ;  that  he 
had  trinuned  on  it  for  the  preceding  year ;  that  when  he  first 
entered  the  company's  employ  he  was  fuUy  shown  how  to  trim  a 
lamp,  and  was  told  that  the  first  thing  to  do  in  trinuning  was  to 
reach  up  to  the  top  of  the  lamp  and  throw  a  switch  to  cut  the 
lamp  out  of  the  circuit,  so  as  to  avoid  the  danger  from  the  wires 
of  the  circuit  upon  which  he  was  at  work  coming  in  contact  with 
live  wires ;  that  he  was  entirely  competent  to  trim  lamps,  and 
fully  understood  the  use  and  purpose  of  the  switch ;  that  when 
he  entered  upon  his  employment  he  was  instructed  in  the  details 
of  his  work,  and  shown  how  to  do  everything  connected  with  it> 
but  received  no  further  instructions  thereafter;  that  early  in 
the  morning  of  the  day  of  the  accident  it  had  rained  somewhat^ 
and  that  the  day  was  cold  and  damp;  that  at  the  place  of  the 
accident  he  climbed  the  pole  (which  was  something  over  20  feet 
in  height)  upon  which  the  lamp  was  fixed,  and,  while  reaching 
for  the  smtch,  in  some  way  received  an  electric  shock  which 
caused  his  injury;  that  the  live  wire  was  caused  by  the  wire  of 
his  employer  coming  in  contact  with  a  transformer  of  the  other 
defendants ;  that  this  contact  was  on  another  street,  was  unknown 
to  the  plaintiff,  and  was  caused  by  the  joint  negligence  of  both 
defendants  in  constructing  and  maintaining  their  lines  of  wire; 
that  it  is  more  dangerous,  when  there  are  live  wires,  to  work 
upon  pole  lamps  in  wet  weather  than  in  dry — there  being  no 
evidenoe  that  the  plaintiff  was  ever  instructed  as  to  this  danger. 
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or  that  he  knew  of  it>  unless  such  knowledge  is  to  be  inferred 
from  his  employment.  There  was  no  evidence  that  the  lamp  of 
his  employers  was  defective  or  out  of  repair  at  the  time  of  the 
accident,  or  that  there  was  any  defect  in  the  pole  on  which  it  was 
placed.  About  three  feet  below  the  lamp  was  a  wooden  arm 
three  inches  thick.  Five  or  six  months  before  the  accident,  this 
cross  arm  had  been  lowered.  At  first  it  was  within  two  or  three 
inches  of  the  top  of  the  pola  Before  it  was  changed  the  plain- 
tiff used  to  sit  on  the  arm  to  do  his  work.  After  it  was  changed 
he  stood  on  it^  and  had  been  in  the  habit  of  doing  so  three  or 
four  months  prior  to  the  accident  There  was  nothing  about 
the  cross  arm  that  he  did  not  perfectly  understand.  The  plain- 
tiff's duty  as  trimmer  consisted  in  cleaning  the  rods  of  the  lamps, 
putting  in  new  carbons,  and  dusting  the  globes.  When  the  lamp 
was  on  top  of  the  pole,  he  climbed  up  to  it.  When  it  was  on  a 
mast  arm,  so  called,  he  let  it  down.  On  the  morning  of  the 
accident  he  climbed  the  pole  in  question.  Having  reached  the 
cross  arm,  he  stood  upon  it,  one  foot  before  the  other,  with  his 
knee  slanted  against  the  pole  In  this  position  his  face  came 
half  way  between  the  top  of  the  hood,  so  called,  and  the  lower 
edge.  Standing  in  this  position,  and  balancing  himself  on  tlie 
cross  arm,  he  reached  with  his  left  hand  by  the  globe,  between 
the  lamp  and  its  metal  standards,  to  get  up  to  the  hood  board  to 
throw  the  switch ;  and  while  reaching  for  the  switch  he  received 
a  shock,  causing  the  injury  complained  of.  Subject  to  excep- 
tion, a  witness  for  the  plaintiff  was  permitted  to  testify  that 
under  certain  conditions  all  the  metal  on  the  kood  board  and 
everything  above  the  top  of  the  pole  could  be  alive.  What  such 
conditions  are,  or  that  they  existed  on  the  day  of  the  accident^ 
did  not  appear,  unless  inf erentially.  At  the  clase  of  the  plain- 
tiff's evidence,  the  defendants  separately  moved  for  a  non-suit; 
at  the  close  of  all  the  evidence,  that  a  verdict  be  directed  in  their 
favor ;  and  after  the  verdict,  that  it  be  set  aside.  All  these  mo- 
tions were  overruled,  and  the  defendants  excepted. 


KEW  HAMPSHIRE,  1900.  Y49 

Carr  t.  Electric  Co. 

Burriham,  Brown  &  Warren  and  William  H.  Drwryy  for 
plaintiff. 

Oliver  E.  Branch  and  Joseph  W.  Fellows,  for  defendant 
Manchester  Electric  Co. 

Taggart  &  Bingham,  for  defendant  Union  Electric  Co. 

Blodgett,  C.  J.:  The  plaintiff's  grounds  of  complaint 
against  the  Manchester  Electric  Company  are  (1)  that  they 
were  negligent  in  not  instructing  him  as  to  the  increased  danger 
in  working  upon  pole  lamps  in  wet  weather ;  and  (2)  that  they 
were  also  negligent  in  allowing  the  wires  of  the  two  oompanies 
to  come  in  contact  on  Marion  street  The  first  ground  is  unten- 
able. The  negligence  complained  of  would  be  immaterial,  un- 
less it  caused  the  plaintiff's  injury.  If  the  alleged  enhanced 
danger  to  him  on  account  of  dampness  was  not  adequately  pro- 
vided for  by  the  cutroff  switch,  whose  office  and  purpose  it  is,  as 
he  confessedly  well  knew  and  understood,  to  entirely  cut  out  the 
current  of  electricity  from  the  lamp,  and  so  render  it  safe  for 
cleaning  and  trimming  under  all  conditions,  we  find  no  evidence 
whatever  that  dampness,  if  it  appreciably  existed  at  the  time  of 
his  injury,  would  have  rendered  the  shock  to  the  plaintiff  any 
different  than  it  was,  or  that  any  parts  of  the  mechanism  outside 
the  lamp  were  actually  charged  at  that  tima  Suppose,  how- 
ever, that  they  were;  it  is  certainly  as  likely,  in  any  reasonable 
view  of  the  evidence,  that  the  plaintiff's  shock  was  received 
f roan  the  charged  lamp,  the  risk  of  which  he  assumed,  as  from 
the  mechanism,  and  ^^an  action  for  negligence  cannot  be  main- 
tained  when  the  evidence  fails  to  disclose  an  open,  visible  con- 
nection between  the  injury  and  the  negligence  alleged,  and  when 
the  facts  proved  are  equally  consistent  with  a  theory  of  the  acci- 
dent that  would  discharge  the  defendants  as  with  one  that  would 
charge  them-"  Deschenes  v.  Railroad  Co.,  69  N.  H.  285,  291, 
46  Atl.  467.  The  second  ground  is  untenable,  also.  Knowing, 
as  he  admittedly  did,  the  risk  of  injury  from  the  wires  of  his 
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employers  ooming  in  oontact  with,  the  wires  of  other  electaie 
ooonpanies^  and  thus  beooming  charged  and  alive^  the  plaintiff, 
as  before  stated,  manifestly  assumed  that  risk  as  between  him- 
self and  his  employers ;  and,  moreover,  they  had  guarded  him 
absolutely  against  that  source  of  danger  by  means  of  the  cut-off 
switch,  the  use  and  purpose  of  which,  it  is  admitted,  he  fully 
understood.  Irrespective,  therefore,  of  the  question  of  the 
plaintiff's  own  negligence,  we  are  of  opinion  that  the  motion  of 
the  Manchester  Electric  Company  for  a  non-suit  should  have 
been  granted. 

As  against  the  Union  Electric  Company,  the  plaintiff  assumed 
no  risks  of  his  employment     They  stood  as  strangers  to  eadi 
other,  and,  as  between  them,  the  only  rule  to  be  applied  is  that 
of  ordinary  care.     This  rule  required  that  the  plaintiff  should 
make  use  of  such  means  of  protection  and  saf  ety^  as  were  within 
his  control  to  guard  against  the  risks  that  were  known  to  or  rea- 
sonably to  be  apprehended  by  him  from  the  negligence  of  the 
company.     Among  those  risks  was  that  of  their  wires  becoming 
crossed  with  those  of  his  employers.     But  he  was  not  only  ap- 
prised of  that  danger  and  understood  it ;  he  was  also  equipped 
with  a  complete  safeguard  against  it  by  turning  the  cut-off 
switch.     It  is  true,  he  testified  that  he  was  attempting  to  do  this 
when  he  received  the  shock;  and  therefore  my  brethren  are  of 
the  opinion  that  the  question  whether  he  exercised  ordinary  care 
in  his  way  and  manner  of  doing  it  was  properly  left  to  the  deter- 
mination of  the  jury.     I  do  not  think  so.     On  the  contrary,  it 
seems  to  me  that  the  case  discloses  no  evidence  which  would 
justify  a  finding  by  the  jury  of  reasonable  care  on  his  part     In 
my  opinion,  the  evidence  was  fairly  susceptible  of  but  two  con- 
clusions:   First,  that  the  plaintiff  attempted  to  trim  the  lamp 
without  tuming  the  switch,  as  he  had  frequently  done  before; 
or,  second,  that,  standing  in  the  unnecessary  and  reckless  way 
he  did,  "on  the  west  end  of  the  cross  arm,  with  one  foot  in  front 
of  the  other,  supporting  himself  entirely  by  placing  his  knee 
against  the  pole,  and  without  attempting  to  protect  himself  by 
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the  nae  of  his  right  hand,  he  reached  around  "with  his  left,"  by 
the  globe  and  between  the  metallic  standards  of  the  lamp,  to 
turn  the  switch,  which  was  on  the  south  side  of  the  lamp,  and 
thereby  received  the  injury  for  which  compensatioin  is  sought. 
And,  upon  either  of  these  conclusions,  it  follows  that  there  can 
be  no  reooveiy  against  the  Union  Electric  Company,  because  a 
person  injured  by  his  want  of  ordinary  care,  or  by  the  joint 
operation  of  his  own  and  another's  negligence^  is  remediless. 
Nashtui  Iron  &  Steel  Co.  v.  Worcester  &  N.  B.  Co.,  62  N.  H. 
150,  161,  162.  The  conditions  mantioned  in  the  question  to 
which  exception  was  taken  evidently  referred  to  dampness,  and 
the  exception  therefore  must  be  overruled.  Judgment  for  the 
Manchester  Electric  Company  and  against  the  Union  Electric 
Company. 

YoTTNO,  J.,  did  not  sit     The  others  concurred  as  to  the  Man- 
chester Electric  Company. 


NOTE  1. — ^The  following  additional  cases  relate  to  the  subjects  coiiBidered 
in  Part  III: 

In  Reagan  v.  Boston  Eleo.  L,  Co.,  167  Mass.  406  (Jan.  11,  1897),  a  person 
working  on  a  roof  was  injured  by  shock  from  electric  light  wires  strung 
ofver  the  building.  The  questions  were  of  contributory  negligence  and 
plaintiff's  right  upon  the  roof.  Held,  that  on  the  authority  of  lUingsfJOorth 
V.  Boston  Eleo.  Lt.  Co.,  6  Am.  Electl.  Cas.  312,  and  Oriffm  v.  United  Bleo. 
Li.  Co.,  6  Am.  Electl.  Gas.  262,  the  question  of  contributory  negligence  was 
properly  submitted  to  the  jury,  and  that  there  was  eWdence  that  the  plain- 
tiff was  rightfully  on  the  roof. 

In  Calumet  Eleo.  8t.  Ry.  Co.  v.  Orosse,  70  HI.  App.  381  (June  14,  1897), 
a  lineman  employed  by  a  telephone  company  was  injured  by  shodc  from  a 
trolley  wire.  Held,  that  electric  wires  on  oyerhead  structures  several  feet 
higher  than  could  possibly  injure  a  person  in  the  exercise  of  his  usual  rights 
and  duties  in  a  highway,  need  not  be  perfectly  insulated,  so  that  no  person 
could  be  injured  by  them,  however  extraordinary  his  duties. 

In  Annie  Wood  v.  Diamond  Electric  Co.,  185  Pa.  629  (Apr.  18,  1898),  an 
action  brought  to  recover  damages  for  the  death  by  electricity  of  a  person 
who  voluntarily  touched  a  wire  screen  which  he  had  heard  was  charged 
with  electricity,  in  order  to  demonstrate  that  it  was  not  so  charged,  recov- 
ery was  refused  on  the  ground  of  contributory  negligence. 

In  Keefe  v.  Narragansett  lectrio  Lighting  Co.,  Rhode  Island  Supreme 
Court,  June  22,  1898,  a  girl  climbed  out  of  a  window  of  her  residence  on  to 
the  jet  of  an  adjoining  house,  and  while  walking  on  the  jet,  came  in  con- 
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tact  with  wires  owned  by  a  tenant  of  the  building,  which  were  connected 
with  the  defendant's  electric  wire,  and  reoeiyed  an  injury  by  shock,  field, 
no  cause  of  action,  ( 1 )  because  the  wires  were  not  owned  by  defendant,  and 
(2)  because  the  defendant  had  no  reason  to  anticipate  the  presence  of  the 
plaintiff  in  the  place  where  she  was  injured,  and  therefore  would  not  have 
been  bound  to  insulate  eren  its  own  wires. 

In  Citizens'  Ry.  Co,  v.  Gifford,  19  Tex.  Civ.  App.  631  (Nor.  30,  1898), 
held,  that  the  degree  of  care  required  of  a  company  operating  electric  street 
cars,  in  order  to  exonerate  it  from  liability  to  a  person  coming  in  contact 
with  its  wires  in  the  street,  must  depend  on  the  circumstances,  the  rule 
being  that  ordinary  care  is  required. 

In  Oremnis'  Admr.  v,  Louisville  Elec,  Lt.  Co,,  49  S.  W.  184,  Kentiid[y 
Court  of  Appeals  (Jan.  26,  1899),  an  electric  light  company  was  held  liable 
for  its  failure  to  properly  insulate  its  wires  on  a  roof  to  protect  a  boy 
working  there;  following  McLaughlin  v,  Louisville  Eleo.  Lt.  Co.,  6  Am. 
Electl.  Cas.  255. 

In  Letois*  Admr.  v.  Louisville  Eleo.  Lt.  Co.,  Kentucky  Court  of  Appeals 
(May  6,  1899),  50  S.  W.  992,  an  electric  light  company  was  held  liable  for 
death  caused  by  improper  insulation,  following  the  McLaughlin  case. 

In  Twist  V.  City  of  Rochester,  impleaded  with  Rochester  Railway  Com- 
pany and  Rochester  Oas  d  Electric  Company,  N.  Y.  Supreme  Court,  Appel- 
late Division,  Fourth  Department,  February,  1899  (37  App.  Div.  307), 
poles  were  erected  by  an  electric  light  company  under  a  contract  with  the 
city,  which  gave  the  latter  the  rigbt  to  the  exclusive  use  of  a  cross  arm 
for  the  placing  of  telegraph  or  other  electric  wires  owned  by  it,  except  for 
lighting  and  power,  and  for  "any  and  all  municipal  purposes."  Subse- 
quently, the  equipments  of  a  trolley  system  were  placed  in  the  same  street 
by  an  electric  railway  company,  under  an  agreement  with  the  city.  Both 
these  agreements  reserved  to  the  city  the  right  of  location  and  super- 
vision, and  otherwise  to  protect  the  streets  from  danger.  After  both  the 
electric  light  and  trolley  lines  were  placed,  the  city  placed  a  patrol  line 
above  them,  upon  the  poles  of  the  electric  light  company.  The  plaintiff's 
intestate,  while  walking  in  the  street,  was  killed  by  electric  shock  due  to 
contact  with  a  broken  end  of  a  patrol  wire,  charged  with  electricity  by 
contact  with  the  trolley  wire.  The  patrol  wire  was  not  insulated;  it  had 
no  guard  wires  and  no  supports  except  at  the  insulators  on  the  poles. 
Limbs  of  trees  were  liable  to  detach  the  patrol  wires,  so  that  they  would 
fall  upon  the  heavily  charged  wires  below.  The  patrol  line  had  been  aban- 
doned by  the  city  for  more  than  a  year,  and  a  parallel  and  safer  route 
established,  but  the  wires  had  not  been  removed.  One  of  the  wires  had 
broken  and  dropped  into  the  street  several  times,  a  horse  having  once  been 
killed  by  the  current  from  it;  of  all  which  the  city  official  in  charge  of  the 
line  had  notice.  It  also  appeared  that  the  broken  wire  which  caused  the 
death  of  plaintiff's  intestate,  had  been  pulled  down  by  an  employe  of  the 
trolley  company,  who  was  about  to  take  hold  of  it  again  when  the  accident 
occurred. 
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Held,  that  the  question  of  the  negligence  of  the  city  was  properly  sub- 
mitted to  the  jury;  that  it  was  gross  negligence  to  permit  the  abandoned 
patrol  wires  to  fall  repeatedly  upon  the  heavily  charged  electric  light  and 
trolley  wires,  and  thence  to  the  street  to  the  great  danger  of  the  public. 
That  the  fact  that  the  patrol  line  was  used  by  the  police  department^  which 
was  created  by  law  for  the  discharge  of  a  public  duty,  did  not  free  the 
city  from  liability;  it  appearing  that  the  patrol  line  was  not  established 
hy  the  police  department^  nor  had  it  the  power  to  establish  such  line.  That 
the  line  was  established  by  the  city,  and  was  the  result  of  a  business  ar- 
rangement, and  not  in  furtherance  of  public  duty.  That  the  city  was  not 
protected  by  a  proidsion  of  its  charter  exempting  it  from  liability  for  in- 
juries due  to  the  unsafe  condition  of  its  streets,  in  absence  of  actual  notice 
to  its  officers,  both  because  it  appeared  that  the  officers  had  notice  and  be- 
cause the  city  needs  no  actual  notice  of  its  own  negligent  acts.  That  the 
question  of  contributory  negligence  was  properly  submitted  to  the  jury. 
That  the  negligence  of  the  city  was  a  proximate  cause  of  the  injury,  al- 
though the  act  of  the  employe  of  the  railway  company  in  pulling  down  the 
wire  was  a  concurring  cause;  since  if  the  wire  had  not  broken  the  injury 
would  not  have  occurred.  Case  of  this  series  cited  in  opinion,  Quill  v. 
Empire  State  Teleph.  d  Tel,  Co,,  vol.  6,  p.  303  (reversed,  vol.  7,  p.  761). 

In  San  Antonio  Gas  d  Electric  Co,  v,  Speegle,  60  S.  W.  884,  Texas  Court 
of  Civil  Appeals  (Dec.  19,  1900),  the  following  is  a  portion  of  the  head 
note: 

"Where  plaintiff,  in  taking  down  a  dead  wire  belonging  to  a  company 
other  than  defendant^  is  injured  by  the  wire  breaking  and  coming  in  con- 
tact with  an  improperly  insulated  live  wire  of  defendant,  defendant's  negli- 
gence in  not  having  it  insulated  is  a  concurrent  cause  of  the  accident^  ren- 
dering it  liable,  though,  but  for  a  defect  in  the  wire  which  broke,  the  acci- 
dent would  not  have  happened. 

'The  accident  to  plaintiff  by  reason  of  the  dead  wire  which  he  was  taking 
down  breaking  and  falling  on  a  live,  improperly  insulated  wire  of  defend- 
ant>  strung  along  a  street,  where  it  was  charged,  is  shown  to  be  one  which 
defendant  might  reasonably  have  anticipated,  by  evidence  that  larger  wires 
frequently  break." 

In  Jones  v.  Finch,  Alabama  Supreme  Court,  29  So.  Rep.  182'  (Dec.  20, 
1900),  a  person  who  negligently  caused  a  telephone  wire  to  fall  across  a 
trolley  wire  and  remain  hanging  down  into  the  street  where  a  passing  ani- 
mal came  in  contact  with  it,  was  held  liable  for  the  death  of  the  animal, 
and  the  driver  was  held  not  chargeable  with  contributory  negligence — citing 
McKay  v.  So.  Bell  Teleph.  Co.,  6  Am.  Electl.  Cas.  223;  Quill  v.  Empire 
State  Teleph.  Co.,  id.  p.  303. 

In  Smith  v.  East  End  Elec.  Lt.  Co.,  198  Pa.  St.  19  (Jan.  7,  1901),  held 
that  an  electric  light  company  is  not  charged  with  negligence  by  evidence 
that  a  person  was  killed  by  coming  in  contact  with  one  of  its  wires  on  a 
house,  at  a  point  where  the  insulation  was  defective,  there  being  no  evi- 
dence of  actual  notice  to  it,  nor  of  how  long  the  defect  had  existed. 

VOL.  VII — 48. 
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Ib  /.  U.  Proetar  v.  Bmn  Antonio  St.  Ry.  Co..  62  S.  W.  Rep.  039  {T&kmm 
Oowrt  of  GiTil  Appeals,  April  10,  1901),  an  electric  street  railway  oompaay 
iraa  held  to  owe  no  duty  to  a  man  who  went  into  the  yard  of  the  oonqpany  to 
take  his  sons  their  dinner,  the  sons  heing  at  work  under  a  contract  with  the 
eompany,  caught  a  trolley  wire  with  a  hoe,  and  receiyed  a  fatal  ahodc 

In  Louise  Oordon^  Admm.,  v.  Eugene  L.  Ashley,  34  Ifisc  (N.  T.)  743 
(Trial  Term,  May,  1901),  the  following  is  the  head-note: 

"A  person  who  strings  an  electric  light  wire,  used  by  him  in  lighting  a 
Tillage,  in  such  a  manner  that  it  can  and  at  times  visibly  does  oome  in 
contact  with  a  telephone  wire,  affording  a  connection  which  might  cut  the 
electric  light  wire  by  heat  and  attrition,  is  guilty  of  negligence,  and  cannot 
escape  personal  liability  to  the  widow  and  children  of  one  who  was  killed 
fay  coming  in  contact  with  the  electric  light  wire,  upon  its  severance  and 
fall,  as  found  by  a  jury,  from  a  cause  which  he  might  reasonably  have 
foreseen,  by  showing  that,  some  time  before  the  accident,  he  had  transferred 
the  plant  and  business  to  a  corporation,  as,  it  appearing  that  he  was  the 
president  thereof  and  owner  of  nearly  all  the  stodc,  it  is  apparent  that  he 
had  power  and  authority  to  have  the  corporation  remedy  the  defect,  and, 
failing  to  have  the  corporation  remedy  it,  he  became  a  joint  wrongdoer 
with  it  and  may  be  sued  separately." 

In  Hart  i7.  Mayor,  dc,  of  Union  City,  64  S.  W.  Rep.  6  (Tennessee  Supreme 
Court,  June  15,  1901),  a  policeman  was  found  dead  under  circumstances 
which  indicated  the  possibility  of  his  having  received  a  shock  from  crossed 
electric  wires;  though  after  his  death  experiments  showed  that  there  was 
no  crossing  of  the  wires  or  anything  else  that  would  make  them  dangerous. 
Held,  not  sufficient  to  warrant  recovery. 

In  Scheiher  v.  United  Telephone  Co.,  153  Ind.  609  (Dec.  15,  1899),  a  com- 
plaint alleging  injury  caused  by  lightning  conducted  into  a  store-room  by 
defendant's  wires,  on  account  of  their  defective  condition,  and  that  the 
defect  was  due  to  the  removal  of  a  telephone  belonging  to  another  com- 
pany, the  predecessor  of  defendant,  and  not  showing  that  defendant  created 
the  dangerous  condition  or  had  any  opportunity  to  put  the  wires  in  a 
proper  condition  before  the  accident,  was  held  insufficient. 

In  Sophia  Waller  v.  Leavenworth  Light  d  Heating  Co,,  9  Kan.  Ct.  Ap. 
301  (June  6,  1900),  an  action  for  damages  from  fire  caused  by  defective 
insulation,  it  was  held  that  where  one  electric  light  company  purchases  the 
plant  of  another  company  and  continues  its  business,  it  impliedly  contracts 
with  its  customers  and  the  public  that  it  will  use  such  appliances  and  care 
as  are  known  to  the  business  to  protect  them  from  harm,  and  is  liable  to 
any  one  who  suffers  damage  from  its  failure  to  do  so. 

In  Dechert  v.  The  Municipal  Elec,  Lt.  Co.,  39  App.  Div.  (N.  Y.)  490 
(April,  1899),  an  electric  light  company  made  a  contract,  contained  in  two 
separate  papers,  by  one  of  which  it  agreed  to  wire  a  place  of  business,  by 
the  other  to  furnish  equipments  and  current  for  electric  lighting.  The 
latter  paper  contained  a  release  in  these  words:  "The  company  is  hereby 
released  from  all  claims  for  damages  resulting  from  the  use  of  dectric  cur- 
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rent  when  the  wiring  and  electrical  equipments  on  the  premises  of  the 
consumer  shall  have  been  approved  by  the  New  York  Board  of  Fire  Under- 
writers or  other  proper  authority."  The  action  was  brought  to  recover 
damages  for  the  destruction  of  the  building  thus  wired  and  equipped,  by 
fire  due  to  alleged  defective  insulation  of  wires.  The  defendant's  claim 
that  it  was  protected  by  the  release  was  rejected,  it  appearing  that  the 
approval  given  by  the  Board  of  Underwriters  was  limited  to  the  "equip- 
ments," and  it  being  held  that  it  was  not  intended  to  include  the  wiring. 
Held,  that  the  question  of  whether  or  not  the  work  of  wiring  and  insulat- 
ing the  wires  was  properly  done,  must  be  determined  upon  the  testimony 
of  witnesses  familiar  with  such  work,  and  that  the  rules  of  various  elec- 
trical companies  prescribing  how  such  work  should  be  done  were  incom- 
petent. 

In  Kepner  v.  Ha/rrisburg  Traction  Co,,  183  Pa.  St.  24,  Oct.  11.  1897,  the 
plaintiff's  horse  became  frightened  by  the  breaking  of  defendant's  trolley 
wire,  and  plaintiff,  alarmed  by  the  noise  and  electric  flashes,  and  by  the 
plunging  of  the  horse,  jumped  from  the  vehicle  and  was  injured.  Held, 
that  no  presumption  of  negligence  of  defendant  arose  from  the  unex- 
plained breaking  of  the  wire. 

In  Bergin  v.  Southern  New  England  Teleph.  Co,,  70  Conn.  54,  Nov.  30, 
1897,  an  action  brought  by  an  employe  of  a  telephone  company  for  injury 
by  shock  while  in  the  performance  of  his  duties,  held,  that  where  a  tele- 
phone company  and  an  electric  light  company  used  the  same  poles,  the  law 
does  not  absolutely  require  the  telephone  company,  as  between  it  and  its 
linemen,  to  inspect  and  test  guy-wires  and  circuit  breakers  put  in  by  the 
railroad  company,  to  ascertain  whether  they  are  in  safe  condition. 

In  Murphy  v.  Coney  Island  do  Brooklyn  Railroad  Company,  65  App.  Div. 
(K.  Y.)  546,  December,  1900,  an  action  in  which  an  employe  of  an  overhead 
trolley  railway  company  received  a  shock  while  fastening  span- wires  to  a 
"brookline"  attached  to  an  iron  pole,  in  consequence  of  the  defective  condi- 
tion of  the  "brookline,"  which  was  an  insulating  appliance  designed  to  pre- 
vent the  electric  current  from  passing  from  the  span  wire  into  the  iron 
poles,  it  appeared  that  the  defect  in  the  "brookline"  was  not  inherent  in 
the  material  or  due  to  the  construction,  but  was  due  to  leakage,  and  it  did 
not  appear  that  the  defect  was  visible.  It  appeared  that  no  tests  of  the 
"brookline"  were  made  by  the  defendant,  who  relied  on  the  manufacturer, 
and  there  was  no  evidence  that  the  manufacturer  tested  them.  Held, 
error  to  hold  as  matter  of  law  that  the  defendant  had  discharged  its  obliga- 
tion toward  the  plaintiff. 

In  Malay  v,  Mt,  Morris  Electric  Light  Co.,  N.  Y.  Supreme  Court,  Appel- 
late Division,  June,  1899  (41  App.  Div.  574),  the  plaintiff,  a  lineman  in 
the  employ  of  an  electric  light  company,  defendant,  informed  the  dynamo 
engineer  that  he  was  to  hang  a  lamp  at  a  certain  place,  and  that  the  engi- 
neer should  not  turn  on  the  current  of  electricity  until  informed  by  tele- 
phone that  the  work  was  done.     While  the  plaintiff  was  at  work,  the  engi- 
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neer  turned  on  the  current,  the  plaintiff  received  a  shock,  and  was  injured. 
There  was  evidence  that  various  instances  of  the  engineer's  incapacity  had 
previously  been  brought  to  the  attention  of  the  superintendent  and  of  the 
person  who  employed  and  discharged  help,  and  the  vice-president  had  been 
told  of  his  incapacity. 

Beldy  sufficient  evidence  to  warrant  submission  to  the  jury  of  the  question 
of  defendant's  negligence,  within  the  rule  that  the  plaintiff  must  establish 
(1)  that  the  injury  was  due  to  the  engineer's  negligence;  (2)  that  the 
engineer  was  incompetent,  and  (3)  that  the  defendant  had  knowledge  or 
notice  of  such  incompetency. 


NOTE  2. — Part  III  contains  fifty-four  cases  reported  in  full,  and  memo- 
randa of  nineteen  others  in  note  1,  antSy  all  illustrative  of  the  degree  of 
care  which  companies  using  the  electric  current,  mainly  by  means  of  wires 
in  public  highways  and  over  buildings,  owe  to  the  public  to  prevent  injury 
to  person  and  property.  While  this  is  the  general  theme  of  all  these  cases, 
it  may  be  instructive  to  group  them  with  respect  to  certain  specific 
principles. 

It  is  undoubtedly  true  that  the  degree  of  care  required  of  electrical  com- 
panies is  the  same  in  kind  as  that  which  is  required  of  all  persons  in  their 
relations  with  each  other,  namely,  the  duty  of  reasonable  care  to  avoid 
injury.  Reasonable  care  is,  however,  a  relative  expression  and  circum- 
stances of  time,  place,  etc.,  are  to  be  considered.  It  is  commensurate  to  the 
danger.  The  electric  current  being  highly  dangerous  and  its  nature  such 
that  it  is  invisible,  inaudible,  and  incapable  of  ascertainment  by  any  of 
the  senses,  except  that  of  touch,  and  its  touch  is  fatal,  it  follows  that  those 
using  it  or  causing  it  to  be  conveyed  in  and  along  places  where  persons  are 
reasonably  to  be  expected  to  be,  are  bound  to  a  very  high  degree  of  care. 
This  is  differently  stated  by  the  courts.  Perhaps  the  strongest  language 
used  in  defining  the  duties  of  electric  companies  is  that  contained  in  a 
series  of  Kentucky  decisions  commencing  with  McLaughlin  v.  Louisville 
Elec.  Lt.  Co,,  6  Am.  Electl.  Cas.  255,  in  which  the  duty  is  said  to  be  that 
of  "perfect  protection"  at  points  where  persons  are  apt  to  come  in  contact 
with  the  wires,  and  the  utmost  care  to  keep  them  insulated.  This  is  fol- 
lowed in  8chweitzer*8  Admr,  v.  Citizens'  Qen.  Elec.  Co,,  ante,  p.  571; 
O^DonnelVs  Admr,  v.  Louisville  Elec,  Lt,  Co,,  ante,  p.  586,  in  which  it  is 
stated  that  perfect  insulation  is  required  where  persons  have  the  right  to 
go  for  either  business  or  pleasure;  Macon  v.  Paducah  8t.  Ry.  Co.,  ante,  p. 
630,  and  Thomas*  Admr.  v,  Maysville  8t.  Ry.  Co,,  ante,  p.  587;  Overall  v. 
Louisville  Elec.  Lt.  Co.,  ante,  p.  521,  in  which  it  was  held  that  a  trial  court 
erred  in  charging  the  jury  that  the  degree  of  care  required  was  "the  high- 
est degree  of  care  and  skill  of  prudent  persons  in  the  same  or  similar 
business"  was  erroneous;  Gremnis*  Admr.  v.  Louisville  Elee.  Lt.  Co.  and 
Lewis'  Admr,  v.  Louisville  Elec.  Lt.  Co.,  both  being  found  in  note  1,  ante. 

In  New  York  it  was  held  in  Caglione  v.  Mt.  Morris  Elec.  Lt.  Co.,  ante,  p. 
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622,  that  electric  companies  are  bound  to  take  all  care  tliat  a  reasonable 
person  can  take  to  prevent  the  escape  of  electricity  to  the  danger  of  life, 
while  in  Witileder  v.  Citizens*  Eleo,  Ilium.  Co.,  p.  586,  note,  ante,  it  was  held 
that  the  stringing  of  live  electric  wires  so  near  a  thoroughfare  that  contact 
of  persons  passing  in  the  street  is  possible,  is  active  negligence,  in  other 
words,  nuisance. 

In  Anderson  v.  Jersey  City  Elec,  Li,  Co,,  ante,  p.  557,  it  is  held  that  an 
electric  light  company  is  bound  to  reasonable  care  to  protect  persons  in 
places  where  it  is  reasonably  probable  that  their  duties  as  linemen  of 
other  electrical  companies  will  bring  them;  in  Brown  v,  Edison  Eleo,  Ilium, 
Co.,  ante,  p.  516,  such  companies  are  held  bound  to  the  duty  of  protection  to 
persons  where  they  have  a  right  to  be  in  the  exercise  of  a  lawful  occupa- 
tion. In  Perham  v.  Portland  Elec,  Co.,  ante,  p.  487,  it  is  said  to  be  the 
duty  of  "utmost  care."  In  Will  v,  Edison  Eleo.  lUum.  Co,,  ante,  p.  642, 
held,  that  the  duty  is  that  of  the  very  highest  degree  of  care  to  persons 
rightfully  there,  whether  from  necessity  or  mere  convenience.  In  Chifflth 
V.  New  England  Teleph.  d  Tel.  Co.,  ante,  p.  707,  held  that  electric  companies 
are  bound  to  use  such  known  and  approved  devices  as  are  necessary  to 
guard  against  accidents  from  lightning  conducted  over  their  wires.  In 
Leonard  v.  Brooklyn  Heights  R,  Co.,  ante,  p.  683,  held,  that  the  duty  of  an 
electric  street  railway  company  to  protect  its  passengers  from  injury  by 
shock  is  a  "very  high  degree  of  care." 

Bearing  in  mind  that  reasonable  care  under  the  circumstances  is  the 
fundamental  requirement,  it  not  only  follows  that  a  very  high  degree  of 
care  should  be  required  to  keep  electric  wires  properly  insulated  in  places 
where  persons  may  be  reasonably  expected  to  be;  but  follows  none  the  less 
logically  that  a  much  less  degree  of  care  is  requisite  in  places  where  per- 
sons are  not  reasonably  expected  to  go.  Thus  electric  companies  have  been 
held  not  liable  for  injuries  occasioned  to  a  person  walking  upon  the  girder 
of  a  bridge  many  feet  above  the  roadway  {Freeman  v,  Brooklyn  Heights 
R,  Co,,  ante,  p.  611),  on  the  top  of  a  wooden  awning  sixteen  feet  above  the 
street  {Brush  Eleo.  L,  d  P.  Co,  v,  Lefevre,  ante,  p.  598 ) ;  upon  structures  so 
high  that  no  person  could  reasonably  be  expected  to  be  injured  by  them, 
however  extraordinary  his  duties  {Calumet  Eleo,  8t,  Ry.  Co,  v,  Orosse,  note 
1,  ante) ;  upon  a  jet  in  front  of  a  house  {Keefe  v.  Narragansett  Eleo.  Lt. 
Co.,  note  1,  ante).  It  has  also  been  held  that  a  telephone  company  is  not 
bound  to  provide  against  accidents  which  could  not  be  anticipated  or 
guarded  against  except  by  constant  patrol  of  its  whole  line  {Fitch  v.  Cen- 
iral  N.  7.  Teleph.  d  Tel,  Co.,  ante,  p.  565) ;  also  that  it  is  not  negligence 
as  matter  of  law,  where  wires  have  been  prostrated  in  many  places  at 
onoe  by  an  unusual  and  unexpected  storm,  to  allow  a  delay  of  several  hours 
before  repairing  a  broken  wire  {Boyd  v.  Portland  Eleo.  Co.,  ante,  p.  605). 

The  rule,  "res  ipsa  loquitur,"  in  other  words,  that  certain  conditions  con- 
stitute prima  facie  evidence  of  negligence  so  as  to  require  proof  by  the  de- 
fendant to  rebut  the  same,  is  frequently  applied  in  actions  against  elec- 
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trical  companies.  Such  are  the  following  caeee,  ante:  Boyd  v.  PoriUmd 
Bieo,  Co,,  p.  605;  Chattanooga  Eleo.  By.  Co.  v.  Mingle,  p.  592;  DeoUn  v. 
Beacon  Light  Co,,  p.  563;  Ifewark  Eleo.  L.  d  P.  Co.  v.  Ruddy,  p.  526; 
(y Flaherty  v.  Naeaau  Elec.  R.  Co.,  p.  535 ;  Leavenworth  Coal  Co.  v.  Batch- 
ford,  p.  433;  Trenton  Pass.  Ry.  Co.  v.  Bennett  and  Cooper,  p.  444;  Snyder 
V.  Wheeling  Elec.  C6.,  p.  473;  Dwyer  v.  Buffalo  Oeneral  Eleo.  Co.,  p.  456; 
Jones  V.  Union  Ry.  Co.,  p.  447.  In  Poulsen  v.  Nassau  Eleo.  R.  Co.^  ante, 
p.  675,  the  same  rule  is  applied  where  a  trolley  car  was  trayding  on  a  track 
in  a  blase  and  a  passenger  was  injured. 

With  respect  to  the  care  or  negligence  of  the  person  injured  by  shodc 
from  electric  wires,  it  is  held  in  Will  v.  Edison  Eleo.  Ilium.  Co.,  ante,  p.  642, 
and  Mitchell  v.  Raleigh  Elec.  Co.,  ante,  p.  644,  that  a  person  has  the  right 
to  presume  that  electric  wires  maintained  in  a  place  where  persons  are 
liable  to  be  are  properly  insulated.  In  Neioark  Elec.  L.  d  P.  Co.  v.  Mo- 
Oilvery,  ante,  p.  529,  it  is  held  that  an  electric  company  owes  no  duty  to 
one  who  has  broken  down  its  wires  except  to  refrain  from  wilful  acts  to 
his  injury.  In  Anderson  v.  Jersey  City  Electric  Lt.  Co.,  ante,  p.  561,  note, 
and  Wood  v.  Diamond  Elec.  Co.,  note  1,  ante,  it  appeared  that  the  person 
injured  in  each  case  Toluntarily  touched  the  w^ire  which  he  had  heard  was 
charged  with  electricity,  in  order  to  demonstrate  that  it  was  not  so  charged, 
and  recoTery  in  each  case  was  refused  on  the  ground  of  contributory  neg- 
ligence.  In  N.  Y.  d  N.  J.  Telcph,  Co.  v.  Bennett,  ante,  p.  643;  W.  U.  Tel. 
Co.  V.  Griffith,  ante,  p.  602,  and  Ro^oe  v.  N.  J.  Teleph.  Co.,  ante,  p.  626, 
where  the  wire  which  was  the  immediate  cause  of  the  injury  receiyed  its 
current  from  a  wire  of  another  company,  upon  which  it  had  fallen  or  too 
near  to  which  it  had  been  placed,  recovery  against  both  companies  was  sus- 
tained, or  they  were  held  to  have  been  properly  joined  as  defendants.  In 
Kansas  City  v.  File,  ante,  p.  539,  an  electric  light  company  and  a  city  were 
held  to  have  been  properly  joined  as  defendants,  a  broken  electric  light 
wire  haying  been  allowed  to  remain  in  a  street  for  a  long  time. 

With  respect  to  the  duties  of  electric  light  companies  to  their  employes, 
it  is  held  in  Moran  v.  Corliss  Steam  Engine  Co.,  ante,  p.  743.  that  a  master 
using  machinery  operated  by  electricity  is  bound  to  a  very  high  degree  of 
care  for  the  protection  of  his  employes;  on  the  other  hand,  it  is  held  in 
Carr  v.  Manchester  Elec.  Co.,  ante,  p.  746,  that  the  danger  of  shock  due  to 
crossed  wires  is  a  known  risk  of  a  lineman's  employment;  in  Anderson  v. 
Inland  Teleph.  d  Tel.  Co.,  ante,  p.  725,  that  an  employe  cannot  recover  frcnn 
his  employer  for  shock  caused  by  a  span-wire  of  the  latter,  a  telephone 
company,  coming  in  contact  with  the  trolley  wire,  it  appearing  that  inspec- 
tion of  the  wires  was  a  part  of  the  employe's  duty,  and  that  he  had  the 
appliances  for  inspection  with  him;  and  in  Epperson  v.  Post<U  Tel.  Cable 
Co.,  ante,  p.  736,  that  a  lineman  has  no  right  to  rely  on  his  foreman's  assur- 
ance that  there  is  no  danger  if  he  in  fact  have  facilities  for  knowing, 
and  does  know^  to  the  contrai-y. 


PART  IV. 


MISCELLANEOUS. 


(759) 


NEW  YORK,  1899.  761 


Quill  V.  Telephone  and  Telegraph  Co. 


Jeebmiah  Quiiiii,  Respondeoit,  v.  The  Empibe  State  Tele- 
phone AND  Telegraph  Company,  Appellant 

"New  York  Court  of  Appeals,  April  18,  1899  (reversing  6  Am.  Electl.  Gas. 

303). 

(159  N.  Y.  1.) 

INJITBT  BT  ELEOTBICAL  APPLIANCE. 

A  person  not  in  defendant's  employ,  while  attempting  to  change  the  position 
of  a  telegraph  wire,  dislodged  an  insecure  insulator,  which  fell  and  in- 
jured the  plaintiff  standing  in  the  street.  The  defendant  owned  the  pole. 
It  also  owned  the  arm  and  the  pin  thereon,  upon  which  the  insulator 
rested,  and  turned  them  over,  years  before,  in  good  condition,  to  another 
company  to  use;  which  latter  company  owned  and  controlled  the  wires 
and  insulator. 

Held,  that  the  defendant  was  not  responsible  for  the  plaintiff's  injury. 

Appeal  from  judgment  of  Supreme  Court,  General  Term, 
Fifth.  Judicial  Department,  affirming  a  judgment  entered  upon 
a  verdict  for  plaintiff,  and  an  order  denying  a  motion  for  new 
trial 

Frederick  E.  Starke,  for  appellant 

E.  C.  Aiken,  for  respondent 

Pabkbr^  Ch-  J. :  Tlie  plaintiff,  while  standing  on  the  south 
side  of  a  telephone  pole  belonging  to  this  defendant,  and  under 
the  end  of  the  lower  cross  arm,  was  struck  by  a  glass  insulator 
that,  in  sm  attempt  to  change  the  position  of  a  telegraph  wire, 
was  thrown  from  the  pin  upon  which  it  had  been  placed.  The 
taut  wire,  as  it  was  being  raised,  caught  under  the  insulator  and 
lifted  it  from  the  pin.  The  person  who  raised  the  wire  was  not 
in  the  employ  of  the  defendant  nor  connected  with  it  in  any 
way.  He  was  an  employe  of  the  city  of  Auburn,  who  discov- 
ered that  there  was  some  difficulty  with  the  wires  and  went  up 
the  pole  of  his  own  motion  for  the  purpose  of  remedying  it. 
ror  the  injuries  that  the  plaintiff  suffered  he  succeeded  in  ob- 
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taining  a  judgnieat  against  the  defendant^  predicated  neoeesar- 
ilj  upoDj  the  gruond  that  the  defendant  failed  to  perform  aome 
duty  that  it  owed  to  the  traveling  public,  of  which  the  plaintiff 
was  one.  It  ia  very  difficult  to  point  out  the  act  claimed  to  can* 
stitute  an  omission  of  duty.  Indeed,  without  an  ingenious  use 
of  authority,  which  seems  sometimes  to  be  resorted  to  to  prove 
what  is  obviously  untrue,  the  task  would  scarcely  be  undertaken 
by  any  ana 

The  facts  are  not  in  controversy,  and  a  statement  of  them  will, 
I  think,  support  the  assertion  mada  It  is  true  that  the  defend- 
ant was  the  owner  of  the  pole,  which  was  in  height  ninety-six 
feet,  in  circumference  at  the  base  six  feet,  and  had  upon  it 
twenty  cross  arms,  each  of  which  was  ten  feet  in  length  and  bore 
ten  pins ;  the  bottom  cross  arm,  from  which  the  insulator  fell, 
was  forty-seven  feet  from  the  ground.  Now,  while  this  was  the 
defendant's  pole,  it  did  not  make  use  of  all  of  the  arms.  The 
two  uppermost  arms  were  occupied  by  the  American  Telephone 
and  Telegraph  Company ;  the  thirteen  arms  immediately  below 
were  used  by  this  defendant;  the  succeeding  four  arms  below 
had  no  wires  on  whatever;  the  twentieth,  and  last,  arm  was  used 
exclusively  by  the  Western  Union  Telegraph  Oompany,  and  it 
was  from  this  arm  that  the  insulator  fell.  It  seems  that  when 
this  large  pole  was  being  erected  for  the  use  of  the  defendant, 
the  manager  of  the  Western  Union  Telegraph  Company  com- 
plained that  the  effect  of  it  would  be  to  interfere  with  his  com- 
pany's use  of  a  pole  near  by  that  carried  the  wires  of  that  com- 
pany, and  thereupon  he  was  told  that  as  soon  as  defendant's  pole 
was  up,  the  Western  Union  Company  could  either  put  on  a 
cross  arm  or  use  the  bottom  cross  arm  that  the  defendant  had 
put  on,  as  defendant  would  have  no  use  for  it  This  settlement 
of  the  difficulty  was  accepted,  and  immediately  after  the  erec- 
tion of  the  pole  the  Western  Union  Company  took  possession  of 
the  lower  cross  arm  and  exclusively  used  it  from  that  time  on 
until  after  the  happening  of  the  accident.  It  is  not  pretended 
that  the  defendant  exercised  any  authority  over  this  arm,  or 
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daimed  the  rigjit  to  exercise  any,  or  oould  have  done  so  if  it 
dhoee  after  the  arrangeiiieat  between  it  and  the  Weetem  XJnioa 
Telegraph  Ooiaipany.  The  evidence  shows  that  it  agreed  with 
the  Western  Union  Telegraph  Company  either  to  permit  it  to 
put  on  an  arm  of  its  own  or  make  use  of  the  defendant's  lower 
arm,  but  it  is  nowhere  suggested  that  it  agreed  to  furnish  glass 
insulators  or  that  it  did  furnish  them.  The  only  evidence  that 
I  am  able  to  find  bearing  upon  the  question  as  to  whether  there 
was  an  insulator  on  the  arm  when  the  Western  Union  took  pos- 
session of  it,  tends  to  show  that  there  was  none.  It  consists, 
first,  of  the  agreement,  which  was  that  such  company  should  have 
the  use  of  the  lower  arm  simply,  and,  second,  of  the  testimony 
of  Bobert  Lunney,  that  ^^there  never  has  been  a  telephone  fixture 
upbn  the  bottom  arm  since  I  have  known  about  the  company." 
The  evidence  does  not,  therefore,  permit  a  finding  that  the  glass 
insulators  were  upon  the  pins  and  were  turned  over  to  the  pos- 
session of  the  Western  Union  Telegraph  Company  with  the 
arm. 

The  situation  then,  so  far  as  this  defendant  is  concerned,  is 
this:  It  turned  over  to  another  company  the  use  of  a  part  of 
its  property,  consisting  of  an  arm  of  a  telephone  pole  and  the 
pins  thereon,  all  of  which  were  and  still  are  in  perfect  condition ; 
the  Western  Union  Telegraph  Company  took  possession  of  the 
pole,  strung  seven  or  eight  wires  thereon,  and  thereafter  con- 
tinued in  the  exclusive  occupation  of  it  down  to  the  27th  of 
June,  1891,  when  an  employe  of  the  city  government,  having  no 
relation  whatever  to  any  of  the  corporations  owning  or  using  the 
pole,  went  upon  it  for  the  purpose  of  making  some  temporary 
alteration  in  the  position  of  the  wires,  and  in  attempting  to  do 
so  lifted  directly  upwards  a  wire  that  rested  against  one  of  the 
pins,  and  which  caught  under  the  glass  insulator,  raised  it  up 
from  the  pin  and  threw  it  to  the  ground.  The  defendant  is  cer- 
tainly not  responsible,  under  this  evidence,  on  the  ground  that 
it  turned  over  to  tJie  Western  Union  Company  the  insulator 
thrown  off,  for  it  did  not  furnish  it.     Nor  is  it  responsible  for 
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every  act  done  or  omitted  on  the  lower  arm  of  the  pole,  simply 
because  it  owns  it.  The  neglect,  if  any  there  was,  on  the  part 
of  either  the  owner  or  occupant  of  the  pole,  was  that  of  the 
WeBtem  Union  Company  in  omitting  to  catch  the  insulator  on 
the  thread  of  the  pin^  and  for  its  omission  of  duly  the  owner  is 
not  responsible. 

If  there  were  any  doubt  about  that  question  before  the  deci- 
sion of  the  court  in  Holmes  v.  Union  T.  &  T,  Co.,  7  Am.  Elecd. 
Oasw  765n.,  41  N".  Y.  S.  R.  767,  affirmed  in  this  court  on  opinion 
below  (139  N.  Y.  651),  there  has  been,  none  since  that  decision 
in  this  Stata  In  that  case  the  defendant's  poles  ware  also  used 
to  string  wires  of  a  local  company  for  messenger  service;  a 
heavy  fall  of  rain  and  snow  so  weighted  the  wires  that  some  of 
them  were  broken  and  fell  to  the  sidewalk ;  the  outcome  was  an 
injury  to  the  plaintiff  in  that  action,  but  it  could  not  with  cer- 
tainty be  told  whether  the  wire  into  which  the  plaintiff's  feet 
became  entangled,  and  which  caused  him  to  fall,  was  the  wire 
of  the  defendant  or  the  wire  of  the  messenger  service  company; 
the  jury  being  charged  that  the  defendant  was  obliged  to  take 
care  of  its  own  wire^  but  was  not  obliged  to  take  caro  of  its 
neighbor's,  found  in  favor  of  the  defendant,  and  an  exception 
taken  to  the  charge  of  the  court  wais  ineffectually  relied  upon  in 
the  Qeneral  Term  and  in  this  court  for  a  reversal  In  this  case 
the  evidence  points  to  the  Western  Union  Telegraph  Company 
as  the  company  responsible  for  the  insulator  being  upon  the  pin 
without  being  screwed  down,  but  in  any  event  the  state  of  the 
evidence  is  such  that  it  will  not  support  a  finding  that  this  de- 
fendant furnished  the  insulator,  or  put  it  on,  or  had  anything 
to  do  with  it  whatever. 

The  judgment  should  be  reversed  and  a  new  trial  granted, 
with  coets  to  abide  the  event 

All  concur,  except  O'Bkien,  J.,  dissenting. 

Judgment  reversed,  etc. 
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Note. — ^The  following  is  the  opinion  of  the  General  Term  of  the  Supreme 
Court,  adopted  by  the  Court  of  Appeals,  in  the  case  of  John  M,  Holmes  v. 
The  Union  Telegraph  and  Telephone  Co,,  referred  to  in  the  foregoing  case: 

Matham,  J. :  The  defendant  erected  its  poles  and  strung  its  wires  along 
or  upon  a  public  street  in  the  village  of  Glens  Falls  for  the  purpose  of 
telephone  service,  and  had  so  used  the  poles  for  more  than  a  year  at  the 
time  of  the  alleged  injury. 

The  undisputed  evidence  also  shows  that  wires  used  for  messenger  ser- 
vice were  also  strung  along  on  these  poles,  but  without  the  affirmative 
consent  of  the  defendant. 

On  the  occasion  of  a  rain  and  snow  fall,  ice  accumulated  on  the  wires 
attached  to  these  poles  in  such  quantities  that  some  of  the  wires  were 
broken  and  fell  dovm  upon  the  sidewalk,  and  one  of  the  defendant's  em- 
ployes pushed  the  broken  wire  from  the  sidewalk  into  the  gutter,  where  it 
was  permitted  to  remain  for  some  time  and  to  become  frozen  into  the  ice 
or  mud  upon  the  street,  forming  a  loop  through  which  plaintiff  tripped, 
fell,  and  was  injured. 

On  the  trial  the  defendant  contended  and  sought  to  establish  by  proof 
that  the  fallen  wire,  by  reason  of  which  the  plaintiff  fell  and  was  injured, 
was  not  the  wire  of  the  defendant,  but  the  wire  of  the  messenger  service, 
which  the  defendant  did  not  erect,  and  over  which  the  defendant  exercised 
no  control,  and  out  of  this  contention  arises  the  chief  point  of  controversy 
on  this  appeal. 

The  learned  trial  judge  charged  the  jury  in  various  forms  in  substance 
and  effect  that  if  it  was  not  the  defendant's  wire  that  caused  the  injury, 
then  the  defendant  was  not  liable;  that  the  defendant  was  obliged  to  take 
care  of  its  own  wire,  but  it  was  not  obliged  to  take  care  of  its  neighbor's. 
If  it  owned  or  had  charge  of  this  wire,  then  it  was  its  wire  to  take  care  of. 
The  plaintiff  excepted  to  this  part  of  the  court's  charge,  and  upon  that 
exception  and  alleged  misdirection  of  the  learned  judge  the  plaintiff  seeks 
to  reverse  the  judgment  in  this  action.  We  see  no  error  in  this  direction 
or  charge  of  the  learned  judge. 

The  complaint  in  this  action  charges  the  defendant  with  negligence,  and 
the  action  was  prosecuted  upon  the  theory  that  the  injury  was  caused  by 
the  negligence  of  the  defendant,  and  not  upon  the  theory  that  the  defend- 
ant had  permitted  the  use  of  its  poles  by  another  in  such  a  manner  as 
to  become  a  nuisance.  The  complaint  alleged:  "That  the  defendant  so 
carelessly  and  negligently  took  care  of,  managed  and  used  said  telegraph 
poles  and  the  wires  strung  upon  the  same,  did  carelessly  and  negligently 
permit  the  wires  to  become  broken  or  detached  from  the  poles,  so  as  to  lay 
upon  and  along  the  highway  and  street,  etc." 

There  was  no  averment  in  the  complaint  for  keeping,  maintaining  or 
suffering  a  ntiisance,  but  mainly  for  negligence  in  permitting  the  wire  on 
its  poles  to  fall  upon  the  street.  If  this  had  been  the  act  of  the  defendant 
it  would  dearly  have  presented  an  act  of  negligence  which  unexplained 
would  have  presented  ground  of  recovery  by  the  plaintiff  for  the  injury. 
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or  at  least  the  jury  might  have  so  found,  under  the  instruction  of  the 
learned  trial  judge  in  his  charge.  But  the  case  was  not  tried  upon  the 
theory  that  the  defendant  was  liable  for  maintaining  a  nuisance  by  per- 
mitting some  other  person  to  use  its  poles  in  such  a  manner  as  to  create 
a  nuisance,  and  we  do  not  think  that  position  should  be  now  assumed  for 
the  purpose  of  reversing  this  judgment. 

In  Dickinwm  v.  The  Mayor,  92  N.  Y.  588,  the  Court  says:  "The  allega- 
tions in  the  complaint  tend  to  establish  that  the  defendant  neglected  to 
perform  a  duty  in  not  removing  the  ice  and  snow  from  the  walk.  This  is 
not  an  averment  for  keeping,  maintaining  or  suffering  a  nuisance^  but 
merely  for  neglect  in  not  moving  the  ice  and  snow.  The  complaint  was  not 
for  a  positive  wrong  committed  by  the  defendant,  but  for  injury  caused  by 
reason  of  defendant's  neglect.  The  authorities  establish  a  distinction  be- 
tween actions  for  wrong  and  actions  for  neglect/'  and  the  court  in  the  case 
from  which  the  above  is  quoted  cites  numerous  cases  sustaining  that 
doctrine. 

The  court  in  this  case  hold  that  when  the  gist  of  the  action  alleged  in  the 
complaint  is  negligence,  the  plaintiff,  in  order  to  recover,  must  show  that 
the  defendant  has  failed  in  the  use  of  ordinary  diligence  in  the  discharge 
of  some  duty  incumbent  upon  it. 

Was  it  incumbent  upon  the  defendant  to  look  after  and  keep  in  position 
the  wires  of  the  messenger  service,  which  was  a  distinct  and  independent 
company,  and  which  put  up  its  wires  on  defendant's  poles  without  the  per- 
mission of  the  defendant?  We  think  not.  There  is  nothing  in  this  case 
which  shows  that  the  defendant  bore  such  relation  to  the  messenger  com- 
pany as  to  make  the  former  liable  for  the  negligence  or  misconduct  of  the 
latter.  The  rule  seems  well  settled  that  to  render  one  person  liable  for 
the  negligence  of  another,  the  relation  of  master  and  servant,  or  principal 
and  agent,  rouat  exist.  Stevens  v,  Armstrong,  6  N.  Y.  435;  English  v. 
BrennfM,  60  id.  609.  There  seems  to  be  no  evidence  in  this  case  from  which 
it  can  be  found  or  reasonably  inferred  that  either  of  the  above  relations 
existed  between  the  defendant  and  the  messenger  company.  If  we  are 
right  in  that  conclusion,  then  the  negligence  of  the  messenger  company 
cannot  be  imputed  to  the  defendant.  They  were,  so  far  as  the  manage- 
ment of  their  respective  wires  were  concerned,  each  independent  of  the 
other,  and  one  in  no  way  responsible  for  the  acts  or  negligence  of  the 
other  as  to  third  persons,  unless  the  implied  license  by  the  defendant  to 
the  messenger  company  to  attach  its  wires  to  the  defendant's  poles  in  8<Hne 
way  created  a  liability  on  the  part  of  the  defendant  for  the  n^ligence  of 
the  messenger  company. 

There  is  no  pretense  that  the  defendant's  structure  or  telegraph  pole  was 
unsafe,  or  that  any  injury  resulted  to  the  plaintiff  from  it.  It  was  the 
wire  either  of  the  telegraph  company  or  of  the  messenger  company  that 
produced  the  injury.  If  the  wire  of  the  telegraph  company,  then  the 
judge  charged  the  defendant  would  be  liable.     If  of  the  messenger  com- 
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pany,  then  the  defendant  was  not  liable.  But  it  is  insisted  by  the  appel- 
lant that  the  fact  that  the  defendant  permitted  the  messenger  company  to 
attach  its  wires  to  defendant's  poles  made  the  defendant  liable  in  any 
event  for  the  injury  resulting  from  n^ligence  of  the  messenger  company 
in  negligently  permitting  its  wires  to  become  detached  from  the  poles  by 
reason  of  which  the  defendant  was  injured. 

Thus  is  presented  the  question  whether  a  party  who  owns  and  possesses 
a  structure  lawful  and  safe  in  itself,  and  who  permits  another,  under  an 
implied  license,  to  use  for  a  lawful  purpose  some  portion  of  the  same,  is 
liable  for  the  negligence  of  the  one  using  to  third  persons  who  are  injured 
thereby.  The  principal  authority  cited  urged  by  the  learned  counsel  for  the 
appellant,  in  support  of  appellant's  contention  on  this  point,  is  the  case 
of  Timlin  v.  The  Btandard  Oil  Co,,  54  Hun,  44,  26  St.  Rep.  42;  affirmed  in 
Court  of  Appeals  in  126  N.  Y.  614,  37  St.  Rep.  906. 

We  think  that  case  clearly  distinguishable  from  the  one  at  bar.  In  that 
case  the  Acme  Oil  Co.  leased  of  the  owner  for  the  use  of  the  Standard  Oil 
Co.  a  wall,  which  was,  as  was  found  by  the  jury  to  be,  a  dangerous  struc- 
ture at  the  time  of  taking  the  lease.  The  other  defendants  were  tenants 
and  agents  of  the  Standard  Oil  Company.  The  owner  of  the  premises  was 
not  made  a  party.  The  defendants  were  all  either  lessees  and  occupants  of 
the  defective  wall,  or  the  agents  of  such  lessees.  The  wall  was,  therefore, 
in  the  natural  occupancy  and  control  of  the  defendants,  and  as  the  jury 
found  it  to  be  a  nuisance,  the  defendants  who  occupied  and  maintained  it 
were  liable  to  the  person  who  was  injured  by  its  fall.  In  that  case  the 
wall  which  fell  was  in  the  possession  of  the  defendants  and  under  their 
control.  In  the  case  at  bar  the  wire  of  the  messenger  company  was  in  its 
possession  and  under  its  control,  and  not  under  the  control  of  the  defend- 
ants. If  the  defendant's  pole  had  fallen  and  produced  the  injury  and  the 
action  had  been  brought  against  it  for  the  injury,  the  cases  would  have 
been  parallel. 

Then  it  would  have  been  the  duty  of  the  defendant  in  the  use  and  pos- 
session of  the  wire  to  have  exercised  care  in  preventing  its  wire  from  falling 
and  injuring  the  plaintiff.  The  defendant  owed  a  duty  to  the  plaintiff  and 
the  public  in  relation  to  its  own  wire  and  wires  in  its  possession  and  under 
its  control.  But  it  owed  no  duty  to  the  plaintiff  in  relation  to  the  wire 
of  the  messenger  company,  unless  the  messenger  company  was  the  servant, 
employe  or  agent  of  the  defendant. 

No  such  relation  existed  between  the  defendant  and  the  messenger  com- 
pany. Timlin  case,  supra.  Landon,  J.,  says:  "The  defendants  are  liable 
if  they  owed  a  duty  to  the  plaintiff's  intestate  respecting  this  wall  which 
they  failed  to  perform,  and  because  of  such  failure  the  wall  fell  and  killed 
him." 

The  duty  in  that  case  arose  out  of  the  defendants'  possession  of  the 
wall  and  its  control  over  it.  No  such  duty  can  be  charged  upon  the  defend- 
ant here  arising  out  of  the  messenger  company's  wires,  which  were  not  in 
the  defendant's  possession  and  over  which  defendant  exercised  no  control. 
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The  charge  to  the  jury  was  therefore  correct,  and  the  judgment  should  be 

affirmed. 
Judgment  affirmed,  with  costs. 

Leabnbd,  p.  J.,  concurs;  IiAinx>N,  J.,  not  acting. 


The  following  are  memoranda  of  other  cases  upon  the  same  general  sub- 
ject of  injuries  by  electrical  appliances,  but  not  due  to  the  electric  current: 

In  City  of  Denver  v.  Sherrett,  U.  S.  Circuit  Court  of  Appeals,  Eighth 
Circuit,  June  27th,  1808  (88  Fed.  Rep.  226),  a  municipal  corporation  and 
an  electric  company  were  joined  as  defendants  in  an  action  for  damages 
for  personal  injuries  caused  by  the  falling  of  an  electric  light  pole  to 
which  were  attached  the  wires  which  supported  a  lamp  used  in  lighting 
the  city  streets.  It  was  held  that  the  city  did  not,  by  permitting  the  use 
of  the  streets  for  the  purpose  of  the  electric  light  plant,  thereby  become 
charged  with  the  duty  of  maintaining  the  appliances  in  a  safe  condition, 
but  would  only  be  liable  after  notice,  actual  or  constructive,  of  danger  due 
to  some  defect  in  the  appliances  and  lack  of  due  diligence  in  obviating  the 
danger ;  also  that  the  electric  light  company  was  bound  to  use  only  ordinary 
care  in  the  maintenance  of  its  appliances. 

In  Cumberland  TelepK  d  Tel,  Co,  v.  Cook,  103  Tenn.  730,  Jan.  13,  1900, 
held  that  a  telephone  company  cannot  be  held  liable  for  improperly  locating 
its  poles  unless  the  safety  of  travel  is  endangered;  also  that  in  an  action 
for  injuries  sustained  by  a  traveler  by  colliding  with  a  telephone  pole, 
it  is  not  enough  to  allege  in  the  pleading  that  the  pole  was  negligently  or 
wrongfully  placed;  facts  showing  the  same  must  be  averred. 

In  Hovey  v,  Michigan  Teleph.  Co.,  124  Mich.  607,  Sept.  13,  1000,  in  which 
damages  were  sought  for  injury  to  a  horse  occasioned  by  contact  with  a 
wire  suspended  in  the  street,  held,  that  the  following  questions  were  for  the 
jury,  viz.:  Whether  or  not  the  plaintiff  was  negligent  in  failing  to  see 
the  wire;  whether  defendant  could  hang  its  wires  across  the  street  for  such 
time  as  might  be  necessary  to  make  proper  connections  without  taking 
measures  for  the  protection  of  travelers;  whether  plaintiff  was  driving  at 
an  unusual  speed  in  violation  of  an  ordinance. 

In  Joseph  v.  Ediaon  Eleo,  Co.  and  Peoples  Telephone  Company,  Louisiana 
Supreme  Court,  104  La.  034,  Jan.  7,  1001,  in  which  damages  were  sought 
for  injury  to  a  minor  child  who  was  strudc  by  a  falling  pole  while  she  was 
passing  in  the  street,  it  appearing  both  that  the  pole  was  rotten  and  that  a 
deep  and  wide  excavation  had  been  made  outside  the  pole  and  the  pole  left 
unsupported  for  a  considerable  time,  it  was  held  that  the  conduct  of  the 
electric  light  company,  which  maintained  the  pole,  and  of  the  telephone 
company,  which  made  the  excavation,  was  little  short  of  criminal  negligence. 
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Patbick  McGuiee,  Respondent,  v.   The  Bell  Telephone 

Company  of  Buffalo,  Appellant. 

'New  York  Court  of  Appeals,  May  17,  1901. 

(167  N.  Y.  208.) 
Injubt  to  employe  bt  defective  pole. 

A  pole  erected  and  owned  by  an  electric  light  company  was  used,  under  a 
mere  license,  by  a  telephone  company,  the  defendant,  as  part  of  its  per- 
manent plant.  It  broke,  and  injured  a  lineman  of  the  defendant,  while 
working  upon  it.  Several  months  before  the  accident  the  pole  had  been 
inspected  by  employes  of  the  electric  light  company,  and  found  to  be 
unsafe,  but  had  not  been  inspected  by  the  defendant.  It  was  the  prac- 
tice of  defendant  and  of  similar  companies  to  make  special  examination 
of  poles,  not  by  its  linemen,  but  by  inspectors  employed  for  that  purpose. 

Held,  in  an  action  by  the  lineman  for  damages,  that  a  refusal  to  charge 
that  the  defendant  owed  the  plaintiff  no  duty  to  inspect  the  pole  was 
properly  refused. 

Dissenting  opinion  by  Pabkeb,  G.  J. 

Cases  of  this  series  cited  in  opinion:  Flood  v,  W.  U.  Tel,  Co.,  vol.  4,  p. 
402;  Dixon  v,  W.  17.  Tel.  Co.,  vol.  6,  p.  803. 

Helen  Z,  M.  Rodgers  and  Adolph  RebadoWj  for  appellant. 

Henry  Sheldon  Bacon,  for  respondent. 

CuLLEN,  J. :  The  action  is  servant  against  master  to  recjover 
damages  for  personal  injuries.  The  plaintiff  at  the  time  of 
his  injury  was  a  lineman  in  the  employ  of  the  defendant,  and 
pursuant  to  the  direction  of  his  foreman  had  climbed  a  pole 
on  which  the  defendant's  wires  were  strung  for  the  purpoee  of 
tightening  those  wires.  While  engaged  in  this  work  the  pole 
broke  and  the  plaintiff  was  precipitated  to  the  ground,  receiving 
severe  injuries.  It  then  appeared  that  the  pole  was  decayed 
and  rotten  in  the  interior  with  a  mere  shell  of  sound  wood  on 
the  outsida     It  is  conceded  that  the  defective  condition  of 
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the  pole  caused  the  accident  The  evidence  shows  that  this  con- 
dition of  interior  decay  without  external  manifestation  is  com- 
mon in  telegraph  or  telephone  poles,  and  that  to  discover  it 
poles  are  tested  at  intervals  by  digging  down  at  the  base  of  the 
pole  and  driving  into  the  pole  a  crow  bar  or  screw  driver. 
These  tests  are  not  made  by  men  while  engaged  in  stringing 
the  wires,  but  by  separate  gangs  sent  out  for  the  purpose  of  in- 
spection. When  any  pole  is  found  to  be  unsound  it  is  replaced 
by  a  new  ona  The  pole  which  broke  had  been  found,  months 
before  the  accident,  to  be  decayed  and  unsafe;  but  the  inspec- 
tion which  revealed  this  fact  was  not  made  by  an  inspector  of 
the  defendant^  but  by  a  foreman  of  another  company.  The 
pole  in  question  belonged  to  the  Bochester  Gas  &  Electric  Com- 
pany, which  had  erected  a  line  of  poles  and  wires  for  the  pur- 
pose of  supplying  electric  light,  and  it  was  its  foreman  who 
found  that  the  pole  was  decayed.  The  defendant  strung  its 
wires  on  the  poles  of  the  gas  and  electric  company  by  the  license 
or  permission  of  that  company.  "No  inspection  of  the  pole  was 
shovni  to  have  been  made  by  the  defendant  at  any  time. 

The  unanimous  affirmance  by  the  Appellate  Division  of  the 
judgment  entered  on  the  verdict  is  conclusive  upon  us  that  the 
evidence  of  defendant's  negligence  was  sufficieirl  to  support  the 
verdict  Reed  v.  McCord,  160  N.  Y.  330.  The  only  question 
in  this  case  that  survives  such  affirmance  arises  on  the  charge 
of  the  trial  court  and  its  refusal  to  charge  the  defendant's  re- 
quest The  court  charged  that  the  defendant  was  not  relieved 
from  responsibility  by  the  fact  that  it  was  not  the  owner  of  the 
defective  pole,  and  that  it  was  its  duty  to  exercise  reasonable 
care  by  way  of  inspection  to  see  that  the  pole  was  safa  The 
defendant  excepted  to  the  charge  that  the  ownership  of  the  pole 
by  another  company  did  not  relieve  it  from  responsibility,  and 
asked  the  court  to  charge  that  it  owed  the  plaintiff  no  duty  to 
inspect  the  pole.  This  request  the  court  refused,  and  ihe  de- 
fendant excepted.  It  will  thus  be  seen  that  the  question  raised 
by  these  exceptions,  whether  the  defendant  owed  the  plaintiff" 
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any  duty  to  inspect  the  pole,  it  being  owned  by  another  com- 
pany, is  one  of  the  very  questions  necessarily  determined  by  the 
denial  of  the  motion  to  dismiss  the  complaint.  But,  as  the  ques- 
tion was  raised  without  any  request  for  the  direction  of  a  ver- 
dict or  for  a  non-suit,  the  appellant  is  entitled  to  have  it  passed 
upon  by  this  court  Upon  the  manDjer  or  shape  in  which  the 
question  of  law  is  presented  depends  the  right  of  review  by  us. 
In  the  case  of  a  unanimous  affirmance  we  are  precluded  by  the 
constitution  from  looking  into  the  record  to  see  if  there  is  any 
evidence  to  support  the  verdict.  But  a  party  is  entitled  to  have 
his  case  submitted  to  the  jury  with  correct  instructions  as  to  the 
law,  and  we  are  equally  precluded  from  looking  to  the  evidence 
to  see  whether  the  propositions  requested  to  be  charged  would 
logically  have  been  fatal  to  the  disposition  of  the  motion  for  a 
non-suit  or  for  direction  of  a  verdict 

The  master  personally  owes  to  his  servants  the  duty  of  using 
ordinary  care  and  diligence  to  provide  for  them  a  reasonably 
safe  place  to  work,  and  sound  and  suitable  appliances  and  ma- 
terials with  which  to  work,  and  is  bound  to  inspect  and  examine 
these  things  from  time  to  time,  and  to  use  ordinary  care  to  dis- 
cover and  repair  defects  in  them.  Shearman  &  Hedfield  on 
Negligence,  sec.  194 ;  Eain  v.  Smithy  80  N".  Y.  458 ;  Cone  v,  Del- 
aware, L.  &  W.  R.  B.  Co.,  81  N.  Y.  206 ;  Probst  v,  Delamater, 
100  N.  Y.  266 ;  Doing  v.  N.  Y.,  Ontario  &  Western  By.  Co., 
151  N.  Y.  579.  "Eeasonable  care  involves  proper  inspection, 
and  negligence  in  respect  of  it,  in  such  eases  as  this,  is  the  neg- 
ligence of  the  master,  and  none  the  less  so  when  the  inspection 
is  committed  to  a  servant"  Byrne  v.  Eastmans  Co.,  163  N.  Y. 
461.  See  Durkin  v.  Sharp,  88  N.  Y.  225 ;  Bailey  v.  i?.,  W.  & 
0.  B.  B.  Co.,  139  N.  Y.  302 ;  Hankins  v.  N.  Y.,  L.  E.  &  W.  B. 
B.  Co.,  142  N.  Y.  416.  The  application  of  this  rule  may  depend 
on  the  nature  of  the  work  and  the  manner  of  its  conduct.  If 
this  injury  had  occurred  to  the  plaintiff  while  engaged  in  the 
erection  of  a  telegraph  line,  from  the  act  of  other  workmen  in  the 
selection  of  an  unsafe  pole  when  the  master  had  provided  a  suffic- 
ient number  of  sound  poles,  it  may  be  that  such  selection  would 
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poles  may  be  decayed  and  unsafe,  and  that  he  must  discover 
thair  condition)  for  himself.  Neither  these  cases  nor  the  one 
cited  from  Massachusetts  are  authorities  where  it  is  shown  to  be 
the  practice  for  the  companies  to  mike  special  inspections.  There 
is,  therefore,  nothing  in  the  present  case,  unless  it  be  the  owner- 
ship of  the  pole  by  another  company,  to  take  it  out  of  the  general 
rule  laid  own  by  Judge  Laj^don  in  Byrne  v.  Eastmans  Oo. 
(supra)  y  that  "reasonable  care  involves  proper  inspection^  and 
negligence  in  respect  of  it  is  the  negligence  of  the  master." 

I  do  not  think  that  the  fact  that  the  defendant  did  not  own 
the  pole  wliich  fell  relieved  it  from  the  duty  of  reasonable  in- 
spection to  see  that  the  pole  was  safe.  The  pole  formed  part 
of  the  permanent  line  of  the  defendant  tkrough  the  streets  of 
the  city  of  Rochester.  On  that  pole  the  defendant  strung  its 
•wires.  The  stringing  of  the  wires  necessarily  subjected  the  pole 
to  strain,  which  would  be  increased  by  the  weight  of  the  line- 
man whenever  he  ascended  the  pole.  If  the  pole  was  unsound 
and  inadequate  to  bear  this  strain  it  would  naturally  result  in 
the  pole  breaking  down.  The  defendant's  own  work,  therefore, 
was  an  essential  factor  in  and  a  proximate  cause  of  the  falling 
of  the  pola  Certainly,  if  the  pole  had  injured  a  passer-by,  it 
would  be  no  answer  for  the  defendant  to  say  that  it  did  not  own 
the  pole.  It  was  bound,  both  as  to  third  parties  and  as  to  its 
own  workmen,  to  erect  and  maintain  a  reasonable  safe  structure, 
and  it  had  no  right  to  use  for  that  purpose  an  unsafe  appliance, 
whether  its  own  or  that  of  a  third  party.  By  using  the  pole  as 
part  of  its  line,  it  adopted  it  as  its  own.  As  it  would  have  been 
liable  had  the  pole  when  first  used  been  decayed  and  insuflScient 
for  the  purpose  of  carrv^ng  its  wires  and  supporting  its  linemen, 
it  was  equally  liable  when  the  pole  subsequently  became  unsafe 
from  decay,  which  reasonable  inspection  would  have  discovered. 
The  duty  of  the  defendant  was  just  as  great  to  safely  maintain 
as  to  safely  construct,  and  that  duty  cannot  bo  delegated  so  as 
to  exempt  the  master  from  liability.  But  I  do  not  see  that  the 
defendant  has  delegated  this  duty.     It  received  from  the  Roch- 
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ester  Gas  &  Electric  Company  a  bare  licenae  to  string  wires  on 
the  poles.  Tlie  latter  oompanj  received  no  oompensation  for 
the  privilege;  it  made  no  agreement  to  maintain  the  pole  se- 
corelyy  and  made  no  representation  as  to  its  condition  or  suffi- 
ciency. It  would  seem,  theref ore^  that  it  owed  the  defendant  no 
duly  as  to  the  safety  of  the  pole  which  the  latter  used  at  its 
own  risky  and  it  is  questionable  whether  the  Bochester  oampany 
was  bound  to  exercise  any  affirmative  vigilance  in  favor  of  the 
defendant's  employes.  Larmore  v.  Crown  Point  Iron  Company, 
101  'N.  Y.  391.  Had  the  defendant  contracted  with  the  owner 
of  the  pole  for  its  proper  inspection  and  repair  or  replacement^  a 
different  question  would  be  presented,  and  it  might  be  argued 
that  in  securing  such  an  agreement  it  had  exercised  reasonable 
care  to  provide  its  workmen  with  a  safe  place  and  safe  appli- 
ances. But  as  the  defendant  did  not  contract  with  others  to 
inspect  and  repair  the  pole,  that  duty  rested  upon  it. 

It  is  dainiied  by  the  learned  counsel  for  the  appellant  that 
the  rule  held  by  the  trial  judge  in  this  case  would  lead  to  most 
unreasonable  results.  It  is  said  that  under  the  doctrine  of  the 
chaige  a  merchant  would  be  liable  for  injuries  suffered  by  his 
traveling  salesmen  on  railroads  which  the  employer  had  n^- 
lected  to  inspect,  and  that  a  master  would  be  similarly  liable 
for  defects  in  an  elevator  which  his  workmen  might  be  compelled 
to  use  in  going  to  a  place  where  they  were  to  do  their  work. 
These  are  false  analogies,  and  the  doctrine  of  the  trial  court  leads 
to  no  such  conclusions.  When  it  is  said  that  the  master  is  bound 
to  furnish  his  servants  a  reasonably  safe  place  in  which  to  work, 
it  is  plain  that  this  rule  applies  only  where,  in  the  ordinary  con- 
duct of  the  business,  the  master  furnishes  the  placa  In  many 
occupations  the  master  doe6  not  furnish  the  place  for  work  at  alL 
Such  is  the  case  in  the  instances  suggested  by  the  learned  conn- 
sel  and  many  others,  as  where  a  master  mechanic  sends  his 
journeymen  to  make  repairs  in  the  buildings  of  others,  or  where 
a  contractor  having  agreed  to  out  timber  from  land  employs 
laborers  for  tlie  puri>ose.     Instances  might  be  multiplied  indefi- 


NEW  YORK,  1901.  116 

McGuire  v.  Telephone  Co. 

sitely.  In  all  tliese  cases  the  exemptioii  of  the  master  from 
liability  (except  for  hidden  danger  of  which  he  has  knowledge, 
and  which  it  would  be  his  duty  to  disclose  to  his  servants)  is 
based,  not  on  the  theory  that  he  may  rely  upon  the  ownens  of 
the  premisee  having  done  their  duty,  but  for  the  reason  that 
in  no  proper  sense  of  the  term  does  he  furnish  the  place.  It  is 
not  so  here,  however.  The  pole  was  part  of  the  permanent  plant 
of  the  telephone  line  which  the  conduct  of  the  business  made  it 
the  duty  of  the  master  to  furnish.  The  pole  was  in  the  posses- 
sion of  the  master  so  far  as  it  was  capable  of  being  possessed 
by  anyona  It  was  in  constant  service  in  maintaining  the  de- 
fendant's wires,  and  apparently  at  all  times  subject  to  be  as- 
cended by  its  servants  when  the  necessities  of  the  defendant's 
business  might  require.  If  the  license  received  by  the  defendant 
from  the  gas  and  electric  company  did  not  permit  it  to  properly 
inspect  the  pole  to  ascei-tain  its  safety  (which  I  deny)  then  the 
fault  lay  with  the  defendant  in  using  a  pole  the  contract  as  to 
which  with  its  owner  precluded  it  fn>m  seeing  that  it  was  safe. 

It  is  said  that  the  plaintiff  knew  that  the  pole  did  not  belong 
to  the  defendant.  This  is  true.  But  it  does  not  appear  that  he 
had  any  knowledge  of  the  terms  of  the  agreement  under  which 
the  defendant  used  the  pola  He  is  not  chargeable  with  notice 
of  the  fact  that  under  the  agreement  the  defendant,  as  is  claimed 
by  its  counsel,  had  no  right  to  inspect  the  pole  or  repair  it,  and 
the  owner  was  under  no  obligation  to  do  either.  He  cannot  be 
said  to  have  assumed  the  risk  of  such  a  situation. 

The  case  of  Dixon  v.  Western  Union  Telegraph  Company,  6 
Am.  Electl.  Cas.  803,  68  Fed.  Rep.  630,  is  plainly  distinguish- 
able from  the  one  at  bar,  and  was  doubtless  well  decided.  The 
pole  on  which  the  plaintiff  met  his  injury  through  the  defective 
character  of  the  clamps  or  steps  attached  to  it,  not  only  was 
not  the  property  of  the  defendant  company,  but  was  not  in  any 
way  used  by  it  as  a  part  of  its  line  or  plant  The  occasion  to 
ascend  the  pole  arose  from  the  fact  that  the  wires  on  the  pole 
interfered  with  the  defendant's  wires,  and,  hence,  it  was  neces- 
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sary  to  shift  the  position  of  those  wires.  The  vae  of  the  pole 
was,  therefore,  as  stated  by  the  learned  court,  casual,  and  the 
decision  of  the  court  that  the  defendant  wajs  not  liable  for  the 
condition  of  the  pole  proceeded  on  this  ground,  a  ground  which 
has  no  application  to  the  present  case. 

The  judgment  appealed  from  should  be  affirmed,  with  a)6t& 

Landon^  J. :  I  concur  with  Judge  Oullen.  As  in  the  case 
of  railroad  cars,  the  company  which  uses  them  owes  tke  duty 
to  its  servants  of  pro})er  inspection  as  to  their  safety,  whether 
such  cars  are  its  own  or  come  to  it  from  another  line  and  com- 
pany, so  it  seems  to  me  that  this  telephone  company,  which  uses 
the  poles  of  another  company,  owes  to  its  servants  the  like  duly. 
The  case  of  Flood  v.  Western  Union  Telegraph  Co,,  4  Am. 
Electl.  Oas.  402,  131  N.  Y.  693,  has  but  little  resemblance  to 
this  case.  There  the  workman  subjected  the  detective  cross-arm 
of  the  telegraph  pole  to  an  extensive  strain  without  looking,  as 
he  had.  full  opportunity  to  do,  to  see  whether  it  could  bear  it. 
The  opinion  of  the  court  convicts  him  of  gross  carelessnes. 
Here  the  workman  had  no  opportunity  to  make  inspection  or 
means  to  do  it  witL  The  pole  was  part  of  the  master's  busi- 
ness plant,  and,  however  acquired,  it  was  the  master's  so  far 
as  the  relations  between  master  and  servant  were  affected  by 
it.  An  elevator  or  railway  car  or  other  property  wholly  con- 
trolled by  others  is  no  part  of  the  master's  plant  when  his  use 
of  it  is  simply  that  of  a  customer  or  occasional  repairer,  and 
thus  unlike  this. 

Parker,  Ch.  J.  (dissenting) :  Defendant's  foreman  in  its 
behalf  requested  permission  of  one  Martin,  the  foreman  of  the 
Rochester  Gas  and  Electric  Company,  to  use  certain  of  its  poles 
to  support  defendant's  telephone  wires.  Permission  was 
granted,  and  several  of  such  poles  were  used  in  connection  with 
defendant's  poles,  the  object  being  to  lessen  the  number  of  poles 
used  in  a  given  street,  and  the  defendant  reciprocated  by  allow- 
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isg  the  Bochester  Gas  and  Electric  Company  to  make  a  sim- 
ilar VLse  of  such  of  its  poles  as  was  desired.  The  plaintiff,  a 
lineman  in  defendant's  employ,  on  the  twenty-third  day  of  Aug- 
ufit,  1898,  wenit  up  one  of  the  poles  thus  used  by  the  defendant^ 
for  the  purpose  of  taking  the  slack  out  of  the  wires  on  that 
stretch.  While  he  was  at  work  the  pole  fell  to  the  ground,  se- 
verely injuring  him. 

An  examination  disclosed  that  the  pole  fell  because  it  had 
become  rotteoi  beneath  the  surface  of  the  ground.  Above  the 
ground  the  pole  not  only  appeared  to  be,  but  was  in  fact  in  good 
condition.  Upon  that  subject  the  plaintiff  testified :  "The  out- 
ward appearance  was  good.  It  was  perfectly  sound  so  far  as  I 
could  see,  from  the  top  of  it  down  to  the  ground.  I  looked  at 
the  pole,  that  was  all.  To  all  appearances  it  looked  sound. 
.  .  .  Before  climbing  a  pole  I  just  look  at  the  pole  for  the 
purpose  of  seeing  whether  there  was  any  rottenness  from  its 
external  appearanoa  I  didn't  see  any  rottenness.  I  always 
did  that  in  climbing  the  pole ;  I  looked  at  the  pola  ...  I 
had  no  idea  or  thought  that  any  of  these  poles  were  rotten  or 
in  bad  condition,  I  could  not  tell  from  the  outward  condition  of 
the  pole,  nor  cavld  any  other  man/^ 

There  is  only  one  method — so  the  witnesses  on  this  trial 
agree — ^by  which  rottenness  such  as  caused  this  pole  to  fall 
can  be  discovered,  and  that  is  to  remove  the  earth  from  around 
the  pole  to  a  depth  of  something  like  a  foot,  and  then  take  an 
iron  bar  and  attempt  to  thrust  it  into  the  pole  at  about  the  botr 
torn  of  the  excavation.  The  plaintiff  testified :  "The  only  way 
you  can  discover  whether  a  pole  is  in  good  or  bad  condition  at  its 
base  would  be  to  take  a  shovel  and  a  bar  and  dig  down  under 
ibe  surface,  a  foot  or  half  a  foot,  and  then  see  if  the  crowbar 
will  go  through  the  pola  ...  I  have  seen  the  foreman  do 
it.  I  have  seen  him  shovel  the  dirt  around  the  pole  and  take  his 
crowbar  and  tap  the  pole  for  the  purpose  of  seeing  whether  it 
is  rotten  or  not ;  that  is  the  way  it  is  done.''  A  lineman  for  the 
Kochester  Gas  &  Electric  Company  said :   "I  have  tested  poles 
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for  that  company.  In  testing  we  use  a  bar^  and  dig  around  the 
pole  probably  six  inchee ;  dig  down  and  drive  the  bar  in,  and  if 
the  bar  sinks  pretty  well  in  we  call  the  pole  pretty  rotten.  We 
then  report  them  on  a  slip  and  give  them  to  the  foreman  and  he 
has  them  changed." 

Without  contradiction,  then^  it  is  established  in  this  record 
that  the  only  method  of  inspection  by  which  it  was  possible  to 
ascertain  the  condition  of  this  pole  was  by  making  an  excava- 
tion about  it,  and  then  attempting  to  thrust  an  iron  bar  into  the 
pole  at  the  lower  part  of  the  excavation,  acts  which  this  defend- 
ant had  no  right  to  perform  under  its  bare  permission  to  use  the 
pole  for  the  purpose  of  stringing  its  wires,  but  acts  which  the 
Bochester  Gas  &  Electric  Company  had  both  the  right  and  the 
duty  to  perform,  because  it  constituted  the  only  method  of  in- 
spection by  which  it  could  be  kept  advised  of  the  condition  of 
its  poles.  It  owed  a  duty  to  the  public,  which  gave  it  permission 
to  use  the  streets  for  the  erection  of  poles,  to  see  to  it  that  they 
should  not  become  rotten,  thus  threatening  danger  to  passers-by 
on  the  public  streets. 

The  Court  said  in  the  course  of  its  charge  to  the  jnry:  ^'He 
(the  plaintiff)  had  a  right  to  assume  that  the  defendant  had 
performed  its  duty  in  exercising  reasonable  care  in  furnishing 
him  a  safe  place  to  work,  and  if  the  defendant  omitted  that  duty, 
and  by  reason  of  that  omission  this  accident  occurred,  then  the 
defendant  is  liabla  .  .  .  Xow,  gentlemen,  I  charge  you 
that  the  mere  fact  that  these  poles  were  owned  by  another  com- 
pany did  not  relieve  the  defendant  from  the  responsibility  of 
inspecting  them  to  see  whether  they  were  in  a  safe  condition  for 
the  plaintiff  to  perform  his  work  just  as  much  as  if  defendant 
owned  them."  At  the  close  of  the  charge  the  counsel  for  the 
defendant  requested  the  court  to  instruct  the  jury  "that  the  de- 
fendant owed  the  plaintiff  no  duty  to  inspect  the  pole  that  fell," 
which  request  was  denied  and  an  exception  noted.  Whereupon 
the  counsel  took  exceptions  covering  the  portions  of  the  charge 
quoted. 
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In  view  of  the  undisputed  evidence  in  the  record,  which  is 
given  by  the  plaintiff  and  the  witnesses  for  the  defendant^  this 
request  was  the  exact  equivalent  of  a  request  to  charge  that  de- 
fendant did  not  owe  to  plaintiff  the  duty  of  excavating  around 
the  pole  of  the  Bochester  Gas  &  Electric  Company  and  then  test- 
ing the  pole  at  the  bottom  of  the  excavation  by  an  iron  bar  before 
allowing  the  plaintiff  to  ascend  it.     In  no  other  way  could  an 
inspection  be  made  according  to  the  evidence,  and  it  cannot  be 
that  one  who  muBt  use  the  appliances  of  others  that  are  in  con- 
stant use  and  presumably  inspected  by  them,  must  also  make  in- 
spection or  be  mulcted  in  damages  should  injury  result  to  some- 
one in  his  employ.     Such  a  claim  assumes  that  a  master  has 
no  right  to  trust  any  person  or  any  agency;  that  although  he 
must  take  his  employe  on  a  train  with  him  to  a  point  where  he 
is  erecting  a  building,  still  he  must  not  trust  to  the  inspection 
of  the  railroad  company,  although  he  knows  it  is  their  duty  to 
inspect,  but  must  himself  inspect  before  he  directs  his  employes 
to  board  the  train ;  that,  before  he  requires  his  workmen  to  enter 
an  elevator  to  pass  up  to  the  ninth  story  of  a  building  where 
he  and  they  are  engaged  in  decorating,  he  must  make  an  inspec- 
tion of  the  elevator ;  otherwise,  in  the  event  of  an  accident,  a 
jury  may  be  permitted  to  say  that  he  failed  in  the  perform- 
ance of  his  duty  to  the  servant,  as  was  done  in  this  case.     The 
average  human  being  would   pronounce   any   such   rule   ab- 
surd, and  would  say  that  it  is  the  duty  of  the  owner  of  the 
elevator  to  see  to  it  that  it  is  inspected ;  it  is  not  everybody's  duty, 
nor  the  duty  of  anyone  besides  the  owner.     The  progress  of  the 
world  is  founded  upon  trust  and  confidence,  and  the  employer 
assumes  and  must  assume  that  he  who  is  charged  with  the  per- 
formance of  a  duty  wiU  do  it,  and,  as  it  is  the  duty  of  the  owner 
of  an  elevator  to  have  frequent  and  careful  inspections,  the 
public  assume  that  the  duty  will  be  performed,  and,  therefore, 
enter  the  elevator  in  full  confidence  whenever  occasion  requires. 
And  the  employer  is  not  negligent  who,  without  special  warning, 
trusts  himself  and  his  workmen  within  the  elevator.     But  all 
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this  is  eqiial]y  true  of  the  electric  light  pole  in  this  case.  The 
Rocheeter  Oas  &  Electrio  Company  were  charged  with  the  dnl; 
of  using  reafloiLable  and  ordinary  care  to  keep  that  pole  in  safe 
ooodition  for  the  protection,  at  least,  of  passers-by  upon  the  pnb- 
lic  streets,  and  this  defendant,  as  well  as  all  the  rest  of  the  puUic 
using  that  street,  had  the  right  to  rely  upon  the  company  to 
perform  ihfit  duty,  and  was  not  called  upon  first  to  doubt  and 
second  to  treapa^s  in  a  search  for  hidden  defects  where  all  ap- 
pearances indicated  sounrlnoia  instead  of  rotlennesa. 

But  it  is  Baid  that  if  wo  grant  that  the  master  be  not  liable 
in  the  case  of  the  elevator  because  no  authority  can  l)e  found  for 
it  (which  is  enjually  true  of  this  situation),  a  distinction  can  be 
drawn  between  such  a  case  and  the  one  at  bar;  for  in  the  ODe 
the  master  is  taking  liis  men  to  work  and  in  the  other  he  baa 
actually  put  them  to  work,  and  it  is  settled  law  that  a  master 
must  use  reasonable  and  ordinary  care  to  provide  a  safe  place  for 
his  men  to  prosecute  their  work  in.  Flood  v.  W.  U.  Tel.  Co., 
4  Am.  Electl.  Cas.  402,  131  N.  Y.  603.  The  suggv^tion  is  nol 
that  the  one  act  is  more  recklRsa  of  the  rights  of  einplo;i'ea  than 
the  other,  but  that  a  nilo  may  bo  invoked  and  then  applied  whidi 
will  make  that  which  is  a  rea-sonably  prudent  act  in  fact  an  im- 
prudent and  negligent  one  in  law.  No  such  iuconsistencj  can 
possibly  res\ilt  in  the  new  situations  which  from  time  to  time 
arise,  if  the  courts  but  apply  the  rule  accordin":  to  both  it£  let- 
ter and  spirit — which  do  not  require  the  master  to  insure  bis 
employes  a  safe  place  in  which  to  work,  but  ouly  that  he  shall 
use  reasonable  ami  ordinary  care  to  accomplish  that  result.  This 
court  has  so  applied  it  from  time  to  time  in  many  cases,  frwn 
among  which  the  following  are  cited  as  illustrations:  Culltn  v. 
Norton,  126  N.  Y.  1 ;  Perrt/  r.  Rogers,  157  N.  Y.  251 ;  Capasso 
V.  Wool-folk.  163  N.  Y.  472  ;  DeViio  v.  Crar}e,  165  N.  Y.  373. 

Rocemtly  the  court  reversed  a  judgment  obtained  against  tbe 
owner  of  a  building  which  fell  during  oonstmction  owii^  to  de- 
fective execution  by  the  contractor.  Burke  v.  Ireland.  1 66  X.  V- 
306;  but,  if  the  respondent's  (intention  be  sound,  the  person 
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engaged  by  the  owner  to  do  the  plumbing  would,  under  the  rule 
requiring  the  master  to  use  reasonable  and  ordinary  care  to  pro- 
vide a  safe  place  for  his  workmen,  be  charged  with  the  duty  of 
inspection  to  see  whether  the  contractor  had  properly  constructed 
the  foundation  and,  henoe,  chargeable  in  damages  for  injuries 
sustained  by  his  meai  because  of  the  fall  of  the  building.  No 
one  has  as  yet  presented  such  a  claim  to  the  court ;  but,  if  this 
charge  is  to  stand  as  a  correct  exposition  of  the  law,  such  claims 
will  be  presented  in  the  future,  for  in  the  vast  and  varied  works 
of  construction,  in  which  many  independent  contractors  are  en- 
gaged, each  will  naturally,  and,  in  fact,  must  necessarily,  rely 
upon  the  caution  and  care  of  others  to  guard  against  destruction 
of  property  and  of  life. 

The  learned  counsel  for  the  plaintiff  has  not  been  able  to  bring 
to  the  attention  of  the  court  a  single  case  supporting  the  charge 
of  the  trial  court  Indeed,  the  only  cases  to  which  he  invites 
attention  are  the  cases  requiring  inspection  by  railroad  corpora- 
tions of  foreign  cars  received  upon  their  roads  as  well  as  of 
their  own  cajs.  QotUieh  v.  N.  Y.,  L.  E.  &  W.  22.  i?.,  100  N.  Y. 
462;  Goodrich  v.  N.  Y.  C.  &  H.  R.  R.  R.,  116  K  Y.  398; 
Eaton  V.  Same,  163  N.  Y.  391 ;  B.  £  P.  R.  R.  v.  Machey,  157 
U.  S.  72 ;  T.  <fi  A.  R'y  v.  Archibald^  170  U.  S.  665.  It  is  the 
law  in  this  State  that  railroad  corporations  owe  to  their  em- 
ployes the  duty  of  proper  and  frequent  inspection  of  cars  and 
their  appliances  for  the  purpose  of  discovering  defects  which 
may  arise  from  use.  Bailey  v.  R.,  W.  &  0.  R.  R.  R.,  139  N.  Y. 
302.  Proper  inspection  of  the  equipment  and  machinery  of  a 
train  is  itself  part  of  the  duty  of  the  company.  HasJcins  v.  N. 
r.,  L.  E.  &  W.  R.  R,,  142  N.  Y.  416.  The  rule  is  that  if 
the  appliances  are  not  safe  or  proper  on  any  of  the  cars  they 
must  not  be  put  in  the  train  and  started  out,  and  the  cases  cited 
simply  hold  that  it  makes  no  difference  whether  the  cars  belong 
to  the  company  or  some  foreign  corporation;  they  must  first  be 
inspected,  and  if  found  unsafe  they  must  not  be  put  in  the 
train.     That  this  is  so  will  sufficiently  appear  from  a  brief  ex- 
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tract  taken  from  the  opinion  of  Judge  Easl  in  the  Gottlieb  case^ 
which  is  first  cited  by  respondent's  counsel:  "It  (the  railroad 
oompany)  owes  the  duty  of  inspection  as  master^  and  is  at  least 
responsible  for  the  consequences  of  such  defects  as  would  be  dis- 
closed or  discovered  by  ordinary  inspection.  Wben  cars  come  to 
it  which  have  defects  visible  or  discoverable  by  ordinary  inspeo- 
tion,  it  must  either  remedy  such  defects  or  refuse  to  taJ&e  such 
cars.  So  much,  at  least,  is  due  from  it  to  its  employes.  Hie 
employes  can  no  more  be  said  to  assume  the  risks  of  such  defects 
in  foreign  cars  than  in  cars  belonging  to  the  company.  As  to 
such  defects  the  duty  of  the  company  is  the  same  as  to  all  cars 
drawn  over  its  road.  A  mere  statement  of  the  rule  and  the 
reason  for  it  is  sufficient  without  argument  to  show  that  those 
cases  are  not  applicable  in  principle  to  the  case  in  hand.  There 
is  no  suggestion  in  those  cases  that  the  railroad  company  is  re- 
sponsible for  the  hidden  defects  in  the  foreign  cars  or  the  appli- 
ances when  it  imdertakes  to  haul  them  over  its  road,  but,  instead, 
that  it  is  responsible  for  those  open  and  visible  defects  only 
which  the  ordinary  train  inspection  will  disclose,  and  so  the  rule 
simply  commands  that  a  company  before  it  sends  out  a  train 
shall  have  made  an  examination  of  the  appliances  of  all  cars 
for  the  purpose  of  disclosing  open  and  visible  defects  readily 
discoverable  by  the  ordinary  system  of  inspection  carried  on  by 
train  hands,  and  requires  that  such  inspection  shall  further  be 
made  as  the  train  progresses  on  its  route  at  such  times  and  places 
as  experience  teaches  to  be  necessary  and  the  convenience  of 
the  service  will  permit. 

The  only  cases  brought  to  our  attention  that  are  closely  enough 
related  in  their  facts  to  this  one  to  justify  their  consideration  as 
authority  are  Dixon  v.  W.  U.  Tel.  Co.,  6  Am.  ElecU.  Cas.  803, 
68  Fed.  Eep.  630;  Mclsaac  v.  Northampton  El.  L.  Co.,  172 
Mass.  89,  and  Flood  v.  W.  U.  Tel.  Co.,  4  Am.  Electl.  Cas.  402, 
131  N".  Y.  603.  In  Dixon^s  case  the  plaintiflF,  who  was  in  the 
employ  of  a  telegraph  company,  was  engaged  with  others  in 
stringing  wires  on  its  poles,  and  was  instructed  to  climb  a  pole 
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of  another  company  to  get  certain  wires  out  of  the  way.  The 
plaintiff  dimbed  the  pole  by  means  of  iron  spikes  driven  into  it, 
did  his  work  and  while  descending  fell,  in  conaequence  of  one  of 
the  spikes  being  insufficiently  secured  or  having  become  loosened 
by  the  rotting  of  the  wood.  It  was  held  on  demurrer  to  the  com- 
plaint that  the  plaintiff  could  not  recover,  and  in  the  course  of 
the  opinion  the  court  said:  "The  employer  is  not  an  insurer  of 
the  safety  and  sufficiency  of  the  tools,  machinery  or  appliances 
furnished  to  the  employe  for  his  use,  nor  is  he  a  guarantor  of  the 
safety  of  the  place  where  or  upon  or  about  which  the  employe 
is  required  to  work.  The  duty  cast  by  law  upon  the  employer 
is  to  use  ordinary  and  reasonable  care  to  furnish  safe  and  suf- 
ficient tools,  machinery  and  working  places.  If  he  has  done  this, 
he  has  performed  the  full  measure  of  his  duty.  .  .  .  The 
pole  in  question,  however,  did  not  belong  to  the  defendant.  The 
use  of  it  was  casual  and  incidental  to  the  nature  of  the  service 
in  which  the  plaintiff  was  employed.  In  a  large  city,  where  tele- 
phone, telegraph,  electric  light  and  electric  railway  poles  and 
wires  are  numerous,  in  the  erection  of  new  poles  and  wires  it  is 
often  necessary  to  climb  poles  already  erected  in  order  to  raise 
or  remove  wires  which  would  interfere  with  the  erection  of  addi- 
tional poles  and  wires.  It  was  a  part  of  the  plaintiff's  duty  to 
dimb  such  poles  and  to  raise  and  remove  obstructing  wires. 
.  .  .  He  learned,  or  he  might  have  learned,  when  he  went  up 
the  pole,  whether  the  spikes  were  securely  fastened  in  the  wood. 
He  saw  and  used  them  in  going  up,  and  a  careful  inspection,  to 
insure  his  personal  safety,  was  the  first  thing  which  ought  to 
have  been  suggested  to  him.  He  knew  that  the  pole  he  was 
about  to  climb  did  not  belong  to  the  defendant  (and  so  the  plain- 
tiff in  the  case  at  bar  knew  that  the  pole  he  was  about  to  climb 
did  not  belong  to  his  employer),  and  that  it  could  not  know  the 
condition  of  the  spikes,  further  than  its  foreman  oould  ascer- 
tain it  by  an  inspection  of  them  standing  on  the  ground." 

In  Mclsaac's  case  the  plaintiff  was  employed  by  the  defendant 
as  a  lineman  and  was  injured  by  the  breaking  and  falling  of  a 
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pole  on  which  the  defendant's  wires  were  suspended.  The  pole 
was  about  35  feet  high,  and  the  evidence  tended  to  show  that  it 
was  badly  decayed  a  few  inches  below  the  surface  of  the  ground, 
so  that  it  broke  off  square  with  the  strain  upon  it  resulting  from 
the  plaintiff's  weight  and  the  force  from  the  wires  drawing  upon 
it  after  other  wires  had  been  removed.  Plaintiff  was  diiieoted  to 
go  and  take  down  from  the  pole  two  wires  upon  it  which  be- 
longed to  the  defendant  and  put  them  on  a  now  pole  near  by 
which  had  been  erected  there  on  account  of  a  diange  of  grade  in 
the  railroad  at  the  crossing.  The  pole  was  of  chestnut  wood, 
about  eight  inches  in  diameter  at  the  top  and  about  fourteen 
inches  at  the  surf  aoe  of  the  ground.  It  had  been  set  eight  or  mne 
years,  and  the  evidence  tended  to  prove  that  it  showed  no  weak- 
ness or  sign  of  decay  about  the  ground.  The  opinion  also  indi- 
cates that  the  pole,  while  used  by  the  defendant,  belonged  to  an- 
other party.  The  entire  court  concurred  in  holding  that  the 
defendant  did  not  owe  to  a  lineman,  whose  business  it  was  to 
work  upon  poles  all  along  the  line,  as  occasion  might  require, 
the  duty  of  inspecting  its  poles  below  the  ground  and  informing 
the  lineman  whenever  any  of  them  were  so  decayed  as  to  be 
unsafe  to  work  upon.  Knowlton,  J.,  in  the  course  of  his  opin- 
ion, said :  "The  evidence  was  undisputed  that  it  was  easy  to  de- 
termine very  quickly  whether  a  pole  was  badly  decayed  a  little 
below  the  surface  of  the  ground,  and  that  no  skill  or  experience 
was  required  to  do  it  beyond  that  which  was  possessed  by  ordi- 
nary linemen.  The  plaintiff  testified  that  there  were  risks  about 
the  business  ynih  which  he  was  familiar  as  a  lineman>.  We  think 
that  one  of  the  most  common  and  obvious  of  these,  in  ref  eremoe 
to  which  both  he  and  his  employer  must  have  been  presumed 
to  have  contracted  when  he  entered  the  defendant's  service,  was 
the  risk  that  some  pole  of  uncertain  age  might  break  and  fall 
when  a  lineman  was  working  upK>n  it,  if  he  did  not  take  meas- 
ures to  ascertain  its  condition  before  going  upon  it" 

The  court  having  reached  the  conclusion  that  the  defendant 
was  not  liable  even  though  it  had  owned  the  poles,  said  at  the 
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close  of  its  opinion  that  it  was  imneoessary,  therefore,  to  con- 
sider  "whether  the  general  duty  of  the  defendant  to  the  plaintiff 
in  regard  to  the  strength  of  poles  on  which  he  waB  working 
is  affected  by  the  fact  that  it  was  not  the  owner  of  the  pole  that 
broke,  but  was  merely  using  it  in  its  business  under  the  author- 
ity of  the  owner." 

In  Flood  V.  Western  Union  Tel.  Co.,  4  Am.  Electl.  Oas.  402, 
131  N.  Y.  603,  it  is  true  that  the  pole  was  not  the  property  of  a 
third  party,  but  belonged  to  the  defendant,  but  even  in  that  case 
a  judgment  in  favor  of  plaintiff  was  reversed  in  this  court  where 
it  was  held  that  the  plaintiff  was  not  entitled  to  recover  for  fatal 
injuries  sustained  by  the  breaking  of  a  crossarm  on  a  telegraph 
pole  precipitating  him  to  the  ground.  Plaintiff's  intestate  was  a 
lineman  for  the  Western  Union  Telegraph  Company  and  as 
such  had  frequent  occasion  to  dimb  the  poles  and  work  about  the 
arms.  The  arm  in  question  when  purchased  was  of  the  material, 
size  and  apparent  strength  of  those  in  general  use  by  telegraph 
companies.  It  was  not  discovered  by  the  system  of  inspection 
which  the  defendant  employed  that  there  was  anything  about  it 
indicating  any  defect  or  weakness.  Six  years  of  user  and  ex- 
posure to  the  elements,  however,  had  so  far  weakened  the  arm  that 
it  failed  to  withstand  the  weight  of  plaintiff's  intestate  upon  it, 
and  it  did  not  appear  that  during  aU  that  period  of  time  the  de- 
fendant had  specially  inspected  that  or  any  other  arm  for  the 
purpose  of  ascertaining  its  strength.  The  defendant  had  in- 
spectors who  went  along  the  line  of  telegraph  poles  and  wires 
and  carefully  looked  at  them  and  tried  the  poles  to  see  if  they 
were  still  strong  and  adequate,  and  such  inspectors  were  also  pro- 
vided with  arms  with  which  to  replace  defective  ones,  but  the  in- 
spectors were  not  required  to  climb  up  every  pole  and  examine 
the  arms,  and  it  did  not  appear  that  this  pole  had  ever  bean 
climbed  by  any  inspector  for  any  such  purpose.  An  important 
difference  between  that  case  and  this,  which  makes  more  strongly 
for  the  defendant,  is  the  fact  that  in  this  case  the  defendant  was 
not  the  owner  of  the  pole,  but  occupied  it  in  part  under  a  license 
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f  ram  the  owner  who  at  the  same  time  made  use  of  it  and  reitained 
the  general  control  over  it 

In  cities  many  telephone  companies  string  their  wires  upon 
the  roofs  of  buildings  imder  a  similar  license,  but  it  would 
hardly  be  suggested  by  any  one  that  thereby  it  became  the  duty 
of  the  company  to  inspect  the  stairs  or  attic  ladder  ascending  to 
the  roof  in  order  to  ascertain  whether  it  would  support  the 
weight  of  the  lineman. 

.  Our  conclusion  is  that  a  person  who  uses  a  pole,  buildings 
steamboat  or  other  property  of  another  as  a  mere  licensee — such 
property  remaining  in  the  control  and  possession  of  the  owner — 
is  not  bound  to  establish  a  system  of  inspection  and  repairs  in 
regard  to  such  property  in  order  to  protect  his  employes  from  in- 
jury because  of  a  hidden  defect  only  discoverable  by  a  system 
of  inspection  involving  the  necessity  of  dominion  over  the  prop- 
erty.   It  follows  that  the  exceptions  were  well  taken. 

The  judgment  should  be  reversed  and  a  new  trial  granted, 
with  costs  to  abide  the  event. 

O'Brien^  Landon  and  Wkenee,  JJ.,  concur  with  Ouulkk, 
J. ;  Geay  and  BLajght,  JJ.,  concur  with  Pabkee,  Ch.  J. 

Judgment  affirmed. 


Note. — This  single  case  has  been  selected  to  represent  a  large  number  of 
decisions  in  which  is  considered  the  relation  of  electrical  companies  to 
their  employes,  with  respect  to  avoiding  injury  to  the  latter,  from  causea 
other  than  electric  shock.  As  the  decision  is  that  of  a  bare  majority  oi 
the  court,  the  chief  judge  of  which  wrote  a  long  dissenting  opinion,  both 
opinions  are  given. 

The  following  is  a  memorandiun  of  a  few  of  the  more  important  cases 
upon  the  same  general  subject: 

In  McOorty  v.  Southern  New  England  Teleph.  Co.,  69  Conn.  635,  October 
5,  1807,  a  telephone  lineman,  without  making  any  examination  of  a  pole 
which  he  was  ordered  to  climb,  and  knowing  that  it  was  his  duty  first  to 
examine  the  pole,  and  his  privilege  if  he  doubted  its  safety,  to  support  it 
by  appliances  furnished  by  the  company,  without  making  any  examination, 
but  relying  on  the  assurances  of  his  fellow  workmen,  climbed  the  pole  and 
was  injured  by  its  fall,  held  that  he  could  not  recover  against  his  employer,, 
the  telephone  company. 
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In  Mclsaao  v.  Northampton  Eleo.  Oo.,  172  Mass.  89,  October  20^  1898, 
held  that  a  lineman  will  be  presumed  to  have  assumed  the  risk  of  the 
breaking  and  falling  of  poles  by  reason  of  decay  below  the  surface  of  the 
ground;  also,  that  irrespective  of  custom,  due  care  requires  a  lineman 
before  going  upon  a  pole,  the  apparent  age  of  which  is  such  as  to  make  it 
probable  that  it  is  weak,  to  make  inspection  for  decay  just  below  the 
surface  of  the  ground. 

In  Ban  Antonio  Edison  Co,  v.  Diwon,  17  Tex.  Civil  Appeals  320,  Novem- 
ber 10,  1897,  held,  that  a  street  railway  company  using  the  poles  of  another 
railway  company  for  the  stringing  of  its  wires,  is  bound  to  use  ordinary  care 
in  inspecting  them,  and  that  where  one  of  its  servants  climbs  such  a  pole, 
to  remove  the  wires,  and  the  pole  breaks  on  account  of  a  defect  which  was 
not  apparent  to  the  employe,  the  employer  is  liable. 

In  Oibbona  v.  Brush  Eleo,  Ilium,  Co,,  New  York  Supreme  Court,  Appellate 
Division,  First  Department,  January,  1899  (36  App.  Div.  140),  a  lineman, 
in  the  employ  of  an  electric  light  company,  while  removing  appliances 
from  the  top  of  one  of  its  poles,  was  thrown  to  the  ground  and  injured, 
being  carried  down  with  the  appliance  which  he  was  in  the  act  of  removing. 
The  means  and  place  provided  for  his  work  were  as  reasonably  safe  as  the 
nature  and  circumstances  permitted.  The  work  was  done  under  the  immedi- 
ate supervision  of  a  competent  foreman,  a  fellow  servant  of  the  plaintiff, 
whose  negligence,  if  that  of  any  one,  caused  the  accident.  The  plaintiff 
had  been  doing  similar  work  for  eighteen  years,  knew  the  old  lamps  were 
being  taken  down  and  new  ones  substituted,  and  was  bound  to  assume  that 
the  frames  might  be  disabled,  and  to  govern  his  actions  accordingly.  Held, 
that  under  the  circumstances,  there  was  no  ground  upon  which  the  liability 
of  the  company  could  be  based. 

In  Postal  Tel.  Cable  Co,  of  Tewas  v.  Coote,  Texas  Court  of  Civil  Appeals, 
May  14,  1900  (57  S.  W.  Rep.  912),  held  that  the  employment  of  men  to 
assist  in  the  erection  of  telegraph  poles,  without  making  any  inquiry  as  to 
their  competency  for  such  work,  is  negligent,  and  the  employer  is  liable 
to  a  fellow  servant  for  an  injury  resulting  therefrom. 

In  McDonald  v.  Postal  Tel,  Co,,  Khode  Island  Supreme  Courts  May  28, 
1900  (46  Atl.  Rep.  409),  an  action  brought  by  a  lineman  in  the  employ  of 
a  telegraph  company,  for  damages  for  injuries  caused  by  the  breaking  of  a 
cross  arm  upon  which  plaintiff  was  working,  it  appeared  that  there  was  a 
knot  in  the  cross  arm,  which  was  obvious  to  proper  inspection,  but  being 
partly  covered  with  paint  and  by  an  insulator,  was  not  necessarily  discem- 
able  by  one  whose  only  duty  as  an  employe  was  not  that  of  inspection,  held, 
that  the  questions  of  negligence  and  contributory  negligence  were  properly 
submitted  to  the  jury;  also,  that  an  instruction  to  the  jury  tiiat  the 
defendant  was  bound  to  furnish  a  reasonably  safe  cross  arm  was  not  equiva- 
lent to  saying  that  it  insured  the  safety  of  the  appliance;  also  that  re- 
quests to  charge  as  follows  were  properly  refused:  (1)  That  the  defendant 
was  not  liable  if  it  furnished  a  sufficient  number  of  cross-arms  from  which 
workmen  could  select;  or  (2)  if  it  employed  competent  workmen  to  inspect 
the  cross  arm;  (3)  that  if  the  defect  was  visible,  plaintiff  was  negligent 
and  could  not  recover. 
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City  of  Richmond  v.  Southern  Bell  Telephone  and  Tels- 

ORAPH  Company. 

United  States  Supreme  Court,  May  22,  1899. 

(174  U.  S.  761.) 
"Telbobafh"  in  fostboaos  act  does  not  inglxtde  "tblephonk." 

Telephone  companies  are  not  entitled  to  the  rights  and  priyil^jree  granted 
to  telegraph  companies  by  the  postroads  act  of  Congress  of  July  24,  1866. 

Cases  of  this  series  cited  in  opinion:  W,  U.  Tel.  Co.  v,  Aity.  General  of 
Mass.,  vol.  2,  p.  57 ;  8t.  Louis  v.  W.  U,  Tel.  Co.,  vol.  4,  p.  102 ;  Chesapeake 
d  Pot.  Teleph.  Co.  v.  B.  d  0.  Tel.  Co.,  vol.  2,  p.  416;  Wisconsin  Telepk. 
Go.  V.  Oshkoshy  vol.  1,  p.  687;  State,  Duke,  Pros.  v.  Cent.  N.  J,  Telepk. 
Co.,  vol.  3,  p.  546;  Cumberland  Telepk.  d  Tel.  Co.  v.  United  Elec.  Ry. 
Co.,  vol.  3,  p.  408. 

Messrs.  Henry  R.  Pollard  and  C.  V.  Meredith,  for  appeUant. 

Messrs.  Hill  Carter,  Addison  L.  Holliday,  and  George  H, 
Fearons,  for  appellee. 

Mr.  Justice  Harlan  delivered  the  opinion  of  the  oourt:  The 
principal  question  in  this  ease  is  whether  the  Circuit  Court  and 
the  Circuit  Court  of  Appeals  erred  in  holding  that  the  appdlae 
was  entitled  to  claim  the  benefit  of  the  provisions  of  the  Act  of 
Congress  approved  July  24th,  1866  entitled  "An  Act  to  aid  in 
the  Construction  of  Telegraph  Lines,  and  to  secure  to  the  (3ov- 
emment  tJie  Use  of  the  Same  for  Postal,  Military,  and  Other 
Purposes,"  14  Stat,  cJiap.  230. 

By  that  act — ^the  provisions  of  which  are  preserved  in  sec- 
tions 5263  to  5268,  inclusive,  title  LXY  of  the  Bevised  Statutes 
of  the  United  States — it  was  provided : 

"Section  1.  That  any  telegraph  company  now  organized,  or  which  may 
hereafter  he  organized,  under  the  laws  of  any  State  in  this  Union,  shall 
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have  the  right  to  construct,  maintain,  and  operate  lines  of  telegraph  through 
and  over  any  portion  of  the  public  domain  of  the  United  States,  over  and 
along  any  of  the  military  or  post  roads  of  the  United  States  which  have 
been  or  may  hereafter  be  declared  such  by  act  of  Congress,  and  over,  under, 
or  across  the  navigable  streams  or  waters  of  the  United  States :  Provided, 
That  such  lines  of  telegraph  shall  be  so  constructed  and  maintained  as  not 
to  obstruct  the  navigation  of  such  streams  and  waters,  or  interfere  with 
the  ordinary  travel  on  such  military  or  post  roads.  And  any  of  said  com- 
panies shall  have  the  right  to  take  and  use  from  such  public  lands  the 
necessary  stone,  timber  and  other  materials  for  its  posts,  piers,  stations, 
and  other  needful  uses  in  the  construction,  maintenance  and  operation  of 
said  lines  of  telegraph,  and  may  pre-empt  and  use  such  portion  of  the  un- 
occupied public  lands  subject  to  pre-emption,  through  which  its  lines  of 
telegraph  may  be  located  as  may  be  necessary  for  its  stations,  not  exceeding 
forty  acres  for  each  station;  but  such  stations  shall  not  be  within  fifteen 
miles  of  each  other. 

"Sec.  2.  That  telegraphic  communications  between  the  several  depart- 
ments of  the  government  of  the  United  States  and  their  officers  and  agents 
shall,  in  their  transmission  over  the  lines  of  any  of  said  companies,  have 
priority  over  all  other  business,  and  shall  be  sent  at  rates  to  be  annually 
fixed  by  the  Postmaster-General. 

"Sec.  3.  That  the  rights  and  privileges  hereby  granted  shall  not  be  trans- 
ferred by  any  company  acting  under  this  act  to  any  other  corporation,  asso- 
ciation or  person:  Provided,  however,  that  the  United  States  may  at  any 
time  after  the  expiration  of  five  years  from  the  date  of  the  passage  of 
this  act,  for  postal,  military,  or  other  purposes,  purchase  all  the  telegraph 
lines,  properly,  and  effects  of  any  or  all  of  said  companies  at  an  appraised 
value,  to  be  ascertained  by  five  competent,  disinterested  persons,  two  of 
whom  shall  be  selected  by  the  Postmaster -General  of  the  United  States, 
two  by  the  company  interested,  and  one  by  the  four  so  previously  selected. 

"Sec.  4.  That  before  any  telegraph  company  shall  exercise  any  of  the 
powers  or  privileges  conferred  by  this  act,  such  company  shall  file  their 
written  acceptance  with  the  Postmaster-General,  of  the  restrictions  and 
obligations  required  by  this  act."     14  Stat,  at  L.  221,  chap.  230. 

Subsequently,  by  an  act  approved  June  Stli,  1872,  all  the 
waters  of  the  United  States  during  the  time  the  mail  was  carried 
thereon ;  all  railways  and  parts  of  railways  which  were  then  or 
might  thereafter  be  put  in  operation ;  all  canals  and  all  plank 
roads;  and  all  letter-carrier  routes  established,  in  any  city  or 
town  for  the  collection  and  delivery  of  mail  matter  by  carriers — 
were  declared  by  Congress  to  be  "post  roads."  17  Stat,  at  L.  308, 
chap.  335.  These  provisions  are  preserved  in  section  3964  of 
the  Revised  Statutes  of  the  United  States. 
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By  an  act  approved  March  Ist^  1884,  "all  public  roads  and 
IiighwaySy  while  kept  up  and  maintained  as  such,''  were  declared 
to  be  "post  roads."    23  Stat  at  L.  3,  chap.  9. 

Proceeding  under  an  act  of  the  legislature  of  New  York 
of  April  12th,  1848,  and  acts  amendatory  thereof,  certain  per- 
sons associated  themselves  on  the  11th  day  of  December,  1879, 
under  the  name  of  the  Southern  Bell  Telephone  &  Telegraph 
Company.  The  articles  of  association  stated  that  the  general 
route  of  the  line  or  lines  of  the  company  should  be  from  its 
office  in  the  city  of  Kew  York,  "by  some  convenient  route 
through  or  across  the  States  of  New  Jersey,  Pennsylvania,  Dela- 
ware, Maryland,  and  Virginia,  or  otherwise,  to  the  city  of 
Wheeling  or  some  other  convenient  point  in  the  State  of  West 
Virginia,  and  thence  to  and  between  and  throughout  various 
cities,  towns,  points  and  places  within  that  part  of  the  State  of 
West  Virginia  lying  south  of  the  Baltimore  &  Ohio  railroad,  and 
within  the  States  of  Virginia,  North  Carolina,  South  Carolina, 
Georgia,  Alabama,  and  Florida,  the  said  line  or  lines  to  connect 
the  said  cities  of  New  York  and  Wheeling  together,  and  the  said 
other  cities,  towns,  points,  and  places,  or  some  of  them,  or  points 
within  the  same,  together  or  with  each  other  or  with  said  cities 
of  New  York  and  Wheeling." 

By  an  ordinance  passed  by  the  city  of  Richmond  on  the  26th 
day  of  June,  1884,  it  was  provided:  "1.  Permission  is  hereby 
granted  the  Southern  Bell  Telephone  &  Telegraph  Company  to 
erect  poles  and  run  suitable  wires  thereon,  for  the  purpose  of 
telephonic  communication  throughout  the  city  of  Richmond,  on 
the  public  streets  thereof,  on  such  routes  as  may  be  specified  and 
agreed  on  by  a  resolution  of  the  conmiittee  on  streets,  from 
time  to  time,  and  upon  the  conditions  and  under  the  provisions 
of  this  ordinance.  2.  On  any  route  conceded  by  the  conoLmittee 
on  streets,  and  accepted  by  the  company,  the  said  company  shall, 
under  the  direction  of  the  city  engineer,  so  place  its  poles  and 
wires  as  to  allow  for  the  use  of  the  said  poles  by  the  fire  alarm 
and  police  telegraph  in  all  cases  giving  the  choice  of  position  to 
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the  city's  wiiee,  wherever  it  shall  be  deenied  advisable  by  the 
ootmcil  or  the  proper  committee  to  extend  the  fu*e  alarm  and 
police  telegraph  over  such  routa  3.  The  telephone  company  to 
furnish  telephone  exchange  service  to  the  city  at  a  special  reduc- 
tion of  ten  dollars  per  annum  for  each  municipal  station.  4. 
"No  shade  trees  shaU  be  disturbed^  cut^  or  damaged  by  the  said 
company  in  the  prosecution  of  the  work  hereby  authorized  with- 
out the  permission  of  the  city  engineer  and  consent  of  the  owners 
of  the  property  in  front  of  which  such  trees  may  stand,  first  had 
and  obtained;  and  all  work  authorized  by  this  ordinance  shall 
be,  in  every  respect,  subject  to  the  city  engineer's  supervision 
and  control.  5.  The  ordinance  may  at  any  time  be  repealed  by 
the  council  of  the  city  of  Richmond ;  such  repeal  to  take  effect 
twelve  months  after  the  ordinance  or  resolution  repealing  it  be- 
comes a  law." 

The  Code  of  Virginia,  adopted  in  1887,  sec  1287,  provided 
that  "every  telegraph  and  every  telephone  company  incorporated 
by  this  or  any  other  State,  or  by  the  United  States,  may  con- 
struct, maintain,  and  operate  its  line  along  any  of  the  State  or 
county  roads  or  works,  and  over  the  waters  of  the  State,  and 
along  and  parallel  to  any  of  the  railroads  of  the  State,  provided 
the  ordinary  use  of  such  roads,  works,  railroads,  and  waters  be 
not  thereby  obstructed ;  and  along  or  over  the  streets  of  any  city 
or  town,  with  the  consent  of  the  council  thereof." 

Under  date  of  February  13th,  1889,  the  Southern  Bell  Tele- 
phone &  Telegraph  Company  filed  with  the  postmaster  general 
its  written  acceptance  of  the  restrictions  and  obligations  of  the 
above  Act  of  July  24th,  1866. 

The  present  suit  was  brought  by  that  company  in  the  Circuit 
Court  of  the  United  States  against  the  city  of  Richmond. 

The  bill  allied  that  the  plaintiff  was  engaged  in  the  business 
of  a  "telephone"  company,  and  of  constructing,  maintaining, 
and  operating  "telephone"  lines  in,  through,  and  between  the 
States  of  Virginia,  West  Virginia,  North  Carolina,  South  Caro- 
lina, Georgia,  Alabama,  and  Florida;  that  it  had  been  so  en- 
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gaged  for  a  period  of  about  fifteen  years,  during  which  time  it 
had  oontinuoufily  maintained  at  various  places  in  said  States 
and  in  Bichmond,  Virginia,  an  exchange,  poles,  wires,  instru- 
ments, and  all  other  apparatus  and  property  necessary  for  the 
maintenance  and  operation  of  "telephones  and  telephone  lines," 
and  had  erected  and  maintained  through  and  along  the  certain 
streets  and  alleys  of  that  city  numerous  poles  and  wires  for  con- 
ducting its  business;  that  it  had  so  conducted  its  business  and 
erected  and  maintained  its  lines,  wires,  and  poles  under  and  by 
authority  of  the  common  council  and  board  of  aid^noien  of  the 
city  of  Richmond,  the  legislature  of  Virginia,  and  acte  of  the 
Oongress  of  the  United  States ;  that  its  "telephone"  wires  and 
poles  were  tised  by  its  subscribers  in  connection  with  the  West- 
em  Union  Telegraph  Company  under  an  agreement  between  the 
plaintiff  and  that  company  for  the  joint  use  of  the  poles  and 
fixtures  of  both  companies  in  sending  and  receiving  messages; 
that  its  business  was  in  part  interstate  commerce  by  reason  of 
its  connection  with  the  telegraph  company ;  and  that  its  status 
was  that  of  a  tel^raph  company  under  the  laws  of  the  United 
States,  and  of  the  State  of  Virginia,  and  of  other  States  of  the 
United  States,  and  that  it  was  and  is  in  fact  chartered  as  a 
telegraph  company  under  the  general  laws  of  New  York. 

The  plaintiff  also  alleged  that  it  had  accepted  the  Act  of  Con- 
gress of  July  24th,  1866 ;  that  by  virtue  of  such  acceptance  it 
became  entitled  to  construct,  maintain,  and  operate  lines  of  tele- 
phones over  and  along  any  of  the  military  roads  and  post  roads 
of  the  United  States,  which  had  then  been  or  might  thereafter  be 
declared  such  by  law ;  that  the  streets,  alleys  and  highways  of  the 
city  of  Richmond  are  post  roads  of  the  United  States ;  that  the 
several  departments  of  the  government  of  the  United  States 
located  in  Richmond  have  used  in  that  city  the  plaintiff's  elec- 
trical conductors,  and  other  facilities  for  the  transmission  of  in- 
structions, orders,  and  information  to  officers  and  persons  in  the 
administration  of  the  governmental  affairs,  and  on  other  busi- 
ness throughout  the  several  States  and  the  District  of  Columbia 
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and  in  foreign  countrieB ;  that  under  and  by  virtue  of  the  Vir- 
ginia Code,  section  1287,  the  plaintiff  was  authorized  and  em- 
powered to  construct,  maintain,  and  operate  its  lines  of  poles 
and  wires,  with  necessary  facilities  along  and  over  the  streets 
of  any  city  or  town  in  Virginia  with  the  consent  of  the  council 
thereof,  and  under  and  by  virtue  of  the  power  and  authority 
therein  oonf  erred,  all  of  which  was  additional  to  the  right  given 
by  the  above  Act  of  Congress,  it  maintained  and  operated  its 
lines  in  the  streets  of  the  city  of  Richmond,  and  had  in  all  re- 
Bpects  complied  with  the  legal  obligations  and  requirements 
imposed;  that  relying  upon  its  right  to  erect,  maintain,  and 
operate  its  lines  along  and  over  the  streets  and  alleys  of  Rich- 
mond, it  entered  upon  said  streets  and  alleys  and  had  conducted 
its  business  and  executed  its  contracts,  of  which  a  large  number 
were  in  force,  to  furnish  and  afford  "telephonic"  facilities  to 
the  residents  of  Richmond  and  to  persons  outside  of  the  city  of 
Richmond,  and  with  the  officers  and  agents  of  the  Federal  gov- 
ernment ;  and  that  under  the  Act  of  Congress  of  1866  it  was  and 
is  entitled  to  maintain  and  operate  its  lines  through  and  over 
the  streets  and  alleys  of  the  city  of  Richmond,  "wiihovi  regard 
to  the  consent  of  the  said  city,  and  it  did  in  fact  locate  many  of 
its  poles  and  wires  and  begin  the  operation  of  its  business  with- 
out applying  to  the  said  city  for  permission  to  do  so/^ 

The  bill  then  referred  to  an  ordinance  of  the  city  approved 
July  18th,  1891,  and  allied  that  it  was  in  conflict  with  the 
plaintiff's  rights  and  void.  It  referred  also  to  a  subsequent 
ordinance  of  December  14th,  1894,  repealing  the  ordinance  of 
June  26th,  1884,  granting  the  right  of  way  through  the  city  to 
tibe  plaintiff,  and  providing  "that  in  accordance  with  the  fifth 
flection  of  said  ordinance  all  privileges  and  rights  granted  by 
said  ordinance  shall  cease  and  be  determined  at  the  expiration 
of  twelve  months  from  the  approval  of  this  ordinance  by  the 
mAyor." 

Reference  was  also  made  in  the  bill  to  two  ordinances  passed 
September  10th,  1895,  by  one  of  which  it  was  provided,  among 
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other  things:  ^'1.  That  aU  poles  now  erected  in  the  streets  or 
alleys  of  the  city  of  Richmond  for  the  support  of  wires  used  in 
connection  with  the  transmission  of  electricity,  except  such  as 
support  wires  required  by  the  city  ordinances,  to  be  remov^ed 
and  run  in  conduits,  shall  hereafter  be  allowed  to  remain  only 
upon  the  terms  and  conditions  hereinafter  set  forth.  2.  No  pole 
now  erected  for  the  support  of  telephone  wires  shall  remain  on 
any  street  in  said  city  after  the  15th  day  of  December,  1895, 
imless  the  owner  or  user  of  such  pole  shall  first  have  petitioned 
for  and  obtained  the  privil^e  of  erecting  and  maintaining 
poles  and  wires  for  telephone  purposes  in  accordance  with  the 
conditions  of  this  ordinance,  and  such  other  conditions  as  the 
council  may  see  fit  to  impose.  And  if  such  owner,  failing  to  ob- 
tain such  privilege  as  above  required,  shall  neglect  or  fail  to 
remove  such  pole  or  poles  and  telephone  wires  supported  thereon 
from  the  streets  or  alleys  of  the  city  by  the  20th  day  of  Decem- 
ber, 1895,  and  restore  the  street  to  a  condition  similar  to  the  rest 
of  the  street  or  alley  contiguous  thereto,  the  said  owner  shall 
be  liable  to  a  fine  of  not  less  than  five  nor  more  than  one  hundred 
dollars  for  every  such  pole  so  remaining  in  the  street  or  alley; 
to  be  imposed  by  the  police  justice  of  the  city ;  each  day's  failure 
to  be  a  separate  offense." 

By  the  other  ordinance  of  September  10th,  1895,  it  was, 
among  other  things,  provided :  "The  city  council  will  grant  per- 
mission to  any  company,  corporation,  partnership,  or  individual 
to  place  its  wires  and  electrical  conductors  in  conduit  under  the 
surface  of  said  streets  of  the  city ;  any  such  individual,  partner- 
ship, corporation  or  company  desiring  such  permission  shall 
petition  to  the  council  therefor;  such  petition  shall  name  the 
streets,  alleys  and  the  side  and  portions  thereof  to  be  used  and 
occupied  by  such  conduits,  and  shall  submit  maps,  plans,  and 
details  thereof  to  accompany  such  petitioiL" 

The  bill  contains  additional  allegations — to  the  effect: 
That  the  fifth  section  of  the  ordinance  of  1884  was  null  and 
void ;  that  the  ordinances  referred  to  were  unreasonable,  ultra 
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vires,  and  unconstitutional ;  that  ike  plaintiff  was  entitled  ^Hnde- 
pendent  of  and  superior  to  the  consent  of  the  city  of  Richmond/* 
ix>  "confltruct,  maintain  and  operate"  its  lines  "over  and  along'^ 
the  streets  of  that  city ;  that  telephone  companies  and  their  busi- 
ness were  embraced  by  the  terms  of  the  Act  of  Congress,  and 
that,  in  fact,  telephone  and  tel^raph  companies,  were,  for  the 
purposes  embraced  by  that  act,  one  and  the  same ;  that  the  post 
roads  spoken  of  in  the  act  were  not  limited  to  routes  on  the  pub- 
lic domain,  but  embraced  all  post  roads  of  the  United  States  that 
had  been  or  might  hereafter  be  declared  such  by  Congress ;  that 
the  streets  and  alleys  of  the  defendant  being  post  roads,  the 
plaintiff  had  the  right  under  the  Act  of  Congress  "to  occupy 
the  streets  and  alleys  of  the  city  of  Richmond  for  its  purposes, 
guaranteed  to  it  by  the  constitution  and  laws  of  the  United 
States,  superior  to  any  power  in  the  said  city  to  prevent  it  from 
so  doing,"  and  that  it  "claims  not  only  the  right  to  maintain  its 
present  poles  and  wires  along  the  streets  and  alleys  now  occupied 
by  it,  but  to  extend  them  to  other  streets  and  alleys  as  its  busi- 
ness and  the  business  interests  of  the  country  and  its  patrons 
may  require." 

The  city  demurred  to  the  bill  of  complaint,  but  the  demurrer 
was  overruled.    78  Fed.  Eep.  858. 

An  answer  was  then-  filed  which  met  the  material  allegations 
of  the  bill  and  the  cause  was  heard  upon  the  merits. 

In  the  Circuit  Court  a  final  decree  was  entered  in  accordance 
with  the  prayer  of  the  bill,  as  follows:  "The  court,  without 
passing  on  the  rights  claimed  by  the  complainant  company  under 
the  laws  of  Virginia,  and  the  ordinances  of  tlie  city  of  Rich- 
mond, is  of  opinion  and  doth  adjudge,  order,  and  decree,  that 
the  complainant  company  has,  in  accordance  with  the  terms 
and  provisions  and  under  the  protection  of  the  Act  of  Congress 
of  the  United  States  approved  July  24th,  1866  (which  is  an 
authority  paramount  and  superior  to  any  State  law  or  city  ordi- 
nance in  conflict  therewith),  the  right  "to  construct,  maintain, 
and  operate  its  lines  over  and  along"  the  streets  and  allevs  of  the 


796  AMERICAN  ELECTRICAL  OASES.       [voi.  7 

City  of  Richmond  v.  Telephone  and  Telegraph  Co. 

city  of  Richmond^  both  those  now  occupied  by  the  complainant 
company  and  thoee  not  now  so  occupied,  and  to  put  up,  raoew, 
replace,  and  repair  its  lines,  poles  and  wires  over  and  along  said 
streets  and  alleys,  as  well  as  to  maintain^  construct,  and  operate 
the  same,  and  to  connect  its  lines  with  new  subscribers  along 
said  streets  and  alleys,  and  the  said  city  of  Richmond,  its  agents, 
officers,  and  all  others  are  enjoined  and  restrained  from  cutting, 
removing,  or  in  any  way  injuring  said  lines,  poles,  and  wires 
of  the  complainant  company,  and  from  preventing  or  interfer- 
ing with  the  exercise  of  the  aforesaid  rights  by  the  complainant 
company,  and  also  from  taking  proceedings  to  inflict  and  en- 
force fines  and  penalties  on  said  company  for  exercising  its  said 
rights.  And  the  court  doth  adjudge,  order,  and  decree  that  the 
defendant  do  pay  to  the  complainant  its  costs  in  this  suit  in- 
curred to  be  taxed  by  the  derk,  and  this  cause  is  ordered  to  be 
removed  from  the  docket  and  placed  among  the  ended  causes^  bat 
with  the  liberty  to  either  party  hereto  on  ten  days'  notice  to  the 
other  to  reinstate  this  cause  on  the  docket  of  this  court,  on  mo- 
tion, for  the  purpose  of  enforcing  and  especially  defining, 
should  it  become  necessary,  their  respective  rights  under  this 
decree." 

The  city  asked  that  the  decree  be  modified  by  inserting 
therein  after  the  words  "construct  and  operate  the  same,"  the 
following  words :  "So  far  as  to  receive  from  and  deliver  to  the 
Western  Union  Telegraph  Company  messages  sent  from  beyond 
the  limits  of  the  State  of  Virginia  or  to  be  sent  beyond  the  said 
limits,"  and  by  inserting  therein  after  the  words,  "interfering 
with  the  exercise  of  the  aforesaid  rights  by  the  complainant  com- 
pany," the  following  words :  "So  far  as  the  reception  from  and 
delivery  to  the  Western  Union  Telegraph  Company  of  any  mes- 
sages sent  from  beyond  the  limits  of  the  State  of  Virginia,  or 
to  be  sent  beyond  said  limits."  But  counsd  for  complainant 
objected,  and  the  court  (using  the  language  of  its  order),  "in- 
tending by  said  injunction  to  enjoin  the  city  from  interfering 
with  the  local  business  and  messages,  as  well  as  those  of  an  inter- 
state character,"  refused  to  so  modify  the  decree. 
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Upon  appeal  to  the  Circuit  Court  of  Appeals^  it  was  held 
that  the  plaintiff  came  within  the  protection  and  was  entitled 
to  the  privileges  of  the  Act  of  Congress  of  July  24^  1866 ;  and 
that  under  that  act  it  had  the  right  to  construct,  maintain^  and 
operate  lines  of  telegraph  over  and  along  any  of  the  post  roads 
of  the  United  States^  and  '  Vhen  an  effort  is  made,  or  threatened, 
to  deal  with  it  as  a  trespasser,  it  can  refer  to  that  act" 

The  Circuit  Court  of  Appeals  also  held  that  the  privileges  so 
granted  were  to  be  enjoyed  in  subordination  to  public  and  pri- 
vate rights,  and  that  the  municipality  could  establish  lawful 
provisions  regulating  the  use  of  the  highways  mentioned  in  the 
act  of  Congress.  "This  being  so,"  that  court  said,  "the  injunc- 
tion granted  by  the  Circuit  Court  is  too  broad  in  its  language 
and  effect  There  should  have  been  the  recognition  of  a  proper 
exercise  of  the  police  power  by  the  municipal  corporation  and 
the  use  by  the  complainant  of  its  poles  and  lines  should  have 
been  declared  to  be  subject  to  such  regulations  and  restrictions 
as  may  now  or  may  be  hereafter  imposed  by  the  city  council  of 
Richmond,  in  the  proper  and  lawful  exercise  of  the  police 
powBr."    42  U.  S.  App.  686,  697,  698. 

The  decree  of  the  Circuit  Court  was  reversed  and  the  cause 
was  remanded  to  that  court  with  instructions  to  modify  the 
terms  of  the  injunction  therein  granted  so  as  to  conform  to  the 
principles  declared  in  the  opinion  of  the  Circuit  Court  of  Ap- 
peals. Judge  Bbawxey  concurred  in  the  result,  but  was  not 
inclined  to  assent  to  so  much  of  the  opinion  as  held  that  a  tele- 
phone company,  such  as  was  described  in  this  case,  and  whose 
business  was  local  in  character,  was  within  the  purview  of  the 
Act  of  Congress  of  July  14:th,  1866,  relating  to  telegraph  com- 
panies. 
.  The  case  is  now  before  this  court  upon  writ  of  certiorari. 

The  plaintiff's  bill,  as  we  have  seen,  proceeded  upon  the  broad 
ground  that  it  is  entitled,  in  virtue  of  the  Act  of  Congress  of 
1866,  to  oocupy  the  streets  of  Richmond  with  its  lines  without 
the  consent,  indeed  against  the  will,  of  the  municipal  authori- 
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ties  of  that  city.  That,  it  would  seem,  is  the  gnmnd  upon 
which  the  decree  of  the  Circuit  CJourt  rests ;  for  it  was  declared 
by  that  court  that  the  plaintiff  had  the  right,  under  the  pro- 
visions and  protection  of  that  act,  to  construct,  maintain,  and 
operate  its  lines  over  and  along  the  streets  and  alleys  of  Bich- 
mondy  both  those  then  occupied  by  the  plaintiff  company  and 
those  not  then  so  occupied,  and  to  put  up,  renew,  replace,  and 
repair  its  lines,  poles  and  wires  over  and  along  such  streets  and 
alleys,  and  to  maintain,  construct,  and  operate  the  same;,  as 
well  as  to  connect  its  lines  with  the  new  subscribers  along  the 
streets  and  alleys  of  the  cily. 

The  Circuit  Court  of  Appeals,  while  holding  that  the  plain- 
tiff was  entitled  to  avail  itself  of  the  provisions  of  the  Act  of 
1866 — a  question  to  be  presently  considered — adjudged  that 
the  rights  and  privileges  granted  by  that  act  were  to  be  enjoyed 
in  subordination  to  public  use  and  private  rights,  and  subject 
to  any  lawful  exercise  of  the  police  power  belonging  to  the  State 
or  to  one  of  its  municipalities.  This  was  in  aooordanoe  with 
what  this  court  had  adjudged  to  be  the  scope  and  effect  of  the 
Act  of  1866. 

In  Western  Union  Telegraph  Co.  v.  Massachusetts,  2  Am. 
ElectL  Cas.  67, 125  U-  S.  630,  648,  it  was  held  that  the  Act  of 
1866  was  a  ^'permissive^'  statute,  and  that  ^'it  never  could  have 
been  intended  by  the  Congress  of  the  United  States,  in  conferring 
upon  a  corporation  of  one  State  the  authority  to  enter  the  terri- 
tory of  any  other  State  and  erect  its  poles  and  lines  therein,  to 
establish  the  proposition  that  such  a  company  owed  no  obedieoioe 
to  the  laws  of  the  State  into  which  it  thus  entered,  and  was 
under  no  obligation  to  pay  its  fair  proportion  of  the  taxes  neces- 
sary to  its  support  *' 

In  8t.  Louis  v.  Western  Union  Telegraph  Co.,  4t  Am.  ElectL 
Oas,  102,  148  U.  S.  92,  100,  which  involved  the  question 
whether  a  corporation  proceeding  under  the  Act  of  1866  could 
occupy  the  public  streets  of  a  city  without  making  such  compen- 
sation as  was  reasonably  required,  it  was  said  to  be  a  misconcep- 
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tion  to  suppose  that  the  franchise  or  privilege  granted  by  the 
Act  of  1866  carried  "with  it  the  unrestricted  right  to  appro- 
priate the  public  property  of  a  State.  It  is  like  any  other  f  ran- 
chise,  to  be  exercised  in  subordination  to  public  as  to  private 
rights.  While  a  grant  from  one  government  may  supercede 
and  abridge  franchises  and  rights  held  at  the  wiU  of  its  grantor, 
it  cannot  abridge  any  properly  righte  of  a  pubUc  character 
created  by  the  authority  of  another  sovereignty.  No  one  would 
suppose  that  a  franchise  from  the  Federal  government  to  a  cor- 
poration. State  or  national,  to  construct  interstate  roads  or  lines, 
of  travel,  transportation  or  communication,  would  authorize  it  to 
enter  upon  the  private  property  of  an  individual,  and  appropri- 
ate it  without  compensation.  No  matter  how  broad  and  compre- 
hensive might  be  the  terms  in  which  the  franchise  was  granted, 
it  would  be  confessedly  subordinate  to  the  right  of  the  individual 
not  to  be  deprived  of  his  property  without  just  compensation. 
And  the  principle  is  the  same  when,  under  the  grant  or  franchise 
from  the  national  government,  a  corporation  assumes  to  enter 
upon  property  of  a  public  nature  belonging  to  a  State.  It  would 
not  be  claimed,  for  instance,  that  under  a  franchise  from  Con- 
gress, to  construct  and  operate  an  interstate  railroad  the  grantee 
thereof  could  enter  upon  the  State  House  grounds  of  the  State, 
and  construct  its  depot  there,  without  paying  the  value  of  the 
property  thus  appropriated.  Although  the  State  House  grounds 
be  property  devoted  to  public  uses,  it  is  property  devoted  to  the 
public  uses  of  the  State,  and  property  whose  ownership  and  con- 
trol are  in  the  State,  and  it  is  not  within  the  competency  of  the 
national  government  to  dispossess  the  State  of  such  control  and 
use  or  appropriate  the  same  to  its  own  benefit  or  the  benefit  of 
any  of  its  corporations  or  grantees,  without  suitable  compensa- 
tion to  the  State.  This  rule  extends  to  streets  and  highways ; 
they  are  the  public  property  of  the  State.  While  for  the  pur- 
poses of  travel  and  common  use  they  are  open  to  the  citizens  of 
every  State  alike,  and  no  State  can  by  its  legislation  deprive  a 
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citizen  of  another  State  of  such  ccmunon  use,  yet  when  an  appro- 
priation of  any  part  of  this  public  property  to  an  exclusive  use  is 
sought,  whether  by  a  citizen  or  a  corporation  of  the  same  or  anr 
other  State,  or  a  corporation  of  the  national  govemment,  it  is 
within  the  competency  of  the  State,  representing  the  sovereignty 
of  that  local  public,  to  exact  for  its  benefit  compensation,  for  this 
exclusive  appropriation.  It  matters  not  for  what  the  exclusive 
appropriation  is  taken,  whether  for  steam  railroads  or  for  street 
railroads,  tel^raphB,  or  telephones,  the  State  may,  if  it  chooses^ 
exact  from  the  party  or  corporation  given  such  exclusive  ujse 
pecuniary  compensation  to  the  general  public  for  being  deprived 
of  the  common  use  of  the  portion  thus  appropriated." 

But  independently  of  any  question  as  to  the  extent  of  the 
authority  granted  to  "telegraph"  companies  by  the  Act  of  1866, 
we  are  of  opinion  that  the  courts  below  erred  in  holding  that  the 
plaintiff,  in  respect  of  the  particular  business  it  was  conducting, 
could  invoke  the  protection  of  that  act  The  plaintiff's  charter, 
it  is  true,  describes  it  as  a  telephone  and  telegraph  company. 
Still,  as  disclosed  by  the  bill  anxi  the  evidence  in  the  cause,  the 
business  in  which  it  was  engaged  and  for  the  protection  of  whidi 
against  hostile  local  action  it  invoked  the  aid  of  the  Federal 
court,  was  the  business  transacted  by  using  what  is  commonly 
called  a  "telephone,"  which  is  described  in  an  agreement  between 
the  Western  Union  Telegraph  Company  and  the  IN'ational  Bell 
Telephone  Company  in  1879,  as  "an  instrument  for  electrically 
transmitting  or  receiving  articulate  speech/^ 

Our  attention  is  called  to  several  adjudged  cases  in  some  of 
which  it  was  said  that  communication  by  telephone  was  com- 
munication by  telegraph.  Attorney  Oeneral  v,  Edison  Telephone 
Co.,  L.  K  6  Q.  B.  Div.  244,  255 ;  Chesapeake  &  Potomac  Tele- 
phone Co.  V,  Baltimore  &  0.  Telegraph  Co.,  2  Am.  Electl.  Caa. 
416,  66  Md.  399 ;  Wisconsin  Telephone  Co.  v.  City  of  Oshkosh, 
1  Am.  Electl.  Cas.  687,  62  Wis.  32 ;  DuJce  v.  Central  New  Jer^ 
sey  Telephone  Co.,  3  Am.  Electl.  Gas.  546,  53  N.  J.  L.  341; 
Cumberland  Telephone  &  Telegraph  Co.  v.   United  Electric 
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Railway  Co.,  3  Am.  ElectiL  Gss.  408,  42  Fed.  Kep.  273.  Upon 
the  authority  of  those  cases  it  is  contended  that  the  act  of  Con- 
gress should  be  construed  as  embracing  both  telephone  and  tele- 
graph companies. 

The  English  case  was  an  information  filed  for  the  purpose  of 
testing  the  question  whether  the  use  of  certain  apparatus  was 
an  infringement  of  the  exdusive  privilege  given  to  the  post- 
master  general  by  certain  acts  of  Parliament  as  to  the  trans- 
mission of  ^^telegraphs.'^  The  court  held  that  the  postmaster 
genieral  was  entitled,  looking  at  the  manifest  objects  of  those  acts 
and  under  a  reasonable  interpretation  of  their  words,  to  the  ex- 
clusive privil^e  of  transmitting  messages  or  other  communica- 
tions by  any  wire  and  apparatus  connected  therewith  used  for 
telegraphic  communication,  or  by  any  other  apparatus  for  com- 
municating information  by  the  action  of  electricity  upon  wires. 
The  Maryland  case  involved  the  question  whether  a  company 
organized  under  a  general  incorporation  law  of  Maryland  was 
authorized  to  do  a  general  telephone  business.  In  the  Wiscon- 
sin case  some  obeervationB  were  made  touching  the  question 
whether  telephone  companies,  although  not  specifically  men- 
tioned in  a  certain  general  law  of  that  State,  could  be  incorpor- 
ated with  the  powers  given  to  telegraph  companies  by  that 
statute,  which,  as  the  report  of  the  case  shows,  authorized  the 
formation  of  corporations  for  the  purpose  of  building  and  oper- 
ating telegraph  lines  or  conducting  the  business  of  telegraphing 
in  any  way,  "or  for  any  lawful  business  or  purpose  whatever." 
The  New  Jersey  case  involved  the  question  whether  a  company 
organized  under  the  act  of  that  State  to  incorporate  and  regulate 
telegraph  companies  was  entitled  to  operate  and  condemn  a 
route  for  a  telephone  line.  The  last  case  involved  the  rights  of 
a  telephone  company  under  statutes  of  Tennessee,  one  of  which 
related  in  terms  to  telegraph  companies,  and  the  other  author- 
ized foreign  and  domestic  corporations  to  construct,  operate, 
and  maintain  such  telegraph,  telephone,  and  other  lines  neces- 
sary for  the  speedy  transmission  of  intelligence  along  and  over 
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the  public  ways  and  streets  of  the  cities  and  towns  of  the  State. 
It  was  held  in  that  case  that  a  telephone  company  under  its 
right  to  construct  and  operate  a  telegraph  was  empowered  by 
statute  to  establish  a  telephone  service.  N^one  of  those  cases  in- 
volved a  construction  of  the  Act  of  Congress ;  and  the  general 
language  employed  in  some  of  them  cannot  be  regarded  as  de- 
cisive in  respect  to  the  scope  and  eflFeot  of  that  act,  however  perti- 
nent it  may  have  been  as  to  the  meaning  of  the  particular  statutes 
under  examinatioiL 

It  may  be  that  the  public  policy  intended  to  be  promoted  by 
the  Act  of  Congress  of  1866  would  suggest  the  granting  to 
telephone  companies  of  the  rights  and  privileges  accorded  to 
telegraph  companies.  And  it  may  be  that  if  the  telephone  had 
been  known  and  in  use  when  that  act  was  passed,  Congress  would 
have  embraced  in  its  provisions  companies  employing  instru- 
ments for  electrically  transmitting  articulate  speech.  But  the 
question  is,  not  what  Congress  might  have  done  in  1866,  nor 
what  it  may  or  ought  now  to  do,  but  what  was  in  its  mind  when 
enacting  the  statute  in  question.  Nothing  was  then  distinctly 
known  of  any  device  by  which  articulate  speech  could  be  electri- 
cally transmitted  or  received  between  different  points,  more  or 
less  distinct  from  each  other,  nor  of  companies  organized  for 
transmitting  messages  in  that  moda  Bell's  invention  was  not 
made  public  until  1876.  Of  the  different  modes  now  employed 
io  electrically  transmit  messages  between  distinct  points.  Con- 
gress in  1866  knew  only  of  the  invention  then  and  now  popu- 
larly called  the  telegraph.  When,  therefore,  the  Act  of  1866 
speaks  of  telegraph  companies,  it  could  have  meant  only  such 
companies  as  employed  the  means  then  used  or  embraced  bv 
existing  inventions  for  the  purpose  of  transmitting  messages 
merely  by  sounds  of  instruments  and  by  signs  or  writings. 

In  1887,  the  postmaster  general  submitted  to  the  attorney 
general  the  question  whether  a  telephone  company  or  line, 
offering  to  accept  the  conditions  prescribed  in  title  LXV  of  the 
Revised  Statutes   (Ix^injr  the  Act  of  1866),  could  obtain  the 
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privileges  therein  specified.  Attorney  General  Garland  replied : 
'^The  subject  of  title  LXY  of  Bevised  Statutes  is  tel^grapha.'' 
In  all  its  sections  the  words  "telegraph,"  "telegraph  company," 
and  "telegram"  define  and  limit  the  subject  of  the  legislation. 
When  the  law  was  made,  the  electric  telegraph,  as  distinguished 
from  the  older  forms,  was  what  the  lawmakers  had  in  view.  The 
electric  telegraph  when  the  law  was  made,  as  to  the  general  pub- 
Uc,  transmitted  only  written  communication.  Its  mode  of  con- 
duct is  yet  substantially  the  sama  This  transmission  of  written 
messages  is  closely  analogous  to  the  United  States  mail  ser- 
vice. Hence  the  acceptance  of  the  provisions  of  the  law  by  the 
telegraph  company  was  required  to  be  filed  with  the  poetmafiter 
general,  who  has  charge  of  the  mail  servica  Under  the  several 
sections  embraced  in  the  title,  in  consideration  of  the  right  of 
way  and  the  grant  of  the  right  to  pre-empt  40  acres  of  land  for 
stations  at  intervals  of  not  lees  than  15  miles,  certain  privil^es 
as  to  priority  or  right  over  the  line,  also  the  right  to  purchase, 
with  power  to  annually  &z  the  rate  of  compensation,  were  se- 
cured to  the  government.  Governmental  oommunicationB  to 
distant  points  are  almost  all,  if  not  all,  in  writing.  The  useful 
government  privileges  which  formed  an  important  element  in 
the  legislation  would  be  entirely  inapplicable  to  telephone  lines, 
by  which  oral  communications  only  are  transmitted.  A  pur- 
chase of  a  telephone  line  certainly  was  not  in  the  mind  of  the 
lawmakers.  In  oonmion  and  technical  language  alike,  telegra- 
phy and  telephony  have  different  significations.  Neither  in- 
cludes all  of  the  other.  The  science  of  telegraphy  as  now  under- 
stood was  little  known  to  practical  utility  in  1866,  when  the 
greater  part  of  the  law  contained  in  the  title  was  passed.  Tele- 
phone companies,  therefore,  are  not  within  the  "category  of  the 
grantees  of  the  privileges  conferred  by  the  statute."  If  similar 
privileges  ought  to  be  granted  to  telephone  companies,  such  a 
grant  would  come  within  the  scope  of  legislative  rather  than  ad- 
ministrative power."    19  Ops.  Atty.  Qen,  37. 

It  is  not  the  function  of  the  judiciary,  because  of  discoverios 
after  the  Act  of  1866,  to  broaden  the  provisions  of  that  act  so 
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tliat  it  will  include  oorporationB  or  campanies  that  were  not^ 
and  oould  not  have  been  at  that  time,  within  the  contemplation 
of  Congress.  If  the  act  be  construed  as  embracing  telephone 
companies,  numerous  questions  are  readily  suggested.  Alay 
a  telephone  company,  of  right,  and  without  reference  to  the  will 
of  the  States^  construct  and  maintain  its  wires  in  every  city  in 
the  territory  in  which  it  does  business  ?  May  the  constituted 
authorities  of  a  city  permit  the  occupancy  only  of  certain  streets 
for  the  business  of  the  company !  May  the  company,  of  ri^t^ 
fill  every  street  and  alley  in  every  city  or  town  in  the  country 
with  poles  on  which  its  wires  are  strung,  or  may  the  local  author- 
ities forbid  the  erection  of  any  poles  at  all  ?  May  a  company 
run  wires  into  every  house  in  a  city,  as  the  owner  or  occupant 
may  desire,  or  may  the  local  authorities  limit  the  number  of 
wires  that  may  be  constructed  and  used  within  its  limits? 
These  and  other  questions  that  will  occur  to  every  one  indicate 
the  confusion  that  may  arise  if  the  Act  of  Congress  relating  only 
to  telegraph  companies,  be  so  construed  as  to  subject  to  national 
control  the  use  and  occupancy  of  the  streets  of  cities  and  town^ 
by  telephone  companies,  subject  only  to  the  reasonable  exercise 
of  the  police  powers  of  the  State.  But  even  if  it  were  conceded 
that  no  such  confusion  would  probably  arise,  it  is  dear  that 
the  courts  should  not  construe  an  act  of  Congress  relating  in 
terms  only  to  ^^telegraph"  companies  as  intended  to  confer  upon 
campandes  engaged  in  telephone  business  any  special  right  in  the 
streets  of  cities  and  towns  of  the  country,  unless  such  intention 
has  been  dearly  manifested.  We  do  not  think  that  any  such 
intention  has  been  so  manifested*  The  condi2sion  that  the  act 
of  1866  confers  upon  telephone  companies  the  valuable  rights 
and  privileges  therein  specified  is  not  authorized  by  any  ex- 
plidt  language  used  by  Congress  and  can.  be  justified  by  impli- 
cation only.  But  we  are  unwilling  to  rest  the  construction  of  an 
important  act  of  Congress  upon  implication  merely ;  particularly 
if  that  construction  might  tend  to  narrow  the  full  control  always 
exercised  by  the  local  authorities  of  the  States  over  streets  and 
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alleys  within  their  respective  jurisdictioiifl.  If  Congress  desires 
to  extend  the  provisions  of  the  Act  of  1866  to  companies  engaged 
in  the  business  of  electrically  transmitting  articulate  speech, — 
that  is,  to  companies  popularly  knowm  as  telephone  companies, 
and  never  otherwise  designated  in  common  speech, — let  it  do  so 
in  plain  words.  It  will  be  time  enough  when  such  legislation  is 
enacted  to  consider  any  questions  of  constitutional  law  that  may 
be  suggested  by  it 

Something  was  said  in  argument  as  to  the  power  of  Congress 
to  control  the  use  of  streets  in  the  towns  and  cities  of  the  country. 
Upon  that  question  it  is  not  necessary  to  express  any  opinion. 
We  now  adjudge  only  that  the  Acfc  of  1866,  and  the  sections  of 
the  Bevised  Statutes  in  which  the  provisions  of  that  act  have 
been  preserved,  have  no  application  to  telephone  companies 
whose  business  is  that  of  electrically  transmitting  articulate 
speech  between  different  points. 

What  rights  the  appellee  had  or  has  under  the  laws  of  Vir- 
ginia and  the  ordinances  of  the  city  of  Richmond  is  a  question 
which  the  Circuit  Court  did  not  decide,  but  expressly  waived. 
It  is  appropriate  that  said  question  should  first  be  considered 
and  determined  by  the  court  of  original  jurisdiction. 

TJie  decree  of  the  Circuit  Oourt  of  Appeals  so  far  as  it  reverses 
the  decree  of  the  Circuit  Court  is  affirmed,  and  the  cause  is  re- 
manded with  directions  for  such  further  proceedings  in  the 
Circuit  Court  as  may  he  in  conformity  with  the  principles  of  this 
opinion  and  consistent  with  law.    It  is  so  ordered. 


Note. — ^The  foregoing  decision  of  the  highest  tribunal  in  this  country  is 
at  variance  with  all  the  reported  cases  which  have  come  to  the  editor's 
attention,  in  which  the  question  has  arisen  whether  the  word  "telegraph," 
as  used  in  statutes,  included  "telephone;"  although,  as  stated  by  the  oourt 
in  the  above  opinion,  the  particular  statute  in  question  had  been  construed 
in  no  other  case,  in  that  particular.  In  addition  to  the  cases  cited  in  the 
opinion  above,  "telegraph"  was  construed  to  include  "telephone"  in  Com- 
monwealth V.  Penna,  Teleph.  Co,,  1  Am.  Electl.  Cas.  863,  note;  Iowa  Union 
TeUph,  Co.  V.  Board  of  Equalization,  1  id.  p.  799;  8t.  Loui8  v.  Bell  Teleph. 
Co.,  2  id.  p.  44;  Bell  Teleph.  Co.  of  Phila.  v.  Com.,  2  id.  407;  Franklin  v. 
v.  W.  Teleph.  Co.,  2  id.  439;  Roberts  v,  Wisconsin  Teleph.  Co.,  8  id.  471; 
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Cent.  Pa.  Teleph.  d  Supply  Co.  v.  WUkeaharre,  do.  By.  Co.,  4  id.  260;  Hud- 
Bon  Bivor  Teleph.  Co.  v.  WatervWet,  do.  Ry,  Co.,  4  id.  276;  OiUf,  da.  By. 
Co.  V.  8.  W.  Tel.  d  Teleph.  Co.  (Texas),  45  S.  W.  151,  61  8.  W.  406;  B.  W. 
Tel.  d  Teleph.  Co.  v.  ChUf,  do.  By.  Co.,  52  S.  W.  106;  Dipoia  v.  Paoifio  TelepK. 
d  Tel.  Co.  (Cal.),  59  Pac.  698;  Dolbear  v.  Teleph.  Co.,  126  U.  S.  1. 


The  State  v.  Whitakeb. 

Misaouri  Supreme  Court,  Division  Two,  Feb.  12,  1901. 

(160  Mo.  59.) 

gonstitdtionalitt  of  act  bequibing  screens  to  fbotect  motobmen — 

Sufficiency  of  information. 

The  statute,  Acts  1897,  page  102,  entitled  "An  Act  requiring  persons,  asso- 
ciations and  oorporations,  owning  or  operating  street  cars  to  provide  for 
the  well-being  and  protection  of  employes;"  and  providing  (1)  ''that 
every  electric  street  car,  other  than  trail  cars,  which  are  attached  to 
motor  cars,  shall  be  provided  during  the  months  of  November,  Decem- 
ber, January,  February  and  March  of  ea«h  year,  at  the  front  end,  with 
a  screen  composed  of  glass  or  other  material  which  shall  fully  and  com- 
pletely  protect  the  driver,  motorman,  gripman  or  other  person  stationed 
on  such  front  end  and  guiding  or  directing  said  car  from  wind  and 
storm;"  and  (2)  imposing  upon  any  person,  agent  or  officer  of  any  asso- 
ciation or  corporation  violating  the  act,  punishment,  as  for  a  misde- 
meanor, upon  conviction,  in  a  fine  of  not  less  than  $25  nor  more  *--l>%n 
$100  for  each  day  that  any  car  belonging  to  or  used  by  such  person,  asso- 
ciation or  corporation  is  permitted  to  ronain  unprovided  with  such 
screen;  also  providing  that  the  prosecuting  attorney  should  enforce  the 
act,  and  be  entitled  to  one-fourth  the  fine  recovered. 

Held,  { 1 )  that  the  act  is  not  so  indefinite  and  uncertain  in  its  meaning  as 
to  be  inoperative;  (2)  that  the  act  is  not  unconstitutional  because  the 
title  gives  no  indication  of  the  character  of  the  act;  or  (3)  as  special 
legislation;  or  (4)  as  imposing  cruel  and  unusual  pimiahmeiit;  or 
(5)  as  depriving  of  life,  liberty  or  property  without  due  process  of  law, 
e.  g.,  depriving  motormen  of  their  liberty  of  contract. 

Held,  that  the  provision  giving  part  of  the  fine  to  the  prosecuting  attorney 
was  unconstitutional,  but  the  rest  of  the  act  was  not  thereby  invalidated. 

The  information  ran  against  the  president  and  general  manager  of  an 
electric  railway  company,  and  charged  not  the  defendants,  but  the  com- 
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pany  itself,  with  the  unlawfiil  ownership  and  operation  of  cars  without 
screens.    Held,  fatally  defective,  and  judgment  of  conviction  reversed. 
Cases  of  this  series  cited  in  opinion:     State  v.  Nelson,  vol.  5,  p.  619;  8tate 
17.  Hoskins,  vol.  5,  p.  614. 

Appeal  from  St.  Louis  Oourt  of  Oriminal  Oorrectian.;  Wil- 
liam H.  Clabke^  Judge. 

Edwards  Whitakor  waa  oonvicted  of  violatiiig  Act  Marob  5^ 
1897^  and  appeals.    Beversed. 

Boyle,  Priest  &  Lehmarm  and  George  W.  Easley,  for  appel- 
lant. 

Edward  C.  Crow,  Attorney  Gteneral,  and  Sam.  B,  Jeffries, 
Assistant  Attorney  General,  for  the  Stata 

Gantt,  J. :  lliis  is  an  appeal  from  a  judgment  of  conviction 
by  the  St.  Louis  Court  of  Criminal  Correction  for  an  alleged 
violation  of  the  Act  of  March  5,  1897,  entitled  "An  act  requir- 
ing persons,  associations,  and  corporations,  owning  or  operating 
street  cars  to  provide  for  the  well-being  and  protection  of  em- 
ployes" (Acts  1897,  p.  102).  The  information  was  in  these 
words: 

**In  the  St.  Louis  Court  of  Criminal  Correction.  St.  Louis, 
Mo.,  January  19th,  1900.  State  of  Missouri,  Plaintiff,  v.  Ed- 
wards Whitaker  and  Jilson  J.  Coleman.  Charged  with  failure 
to  provide  screen  for  front  end  of  electric  street  car.  Richard 
M.  Johnson,  assistant  prosecuting  attorney  of  the  St  Louis 
Court  of  Criminal  Correction,  now  here  in  court,  on  behalf  of 
the  State  of  Missouri,  information  makes  as  follows :  That  Ed- 
wards Whitaker  is  the  president,  agent,  and  officer  of  the  St 
Louis  Transit  Co.,  and  Jilson  J.  Coleman  is  the  general  manr 
ager,  agent^  and  officer  of  the  St  Louis  Transit  Co.,  which  said 
company  is  a  corporation  duly  organized,  under  and  by  virtue 
of  the  laws  of  the  State  of  Missouri,  and  as  such,  at  the  date 
hereinafter  named,  owned,  operated,  and  constructed  a  line  of 
street  railway  in  the  said  cily  of  St  Louis  and  State  of  Missouri, 
operated  by  the  motive  power  of  electricity ;  that  on  the  1st  day 
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of  November,  and  upon  every  day  in  November,  1899,  and  upon 
the  Ist  day  of  December,  1899,  and  on  the  Ist  day  of  January, 
1900,  and  every  day  up  to  the  filing  of  this  informatLon  in 
said  month,  and  on  the  18th  day  of  January,  1900,  said  corpora- 
tion, through  and  by  said  Edwards  Whitaker,  its  president, 
agent,  and  officer,  and  Jilson  J.  Coleman,  its  general  manager, 
agent,  and  officer,  did  willfully,  knowingly,  and  unlawfully 
operate  an  electric  street  car,  which  was  not  a  trail  car,  attached 
to  a  motor  car  upon  its  lines,  to  wit,  on  the  Mound  City  line, 
electric  car  No.  259,  while  said  electric  car  was  not  provided 
at  the  front  end  with  a  screen  composed  of  glass  or  other  ma- 
terial, which  fully  and  completely  protected  the  motorman  of 
said  electric  car,  or  other  person  stationed  on  the  front  end  of 
said  car,  from  wind  and  storm  while  said  motorman,  or  other 
person,  was  guiding  and  directing  said  car;  contrary  to  the 
form  of  the  statute  in  such  case  made  and  provided,  and  against 
the  peace  and  dignity  of  the  State.  Richard  M.  Johnson,  As- 
sistant Prosecuting  Attorney  of  the  St.  Louis  Court  of  Criminal 
Correction. 

"State  of  Missouri,  City  of  St.  Louis — ss. :  Richard  M.  John- 
son, being  duly  swom^  upon  his  oath  says  that  the  facts  stated  in 
the  above  information  are  true.    Richard  M.  Johnson." 

"An  Act  requiring  persons,  associations  and  corporations,  owning  or  operat- 
ing street  cars  to  provide  for  the  well-being  and  protection  of  employea. 

''Be  it  enacted  hj  the  General  Assembly  of  the  State  of  Missouri,  as 
follows : 

"Section  1.  That  every  electric  street  car,  other  than  trail  cars,  whidi 
are  attached  to  motor  cars,  shall  be  provided  during  the  months  of  Novem- 
ber, December,  January,  February  and  March  of  each  year,  at  the  front  end, 
with  a  screen  composed  of  glass  or  other  material  which  shall  fully  and 
completely  protect  the  driver,  motorman,  gripman  or  other  person  stationed 
on  such  front  end  and  guiding  or  directing  said  car  from  wind  and  storm. 

"Sec.  2.  Any  person,  agent  or  officer  of  any  association  or  corporation 
violating  any  of  the  provisions  of  this  act  shall  be  deemed  guilty  of  a  mis- 
demeanor, and  upon  conviction  shall  be  fined  in  a  sum  not  less  than  twenty- 
five  dollars  or  more  than  one  hundred  dollars  for  each  day  that  any  car 
belonging  to  or  used  by  such  person,  association  or  corporation  is  permit- 
ted to  remain  unprovided  with  the  screen  required  by  section  1  of  this  act 
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And  it  is  hereby  made  the  duty  of  the  prosecuting  attorney  of  each  county 
in  the  State  to  enforce  the  provisions  of  this  act,  for  which  he  shall  be 
entitled,  in  addition  to  his  ordinary  fee  or  salary,  to  one-fourth  of  the  fine 
recovered.    Approved  March  5,  1897.' 


» 


Acts  1897,  p.  102. 

The  defendant  moved  to  quash  on  the  following  grounds : 

''First  Because  the  said  information  does  not  state  facts 
showing  that  the  defendants,  or  either  of  them,  are  guilty  of  any 
offense  against  the  laws  of  Missouri. 

"Second.  Because  the  set  of  the  legislature  upon  which  the 
information  is  predicated  is  unconstitutional  and  void,  in  that: 
(1)  The  subject  of  the  act  is  not  clearly,  or  at  all,  expressed  in 
its  title,  as  required  by  section  28  of  article  4  of  the  constitu- 
tion of  Missouri.  (2)  Said  act  is  special  legislation,  and  con- 
travenes section  63,  art  4,  of  the  constitution  of  Missouri.  (3) 
Said  act  imposes  excessive  fines  and  inflicts  cruel  and  unusual 
punishment,  and  thereby  contravenes  sections  24,  26,  art.  2,  of 
the  constitution  of  Missouri.  (4)  Said  act  gives  to  the  prose- 
cuting attorney  'one-fourth  of  the  fine  recovered,'  and  thereby 
contravenes  section  8,  art.  11,  of  the  constitution  of  Missouri. 
(6)  Said  act  undertakes  to  punish  the  defendants  for  the  al- 
leged wrong  and  default  of  another,  and  deprives  the  corpora- 
tion owning  the  car  of  the  right  to  contract  with  its  motormen 
for  the  operation  of  cars  without  screens,  and  deprives  the 
miotorman  of  the  right  to  contract  to  operate  such  cars  without 
soreens,  and  also  of  the  right  to  waive  the  presimied  benefits  to 
such  motorman  sought  by  said  act,  and  thereby  contravenes  sec- 
tion 30,  art  2,  of  the  constitution  of  Missouri. 

"Third.  Because  that  the  said  ax^t  is  in  contravention  of  sec- 
tion 1,  art  14,  of  amendments  to  the  constitution  of  the  United 
States,  in  that  it  denies  to  the  corporation  and  its  employes  the 
right  to  contract  as  to  the  use  of  cars  without  screens,  and  in 
that  it  singles  out  from  all  other  classes  of  street  cars  electric 
cars,  and  requires  only  the  owners  of  electric  cars  to  screen  the 
front  end  thereof,  and  thereby  denies  to  the  motorman,  grip- 
man,  and  drivers  of  all  other  street  cars  the  equal  protection  of 
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tihe  laws  with  motonuen  of  electric  cars^  and  also  denies  to  tibe 
owners  and  operators  of  electric  cars  the  equal  protection  of  the 
laws,  in  that  it  imposes  a  burdem  on  them  not  imposed  upon  the 
operators  of  any  other  class  of  street  cars. 

^^Fourth.  Because  said  act  is  unreasonable  and  unjust  in  its 
provisions,  and  it  was  and  is  beyond  the  power,  authority,  or 
jurisdiction  of  the  general  assembly  of  Missouri  to  enact  under 
the  constitution  and  laws  of  the  State." 

The  court  denied  the  motion  to  quash,  and  defendants  ex- 
cepted. On  the  22d  day  of  June,  1900,  the  State  dismissed  as 
to  defendant  Ooleman,  and  on  the  same  day  the  case  was  tried 
as  to  defendant  Whitaker  on  the  following  statement  of  facts: 
"(2)  That  the  St  Louis  Transit  Company  was,  at  the  time 
mentioned  in  the  information,  and  ever  since  has  been,  and  it 
still  is,  a  street-railway  corporation  of  the  city  of  St  Louis, 
(b)  That  the  defendant  Edward  S.  Whitaker  was  at  the  times 
mentioned  in  said  information,  ever  since  has  been,  and  still 
is,  president  of  the  St  Louis  Transit  Oompany.  (c)  That  be- 
tween the  beginning  of  the  month  of  November  of  the  year  1899 
and  the  end  of  March  of  the  year  1900  the  St  Louis  Transit 
Oompany  operated  an  electric  street  car,  other  than  a  trail  car 
attached  to  a  motor  car,  which  was  not  provided  with  a  screen 
composed  of  glass  or  other  material,  which  fully  or  completely 
protected  the  motorman  or  other  person  stationed  at  the  front 
end  of  said  car,  guiding  or  directing  said  car,  from  wind  and 
storm.  That  said  cause  shall  be  submitted  upon  the  facts  stated 
in  this  stipulation,  but  nothing  herein  contained  shall  be  con- 
strued as  a  waiver  by  the  defendant  Whitaker  of  the  objections 
made  to  the  sufficiency  and  legality  of  said  information  in  and 
by  the  motion  heretofore  filed  by  said  defendant  to  quash  said 
information,  nor  to  deprive  the  defendant  of  the  right  to  appeal 
this  case." 

The  defendant  then  prayed  the  court  to  give  the  following 
declarations  of  law:  ^^First  Admitting  all  the  evidence  of- 
fered by  the  State  to  be  true,  it  is  not  sufficient  to  authorize  the 
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finding  of  the  defendant  guilty,  and  he  mnst  be  found  not 
gojltj.  Second.  It  is  not  siiffioieait  for  the  State  to  show  tliat 
the  eleotrio  street  oars  named  in  the  information  and  the  stipu- 
lation of  facts  filed  in  the  cause  belonged  to  or  were  used  by  the 
St.  Louis  Transit  Company^  and  were  by  it  permitted  to  remain 
without  the  screens  or  vestibules  named  in  the  first  section  of 
Hoe  act  of  March  5^  1897^  but,  before  the  defendant  can  be 
found  guilty,  Hie  State  must  prove  beyond  a  reasonable  doubt 
that  such  car  or  cars  belonged  to  or  were  used  by  the  defend- 
ant Whitaker.  Third.  The  fact  that  the  St.  Louis  Transit 
Company  may  have  violated  the  statute  in  regard  to  operating 
cars  without  screens,  and  that  the  defendant  was  president  of 
said  company  at  the  time  of  the  violation  of  such  statute^  is  not 
sufficient  to  prove  the  guilt  of  the  defendant;  and,  in  the  ab- 
sence of  proof  showing  some  particpation!  of  the  defendant  in 
the  operation  of  said  cars,  or  knowledge  of  defendant  that  the 
statute  waj3  being  violated,  the  defendant  must  be  found  not 
guilty.''  Each  of  said  declarations  was  refused  by  the  court, 
and  the  defendant  saved  exceptions.  The  court  found  defend- 
ant guilty,  and  assessed  his  fine  at  $25.  After  an  unsuccessful 
motion  for  a  new  trial,  he  appealed  to  this  court. 

1.  It  is  urged  that  the  act  of  March  5,  1897,  is  so 
indefinite  and  uncertain  in  its  meaning  that  it  must  be  in- 
operative for  that  if  no  other  reason.  Learned  counsel  insist 
that  the  act  does  not  impose  the  duty  upon  any  one  to  provide 
the  screens  with  which  the  act  commands  every  electric  car  shall 
be  provided  during  the  months  of  November,  December,  Jan- 
uary, February,  and  March  of  each  year,  to  protect  the  motor- 
man,  gripman,  or  other  person  stationed  at  the  front  end  of  and 
guiding  said  car  from  wind  and  storm.  While  the  act  is  ob- 
noxious to  verbal  criticism,  we  think  it  quite  plainly  imposes 
upon  every  electric  car  company  or  association  of  persons  op- 
erating electric  oars  the  duty  of  providing  screens  on  their  cars 
in  tiie  winter  months  named  for  the  protection  of  their  motor- 
men.     Such,  we  take  it,  was  tihe  plain  intent  of  the  legislature. 
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As  was  said  by  Moobe^  C.  J.,  in  Russell  v.  Farqtihary  55  Tex. 
355 :   '^While  it  is  for  the  legislature  to  make  the  law^  it  is  the 
duty  of  the  courts  to  'try  out  the  right  intendaieut'  of  statutes 
upon  which  they  are  called  to  pass,  and  by  their  ocmstruction  to 
ascertain  and  enforce  them  according  to  iheir  true  intent"  '^For 
it  is  this  intent  which  constitutes  and  is  in  fact  the  law,  and 
not  the  mere  verbiage  used  by  inadvertence  or  otherwise  to  es;- 
press  its  intent,  and  to  follow  which  would  prevent  that  inteoit." 
This  is  a  remedial  as  well  as  penal  statute,  and  should  be  fairly 
construed ;  i.  e.,  it  is  to  be  construed  with  reference  to  the  sub- 
ject of  the  act  and  its  purposes.     So  read,  we  think  it  obviously 
imposed  upon  the  corporation  or  person  owning  or  operating 
electric  cars  the  duty  of  providing  said  cars  with  screens;  in- 
deed, it  is  not  susceptible  of  any  other  reasonable  construction. 
It  not  infrequently  happens  that  one  portion  of  a  statute  is  con- 
strued to  be  remedial  and  another  part  of  it  as  penaL     It  is 
somewhat  more  difficult  to  construe  the  second  section.     The 
language  is,  ''any  person,  agent  or  officer  of  any  assodatioin  or 
corporation  violating  any  of  the  provisions  of  this  act  shall  be 
deemed  guilty  of  a  misdemeanor,"  etc.     Having  construed  the 
first  section  to  require  the  corporation,  association,  or  person 
owning  the  car  to  equip  it  with  the  screen  required  by  the  act, 
we  think  the  statute  makes  it  penal  for  ''any  person"  who  owns 
or  operates  an  electric  railroad  car  to  operate  such  cars  without 
the  screens  required  by  the  statute,  and  any  agent  or  officer  of 
any  association  or  corporation  operating  or  owning  such  cars 
who  violates  said  act  is  also  punishable  under  the  act ;  and  by 
such  "agent  or  officer"  is  meant  one  whose  duty  it  is  to  see  said 
cars  are  provided  with  said  screens  before  th^  are  operated; 
not  the  motorman  for  whose  protection  the  act  was  passed.     The 
managing  executive  officers  represent  the  corporation  or  associa- 
tion, and  the  law  will  presume  they  know  whether  the  cars  op- 
erated under  their  direction  are  provided  as  the  statute  requires, 
and  hold  them  responsible  for  operating  ibsm  without  first  com- 
plying with  the  statute.     For  the  purpose  of  arriving  at  the 
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intention  of  the  general  assembly  we  may  look  to  the  title  of  the 
act,  and^  so  doings  and  reading  that  and  every  part  of  the  act 
together,  we  think  the  foregoing  is  the  true  construction  of  the 
act  It  is  not  necessary,  in  charging  a  misdemaanor  like  this, 
to  aver  that  it  was  knowingly  committed.  Howell  v.  Stewart, 
54  Mo.  409. 

2.  Passing  now  to  the  next  objection, — ^that  the  act  is  un- 
constitutional because  the  title  gives  no  indication  of  the  char- 
acter of  the  act  itself, — ^we  think  it  it  untenable.  Sound  policy 
and  legislative  convenience  dictate  a  liberal  construction  of  the 
title  and  the  subject-matter  of  statutes  to  maintain  their  valid- 
ity. Infraction  of  this  constitutional  clause  must  be  plain  and 
obvious,  to  be  recognized  as  fatal.  This  has  been  the  uniform 
rule  of  construction  of  this  provision  of  our  constitution.  It 
is  only  necessary  that  Hie  title  shall  indicate  Hie  subject  of  it 
in  a  general  way  without  entering  into  details.  All  auxiliary 
provisions  properly  attaching  to  the  main  subject,  and  consti- 
tuting with  it  one  whole,  may  be  embraced  within  the  enr 
actment.  State  v,  BocTcstrucTc,  136  Mo.  335 ;  State  v.  Branson, 
115  Mo.  271 ;  State  v.  Marion  Go.  Ct,  128  Ma  427.  Measured 
by  these  and  numerous  other  adjudications  of  this  court,  the 
title  to  this  act  was  both  definite  and  broad  enough  to  include 
the  provisions  of  this  act,  all  of  which  were  germane  to  the  pur- 
pose expressed. 

3.  It  was  strenuously  contended  on  the  argument  as  well  as 
in  the  brief  that  the  act  is  offensive  to  the  provision  of  our  con- 
stitution which  ordains  that  no  local  or  special  law  shall  be 
enacted  ^Vhen  a  general  law  can  be  made  applicable^"  Sec- 
tion 53,  art.  4,  Const.  The  insistence  is  that  it  is  special  leg- 
islation, because  it  only  applies  to  electric  cars,  and  is  enacted 
for  the  protection  of  a  particular  class,  to  wit,  motormen  on 
electric  cars,  whereas  by  a  general  law  ^e  legislature  could 
have  provided  for  the  protection  and  well-being  of  all  street-car 
drivers,  gripmen,  and  motormen  as  well  as  for  one  kind  only, 
to  wit,  motormen  of  electric  cars,  who  constitute  particular  per- 


814  AMERICAN  ELECTRICAL  CASES.       [vol.  7 


Stote  ▼.  Whitaker. 


sons  of  a  general  class  of  laborers.  As  the  postulate  of  this  ar- 
gumeat  it  is  assumed  that  this  classification  is  purely  arbitraiy. 
But  is  it  so  !  This  act  applies  throughout  the  State^  in  eveary 
town  and  dty  in  which  cars  are  propelled  by  electricity,  and  to 
all  motorman  who  guide  them.  Learned  counsel  in  argument 
conceded  the  soundness  of  the  decision  of  the  Supreme  Court  of 
Minnesota  in  State  v.  Hoskins  and  State  v.  Srrwth,  5  Am.  ElectL 
Cas.  614,  69  N.  W.  545,  in  which  that  court  sustained  the  con- 
stitutionality of  an  act  like  this,  whidi  did  not  apply  to  mule  or 
horse  street  cars,  as  being  based  upon  a  perfectly  rational  dis- 
tinction between  the  duties  of  a  driver  of  a  horse  car  and  a 
motorman  on  a  cable  or  electric  car,  but  argued  that,  had  the 
act  been  restricted  as  is  this  act  to  electric  cars,  the  ruling  would 
have  been  different.  We  do  not  so  construe  that  decision.  It 
is  true  that  the  court  assumed  in  that  case  that  the  gripman 
could  be  boxed  in  without  impairing  his  power  of  control,  but 
the  only  question  on  that  record  was  whether  the  act  was  dass 
legislation  because  it  did  not  include  horse  cars,  and  it  was  held 
not  to  be.  It  did  not  hold  that  it  was  not  competent  for  the 
legislature  to  make  a  distinction  between  electric  cars  and  cable 
cars.  The  Supreme  Court  of  Ohio  in  Stale  v.  Nelson,  5  Am 
ElectL  Cas.  619,  39  K  E.  22,  met  the  exact  question  by  hold- 
ing that  a  court  could  not  judicially  know  that  a  cable  car  or 
a  horse  car  is  so  constructed  and  operated  as  to  require  the  same 
means  of  protection  for  operatives  as  is  required  on  electric 
cars;  and,  as  the  courts  could  only  judge  of  the  operation  of 
a  statute  through  facts  of  which  they  can  take  judicial  notice, 
it  refused  to  hold  a  similar  statute  unconstitutional.  Learned 
counsel  urge,  however,  that  courts  "are  not  required  to  shut 
their  eyes  to  matters  of  common  knowledge  or  things  in  common 
use.'*  Conceding  this,  it  is  not  generally  known  that  on  a 
cable  car  the  gripman  stands  back  near  the  center  of  the  car, 
in  a  box  which  protects  the  lower  half  of  his  body,  and  is  pro- 
tected by  the  roof  of  the  car  in  rainy,  or  snowy  weather,  and 
that  this  grip  car  is  constantly  used  by  passengers  in  getting  on 
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and  off  the  train,  whereas  the  motorman  on  an  eleetrio  car 
stands  in  front,  with  his  attention  neoessarily  given  to  the 
means  of  controlling  the  motive  power  and  the  brake^  and  is 
much  more  exposed  to  the  cold  and  inclement  weather  of  our 
winters  than  the  gripman  on  the  cable  car;  and  are  we  to  assume 
the  legislature  did  not  consider  this  difference,  or  their  finding 
that  there  was  such  a  distinction  was  contrary  to  the  fact  beyond 
a  reasonable  doubt?  We  think  not.  It  cannot  be  questioned 
that  in  the  exercise  of  its  police  power  the  legislature  may  enact 
laws  to  protect  the  health  and  safety  of  our  citizens  by  all  rea- 
sonable regulations,  and,  when  a  given  subject  is  within  that 
power,  the  extent  to  which  it  is  to  be  exercised  is  within  the  dis- 
cretion of  the  legislature.  It  is  not  insisted  that  it  is  not  a  wise 
and  most  humane  provision  for  the  protection  of  those  whose 
avocation  requires  them  to  stand  in  front  of  a  rapidly  moving 
oar  on  a  bitter  cold  day,  often  with  the  mercury  below  zero,  but 
merely  that  it  does  not  apply  to  all  who  may  suffer  in  similar 
callings.  We  think  the  legislature  had  the  right  to  make  the 
classification  it  did,  and  we  have  no  power  to  hold  it  contra- 
vened the  constitution  in  so  doing. 

4.  The  charge  that  the  act  imposes  cruel  and  unusual  pun- 
ishment is  without  merit.  Every  statute  imposing  a  fine  might, 
by  the  same  token,  be  held  cruel  and  unusual  punishment. 
The  way  to  avoid  the  cruelty  is  to  obey  the  law,  and  avoid  these 
accumulated  fines. 

5.  Counsel  concede  that  the  provision  granting  the  prosecut- 
ing attorney  one-fourth  of  the  fines  to  be  recovered  does  not  in- 
validate the  whole  act  Clearly,  that  provision  offends  against 
the  constitution,  which  requires  the  whole  to  be  paid  into  the 
school  fund,  and  so  the  courts  would  requira 

6.  Again,  it  is  said  that  the  act  is  contrary  to  section  30  of 
article  2  of  the  constitution  of  Missouri,  which  provides  ^^that 
no  person  shall  be  deprived  of  life,  liberty  or  property  without 
due  process  of  law."  Inasmuch  as  this  is  a  public  prosecution 
by  tho  State  of  an  offense  against  the  public,  it  is  diflScult  to 
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discern  the  relevaiK^  of  the  argument  and  decisions  to  the  ef- 
fect iSiBt  this  statute  deprives  the  motormen  on  electric  cars  of 
their  liberty  of  contract  The  premise  upon  which  the  ail- 
ment is  based  is  not  trua  It  is  not  true  that  this  act  was  not 
designed  to  protect  the  public  health.  This  is  not  only  its  pro- 
fessed purpose,  but  the  body  of  the  act  confirms  it.  It  is  a 
plain,  just^  and  oommendable  police  r^ulation.  The  State  has 
an  interest  in  the  health  of  its  citizens,  and  Hie  preservation  of 
their  lives  and  manhood,  and  such  is  the  obvious,  unmistakable 
purpose  of  the  act  under  consideration.  Not  only  has  the  State 
a  direct  interest  in  the  health  of  the  motormen,  but  in  the  pas- 
sengers, whose  lives  and  limbs  may  be  imperiled  if  the  motor- 
men  are  allowed  to  become  benumbed  from  exposure.  As  this 
record  does  not  contain  any  facts  upon  which  we  could  properly 
decide  the  effect  of  a  waiver  by  a  motorman  of  his  right  to  the 
protection  secured  to  him  by  this  act^  we  must  decline  a  further 
discussion  of  this  point.  We  are  dear  that  this  act  in  no  man- 
ner contravenes  this  section  of  our  constitution  nor  the  four- 
teenth amendment  to  the  Federal  constitution. 

7.  But,  notwithstanding  we  hold  the  act  to  be  valid,  thie  judg- 
ment must  be  reversed  because  the  information  does  not  charge 
the  defendant,  but  Hie  corporation,  the  St.  Louis  Transit  Com- 
pany, with  knowingly  and  unlawfully  operating  its  cars  without 
having  provided  screens  thereon  as  required  by  the  act.  This 
is  a  pleading  in  a  criminal  case,  and  it  does  not  charge  the  de- 
fendant either  with  the  ownership  or  the  operation  of  the  car. 
The  sufficiency  of  the  information  was  challenged  in  Hiat  re- 
spect by  the  motion  to  quash  and  in  the  motion  in  arrest  of  judg- 
ment. For  the  insufficiency  of  the  information  to  charge  de- 
fendant with  Hie  offense  denounced  in  the  statute,  the  judgment 
must  be  and  is  reversed. 

Shebwood,  p.  J.,  and  Bubgess^  J.,  concur. 


MASSAOHUSETTS,  1901.  817 

In  re  StortL 


In  se  Stobtl 

Ma99aohu9etU  Bupreme  Judioial  Oowrt,  May  7,  1901. 
EiJBOTBOOunoN — GonsxrrunoiTAL  law. 

The  MasBaetraMtU  Elecirooution  Law,  Statutes  1808,  chapter  326,  section  6, 
is  not  in  conflict  with  article  26  of  the  Declaration  of  Rights,  which  pro- 
hibits the  infliction  of  cruel  or  unusual  punishment. 

Cases  of  this  series  cited  in  opinion:  People  ex  reL  Kemmler  v.  Dunton, 
vol.  3,  p.  834;  People  v,  Kemmler,  vol.  3,  p.  841»  note;  In  re  Ketnmler, 
▼ol.  3,  p.  842. 

Case  reserved  from  Supreme  Judicial  Courts  Suffolk  oounly. 

W.  M.  Stochbridge  and  0.  W.  Rowley,  for  petitioner. 

F.  H.  Nash,  Assistant  Attorney-General^  for  the  Common- 
wealth. 

.  Holmes^  C.  J. :  These  proceedings  are  respectively  a  writ  of 
error  and  a  petition  for  a  writ  of  habeas  carpus.  Both  are  in- 
tended to  raise  the  same  issue,  that  the  punishment,  death  by 
electricity,  to  which  the  said  Storti  has  been  sentenced,  under 
St  1898,  c.  326,  sec  6,  is  "cruel  or  unusual"  within  article  26 
of  the  Massachusetts  declaration  of  rights.  Upon  the  writ  of 
error,  the  plaintiff  in  error  insisting  that  the  assignment  was 
of  error  in  fact,  evidence  was  heard,  the  plaintiff  in  error  being 
brought  into  court  by  habeas  corpus  to  be  present  at  the  hear- 
ing, and  the  presiding  justice  found  that  the  assignment  was  not 
trua  The  independent  petition  for  habeas  corpus  was  reserved 
by  agreement  of  parties  for  hearing  by  the  full  court  at  the  same 
time  with  the  writ  of  error. 

In  the  view  which  we  take  of  the  case  it  is  unnecessary  to 
consider  any  question  of  procedurei,  either  as  between  the  two 
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prooeedmgs  adopted  or  as  to  matters  of  detail  arising  uadar 
each.  We  therefore  pass  all  such  matters  on  one  sida  It  also 
is  nnneoessary  to  consider  whether  the  before  mentioned  article 
of  our  declaration  of  rights  is  to  be  limited  in  its  application 
to  the  action  of  magistrates  so  far  as  they  are  left  to  themselves 
and  the  common  law^  or  whether  it  is  to  be  taken  to  embody  a 
large  general  principle  equally  binding  upon  all  braaches  of 
the  government,  or  at  least  binding  upon  magistrates  and  courts 
of  law  even  when  the  legislature  has  undertaken  to  establish  a 
punishment  by  its  act  Finally,  it  is  unnecessary  to  go  into  any 
nice  argument  upon  the  words  of  the  article,  and  to  decide 
whether,  inasmuch  as  those  words  are  ^^cruel  or  unusual,"  not 
''cruel  and  unusual,"  a  punishment  which  is  unusual,  but  is  not 
cruel,  is  forbidden  by  them. 

Taking  aU  die  prelimiiumeB  moet  favorable  for  the  prisoner, 
we  are  clearly  of  opinion  that  the  constitution  is  not  contra- 
vened by  the  act,  and  we  render  our  opinion  at  once  that  we  may 
avoid  delaying  the  course  of  the  law  and  raising  false  hopes  in 
his  mind.  The  answer  to  the  whole  argument  which  has  been 
presented  is  that  there  is  but  a  single  punishment^  death.  It  is 
not  oantended  that  if  this  is  true  the  statute  is  invalid,  but  it  is 
said  that  it  is  not  true,  and  that  you  cannot  separate  the  means 
from  the  end  in  considering  what  the  punishment  is,  any  more 
when  the  means  is  a  current  of  electricity  than  when  it  is  a  slow 
fire.  We  should  have  thought  that  the  distinction  was  plain. 
In  the  latter  case  the  means  is  adopted  not  solely  for  the  pur- 
pose of  accomplishing  the  end  of  death  but  for  the  purpose  of 
causing  other  pain  to  the  person  oonoemed. 

The  so<»dled  means  is  also  an  end  of  the  same  kind  as  the 
death  itself,  or  in  other  words  is  intended  to  be  a  part  of  the 
punishment  But  when,  as  here,  the  means  adopted  are  chosen 
with  just  the  contrary  intent,  and  are  devised  for  the  purpose 
of  reaching  the  end  proposed  as  swiftly  and  painlessly  as  possi- 
ble, we  are  of  opinion  that  they  are  not  forbidden  by  the  con- 
stitution, although  they  should  be  discoveries  of  recent  acienoe, 
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and  nOTer  should  have  been  heard  of  before.  Not  only  is  the 
prohibition  addressed  to  what  in  a  proper  sense  may  be  called 
the  punishment,  but,  further,  the  word  ^'unusual"  must  be  oon- 
strued  with  the  word  "cruel,"  and  cannot  be  taken  so  broadly 
aj3  to  prohibit  every  humane  improvement  not  previously  known 
in  Massachusetts.  People  ex  rel.  Kemnder  v  Dvrston,  3  Am. 
ElectL  Cas.  834,  119  N.  Y.  569,  24  N.  E.  6,  7  L.  E.  A.  716 ; 
In  re  Kemnder,  3  Am.  Electl.  Cas.  842,  136  TJ.  S.  436,  10 
Sup.  Ot  930,  34  L.  Ed.  619. 

The  suggestion  that  the  punishment  of  death,  in  order  not 
to  be  unusual,  must  be  accomplished  by  molar  rather  than  by 
molecular  motion  seems  to  us  a  fancy  unwarranted  by  the  oom- 
slitution. 

"So  doubt  a  means  might  be  adopted  which,  although  adopted 
only  as  a  means,  practically  would  be  part  of  the  punishment 
and  would  have  to  be  considered  as  such.  But  such  a  case  is 
not  presented  by  a  means  chosen  precisely  because  it  is  instan- 
taneous. There  was  a  hint  at  an  argument  based  on  mental  suf- 
fering, but  the  suffering  is  due  not  to  its  being  more  horrible  to 
be  struck  by  lightning  than  to  be  hanged  with  the  chance  of 
slowly  strangling,  but  to  the  general  fear  of  death.  The  suf- 
fering due  to  that  fear  the  law  does  not  seek  to  spara  It  means 
that  it  shall  be  felt. 

Some  criticism  was  addressed  to  minor  details  of  the  law. 
The  provision  that  after  delivery  to  the  warden  of  the  State 
prison  the  prisoner  shall  be  kept  in  a  special  cell  and  only  cer- 
tain persons  allowed  access  to  him  without  an  order  of  the  court 
does  not  prevent,  and  by  its  true  construction  is  not  intended 
to  prevent,  the  presence  of  the  prisoner  in  court  in  any  matter 
which  properly  still  may  be  brought  up  in  courts  and  which  by 
the  course  of  law  or  treaty  may  require  his  presence  (see  Com. 
V.  Cody,  165  Mass.  133,  138,  42  N.  E.  575),  as  was  exemplified 
in  this  casa 

Leaving  it  to  liie  warden  to  select  the  day  of  the  week  ap- 
pointed by  the  court  for  the  execution  was  not  intended  to  ag- 
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gravate  the  prisonar'B  difltiOBS  by  flnhanciTig  his  Buspeiifle.  The 
puipofle  IB  hamane^  and  the  poaBible  uncertainty  for  a  brief 
period  as  to  the  exact  time  is  not  a  part  of  the  punishment  See^ 
further^  Com.  v.  Costley,  118  Mass.  1^  35.  Judgment  to  stand. 
Writ  of  habeas  corpus  denied* 


Note. — Hie  only  other  adjudicatione  upon  the  ocxistitatioiiality  of  elee- 
trocation  lawa,  are  the  decieioiu  of  the  New  York  Court  of  Appeals  and  Su- 
preme Court  of  the  United  States,  both  cited  in  the  foregoing  opinion. 


Reabfibu)  Txlkphonx  akd  TEUsaBAPH  OoMPAKT  y.  Fbakk 

B.  GhntBT  Aii. 

Jfoine  Hupr-MM  J^MoM  Otmrt,  May  22, 1901. 

TbLBPHONB  APPUAirOBS  AS  PBOFEBTT. 

(Official  head-note) : 

A  telephone  company  which  by  permission  of  the  municipal  takers  erects 
its  posts  and  lines  along  the  highway,  under  the  proyisiiMiB  of  chapter 
378,  Statutes  1885,  thereby  acquires  no  interest  in  the  soil  except  a 
right  to  occupy  it  by  the  permission  of  the  municipal  officers — a  mere 
license  revocable  at  their  will,  so  far  as  any  particular  portion  of  the 
highway  or  any  particular  highway  is  concerned,  and  not  a  permanent, 
vested  interest  in  the  land  itself. 

As  between  debtor  and  creditor,  such  posts,  with  the  wires  and  insulators 
thereon,  continue  to  retain  their  character  as  chattels,  and  may  be  seised 
and  sold  on  execution  as  personal  property. 

Cases  of  this  series  cited  in  opinion:  Neu>port  Ilium,  Co.  v,  Vetoport 
Anesiori,  vol.  6,  p.  659 ;  Pierce  v.  Drew,  vol.  1,  p.  671. 

Appeal  by  defendant  from  judgment  of  Superior  Court, 
Kennebec  County,  in  an  action  of  trespass  for  tearing  down  and 
removing  telephone  lines. 

Argued  before  Wis  well,  C.  J.,  and  Whitehouse,  Stboitt, 
Savage  and  Powers,  JJ. 
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L.  C.  Gamiah  and  E.  0.  &  F.  E.  Beane,  for  plaintiff. 
W.  C.  Eaton,  for  defendants. 

PowEBS,  J. :  On  November  4,  1898,  the  telephone  line  of 
the  Dirigo  Telephone  Company,  located  in  the  public  highway, 
and  running  from  Mt.  Vernon  Village,  in  Ml  Vernon,  to 
Chandler's  Mills,  in  Belgrade,  -with  the  poles,  wires,  and  insu- 
lators on  the  same,  was  sold  as  personal  property  on  an  execution 
against  said  company,  and  afterwards  conveyed  by  the  purchaser 
to  the  plaintiff  corporation,  which  then  stmng  a  second  wire 
upon  said  poles.  The  defendants,  acting  as  the  agents  of  the 
Dirigo  Company,  in  October,  1899,  tore  down  a  part  of  the  line, 
insulators  and  brackets  put  up  by  the  plaintiff,  and  for  the  in- 
jury so  done  this  action  of  trespass  de  bonis  is  brought  The 
only  question  involved  is  whether  the  telephone  line  of  the  Dirigo 
Gompany,  as  between  debtor  and  creditor,  was  personal  property 
at  the  time  of  its  seizure  and  sale  on  execution* 

There  is  no  universal  test  by  which  it  can  be  determined 
whetiher  a  chattel  has  become  so  affixed  to  the  really  as  to  become 
accessory  to  it  and  form  a  part  and  parcel  of  it.  The  Tnn.TmAT 
and  extent  of  physical  annexation  has  been  declared  an  uncer- 
tain and  unsatisfactory  criterion,  and,  while  it  would  be  imposr 
sible  to  reconcile  all  the  cases  upon  this  subject,  yet  the  modem 
and  most  approved  rule  appears  to  be  to  give  special  prominence 
to  the  intention  of  the  party  mAVing  the  annexation.  Iron  Co. 
V.  Black,  70  Ma  473,  35  Am.  Eep.  346 ;  Parsons  v.  Copeland, 
88  Me.  537 ;  Tolles  v.  Winton,  63  Conn.  440,  28  Atl.  542 ;  Fir 
field  V.  Bank,  148  HL  163,  85  K  E.  802 ;  Pope  v.  Jackson,  65 
Ma  162 ;  Hopewell  Mills  v.  Tcuunton  Sav.  Bank,  150  Mass.  619, 
28  N.  E.  327,  6  L.  H.  A.  249 ;  Manufacturing  Co.  v.  Barnard, 
84  Mick  632,  48  K  W.  280 ;  Erdman  v.  Moore,  58  K  J.  Law, 
445,  38  Atl.  958;  McRea  v.  Bank,  66  K  Y.  489.  This  role 
does  not  apply  to  cases  in  which  a  party  makes  improvements 
and  permanent  erections  without  right  as  between  h\m  and  the 
owner  of  Hie  soil.     In  such  case  the  intention  to  preserve  thie 


822  AMEBICAN  ELECTRICAL  OASES.       [voi.  7 

Tdepbone  and  Telegraph  Ck)inpany  y.  Gyr  et  al. 

Bame  as  property  separate  and  apart  from  the  freehold  eaimot 
avail,  no  matter  how  plainly  that  intention  may  be  manifested. 
Many  oilier  apparent  exceptions  will  be  found  to  involve  no  real 
conflict  with  the  rule  above  stated,  when  we  remember  that  tlie 
intention,  which  is  material,  is  not  the  hidden,  secoret  intention 
of  the  party  making  the  annexation,  but  the  intention  which 
the  law  deduces  from  such  external  facts  as  the  structure  and 
mode  of  attachment,  the  purpose  and  use  for  which  the  annexa- 
tion has  been  made,  and  the  relation  and  situation  of  the  party 
making  it 

In  the  case  before  us,  the  poles  were  imbedded  in  the  soil,  but 
could  be  easily  removed  without  any  particular  injury  to  the 
realty  or  impairment  of  its  value  for  any  of  the  uses  to  which 
it  was  suited.  The  whole  line  was  adapted  to  the  use  of  that 
part  of  the  realty  with  which  it  was  connected,  but  the  poles, 
wires  and  insulators  could  be  easily  removed  and  used  in  the 
same  business  elsewhere.  Under  these  circumstances,  it  is 
especially  important  to  ascertain  what  right  or  interest  the  Di- 
rigo  Company,  the  owner  of  these  chattels,  had  in  the  realty  to 
which  it  annexed  them,  in  order  to  determine  whether  tiie  inten- 
tion existed  thereby  to  make  them  permanently  a  part  of  the 
freehold.  A  different  intention  may  well  be  inferred  from  an- 
nexations made  by  a  tenant,  or  mere  licensee,  tlian  when  the 
same  acts  are  done  by  the  owner  of  the  freehold.  Cooley,  Torts 
(2nd  Ed.),  501. 

The  beneficial  use  of  the  soil  in  our  highways  has  been  appro- 
priated by  the  public  for  public  purposes,  but  the  proper^  in 
the  soil  still  remains  in  the  owner  of  Hie  adjoining  land,  who 
may  use  it  for  any  purpose,  above  or  below  the  surface,  which 
does  not  injuriously  interfere  with  public  uses.  A  telephone  is 
a  public  use,  and  the  legislature,  by  virtue  of  its  power  of  control 
over  the  public  roads  and  highways  of  the  State,  may  grant  to  a 
telephone  company  the  authority  to  erect  its  lines  along  or  upon 
such  roads  and  highways,  or  it  may  del^ate  that  power  to  the 
municipal  officerB  of  the  several  municipalities,  as  has  been 
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done  in  this  State  by  St.  1885,  c  378.     A  telephone  company, 
however,  cannot  construct  its  line  along  the  highway  at  its  own 
pleasure.     It  is  forbidden  to  do  so  without  first  obtaining  a 
written  permit  from  the  mimicipal  officers,  "specifying  where 
the  posts  may  be  located,  the  kind  of  posts,  and  the  height  at 
which  and  the  places  where  the  lines  may  be  run.''    St.  1SS5, 
c  378,  sec.  2.     Nor  is  this  permission,  when  once  obtained,  linal 
and  irrevocable,  and  the  use  so  granted  subject  to  be  determined 
only  by  the  will  of  the  company  or  the  discontinuance  of  the 
highway.     The  same  section  further  provides  that  "after  the 
erection  of  the  lines,  having  first  given  such  company,  persons, 
associations,  or  their  agents,  opportunity  to  be  heard,  the  muni- 
cipal officers  may  direct  any  alteration  in  the  location  or  erection 
of  said  posts."     These  are  comprehensive  terms.     Telephone 
lines,  though  affected  with  a  public  use,  are  operated  for  private 
gain.     Nothing  is  paid  for  the  valuable  privil^e  of  occupying 
and  using  the  soil  of  the  public  roads  and  highways.     The 
authority  to  fix  the  location  of  the  posts,  in  the  first  instance, 
has  been  wisely  given  to  the  municipal  officers,  and  if  wisely 
exercised,  the  location  will  be  made  with  a  view  to  existing  and 
probable   future   conditions.     Yet   conditions   are   constantly 
changing,  and,  in  the  growth  and  improvement  of  our  munici- 
palities, the  time  may  come  when  it  may  be  desirable  to  alter  the 
location  of  one  or  all  of  the  posts  of  the  line  from  one  side  of 
the  street  to  the  oiher,  or  from  one  street  to  another.     What  at 
one  tinoe  was  a  suitable  location  may  become  unsightly,  incon- 
venient, out  of  harmony  vdHi  the  surroundings,  and  the  public 
interest  be  best  served  by  a  change  of  location.     We  believe  that 
the  legislative  intention  was  to  confer  upon  the  municipal  offioere 
full  authority  to  meet  such  requirements  by  directing  "any  alter- 
ation in  the  location  or  erection  of  such  posts''  to  the  extent  above 
indicated.     The  telephone  company  then  has  no  interest  in  the 
soil  which  supports  its  posts  and  lines,  except  a  rigjit  to  occupy 
it  by  the  permission  of  the  municipal  offioers — a  mere  licemset, 
revocable  at  their  will. 
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Thb  ooncliision  is  streDgthened  by  tbe  provisions  of  section  7 
of  the  aot  of  1886,  above  cited,  that  "no  enjoyment  by  any  com- 
pany, persons,  or  association  for  any  length  of  time,  of  the  privi- 
lege of  having  or  maintAining  posts,  wires  or  apparatus  in,  upon, 
over  or  attached  to  any  building  or  land  of  other  persons  shall 
give  a  legal  right  to  the  continued  use  of  such  enjoyment,  or 
raise  any  presumption  of  a  grant  thereof."  "No  legal  right  to 
the  continued  use  of  the  enjoyment  of  the  privilege  can  be  ac- 
quired by  prescription  in  the  face  of  this  statute.  No  ri^t  to 
such  continued  use  is  granted,  for  the  only  privilege  granted  in 
any  particular  spot,  parcel,  or  portion  of  land  is  temporary  and 
not  permanent — ^a  mere  license  revocable  at  the  will  of  the  muni- 
cipal officers,  so  far  as  any  particular  portion  of  the  highway  or 
any  particular  highway  is  concerned,  and  not  a  permanent, 
vested  interest  in  the  land  itself.  The  provisians  of  section  2  of 
the  aot  of  1885  are  taken  from  Pub.  St.  Mass.  c  109,  sees.  2,  3 ; 
and  section  7  of  the  same  act  is  an  exact  copy  of  chapter  109, 
sec.  15.  In  reference  to  the  right  in  the  highway  acquired 
under  that  chapter,  Mr.  Justice  Devbns,  in  Pierce  v.  Drew, 
1  Am.  ElectL  Cas.  571,  136  Mass.  76,  49  Am.  Eep.  7,  says: 
^^No  rigjit  is  given  these  companies  to  use  Hob  highways  at  their 
own  pleasure,  or  to  compel  in  all  cases,  as  the  plaintiff  su^ests, 
a  location  therein  to  be  given  them  by  the  municipal  authoritieB. 
The  second  section  of  the  statute  is  to  be  construed  with  the  liiird 
section,  and  shows  an  intention  that  a  legally  constituted  board 
shall  determine  not  only  where,  but  whether  there  can  be  a  loca- 
tion which  shall  not  incommode  the  ordinaiy  public  ways,  with 
full  power  to  revise  its  own  doings  and  correct  any  errors  whidi 
the  practical  workings  of  the  arrangemeoDt  may  reveal  .  .  . 
"No  right  to  take  the  private  property  of  the  owner  of  the  fee  in 
the  highway  is  conferred  by  this  act  All  that  is  given  is  the 
right  to  use  land  by  permission  of  the  municipal  authorities,  the 
whole  beneficial  use  of  which  had  been  previously  taken  from  the 
owner  and  appropriated  to  the  publia  It  is  a  temporaiy  privi- 
lege only  which  is  conferred.     No  right  is  acquired  as  against 
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the  ownar  of  the  fee  by  its  enjoyiuent;  nor  is  anj  legal  right 
acquired  to  the  oontiniued  enjoymeat  of  the  privilege,  or  any 
presomption  of  a  grant  raised  thereby/' 

In  detorminiiig  the  intemtLOin,  a  most  important  ooaisideratioii 
is  the  relatiooQ!  of  the  party  inakuig  the  anneKation  to  the  prop- 
erty in  question.     1  Waahb.  Eeal  Prop.  (5th  Ei)  p.  22. 

Tried  by  this  test,  no  intention  can  be  inferred  to  make  the 
poets,  wires  and  insxilators  in  this  case  a  permanent  aocessioin  to 
the  freehold.  The  owner  of  the  chattels  was  not  the  owner  of 
the  soil.  It  had  no  right  to  the  continued  enjoyment  of  its  use 
— simply  a  revocable  license,  a  temporary  privil^e  which  might 
be  determined  at  any  time  by  the  municipal  officers.  There  is 
nothing  from  which  it  can  be  inferred  that  it  intended  to  deprive 
itself  of  its  property.  It  is  the  temporary  character  of  the 
privilege  obtained  under  the  act  of  1885  which  f^iatiTigTiiflhffl  it 
from  the  rights  and  interests  of  railroad  and  other  quasi-publio 
corporations  in  lands  taken  under  the  right  of  eminent  domain, 
or  in  public  roads  and  highways,  the  use  of  which  has  been 
directly  granted  to  them  by  the  legislature  without  any  such 
licnitations  as  are  imposed  by  that  act  Under  such  circum- 
stances, the  rights  and  interests  acquired  are  not  subject  to  be 
determined  at  the  will  of  third  parties,  and  are  permanent  and 
vested. 

Cases  involving  the  construction  in  other  States  of  statutes 
widely  different  from  our  own  afford  little  analogy  to  the  case  at 
bar,  and  throw  little  light  upon  the  question  here  involved. 
Whether  the  posts  and  wires  of  a  telegraph  or  telephone  line  are 
fixtures  under  the  mechanics'  lien  law,  or  real  estate  under  the 
tax  law  of  a  particular  State,  must  necessarily  be  determined 
by  other  considerations  than  those  which  apply  as  between  debtor 
and  creditor.  Under  Bev.  St  a  6,  sec.  9,  which  authorizes  real 
estate  to  be  taxed  to  the  owner  or  person  in  poesessicm  thereof, 
this  court  held  in  Paris  v.  Water  Co.,  86  Ma  880,  27  Atl.  148, 
21  L.  E.  A.  626,  85  Am-  St  Bep.  871,  that  water  pipes,  hy- 
d!rants>  and  conduits  of  a  water  company,  laid  throng  the  streets 
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of  a  city  or  tawik,  were  leal  estate  for  the  purpoee  of  taxation.; 
but  the  charter  of  the  defendant  company — ^Private  and  Special 
Laws  of  1886  (chapter  369,  sea  6) — authored  it  to  lay  down 
and  maJTiitain  than  in  the  streets^  and  they  were  not  reoiOFable 
at  the  order  of  the  municipal  c^aers.  TTAHTngTiT.,  J.,  in  deliver- 
ing the  opinion  of  the  oourt>  says :  ^Tn  using  the  street  or  road 
they  place  their  pipes  or  rails  in  or  upon  the  ground,  there  per- 
manently to  remain.  They  oocupy  land  with  appliances  which 
become  valuable  for  the  revenue  they  yield.  These  appliances 
are  fixed,  permanent,  used  in  connection  with  the  soil  that  sup- 
ports and  sustains  them.  When  considered  as  the  property  of 
their  respective  companies,  they  are  not  land,  within  the  com- 
mon-law rula  But  when  ccmsidered  as  if  owned  by  the  same 
person,  who  has  title  to  the  soil,  they  may  properly  enou^  be 
so  considered. '^  So  a  marine  railway,  built  by  the  owners  of  the 
soil  upon  which  it  rested,  was  held  to  pass  by  a  levy  upon  the 
real  estate  upon  which  it  was  built  (Strickland  v.  Parker,  64 
Ma  263),  while  side  tracks  used  by  the  contractors  for  building 
a  railroad,  and  laid  upon  land  in  which  they  had  no  interest, 
were  held  to  be  personal  property  (Pifield  v.  Railroad  Co.,  63 
Me.  77).  In  HaU  v.  Inhahitants  of  Benton,  69  Ma  346,  a  boom 
over  land  taken  by  a  boom  company  under  its  charter  and  for 
its  chartered  purposes,  was  real  estate  for  purposes  of  taxation. 
The  right  to  maintain  the  boom  was  without  limitation.  In 
Telegraph  Co.  v.  Middleton,  80  N.  Y.  408,  cited  by  defendant's 
counsel,  it  is  stat^  in  the  opinion  that  the  telegraph  poles,  with 
tiie  wires  and  attachments  thereto,  which  it  was  alleged  were  cut 
down  by  the  defendant,  were  affixed  to  the  soil  of  a  hi^way, 
and  constituted  a  part  of  the  freehold.  The  report  of  that  case 
does  not  show  the  nature  and  extent  of  the  plaintiff's  right  to 
locate  and  maintain  its  poles  in  the  highw^.  Electric  Teh  Co. 
V.  Overseers  of  Poor  of  Salford,  24  Law  J.  M.  Oasw  146,  11 
!Exch.  181 — ^the  only  case  cited  to  support  the  statement  that 
they  form  part  of  the  freehold — held  that  under  the  English 
statute,  for  purposes  of  taxation,  there  was  a  ratable  occupatioin 
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by  the  appellants  of  the  soil  supportang  their  poste,  and  is  not 
in  conflict  with  the  decision  we  have  reached.  On  the  other 
hand,  in  Newport  Illuminating  Co.  v.  Assessors  of  Taxes  of 
NewpoH,  6  Am.  ElectL  Gas.  659,  19  R  I.  632,  36  AtL  426, 
where  the  poles  were  located  in  the  streets  by  permission  of  the 
city  council,  and  the  city  reserved  the  right  to  remove  them  at 
any  time,  it  was  held  that  the  corporation  had  acquired  no  vested 
right  in  the  streets,  and  that  the  poles  and  wires  were  simply 
articles  of  personal  property,  although  in  all  probability  per- 
haps they  w:ould  be  permitted  to  remain  substantially  as  they 
were  for  an  indefinite  period. 

Our  conclusion  is  that  from  the  facts  of  this  case  no  legal 
iof  erence  can  be  deduced  of  an  intention  on  the  part  of  the  Di- 
rigo  Oampany  to  aimex  permanently  its  posts  ajui  the  iiwulators 
which  they  supported  to  the  freehold,  and  make  them  a  part 
and  parcel  thecreof ;  that  they  continued,  as  between  debtor  and 
Gredito(r,  to  retain  their  original  character  as  chattels;  and, 
according  to  the  agreement  of  the  parties,  the  entry  must  be: 
Judgment  for  the  plaintiff.    Damages  assessed  at  fifty  dollars* 


Note.— In  Dreiahaoh  v.  Ross,  196  Pa.  St.  278,  Bfarch  26,  1900,  heid,  that 
a  mortgage  upon  an  electric  light  plant  in  one  horough  covered  a  pole  line 
in  anotJier  horough,  the  line  heing  an  essential  part  of  the  plant,  without 
idiich  it  would  he  useless. 

In  State,  Newark  d  JSf.  Trao.  Co.  Pros.  v.  Borough  cf  North  Arlington^ 
New  Jersey  Supreme  Court»  June  11,  1900  (46  Atl.  Rep.  668),  held,  that  an 
electric  street  railway  is  real  estate  within  the  tax  laws. 
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In  the  Matter  of  the  Applioationi  of  Geoboe  G.  BsNYrmSy 
Appellaiit)  for  a  Pereziiptoiy  Writ  of  Mandamus,  Ad- 
dresaed  to  the  Goij>  and  Stock  Telbgsaph  CoMPAiTTy  its 
Officers  and  Servants^  and  to  the  Wsstbket  Union  Tb3:.b- 
GBAPH  Company,  its  Offioers  and  Servants,  BeBpondenlB. 

Nmo  York  Supreme  Court,  Appellate  Dwiaion,  First  Department,  Decern 

her,  1899. 

(46  App.  Div.  37.) 

Contract  of  teudqbaph  goicpant  with  stock  ezchanob — ^Disgbimika- 

TioN — ^Mandamus. 

A  telegraph  company,  receiving  information  from  a  stodc  exchange,  a  volnn- 
tary  association  endowed  by  the  State  with  no  special  privil^;es  or 
powers,  under  a  contract  forbidding  the  tel^raph  company  to  impart 
such  information  to  persons  not  approved  by  the  stock  exchange,  cannot 
be  compelled  by  mandamus  to  impart  such  information  to  a  person 
whose  application  therefor  has  been  submitted  to  the  stock  exchange  and 
rejected  by  it. 

Had  the  telegraph  company  collected  the  information  itself  and  furnished 
it  to  the  public,  perhaps  it  would  have  been  bound  to  furnish  the  inform- 
ation to  all  persons  willing  to  comply  with  the  terms  imposed  by  the 
company  as  a  condition  for  rendering  the  services. 

Appeal  from  order  of  Supreme  Court,  New  York  Special 
Term,  denying  application  for  peremptory  writ  of  mandamna. 

Henry  B.  Johnson,  for  the  petitioner,  appellant. 

Bush  Taggart,  for  the  respondents. 

Tnobaham,  J.:  In  this  proceeding  the  appellant  seeks  to 
compel  the  Gold  and  Stock  Telegraph  Company  to  connect  a 
ticker  in  the  petitioner's  office  with  its  telegraph  wires  and  to 
furnish  him  with  quotations  of  transactions  upon  the  New  York 
Stock  Exchange  from  time  to  time,  as  they  are  made,  in  the 
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Bame  manner  and  far  the  same  price  as  they  are  furnished  to 
others.  The  petition  upon  which  the  appellant  makes  this  ap- 
plication alleges  that  the  Gbld  and  Stock  Telegraph  Company  is 
a  domestio  corporation  organized  and  existing  under  the  laws  of 
the  State  of  New  York;  that  it  wafi  organized  under  chapter  265 
of  the  Laws  of  1848  and  acts  ameudatoiy  thereto;  that  the  said 
Gk>ld  and  Stock  Telegraph  Company  availed  itself  of  its  fran- 
chise granted  under  such  statutej^  laid  its  telegraph  wires 
through,  in  or  under  the  public  streets  of  Kew  York  from  said 
New  York  Stock  Exchange,  in  several  directions^  and  has  beeoi 
for  upwards  of  fifteen  years  engaged  in  the  business  of  collecting 
reports  of  the  purchases  and  sales  of  stocks  upon  the  said  Kew 
York  Stock  Exchange  from  time  to  time  as  they  occur,  and  of 
transmitting  the  information  so  obtained  through  its  instru- 
ments, called  ^^stock  tickers,''  to  persons  and  corporations  who 
are  not  members  of  the  exchange  at  their  offices  and  places  of 
business  for  pay,  and  that  it  is  now  engaged  in  such  businass; 
that  the  charge  required  from  each  subscriber  for  such  service, 
or  for  each  ticker  in  the  district  near  the  said  stock  exchange  is 
twenty  dollars  per  month ;  that  on  April  18, 1899,  the  petitioner 
applied  to  the  said  Qold  and  Stock  Telegraph  Company  for 
such  information  or  quotations  to  be  furnished  him;  that  such 
application  was  accepted ;  that  said  ticker  and  wire  were  duly 
installed;  that  such  information  or  quotationB  were  furnished 
for  about  eight  days  in  May,  1899,  at  the  agreed  price  of  twenty 
dollars  per  month,  which  sum  was  paid  in  advance  for  the  month 
of  May ;  that  thereafter  and  during  the  month  of  May,  1899, 
for  which  said  service  and  quotations  were  fully  paid,  the  said 
Gold  and  Stock  Telegraph  Company  discontinued  said  service 
and  cut  its  wire  connected  with  said  ticker^  and  has  ever  since 
refused  and  neglected  further  to  furnish  quotations;  that  in 
June,  1899,  the  petitioner  tendered  twenty  dollars  to  the  said 
telegraph  company,  to  pay  in  advance  for  sudi  service  or  quota- 
tions for  the  month  of  June,  1899,  and  that  said  company  re- 
fused his  money  and  also  refused  to  restore  or  continue  such 
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aemoe  and  the  fumiahiDg  of  sudi  quotatioiis;  that  the  deal- 
ings in  said  stocks  upon  the  "New  York  Stock  Exchange  aggre- 
gate many  thoxisands  of  shares  upon  each  business  day^  and  that 
information  as  to  the  transactions  made  upon  such  exchange  is 
oonvenient  and  neoeesaxy  for  the  appellant  for  the  proper  trans- 
action of  his  business;  that  such  information  and  quotations 
are  furnished  to  a  very  large  number  of  his  fellow  brokers  and 
memberB  upon  the  Consolidated  Stock  and  Petroleum  Exchange, 
doing  business  in  the  city  of  ITew  York,  and  to  many  other  per- 
sons and  corporations  doing  business  in  stocks  as  brokers  and 
otherwise,  and  that  by  the  refusal  of  the  said  Gold  and  Stock 
Telegraph  Company  to  senre  the  appellant  with  such  informa- 
tion, he  has  been  and  will  be  irretrievably  damaged.  Subse- 
quently, by  a  stipulation,  the  Western  Union  Telegraph  Com- 
pany was  joined  as  a  party  to  the  proceeding,  and  the  peitition 
and  the  proceedings  were  amended  accordingly,  and  it  was  stipu- 
lated that  the  Western  Union  Tel^raph  Company  was  a  cor- 
poration duly  organized  under  the  act  for  the  incorporation  of 
telegraph  companies  (Act  of  1848,  above  specsified). 

The  telegraph  company  served  its  answer  to  said  petition, 
alleging  that  the  property  of  the  Gold  and  Stock  Telegraph  Com- 
pany had  been  leased  to  the  Western  Union  Telegraph  Oran- 
pany,  and  that  the  buBiness  of  transmitting  quotations  from  the 
"New  York  Stock  Exdiange  and  other  exchanges  had  been  and 
was  managed  and  conducted  entirely  by  the  Western  Union 
Telegraph  Company;  that  prior  to  November  19,  1892,  the 
respondents  had  been  in  the  habit  of  collecting  information  as 
to  prices  at  which  stocks,  bonds  and  other*  securities  dealt  in  on 
sudi  exchange  had  been  sold,  and  transmitting  such  information 
to  its  subscribers  by  means  of  these  instruments,  but  that  subse- 
quent to  November  19,  1892,  the  said  New  York  Stock  Ex- 
change, avaib'ng  itself  of  a  right  belonging  to  it,  exduded  the 
employes  of  the  said  respondent  from  access  to  the  exchange, 
itself  collected  the  information  and  sold  or  transferred  the  same 
to  the  Western  Union  Telegraph  Company,  which  thereupon 
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and  thereafter  traDsmitted  sucb.  isf ormatioii  funuahed  by  the 
New  York  Stock  Exohange  or  its  emplojes  to  persons  employing 
it  to  furnish  them  with  quotations  of  stocks  dealt  in  upon  the 
Kew  York  Stock  Exchange;  that  the  said  exchajige  thereafter, 
for  its  own  protection  and  to  prevent  the  improper  and  illicit 
use  of  quotations  of  stocks  dealt  in  upon  the  said  New  York 
Stock  Exchange  by  bucket  shops  and  persons  disposed  to  use  the 
same  for  the  purpose  of  defrauding  the  public^  insisted  upon 
its  right  to  dictate  the  persons  who  should  be  entitled  to  receive 
the  said  quotations^  and  determined  to  give  out  the  same  only  to 
such  persons  as  the  said  stock  exchange  was  satisfied  would  use 
the  same  properly  and  not  to  the  disadvantage  or  defrauding  of 
the  public^  and  it  thiencef orth  refused  longer  to  sell  to  or  give  the 
said  Western  Union  Telegraph  Company  the  said  quotations  of 
stocks,  bonds  and  other  securities  dealt  in  on  the  New  York 
Stock  Exchange,  save  and  subject  to  the  obligation  on  its  part 
only  to  transmit  the  same  to  such  persons  bb  were  approved  by 
said  New  York  Stock  Exchange;  that  on  the  said  19th  day  of 
November,  1892,  the  New  York  Stock  Exchange,  acting  through 
its  duly  appointed  officers  with  the  duly  appointed  officers  of 
the  Western  Union  Telegraph  Company,  entered  into  a  contract 
for  the  purpose  of  carrying  out  the  above-mentioned  policy  of 
the  New  York  Stock  Exchange,  a  copy  of  which  contract  is 
annexed  to  the  answer.  The  said  contract  expired  on  June  30, 
1897,  due  notice  of  its  expiration  having  bean  given  by  the 
stock  exchange  to  the  respondents.  Subsequent  to  June  30, 
1897,  pending  the  making  by  the  New  York  Stock  Exchange 
of  further  or  other  arrangements  with  resx)ect  to  its  quotations, 
it  continued  said  contract  in  force  from  day  to  day  after  June 
80,  1897,  in  consideration  of  receiving  from  the  Western  Union 
Telegraph  Company,  for  each  day  during  which  said  contract 
shall  be  so  continued  in  force,  the  sum  of  ninety  dollars,  pay- 
able at  the  dose  of  business  on  each  day,  it  being  distinctly 
understood  that  all  the  provisions  of  said  contract,  other  than 
those  relating  to  its  duration,  are  to  be  and  remain  in  foroe  dur- 
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ing  Bach  temporaiy  oontmuation  of  the  oomtract^  bat  that  the 
New  York  SUxk  Ezohange^  or  its  committftB  of  arrangemeDts, 
ooald  at  any  time^  without  ooiiod^  wholly  disoontinua  and  ter- 
minate said  contract^  and  that  upon  such  discontinuanee  or  ter- 
mination, all  ri^ts  of  the  Western  Union  Telegraph  Company 
thereunder  shall  forthwith  oease  and  determine. 

By  the  agreement  between  the  Westam  Unioiii  Telegraph 
Company  and  the  Kew  Yoi^  Stock  Exchange,  in  f oroe  prior  to 
June  30,  ISO?,  and  which,  by  the  arrangemenlB  between  them, 
was  continued  from  day  to  day,  it  waa  provided  that  Ihe  stock 
exdange  ^'agrees  at  its  own  cost  and  expense  to  collect,  furnish 
and  transmit  to  the  telegraph  company  in  the  manner  herein- 
after provided,  for  distribution  by  the  telegraph  company,  as 
hereinafter  provided,  full  and  continuous  reports  of  the  currant 
transactions,  news,  quotations  and  statistics  made  or  originating 
in  the  stock  exchange,  of  such  things  as  are  or  may  be  dealt  in 
by  the  memberB  thereof  during  the  hours  for  trading  pre- 
scribed by  its  rules,  and  also  the  changes  which  may  occur  in 
the  same  from  time  to  time;"  the  stock  exchange  to  transmit  by 
its  own  telegraph  operatoTB  over  the  wires  of  the  telegraph  com- 
pany such  information ;  Ihe  telegraph  company  to  receive  the 
same  over  said  wires  by  its  own  operators  at  its  main  office  in 
the  city  of  iN'ew  York,  and  transmit  the  same  over  its  wires  to 
their  customers;  the  telegraph  company  to  protect  its  wires  so 
as  to  render  the  same,  so  far  as  possible^  incapable  of  being 
tapped,  and  to  use  its  utmost  endeavors  to  prevent  the  said 
reports  or  any  part  thereof  being  taken  off  said  wires  or  in  any 
way  diverted  or  distributed  prior  to  their  being  taken  off  at  said 
main  office;  the  telegraph  company  to  have  the  right  to  serve  said 
reports  to  the  membere  of  the  New  York  Stodc  Exchange  at 
their  offices  north  of  Chambers  street,  and  also  the  right  to  serve 
said  reports  to  all  persons,  firms,  corporations  and  organizations 
in  New  York  City  and  elsewhere,  wherever  the  tel^raph  com- 
pany might  desire  to  serve  them,  except  to  organizations  or  ex- 
changes in  the  city  of  New  York  competing  with  the  New  York 
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Stock  Exchange^  and  eKoept  to  members  of  the  stock  exchange 
south  q£  Chambers  street,  New  York  City,  ajad  except  to  persoaifl 
who  may  be  directly  or  indirectly  engaged  in  the  promotion  or 
maintenance  of  '^backet  shops;"  the  telegraj^  company  not  to 
oontract  to  fnmish  tickers,  and  not  to  furnish  tickers  to  any 
person,  firm,  corporation  or  organization  in  New  York  City  not 
already  having  its  inatruments,  until  the  application  of  such 
firm,  corporation  or  organization  should  have  been  submitted  to 
and  approved  by  at  least  three  members  of  the  committee  of 
arrangements  of  the  stock  exchange;  and  as  its  existing  con- 
tracts  expire  from  time  to  timcj,  not  to  make  renewals  thereof  or 
continue  to  furnish  services  to  such  parties  in  New  York  City 
until  their  respective  applications  for  renewals  shall  have  been 
in  like  manner  submitted  and  approved. 

The  purpose  of  this  agreement  is  obvious.  By  it  the  New 
York  Stock  Exchange  retains  control  of  information  as  to  the 
transactions  made  between  its  members  upon  its  premises,  and 
furnishes  such  information  to  the  respondents  for  a  specific  pur- 
pose, the  respondents  undertaking  not  to  furnish  such  informa- 
tion to  others,  except  in  accordance  with  the  provisions  of  this 
agreement  As  this  agreement  continues  from  day  to  day,  the 
stock  exchange  has  the  privilege  of  terminating  it  at  any  time, 
and  refusing  to  supply  information  to  the  respondents  for  trans- 
mission to  others. 

The  answer  also  alleges  that  the  appellant  applied  to  the 
Western  Union  Telegraph  Company  to  be  furnished  with  quota- 
tions ;  that  said  application  was  duly  transmitted  in  good  faith 
by  the  respondents  to  the  oflBcers  of  the  stock  exchange ;  that  the 
said  exchange,  for  reasons  not  stated  to  the  respondents,  denied 
such  application  and  refused  to  permit  such  quotations  to  be 
furnished  by  means  of  a  ticker,  and  for  that  reason  the  respond- 
ents refused  to  place  a  ticker  in  the  office  of  the  appellant. 

The  statute  under  which  the  respondents  are  incorporated 
(chap.  265,  Laws  of  1848,  as  amd.  by  chap.  559,  Laws  of  1855) 
provides  in  section  11  that  'It  shall  be  the  duty  of  the  owner 
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or  the  asBOoiatiaD:  owning  any  telegraph  line  doing  basineas 
within  this  State  to  reoeive  despatbhes  from  and  for  other  tele- 
graph lines  and  associations,  and  from  and  for  any  individual, 
and  on  payment  of  their  usual  charges  for  individuals  for  transr 
mitting  despatches,  as  established  by  the  rules  and  regulationB 
of  such  telegraph  line,  to  transmit  the  same  with  impartiality 
and  good  faith;"  that  ^^It  shall  likewise  be  the  duty  of  every 
such  owner  or  association  to  transmit  all  despatches  in  the  order 
in  which  they  are  received."  (Laws  of  1848,  chap.  265,  sea 
12.)  Such  provision  is  continued  in  the  Transportation  Cor- 
porations Law  (chap.  566,  Laws  of  1890,  sec  103) ;  and  by 
chapter  340  of  the  Laws  of  1850,  amending  the  act  of  1848,  it 
is  made  a  misdemeanor  for  any  person  connected  with  a  tele- 
graph company  to  divulge  the  contents  of  any  message  deliveiied 
for  transmission,  which  provision  has  been  continued  in  the 
revision  of  the  General  Laws. 

The  'Nefw  York  Stock  Exchange  is  a  voluntary  association, 
''It  has  the  right  to  admit  to  its  floor  whom  it  pleases;  it  ob- 
tained nothing  from  the  State  except  that  protection  which  the 
law  affords  to  eveiy  citizen ;  it  has  sought  no  special  privilege 
and  obtained  no  special  powers.  It  is,  therefore,  just  as  much 
the  master  of  its  own  business  and  of  the  method  of  oonducting 
the  same  as  any  private  individual  within  the  State.  It  may 
make  public  the  transactions  which  occur  within  its  walls,  or 
it  may  refuse  all  information  in  respect  thereto.  "No  matter 
which  course  is  pursued,  so  long  as  it  violates  no  law,  it  has  a 
right  to  conduct  its  business  as  it  pleases."  Commercial  Tele* 
gram  Co,  v.  Smith,  47  Hun,  605 ;  Wilson  v.  Telegraan  Co.,  18 
K  Y.  St  Rep.  78. 

This  private  voluntary  association,  being  thus  in  control  of 
its  own  property,  and  having  the  absolute  right  to  give  informa- 
tion as  to  the  dealings  of  its  members  with  each  other  to  whom 
it  pleases,  and  upon  such  conditions  as  it  pleases  to  impose,  gives 
certain  information  to  the  defendants  to  be  delivered  to  certain 
specified  persons,  and  upon  condition  that  the  defendantB  give 
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such  inf onnation  to  such  specified  individuals  and  none  other* 
The  appellant^  being  one  of  those  to  whom  the  stock  exchange 
refused  to  allow  the  information  furnished  by  it  to  the  telegraph 
oompany  to  be  transmitted,  asked  the  oourt^  by  mandamus,  to 
oompel  the  telegraph  oompany  to  violate  the  oonditions  upon 
which  such  information  had  been  received  by  it,  and  to  furnish 
such  information  to  him. 

We  fail  to  see  any  principle  upon  which  this  application  could 
be  granted.  It  may  be  conceded  that  the  respondents  are  oor- 
poratioDS  charged  with  the  performance  of  public  duties,  are 
under  the  control  of  the  legislature,  and  may  be  compelled  by 
mandamus  to  perform  their  obligations  to  the  public.  The 
obligation  that  they  assume  is  to  receive  and  transmit  commum- 
oations.  No  statute  requires  a  telegraph  company  to  communi- 
cate to  the  public  despatches  which  it  has  received  from  certain 
individuals  to  be  transmitted  to  specified  persons ;  on  the  con- 
trary, such  a  communication  is  prohibited.  I  cannot  see  that 
it  makes  any  difference  whether  a  despatch  is  given  to  a  tele- 
graph company  to  be  communicated  to  a  single  iodividual,  or 
to  be  communicated  to  ten,  a  hundred  or  a  thouaand  individuals. 
Under  this  agreement  between  the  stock  exchange  and  the  re- 
spondents^ certain  information  is  given  to  the  telegraph  company 
to  be  communicated  to  individuals  or  corporations  designated 
by  the  stock  ezchanga  Whether  we  call  this  information  a 
special  despatch  or  general  information  which  the  stock  ex- 
change desires  to  communicate,  seems  to  me  to  be  entirely  im- 
materiaL  llie  fact  that  the  telegraph  company  pays  to  the 
stock  exchange  a  certain  sum  of  money  for  the  information 
whidi  it  receives  to  transmit,  is  also  immaterial.  The  sub- 
stance is  that  those  to  whom  this  information  is  directed  to  be 
given  by  the  stock  exchange  are  willing  to  pay  the  stock  ex- 
change for  such  information,  and  are  also  willing  to  pay  the  tel- 
egraph oompany  the  expense  of  transmitting  the  informatioii. 
The  information  delivered  to  the  respondents  for  transmission 
is  a  oonmiunication  which  the  stock  exchange  wishes  to  transmit 
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to  the  persons  it  deeignates  and  to  no  one  else.  I  can  see  no 
reason  why  the  stock  exchange  should  be  required  to  fur- 
nish the  appellant  with,  this  information,  which  relates  solely 
to  its  own  business  upon  its  own  property,  or  why  the  respond- 
ents should  be  required  to  violate  their  agreement  with  the  stock 
exchange  aiid  the  law  of  this  State,  and  furnish  to  the  appellant 
information  which  had  been  communicated  to  the  respondents 
by  the  stock  exchange  for  a  specific  purpose  and  none  other. 

An  entirely  different  question  was  presented  when  the  re- 
spondents procured  the  information  themselves,  and  furnished 
such  information  to  the  public  It  may  be  that,  imder  such 
circumstances,  the  respondents  were  bound  to  furnish  the  in- 
formation thus  collected  to  all  persons  who  were  willing  to 
comply  with  the  conditions  imposed  by  the  respondents  as  a 
condition  for  rendering  the  services.  There  can  be  no  doubt  of 
the  fact  that  the  appellant  could  require  the  respondents  to 
transmit  any  communication  sent  to  him  from  others,  or  that 
he  wished  to  send  to  others ;  and  if  the  stock  exchange  desired 
to  communicate  to  him  information  as  to  the  dealings  between 
its  members,  there  could  be  no  doubt  of  the  duty  of  the  respond- 
ents to  comply  with  such  request.  But  until  the  stock  exchange 
consents  to  the  appellant  receiving  such  information  as  it  sup- 
plies to  the  telegraph  company  for  transmission,  I  cannot  see 
that  the  court  has  the  right  to  compel  the  stock  exchange  to  fur- 
nish such  information  to  the  appellant. 

We  are  referred  to  several  cases  from  other  States,  notably  to 
the  case  of  New  York  &  Chicago  0,  &  S.  Exch.  v.  Board  of 
Trade  of  the  City  of  Chicago,  127  111.  153.  The  Chicago  Board 
of  Trade  was  a  corporation,  and  the  powers  of  a  court  of  equity 
over  a  corporation  are  much  more  extensive  than  over  private 
individuals,  but  we  cannot  agree  with  that  decision  so  far  as  it 
appears  to  justify  an  interference  by  the  public  or  the  courts 
with  a  voluntary  association  in  the  transaction  of  its  business 
because  the  public  desire  information  as  to  its  transactions. 
There  is  no  doubt  much  information  as  to  the  method  by  which 
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laige  corparations^  aBsodatdons  or  firmB  transact  their  businees 
which  would  be  quite  valuable  to  their  oompetitorB  and  interestr 
ing  to  the  public,  but  this  would  hardly  be  considered  as  justify- 
ing an  interference  by  the  conrts.  The  basis  of  that  decision 
is  that  as  the  board  had  so  conducted  its  affairs  for  a  long  term 
of  years  as  to  create  a  standard  market  in  agricultural  products, 
and,  acting  in  concert  or  combination  with  the  telegraph  com- 
panies, had  built  up  a  great  system  for  the  instantaneous  com- 
munication of  intelligence  concerning  the  market  and  its  fluctu- 
ations, until  the  public  and  all  persons  dealing  in  such  products 
conform  their  business  to  this  system,  that  it  could  not  be  al- 
lowed to  create  a  monopoly  in  the  matter  of  the  market  quota- 
tions by  furnishing  them  to  some  and  refusing  them  to  others. 
It  is  di£Scult  to  see  why  a  voluntary  association,  because  of  the 
importance  and  character  of  its  business  and  members  and  of 
their  transactions,  could  be  compelled  to  transmit  to  a  particular 
individual  information  of  its  transactions.  It  was  said  in  the 
case  last  cited :  "We  do  not  wish  to  be  imderstood  as  holding 
that  the  Board  of  Trade  is  bound  by  law  to  continue  the  business 
of  collecting  and  furnishing  to  the  publicj  market  quotations^ 
or  that  it  may  not  voluntarily  abandon  such  business ;  but  we 
hold,  that  so  long  as  it  continues  to  carry  it  on,  either  directly 
or  indirectly,  it  must  do  so  without  unjust  discrimination  as  to 
persons."  (P.  166.)  Or,  in  other  words,  that  because  it  gives 
information  to  one  person  it  must  give  the  same  information  to 
all,  and  the  court  will  compel  it  to  give  such  information  to  auy 
one  asking  therefor.  But  the  question  may  well  be  asked,  where 
does  the  court  get  this  power  ?  No  statute  gives  it  ITothing 
that  these  individuals  have  done,  no  obligations  that  liiey  havB 
assumed  to  the  public,  no  privileges  which  they  have  received! 
from  the  public,  gives  to  the  public  the  right  to  interfere  witK 
their  private  business  or  requires  them  to  give  informatiom 
about  it  to  those  who  desire  such  information.  ITo  franchise 
has  been  conferred  upon  this  voluntary  association  by  the  publio 
which  justifies  an  interference  by  the  public  with  its  method  of 
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oodductiiig  its  boflinesa,  and  to  grant  sock  an  application  would, 
it  seemB  to  me^  be  an  interf  erance  with  tho  libetrty  of  tbe  indi- 
vidual \ciiich  is  protected  by  the  oonstitutioa  and  the  law. 

The  doctrine  established  in  Mtam  v.  Illinms,  94  U.  S.  118^ 
and  kindred  cases^  does  not  apply.  ISo  property  of  the  stock 
exchange  has  been  devoted  to  public  use.  The  stock  exchange 
excludes  the  public  from  its  property ;  restricts  the  transactions 
therein  to  its  own  members;  sends  information  of  such  trant- 
actions  to  those  whom  it  designates  as  the  persons  that  are  to 
receive  it  Information  as  to  transactions  upon  the  stock  ex- 
change is  not  such  property  as  could  be  ^'clothed  with  a  public 
interest)"  so  that  a  ''grant  to  the  public  of  an  interest  in  that 
use"  is  to  be  implied.  Such  information  is  not  property  in  any 
sense,  and  the  pubUo  or  a  particular  individual  has  no  right  to 
go  to  this  voluntary  association  and  insist  that  information  of 
its  transactions  should  be  furnished. 

I  cannot  think,  therefore,  that  the  court  had  power  to  grant 
the  relief  asked  for,  and  the  order  appealed  from  should  be 
affirmed,  with  ten  dollars  costs  and  disbursements. 

Va2t  Beijnt,  p.  J.,  Pattbeson  and  MoLATTaHi.nr^  JJ.,  con- 
ourred. 

Order  affirmed,  with  ten  dollars  costs  and  disbarsementB. 


State  ex  eel.  J.  B.  Gwynotb  v.  OrnzEWB'  TELBPHom 

OoMPAinr. 

South  Ca/roUna  Supreme  Court,  July  12,  lOOl. 

Tblkphons  compaitt — ^Discrimination. 

A  telephone  company  is  a  ''oorporation  engaged  in  the  business  of  transmit- 
ting intelligence  for  hire,"  and  therefore  a  common  carrier  of  news,  a^ 
defined  by  the  State  oonstitntion,  and  subject  to  liability  as  a  common 
carrier. 
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It  is  therefore  bound  to  supply,  to  all  alike  who  are  in  like  circumstanoeSy 

similar  facilities,  under  reasonable  limitations,  for  the  transmission  of 

news,  without  discrimination. 
It  cannot  impose  the  condition  that  the  patron  agree  to  use  its  telephone 

system  exclusively,  particularly  when  such  stipulation  is  not  required  of 

others  in  the  same  business  and  neighborhood. 
Nor  can  it  be  excused  by  the  fact  that  a  previous  telephone  contract  with 

the  same  patron  had  been  broken  by  the  latter.    The  remedy  for  suoh 

breach  is  an  action  for  damages. 
Mandamus  is  the  proper  remedy. 
Gases  of  this  series  cited  in  opinion:     Aiken  v,  W,  U,  Tel.  Co.,  vol.  1,  p. 

121;  Pinckney  v.  W,  U.  Tel,  Co.,  vol.  1,  p.  616;  State  v.  Nebraska  Teleph, 

Co,,  vol.  1,  p.  700;  Ches.  d  Pot.  Teleph,  Co,  v,  B.  d  O,  Tel.  Co.,  vol.  3,  p. 

196;  State  of  Missouri  v.  Bell  Teleph.  Co,,  vol.  2,  p.  404;  State  of  Ohio  v, 

BeU  Teleph,  Co,,  vol.  1,  p.  299. 

Appeal  by  petitioner  from  order  of  Circuit  Court  of  Common 
Pleas,  Spartanburg  County,  refusing  a  writ  of  mandamus. 

H,  E,  De  Pass,  for  appellant. 

Simpson  &  Bomar,  for  respondent 

McIvBR,  C.  J. :  This  was  an  application  addressed  to  the 
Circuit  Court,  for  a  writ  of  mandamus,  requiring  the  respond- 
ent to  place  a  telephone  in  the  relator's  grocery  store  and  one  in 
his  residence,  in  the  city  of  Spartanburg,  and  to  connect  them 
properly  with  its  exchange  and  its  subscribers,  and  to  do  all 
acts  necessary  to  afiord  the  relator  the  like  service  and  tele- 
phonic ooromunication  afforded  to  its  other  subscribers.  The 
application  was  refused  by  the  circuit  judge,  and  the  relator 
appealed  to  this  court  on  the  several  grounds  set  out  in  the 
record,  which  it  is  not  necessary  to  state  here,  as  it  will  be  suffi- 
cient to  consider  the  several  questions  as  stated  by  counsel  for 
respondent  in  his  argument  here,  which  are  presented  by  this 
appeal 

As  is  said  by  the  circuit  judge  in  his  decree,  "there  is  prac- 
tically no  dispute  as  to  the  facts,"  which  may  be  stated,  substan- 
tially, as  follows :    The  relator  is  now,  and  has  been  since  the 
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28th  of  June,  1898^  engaged  in  the  mercantile  bosinesB,  carry- 
ing on  a  retail  grocery  store  in  the  city  of  Spartanburg,  and 
occupies  a  residence  in  said  city;  that  the  respondent,  on  the 
16th  day  of  August,  1898,  became  a  corporation  under  the  laws 
of  this  State^  for  the  purpose  of  owning,  constructing,  using  and 
maintaining  electric  telephone  lines  and  exchange  within  the 
city  of  Spartanburg,  and  as  such  is  now,  and  was  at  the  time  of 
the  oomimencement  of  this  proceeding,  engaged  in  the  said  busi- 
ness, having  established  an  exchange  in  said  city,  from  which 
connections  were  made  to  telephone  instruments  in  offices,  places 
of  business  and  residences  of  its  subscribers ;  that  the  city  coun- 
cil of  Spartanburg  has  authorized  the  respondent  to  erect  poles 
in  the  streets  of  the  city  for  the  purpose  of  transporting  news 
over  its  wires  to  its  subscribers,  having  a  system  of  wires 
throughout  the  city,  connected  with  telephone  instruments 
furnished  by  it  to  its  subscribers;  that  whenever  a  per- 
son desires  a  telephone  it  is  placed  in  the  office,  residence,  or 
place  of  business  of  the  applicant,  at  the  expense  of  the  re- 
spondent, with  authority  to  the  subscriber  to  use  the  same,  upon 
certain  rates  and  terms,  for  the  purpose  of  telephonic  oomr 
munication  with  others;  that  some  time  in  the  year  1899  the 
respondent  placed  telephones  in  relator's  residence  and  grocery 
store,  giving  proper  connections  with  respondent's  exchange  and 
its  subscribers  or  customers  throughout  the  city  of  Spartanburg 
and  elsewhere ;  that  this  was  done  under  an  agreement  with  the 
relator  that  he  would  use  respondent's  telephones  exclusively, 
and  not  the  telephone  of  the  Bell  Telephone  Company,  and  that 
certain  of  respondent's  subscribers  in  the  said  city  of  Spartan- 
burg, including  most  of  the  grocerymen,  were  furnished  with 
telephones  by  the  respondent  under  a  similar  agreement^  but 
some  of  respondent's  subscribers,  including  some  merchants^ 
physicians  and  others,  and  one  groceryman,  whose  place  of  busi- 
ness was  on  the  same  street  of  said  city  as  the  grocery  store  of 
relator,  were  supplied  with  telephones  by  respondent  under 
agreements  which  contained  no  such  stipulation  as  to  the  excius- 
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ive  use  of  reBpondent's  telephones,  and  they  were  using  both 
telephones;  that  on  or  about  the  6th  of  February,  1900,  the 
respondent  learning  that  the  relator  had  purchased  HoUand^s 
market,  in  which  there  was  a  telephone  placed  there  by  the 
Southern  Bell  Telephone  Company,  a  corporation  duly  char- 
tered under  the  laws  of  this  State,  and  that  said  market  immedi- 
ately adjoined  rialator's  grocery  store,  and  that  relator  had  cut 
a  door  through  the  wall  separating  his  grocery  store  from  said 
market,  thus  opening  a  means  of  communication  between  the 
two  structures,  immediately  removed,  against  the  protest  of  the 
relator,  the  telephones  which  the  respondent  had  previously 
placed  in  relator's  grocery  store  and  residence,  for  the  avowed 
purpose  of  preventing  the  relator  from  using  respondent's  tele- 
phones while  he  was  using  the  Bell  telephone,  respondent  claim- 
ing that  under  its  agreement  with  relator  he  was  bound  to  con- 
fine himself  to  the  use  of  respondent's  telephones;  that  on  or 
about  the  8th  of  February,  1900,  the  relator  tendered  to  re- 
spondent the  amount  due  for  the  past  use  of  respondent's  tele- 
phones, which  was  accepted,  and  that  relator  thereupon  de- 
manded that  respondent  place  one  of  its  telephones  in  his  gro- 
cery store  and  one  in  his  residence,  with  proper  connections  with 
respondent's  exchange  and  its  subscribers,  but  the  respondent 
refused  to  comply  with  such  demand  imless  the  relator  would 
agree  to  use  respondent's  telephones  exclusively,  and  not  use 
the  telephone  which  had  been  placed  in  said  market  by  the  Bell 
Telephone  Company. 

The  respondent,  in  its  answer,  alleges  ''that  its  supply  of 
telephone  instruments  is  limited,  and  that  it  is  with  difficulty 
that  this  respondent  can  furnish  such  instniments  to  all  appli- 
cants therefor ;  that,  even  if  the  respondent  was  legally  bound 
to  furnish  such  instruments  now,  it  would  be  impossible  for  it 
to  do  so  within  less  than  sixty  days,  for  the  reason  of  its  in- 
ability to  enlarge  its  switchboard."  But  as  this  allegation  is 
not  responsive  to  any  allegation  contained  in  relator's  petition, 
and  was  not  sustained  by  any  evidence,  so  far  as  the  "caaef* 
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fihowBy  it  cannot  now  be  oonBiderecL  BeBides,  this  court  haviag 
reached  the  conduflion,  as  will  proBently  appear,  that  the  relator 
is  entitled  to  the  mandamus,  for  which  purpoee  the  case  will  be 
remanded  to  the  Circuit  Court,  with  instructions  to  cany  out 
the  views  herein  announced,  that  court  can,  in  its  order  direetiDg 
the  writ  of  mandamus  to  be  issued,  make  such  provision  by  giv- 
ing a  reasonable  time  within  which  the  duly  sought  to  be  en- 
forced shall  be  performed,  provided  the  fact  be  as  alleged  in  the 
foregoing  quotation  from  respondent's  answior. 

We  will  next  proceed  to  consider  the  several  questions  of  law 
growing  out  of  the  facts  above  stated,  and  presented  by  this 
appeal.  These  questions  are  thus  stated  in  the  ai^gument  hete 
on  the  part  of  the  respondent,  and  we  propose  to  adopt  that 
statement:  (1)  Is  the  defendant  telephone  company  in  any 
sense  a  common  carrier?  (2)  Can  the  defendant  telephone 
company  be  required  in  any  case,  against  its  will,  to  supply 
ome  of  its  instruments  to  petitioner?  (3)  Can  the  defendant 
telephone  company  be  required  by  mandamus,  under  the  cii^ 
cumstances  of  this  case,  to  so  furnish  its  instruments  to  peti- 
tioner ? 

The  first,  and  as  it  seems  to  us  the  controlling,  question  in  the 
case,  is,  we  think,  conclusively  determined  by  the  provisions  of 
section  3  of  article  9  of  the  present  constitution,  which  reads 
as  follows:  ^^AU  railroad,  express,  canal  and  other  oorponk- 
tioiffl  engaged  in  the  transportation  for  hire  and  all  telegraph 
and  other  corporations  engaged  in  the  business  of  transmitting 
intelligence  for  hire,  are  common  carriers  in  their  respective 
lines  of  business,  and  are  subject  to  liability  and  taxation  as 
such," — the  balance  of  the  section  not  being  pertinent  to  the 
present  inquiry.  iKTow,  if  the  respondent,  Citizens'  Telephone 
Company,  is  a  corporation,  and  is  ^^engaged  in  the  business  of 
transmitting  intelligence  for  hire,"  then  it  is  expressly  de- 
clared by  the  highest  authority  to  be  a  common  carrier.  That 
it  is  a  corporation  is  not  and  cannot  be  denied,  and,  as  we  think^ 
it  is  equally  undeniable  lihat  it  is  '^engaged  in  the  business  cf 
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traiismittiBg  intelligenoe  for  hira"  Indeed,  tbat,  so  far  na 
appears  in  this  caae^  is  the  only  business  in  which  it  is  esor 
gaged.  The  distinction  soiight  to  be  drawn  by  counsel  for  re- 
spondent in  his  argument  here,  between  the  mode  of  transmit- 
ting intelligenoe  or  a  message!,  as  it  is  usually  called,  by  tele- 
graph and  by  telephone,  is  a  distinction  without  a  difference, 
so  far  as  the  question  with  which  we  are  concerned  is  involved. 
While  it  is  true  that  a  person  desiring  to  send  a  message  by  tele- 
graph to  another  usually  writes  out  his  message  and  delivers  it 
to  the  agent  of  the  telegraph  company  (though  we  see  no  rea- 
son why  it  may  not  be  delivered  by  word  of  mouth,  or  over  a 
telephone,  as  no  doubt  is  frequently  the  case),  and  the  agent 
transmit  such  message,  through  the  agency  of  instrumentalitieB 
provided  by  the  telegraph  company,  to  another  agent  of  such 
company  at  its  destination,  who  writes  it  out,  or  delivers  it  by 
word  of  mouth  or  over  a  telephone  to  the  person  for  whom  such 
message  is  intended,  whereas  a  person  desiring  to  send  a  mes- 
sage by  telephone  simply  goes  to  the  instrument  provided  for  the 
purpose  by  the  telephone  company,  calls  up  the  agent  of  the 
company  at  the  central  office,  and  expresses  his  desire  to  be 
connected  with  the  person  to  whom  he  wishes  to  speak,  which 
being  done  by  the  agent  of  the  company  at  the  central  office^ 
the  message  is  delivered  directly  to  the  person  for  whom  it  is 
intended,  through  the  instrument  and  over  the  wires  provided 
by  the  telephone  company  for  the  purpose,  in.  both  instances  the 
intelligence  or  message  is  actually  transmitted  by  the  use  of 
agencies  and  instrumentalities  furnished  either  by  the  tele- 
graph or  the  telephone  company,  for  which  they  are  entitled  to 
iieceive  proper  compensation,  and  one  is  just  as  much  engaged 
in  the  business  of  transmitting  intelligence  for  hire  as  the  other. 
Both  are  devices  by  which  one  person  is  enabled  to  communicate 
with  another  beyond  the  reach  of  the  human  voice,  unaided  by 
some  artificial  appliance,  and,  although  there  are  some  differ- 
ences in  the  mode  of  transmitting  intelligence,  yet  the  end 
sought  and  attained  by  each  is  substantially  the  sama    Again, 
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it  is  aigoed  that  tbere  is  another  differenoe  between  the  tele- 
graph and  the  telephxnie  which  differeatiates  the  former  from 
the  latter,  and  prenrents  legislative  or  oonstLtutional  provisions 
expressly  applying  to  the  former  from  being  applied  to  the  latr 
tar,  and  that  is  in  the  one  case  the  purport  of  the  message  or 
intelligence  to  be  transmitted  must  be  known  to  the  agent  of  the 
company,  while  in  the  other  it  need  not  ba  In  the  first  plaoe^ 
this  differenee  does  not  always  exist,  as  a  matter  of  fact;  for  in 
many  cases  the  purport  of  messages  sent  by  telegraph  are  just 
as  effectually  concealed  from  the  agent  of  the  telegraph  com- 
pany as  a  message  sent  by  telephone, — ^in  fact,  more  so ;  for  in 
the  case  of  a  telegram  in  cipher,  which  is  quite  common,  the 
purport  of  the  message  is  entirely  concealed,  and  is  intended 
to  be  concealed,  from  the  knowledge  of  the  telegraph  operator, 
and  from  every  one  else,  except  a  person  holding  the  key  to  the 
cipher,  while,  on  the  other  hand,  messages  sent  by  telephone  are 
not,  as  matter  of  fact,  always  concealed  from  the  knowledge  of 
the  agent  of  the  telephone  company,  nor  from  third  personB 
who  may  choose  to  listen.  But,  even  if  such  differences  did  ex- 
ist, it  is  difficult  to  conceive  how  that  would  affect  the  substanr 
tial  identity  of  the  business  in  which  the  two  companies  are 
engaged. 

Again,  it  is  argued  that  the  f  ramers  of  the  constitution,  be- 
ing, as  they  were,  familiar  with  the  use  of  the  telephone,  would, 
if  they  had  intended  to  indude  telephone  companies  within  the 
provisions  of  t^e  section  of  the  constitution  above  quoted,  have 
mentioned  such  companies  by  nama  This  argument  is  based 
upon  a  misconception  of  the  fimdamental  idea  of  the  consti- 
tution, which  is  that  such  an  instrument  is  the  organic  law, 
and  deals  with  general  principles,  and  does  not  and  should  not 
descend  into  details.  But  the  conclusive  answer  to  such  ar- 
gument is  that  the  f ramers  of  the  constitution  certainly  did  not 
intend  to  limit  its  operation  to  telegraph  companies,  as  other- 
wise the  additional  words,  "and  other  corporations  engaged  in 
the  business  of  transmitting  intelligence  for  hire,"  would  be- 
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came  wholly  nnTneaning  and  usaleBs.  These  additicmal  words 
wetre  manif eBtlj  inserted  for  some  purpoee^  and  it  is  impossi- 
ble to  oonoeive  of  any  other  purpose  except  to  include  every 
other  corporation,  by  whatever  name  it  may  be  called,  and  by 
whatever  means  it  conducts  its  business,  which  may  be  ^^en- 
gaged  in  the  business  of  transmitting  intelligence  for  hire^" 
and,  as  we  have  shown  that  a  telephone  company  is  engaged  in 
that  business,  telephone  companies  must  be  regarded  bb  in- 
cluded within  the  terms  of  the  constitutional  provision. 

The  reference  to  section  3  (manifestly  a  misprint  for  section 
4)  of  article  8  of  the  constitution,  and  to  the  act  of  1898  (22 
St  at  Large,  p.  779),  and  also  act  of  1898  (22  St  at  Large, 
p.  780),  to  support  respondent's  contention,  will  next  be  con- 
sidered. This  constitutional  provision  simply  forbids  the  gen- 
eral assembly  from  passing  any  law  ^'granting  the  right  to  con- 
struct and  operate  a  street  or  other  railway,  telegraphy  tele- 
phone or  electric  plant,  or  to  erect  water  or  gas  works  for  pub- 
lic uses,  or  to  lay  mains  for  any  purpose,  without  first  obtainr 
ing  the  consent  of  the  local  authorities  in  control  of  the  streets 
or  public  places  proposed  to  be  occupied  for  any  such  or  like 
purposes."  What  possible  bearing  this  provision  can  have  upon 
the  question  we  are  considering,  to  wit,  whether  a  telephone 
company  can  be  regarded  as,  in  any  sense,  a  common  carrier, 
it  is  impossible  to  conceive.  Indeed,  if  it  has  any  bearing  at 
all,  it  would  seem  to  be  adverse  to  the  contention  of  respond- 
ent; for  it  seems  to  recognize  the  idea  that,  when  a  telephone 
company  establishes  its  plant  in  a  town  or  city,  it  devotes  its 
property  to  public  uses,  and  thus  brings  it  under  legislative  con- 
trol. Nor  do  we  see  the  relevancy  of  the  two  acts  above  re- 
ferred to.  The  former  forbids  telephone  companies  from  mak- 
ing unreasonable  discrimination  in  the  rates  at  which  they  fur- 
nish telephonic  service  to  its  patrons,  and  this  necessarily  im- 
plies that  its  business  is  subject  to  legislative  control  The 
other  act  simply  invests  the  railroad  commission  with  power  to 
regulate  the  charges  of  express  companies  for  transportation 
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and  the  chaigeB  of  telegraph  oompaiiiee  for  the  transmiBsion  of 
messages.  But  until  it  is  shown,  as  it  has  not  and  cannot  be 
shown,  that  the  power  to  regulate  chaiges  by  law  is  a  feature 
essential  to  the  business  of  a  common  carrier,  the  provisions  of 
this  act  do  not  even  tend  to  show  that  a  telephone  company  is 
not  a  common  carrier.  Indeed,  as  a  matter  of  fact,  the  rates  of 
charges  by  all  classes  of  ecmunon  carriers — for  example^  steam- 
boat companies — are  not  regulated  by  law. 

But,  even  if  there  were  no  constitutional  provision  and  no 
legislation  upon  the  subject,  we  are  of  opinion  that  this  ques- 
tion is  settled  by  the  principles  of  the  common  law,  which,  be- 
ing elastic  in  their  nature,  may  be  applied  to  subjects  and  con- 
ditions which  have  but  recently  become  known  and  used  in  the 
business  of  the  country.  In  this  State  we  have  no  case;,  so  far 
as  we  are  informed,  upon  the  question  whether  a  telephone  oom- 
pany  is,  in  any  sense,  a  common  carrier,  and  we  have  only  two 
cases  relating  to  the  somewhat  analogous  question  as  to  whether 
a  telegraph  company  is  a  common  carrier,  viz.,  Aiken  v.  Tele- 
graph  Co.,  1  Am-  Eleotl.  Cas.  121,  6  S.  C.  358,  and  Pinchney 
V.  Telegraph  Co.,  1  Am.  ElectL  Cas.  516,  19  S.  C.  71,  45  Am. 
Rep.  765;  but  neither  of  these  cases  decides  that  a  telegraph 
company  is  in  no  sense  a  common  carrier,  though  the  contrary 
seems  to  be  supposed  (erroneously,  as  we  think)  by  soma  Both 
of  these  actions  were  brought  to  recover  damages  for  errors  in 
the  transmission  of  messages  sent  over  the  lines  of  the  tel^raph 
oompany  occasioned  by  the  alleged  negligence  of  the  defendant 
companies.  In  neither  of  these  cases  was  the  question  made  or 
decided  as  to  whether  a  telegraph  company  was  a  common  oar- 
rier.  On  the  contrary,  in  the  Aiken  Case,  Wellabd,  J.,  in  de- 
livering the  opinion  of  the  court,  uses  language  implying  that 
a  telegraph  company  is  a  common  carrier;  for  on  page  870  he 
says :  ^^It  is  a  contract  with  one  exercising  a  public  employment 
under  express  statute  powers  created  for  that  purpoea  The  na- 
ture of  the  occupation  of  that  class  of  persons,  and  the  tender 
of  their  services  to  the  community,  make  them  common  agents 
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for  the  transmifision  of  meBsages,  for  all  personB  who  may  de- 
sire and  pay  for  such  services,  to  any  perBon,  either  as  the  fijoal 
reoeivar  of  such  message,  or  as  a  means  or  agent  for  its  further 
transmission..  The  object  of  the  contract  is  to  modify  and  limit 
the  oontract  which,  by  operation  of  law,  would  arise  between 
the  oonunon  carrier  of  messages  and  any  person  employing  such 
carrier,  in  the  absence  of  any  stipulation  of  terms  betweeoi 
thfiDL  The  foundation  of  the  contract  is  the  nature  of  the  car- 
rier's occupation  and  the  fact  of  employment.  The  legal  coai'- 
sequences  flowing  from  such  employment  are  what  the  special 
contract  seeks  to  modify  or  limit."  It  is  true  that  on  the  next 
page  the  learned  justice  does  say :  ^^The  regulation  of  the  de- 
fendants in  conformity  with  which  the  terms  of  the  contract 
limiting  their  liability  was  made  was  a  reasonable  regulation, 
and  such  as  the  defendants  were  authorized  to  maka  In  ex- 
amining the  proposition  just  stated,  it  must  be  borne  in  mind 
that  the  analogy  between  common  carriers  of  goods  and  comr 
mon  carriers  of  messages  is  not  perfect  The  nature  of  the  ser- 
vices performed  differs  nLaterially  in  the  two  cases,  and  the 
real  responsibilily  differs  in  a  corresponding  manner."  That 
case,  theref  ore^  as  we  understand  it,  simply  decides  that  where 
a  telegraph  company  agrees  to  send  a  night  message,  which  it  is 
not  bound  to  send  under  certain  stipulations  as  to  ite  liability 
in  case  of  errors  in  the  transmission  of  such  message,  such  stip- 
nlations  are  reasonable,  and  may  be  enforced;  but  the  case 
throughout  recognizes  the  doctrine  that  a  telegraph  company  is 
a  common  carrier,  though  the  analogy  between  common  carriers 
of  goods  and  common  carriers  of  messages  is  not  perfect^  owing 
to  tiie  fact  that  the  nature  of  the  services  rendered  differs  ma- 
tsriaUy  in  the  two  cases,  and  hence  the  measure  of  responsibil- 
ity for  any  default  in  rendering  the  services  must  likewise  dif- 
fer. So,  in  the  Pinckney  Case,  supra,  the  court,  while  not  un- 
dertaking to  decide  whether  a  telegraph  company  could  in  any 
sense  be  regarded  as  a  common  carrier,  as  no  such  question  was 
pKsented  in  that  case,  simply  decided  that  a  telegraph  com- 
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pany  wbb  not  held  to  the  striDgent  rule  of  the  oommon  law 
whereby  oommon  carriers  of  goods  were  held  liable  for  all  such, 
losses  and  damages  as  they  oould  not  show  resulted  from  the  act 
of  Qod  or  the  public  enemy,  bat  were  (mly  liable  for  all  such 
losses  and  damages  as  they  oould  not  show  were  not  due  to  the 
fraud  or  negligence  of  their  agents  or  servants ;  and  thie  reason 
for  such  a  limitation  of  the  rule  was  found  in  the  peculiar  nar 
ture  of  the  business  in  which  a  telegraph  company  is  engaged, 
differing  in  material  respects  from  that  of  common  carriers  of 
goods.     While  it  is  true  that  the  late  Chief  Justice  Simpsow^ 
in  delivering  the  opinion  of  the  court,  does  use  some  expressions 
which  may  possibly  seem  to  indicate  that  he  thought  a  tele- 
graph company  was  not  a  common  carrier,  yet  that  was  not  a 
question  in  the  case,  and  therefore  such  expressions,  even  if 
amounting  to  what  is  claimed  for  them,  are  not  authoritative; 
for,  as  the  learned  chief  justice  himself  says  on  page  82,  there 
is  but  a  single  question  in  the  case,  and  he  thus  states  that  ques- 
tion: "The  question  to  be  considered,  therefore,  is  whether  tele- 
graph companies  are  liable  for  all  mistakes  made  in  the  trans- 
mission of  messages  except  such  as  occur  from  any  act  of  Qod 
or  irresistible  force,  the  onus  of  showing  which  is  upon  them.*' 
In  other  jurisdictions,  however,  the  question  has  been  made 
and  distinctly  decided.     Among  the  various  cases  which,  we 
have  consulted  we  cite,  first,  the  case  of  State  v.  Nebraska  Tele- 
phone Co.,  1  Am.  ElectL  Cas.  700,  17  Neb.  126,  22  K  W. 
237,  reported  also  in  52  Am.  Hep.  404.     In  that  case  the  facts 
were  in  substance  very  similar  to  the  facts  in  the  case  whidi 
we  are  now  called  upon  to  decide,  and  it  was  there  held  Hiat  a 
telephone  company  cannot  arbitrarily  or  capriciously  refuse  its 
facilities  to  any  person  desiring  them  and  offering  compliance 
with  its  reasonable  regulations,  and  that  mandamus  will  issue 
to  compel  the  company  to  do  its  duty.     The  facts  of  that  case 
were  substantially  as  follows:     The  relator  made  an  arrange- 
ment with  the  defendant  company  to  place  an  instrument  in  his 
office,  but  for  some  reason  failed  to  furnish  the  relator  with  a 
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directory  or  list  of  its  subscribers  with  their  numbers,  which 
relator  dainied  was  essential  to  the  profitable  use  of  the  tele- 
phone,  and  which  it  was  the  custoim.  of  the  company  to  furnish 
to  its  subscribers.  After  a  time  such  list  was  furnished  to  the 
relator  by  the  company,  but  when  called  upon  by  the  company 
to  pay  for  the  use  of  the  telephone  in  his  office  the  relator  re- 
fused to  pay  for  the  use  of  the  telephone  during  the  time  the 
oompany  was  in  default  in  furnishing  the  directory  or  list  of 
subscribers.  Thereupon  the  defendant  company  removed  the 
telephone  from  the  office  of  the  relator.  Subsequently  the  rela- 
tor applied  to  the  oompany  to  become  a  subscriber  and  to  have 
an  instrument  placed  in  his  office,  which  the  company  refused  to 
do,  whereupon  the  relator  applied  for  a  writ  of  mandamus  to 
oompel  the  oompany  to  comply  with  his  demand.  In  that  case 
the  court  proceeded  upon  the  fundamental  doctrine  that  when 
a  person  or  company,  especially  one  who  is  exercising  its  fran- 
chises under  its  charter,  devotes  its  property  to  a  public  use  by 
undertaking  to  supply  a  demand  which  "is  affected  with  a  pub- 
lic interest,^^  it  must  supply  all  alike,  who  are  alike  situated, 
and  cannot  discriminate  in  favor  of  or  against  any  one.  In  the 
course  of  the  opinion  the  Court  uses  the  following  language: 
"That  the  telephone,  by  the  necessities  of  commerce  and  public 
use,  has  becjome  a  public  servant,  a  factor  in  the  commerce  of 
the  nation,  and  of  a  great  part  of  the  civilized  world,  cannot  be 
questioned.  It  is,  to  all  intents  and  purposes,  a  part  of  the  tele- 
graphic system  of  the  country,  and  in  so  far  as  it  has  been  in- 
troduced for  public  use,  and  has  been  undertaken  by  the  re- 
spondent, so  far  should  the  respondent  be  held  to  the  same 
obligation  as  the  telegraph  and  other  public  servantB.  It  has 
assumed  the  responsibilities  of  a  common  carrier  of  news.  Its 
wires  and  poles  line  our  public  streets  and  thoroughfares.  It 
has,  and  must  be  held  te  have,  taken  its  place  by  the  side  of  the 
tel^raph  as  such  common  carrier." 

So,  in  Chesapeake  &  P.  Telephone  Co,  v,  Baltimore  &  0.  Tel- 
egraph Co.,  3  Am.  Electl.  Cas.  196,  66  Md.  399,  7  AtL  809, 
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reported  also  in  69  Am,  Rep.  167,  Ai-vey^  C.  J.,  in  delivering 
the  opinion  of  the  courts  uses  this  language:  "The  appellant 
[the  telephone  company]  is  in  the  exercise  of  a  public  employ- 
ment, and  has  assumed  the  duty  of  serving  the  public  while  in 
that  employment  .  .  .  The  telegraph  and  telephone  are 
important  instruments  of  commerce,  and  their  services  as  such 
have  become  indispensable  to  the  commercial  and  business  pub- 
lic. They  are  public  vehicles  of  intelligence,  and  they  who 
own  and  control  them  can  no  more  refuse  to  perform  impar- 
tially the  functions  that  they  have  assumed  to  discharge  than 
a  railroad  company,  as  a  common  carrier,  can  rightfully  refuse 
to  perform  its  duty  to  the  public.  They  may  make  and  estab- 
lish all  reasonable  and  proper  rules  and  regulations  for  the  gov- 
ernment of  their  offices  and  those  who  deal  with  them,  but  they 
have  no  power  to  discriminate,  and,  while  offering  [themselves 
as]  ready  to  serve  some,  refuse  to  serve  others.  The  law  re- 
quires them  to  be  impartial,  and  to  serve  all  alike;,  upon  com- 
pliance with  their  reasonable  rules  and  regulations.'' 

Again,  in  State  v.  Telephone  Co,  (C.  C),  2  Am.  ElectL  Cas, 
404,  23  Fed.  539  (decided  in  1885),  Judge  Bkeweb,  now  one 
of  the  associate  justices  of  the  Supreme  Court  of  the  United 
States,  after  laying  down  the  general  principle  that  where  a 
corporation,  deriving  its  franchises  from  its  charter,  devotes  its 
property  to  public  uses,  its  property  is  put  into  the  channel  of 
commerce^  and  thereby  becomes  subject  to  the  control  of  the 
law  regulating  such  commerce,  uses  this  language:  ^'A  tele- 
phonic system  is  simply  a  system  for  the  transmission  of  intelli- 
gence and  news.  It  is,  perhaps,  in  a  limited  sense,  and  yet  in 
a  strict  sense,  a  common  carrier.  It  must  be  equal  in  its  deal- 
ings with  all.''  That  case  seems  to  have  beesi  carried  by  writ 
of  error  to  the  Supreme  Court  of  the  United  States,  but  was 
never  considered  by  that  court,  for  in  127  U.  S.  780,  we  find 
this  simple  statement:  'dismissed  with  costs,  on  the  authority 
of  the  plaintiff  in  error.  April  18,  1888."  In  26  Am.  &  Eng. 
Enc.  Law,  at  page  750,  we  find  the  following:  ^^Telephone  com- 
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paniesy  like  telegraph  companies^  are  to  some  extent  oommooa 
carriers^  and  are  bound  to  afford  equal  facilities  to  alL  Thej 
can  be  compelled  by  mandamus  to  furnish  facilities  to  one 
offering  to  comply  with  their  regulations^  ev^en  though  such  a 
party  is  a  rival  company.^^  To  same  effect,  see  page  775  of 
same  volume,  and  on  page  776  it  is  said:  ^^In  many  of  the 
States  statutes  exist  which  provide  for  the  enforcement  of  these 
obligations,  but  it  seems  that  the  rule  would  be  the  same  whether 
the  obligation  was  declared  by  statute  or  considered  as  arising 
from  the  common  law;^'  for  as  waB  said  in  State  v.  Nebraska 
Telephone  Co.,  supra,  in  commenting  on  State  v.  Bell  Tele- 
phone Co.,  1  AnL  ElectL  Gba.  299,  36  Ohio  St  296,  38  Am. 
Eep.  588,  where  there  was  a  statute  upon  the  subject:  "So 
far  as  the  obligations  of  the  telegraph  companies  are  defined  by 
the  act  (except  the  payment  of  the  penalty),  they  are  simply 
declarative  of  the  common  law.  These  obligations  are  imposed 
by  the  demands  of  commerce  and  trade,  and  it  would  be  idle  to 
say  they  existed  only  by  force  of  the  statute,  and  the  same  is 
true  of  the  clause  of  the  act  making  its  provisions  applicable  to 
telephones.'^  Again,  it  is  said  in  the  same  case:  "Similar  ques- 
tions have  arisen  in,  and  have  been  frequently  discussed  and 
decided  by,  the  courts,  and  no  statute  has  been  deemed  neces- 
sary to  aid  the  courts  in  holding  that,  where  a  person  or  com- 
pany undertakes  to  supply  a  demand  which  is  'affected  with  a 
public  interest,'  it  must  supply  all  alike  who  are  like  sitaated, 
and  not  discriminate  in  favor  or  nor  against  any."  It  is  true 
that>  in  the  more  recent  edition  of  the  Encyclopaedia  above  re- 
ferred to,  the  rule  is  stated  in  a  more  modified  form  (see  6  Am- 
&  Eng.  Ena  Law  [2d.  Ed.],  at  page  261),  where  the  following 
language  is  used :  "It  was  at  one  time  attempted  to  class  tele- 
graph oompaniee  as  common  carriers,  but  the  view  imiversally 
adopted  now  is  that  they  can  in  no  sense  be  regarded  as  com- 
mon carriers.  They  are  like  common  carriers  in  thai  they  are 
bound  to  serve  impartially  all  those  applying  to  them,  but  they 
are  liable  for  improper  transmission  of  messages  only  upon 
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proof  of  tifigligenoa"  So  that  it  is  appareat^  from  the  lan- 
guage which  we  have  italicized  in  the  foregoing  quotation,  that 
the  rule;^  e^en  when  stated  in  its  modified  form,  supports  the 
oontention  of  the  relator,  assuming,  as  we  are  authorized  to  do 
by  tbe  authorities,  that  the  rule  applicable  to  telegraph  oom- 
panics  is  also  applicable  to  telephone  companies^  at  least  so  far 
as  the  obligation  to  ser^e  all  alike  who  apply  for  the  use  of  the 
facilities  which  it  offers  to  the  public  for  the  transmission  of 
news  is  concerned. 

We  are  satisfied,  therefore,  that  while  a  telephone  company 
may  not  be,  in  every  sense  of  the  term,  a  common  carrier  of 
goods,  and  as  such  subject  to  the  same  stringent  rules  which  gov- 
ern in  ascertaining  the  liability  of  such  carriers,  yet,  in  one 
sense  at  least,  it  is  a  common  carrier  of  news,  and  as  such  bound 
to  supply  all  alike,  who  are  in  like  circumstances,  with  similar 
facilities,  under  reasonable  limitations,  for  the  transmission  of 
news,  without  any  discrimination  whatsoever  in  favor  of  or 
against  any  one;  and  this  is  so  under  the  well-settled  princi- 
ples of  the  common  law,  without  the  aid  of  any  constitutional 
or  statutory  provision  imposing  such  an  obligation.  The  an- 
swer to  the  second  question,  under  what  has  already  been  said, 
must  necessarily  be  in  the  affirmative. 

To  dispose  of  the  third  question,  it  wiU  be  necessary  to  recur 
somewhat  to  "the  circumstances  of  this  case."  The  undisputed 
facts  are  that  the  respondent,  in  the  exercise  of  its  franchise 
conferred  by  its  charter,  had  established  a  telephone  business 
in  the  city  of  Spartanburg,  and  had  erected  its  poles  and  strung 
its  wires  in  and  along  the  streets  of  said  city,  and  thus  had 
become  at  least  a  quasi  common  carrier  of  news,  and  as  such 
was  under  an  obligation  to  serve  all  alike  who  applied  to  it, 
within  reasonable  limitations,  without  any  discrimination  what- 
soever. When,  therefore,  the  relator  applied  to  the  respond- 
ent to  replace  the  telephone  instruments  in  his  grocery  store 
and  in  his  residence,  from  whence  they  had  been  removed  by 
the  defendant  company  but  a  few  days  before,  the  respondent 
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was,  in  our  opinion,  bound  to  comply  with  such  demand,  undeir 
the  obligations  to  the  public  which  it  had  assumed.  The  rea- 
son given  for  its  refusal — ^that  the  relator  refused  to  agree  that 
he  would  use  respondent's  telephone  system  exclusively — was 
not  sufficient  to  relieve  it  from  its  obligation  to  serve  the  pub- 
lic^ of  which  the  relator  was  one,  without  any  discrimination 
whatsoever ;  and  especially  is  this  so  when  it  was  admitted  that 
the  respondent  was,  at  the  time,  affording  to  one  person^  at  leasts 
who  was  engaged  in  the  same  business  as  that  of  the  relator, 
whose  place  of  business  was  on  the  same  street  of  the  same  city, 
the  same  facilities  which  the  relator  demanded,  without  requir- 
ing any  such  stipulation  as  that  required  of  the  relator,  but  who 
was,  in  fact,  using  both  telephone  systems.  It  seems  to  us  that 
the  respondent,  after  offering  to  the  public  its  telephone  system 
for  the  transmission  of  news,  would  have  no  more  right  to  re- 
fuse to  furnish  the  relator  its  facilities  for  the  transmission  of 
news  unless  he  would  agree  not  to  use  the  Bell  telephone  sys- 
tem in  operation  in  the  same  cily,  but  use  exclusively  respond- 
ent's system,  than  a  railway  company  would  have  to  refuse  to 
transport  the  goods  of  a  shipper  unless  such  shipper  would  agree 
to  patronize  its  line  exclusively,  and  not  give  any  of  its  busi- 
ness to  any  competing  railway  Una  ITor  does  the  fact  (if  fact 
it  be)  that  the  relator  had  conmiitted  a  breach  of  its  previous 
contract  with  respondent  when  he  purchased  Holland's  market^ 
in  which  an  instrument  of  the  Bell  Telephone  Company  had 
been  placed,  and  had  thereby  acquired  the  right  to  use  the  Bell 
telephone,  afford  any  reason  why  the  respondent  should  decline 
to  comply  with  relator's  demand  to  furnish  his  grocery  stora 
and  residence  with  its  telephone  instruments.  If  the  relator 
had  committed  any  breach  of  its  previous  contmct  with  the 
respondent  of  which  the  latter  had  any  legal  right  to  complain, 
its  remedy,  as  was  said  in  one  of  the  cases  which  we  have  con- 
sulted, was  by  an  action  to  recover  damages  for  such  breach  of 
contract,  but  not  by  refusing  to  perform  its  obligation  to  the 
public,  of  which  the  relator  was  ona 
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Ab  to  the  other  reason  suggested  why  the  mandamus  prayed 
for  should  not  issue  under  the  circumstanoes  of  this  case,  to  wit^ 
that  respondent  did  not  have  the  means  to  comply  with  the  de- 
mand of  the  relator  within  less  than  60  days,  it  is  only  neces- 
sary to  repeat  what  we  have  said  above^  that  there  does  not  ap- 
pear to  be  any  evidence  in  the  ^case'  to  sustain  the  fact  upon 
which  this  suggestion  is  based,  and  therefore  it  cannot  now  be 
considered.  Besides,  as  is  said  above,  that  is  a  matter  which 
may  be  considered  when  the  case  goes  back  to  the  Circuit  Courts 
which  can,  in  ordering  the  mandamus  to  issue,  as  herein  di- 
rected, make  suitable  provision  for  allowing  respondent  reason- 
able time;,  if  such  shall  be  shown  to  be  necessary,  to  comply  with 
relator's  demand. 

As  to  the  position  taken  in  the  argument,  that  mandamus  is 
not  the  proper  remedy,  we  think  it  entirely  dear,  both  upon 
principle  and  authority,  that  mandamus  is  the  appropriate  rem- 
edy in  a  case  of  this  kind.  The  judgment  of  this  court  is  that 
the  judgment  of  the  Circuit  Court  be  reversed,  and  that  the  case 
be  remanded  to  that  courts  with  instructions  to  cany  out  the 
views  herein  announced. 


Kois. — ^In  People  ex  rel,  Cairo  Teleph.  Co.  v,  W,  U,  Tel.  Co.,  166  DL  16, 
AprU  3,  1807,  held  that  a  telegraph  company  which  has  the  right  to  choose 
its  own  agencies  for  delivery  of  messages,  and  to  require  that  messages  for 
transmission  be  in  writing,  does  not  unlawfully  discriminate  against  a  tele- 
phone company  by  refusing  to  deliver  or  receive  telegrams  by  its  telephonee, 
though  by  contract  with  another  telephone  company  messages  are  so  de- 
Uvered  and  received  by  its  telephones. 

In  re  Baldioinsville  Teleph.  Co.,  New  York  Supreme  Court,  Onondaga 
Special  Term,  July,  1898  (24  Misc.  Rep.  221),  held  that  a  reasonable  con- 
struction of  the  Transportation  Corporations  Law  does  not  require  a  tele- 
phone company  to  furnish  to  another  company  connection  with  its  system, 
to  be  used  by  the  latter  as  part  of  its  own  system,  upon  paying  the  ordi- 
nary subscriber's  tariff. 

Query:  Whether  said  statute  requires  a  telephone  company  to  furnish 
instruments  to  its  patrons  at  their  homes  or  places  of  business. 
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OWSNSBOBO  HaBSISON  TELEPHONE  CoMFANY  Y.  J.  B.  WiEtDOlC 

Kentuohy  Court  of  Appeals,  May  I,  1901. 

IkLEPHONB    GOICPANT — ^BbEAOH    OF    GONTRAOT    FOB   UBB    OF   INBTBUiaBEIT^^ 

Measubb  of  dajcages. 

A  telephone  company,  having  contracted  to  famish  the  proprietor  of  a 
general  messenger  business,  with  the  use  of  a  telephone  for  a  fixed  lame 
at  a  fixed  rate,  has  no  right  to  refuse  connection  for  the  purpose  of 
notifying  persons  wanted  at  another  telephone  exchange,  or  to  remove 
its  instrument  because  of  refusal  to  pay  on  account  of  such  refusal  to 
connect^  and  for  such  removal  is  liable  in  damages. 

In  such  case  prospective  profits  are  a  proper  element  in  measuring  damages; 
and  a  verdict  based  on  reasonable  increase  of  business  will  not  be  dis- 
turbed as  excessive. 

Appeal  from  Circuit  Courts  Daviess  County. 

Action  for  damages  for  breacli  of  contract. 

Judgment  for  plaintiff;  defendant  appeals.    Affirmed. 

i 
Wilfred  Carico,  for  appellant 

Hayes  &  Wells,  for  appellee. 

HoBsoN^  J. :  Appellee,  J.  B.  Wisdom,  instituted  this  action 
in  equity  against  the  Owensboro  Harrison  Telephone  Company, 
a  corporation  doing  a  telephone  business  in  the  city  of  Owens- 
bora  He  alleged  that  on  June  22,  1896,  he  was  engaged  in  the 
business  of  carrying  and  delivering  parcels  and  messages  and 
doing  a  general  messenger  business  in  the  city  of  Owensboro 
and  vicinity  under  the  name  of  the  "Messenger  Service  ;*'  that 
he  entered  into  a  written  contract  with  the  appellant,  whereby 
it  agreed  to  rent  one  of  its  instruments  to  him,  and  place  it  in 
his  office,  and  give  him  connection  with  its  other  subscribers, 
furnishing  him  a  good  telephone  service  for  a  period  of  three 
years,  for  which  he  agreed  to  pay  it  $2.50  a  month;  that  on 
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August  26th  it  refused  to  give  him  the  oaimectioiis  as  requested, 
and  oontinued  so  to  do  until  September  16th,  when  it  took  the 
box  out  and  thereby  disabled  him  from  carrying  on  his  business, 
and  damaged  him  in  the  sum  of  $1,000.  He  prayed  judgment 
for  the  damages,  and  for  a  mandatory  injunction  requiring  it  to 
replace  the  instrument.  The  allegations  were  denied  by  anr 
swer,  and  on  the  plaintiff's  motion  the  case  was  transferred  to 
the  ordinary  docket  for  a  trial  of  the  legal  issues.  The  jury 
to  whom  the  case  was  submitted  found  a  verdict  for  the  plain- 
tiffy  and  fixed  the  damages  at  $300.  Judgment  was  entered 
upon  this  verdict,  and  the  telephone  company  appeals. 

In  overruling  the  motion  for  a  new  trial,  the  Court  below  de- 
livered the  following  opinion,  which  we  adopt: 

''This  case  is  under  submission  on  a  motion  for  a  new  trial, 
and,  as  I  regard  it,  the  substantial,  if  not  the  only,  real  ground 
for  complaint  on  the  part  of  the  defendant  is  excessive  damages 
found  by  the  jury ;  for  I  am  of  the  opinion  that  upon  the  evi- 
dence the  plaintiff  was  entitled  to  recover.  The  plaintiff  had 
a  contract  with  the  defendant  for  the  use  of  its  telephone  in  his 
business  of  messenger  for  a  period  of  three  years  at  the  rate  of 
$2.50  per  month,  payable  monthly,  and  without  just  or  reason- 
able cause  defendant  took  its  telephone  out  of  plaintiff's  place 
of  business.  The  plaintiff  had  paid,  and  was  able  and  willing 
to  continue  to  pay,  for  the  unrestricted  use  of  the  telephone; 
but  defendant  required  plaintiff  to  cease  the  delivery  of  mee- 
sages  over  its  telephone  coming  to  him  over  the  Cumberland 
Telephone,  although  such  messages  were  no  more  than  to  notify 
persons  wanted  at  the  Cumberland  exchange  that  they  wei^ 
wanted ;  and  when  the  plaintiff  refused  to  submit  to  this  pro- 
posed restriction  and  pay  for  the  continued  use  on  such  condi- 
tion, the  defendant  removed  the  instrument  from  plaintiff's 
place  of  business.  The  court  was  of  the  opinion  that  the  char- 
acter of  message  delivered  by  plaintiff  over  its  telephone  for  the 
Cumberland  was  a  legitimate  and  reasonable  use  of  it  Had 
plaintiff  undertaken  to  deliver  the  messages  themselveB  sent 
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oyer  the  Cumberlaad  to  the  redpieiit^  perhaps  it  would  not  liaye 
been  a  reasonable  use.  But  such  was  not  the  use  made  of  de- 
fendant's 'phone  in  any  instance  as  shown  by  the  evidence.  The 
nature  of  plaintiff's  business  was  made  known  to  the  defendant 
at  the  time  of  the  contract^  and  the  contract  was  entered  into 
with  reference  to  his  business,  so  that  defendant  undertook  with 
plaintiff  that  he  should  have  all  the  service  and  use  of  its  tele- 
phone that  the  needs  of  his  business  might  reasonably  require; 
and^  impliedly,  that  upon  a  breach  of  its  contract  and  refusal 
to  allow  him  the  continued  u^  of  it  defendant  would  be  liable 
to  hinri  for  the  loss  and  damage  he  might  sustain  thereby.  There 
is  nothing  in  the  contract,  or  its  breach,  or  the  state  of  facts 
presented  in  the  evidence,  tested  by  any  rule  of  law  applicable 
to  the  case,  which  would  enable  a  court  or  jury  to  arrive  with 
demonstrable,  proximate  certainty  at  the  damage  sustained  by 
plaintiff  by  reason  of  the  breach  of  its  contract  by  defendant. 
The  plaintiff  claims  a  damage  of  $1,000.  He  claims  the  actual 
total  destruction  of  his  business  by  the  act  of  the  defendant  in 
taking  its  telephone  out  of  his  office.  According  to  his  evi- 
dence, if  I  remember  correctly,  he  estimated  that  four-fifths  of 
the  business,  which  consisted  in  the  transmission  of  messages, 
was  done  over  defendant's  telephona  His  testimony  shows  that 
for  the  several  months  he  had  conducted  the  business  the  profits 
had  been  exceedingly  small,  but  that  it  was  growing,  and  that 
he  calculated  that  in  the  course  of  time  it  would  get  to  be  worth 

$ per  annum.     How  long  a  time  would  be  required  to 

build  up  such  a  valuable  business  was  not  shown  by  the  evi- 
dence. And  altogether  it  seemed  to  me  an  xmusually  difficult 
matter  to  determine  what  was  the  proper  criterion  of  damages. 
The  whole  value  of  the  plaintiff's  business  consisted  in  its 
profits,  his  receipts  for  messages,  etc.,  delivered,  four-fifths  of 
the  whole  for  messages  sent  over  the  defendant's  telephone,  and 
without  the  use  of  defendant's  telephone  plaintiff  testified  that 
his  business  could  not  be  maintained.  In  fact,  plaintiff's  enter- 
prise, present  and  prospective,  was  dependent  upon  the  use  of 
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defendant's  telephona  But,  of  ocmne,  this  fact  oould  not  enter 
into  the  consideration  of  the  jury,  aa  it  does  not  appear  to  have 
been  known  to  the  defendant  at  the  making  of  the  contract 
The  measure  of  the  damage  in  such  a  case  is  compensation.  The 
plaintiff  is  entitled  to  recover  all  loss  and  damage  sustained 
as  the  direct  or  proximate  consequence  of  defendant's  breach 
of  its  contract  susceptible  of  ascertainment  by  competent  evi- 
dence. The  plaintiff  is  entitled  to  the  full  value  of  his  conr 
tract  as  far  as  ascertainable;  to  such  damage  as  might  reasoik- 
ably  be  supposed  to  be  contemplated  by  the  parties  in  making 
the  contract.  Such  damages  are  usually  easily  susceptible  of 
proof.  If  this  were  an  ordinary  contract  for  a  commodily  at  a 
fixed  price^  having  a  market  value,  or  a  personal  service,  where 
the  damage  would  be  the  difference  between  the  contract  price 
and  the  market  price  at  the  time  and  place  fixed  for  perform- 
ance, we  could  find  little  difficulty  in  measuring  llie  damaga 
Here  we  have  a  contract  continuing  for  a  period  of  three  years. 
At  the  expiration  of  four  months  it  is  broken  by  the  defend- 
ant's withdrawing  from  plaintiff  the  use  of  its  telephona  The 
damage  sustained  by  plaintiff  by  reason  of  this  breach  is  the 
profit  he  might  have  made  by  its  use  during  the  residue  of  the 
contract  period,  thirty-two  months.  It  is  readily  perceived  that 
this  cannot  be  ascertained  with  certainty,  and  the  difficulties  of 
its  ascertainment  are  enhanced  by  the  fact  that  plaintiff  aban- 
doned his  business  shortly  after  defendant  took  its  telephone 
out  of  his  place  of  business,  because  he  says  it  ceased  to  be 
profitabla  The  contract  price  to  be  paid  for  the  use  of  tlie 
telephone  furnishes  no  criterion,  and  sheds  no  light  on  the 
question  of  damaga  As  a  matter  of  law,  there  is,  I  think,  no 
doubt  that  the  plaintiff  may  recover  prospective  profits  for  the 
whole  contract  period ;  in  other  words,  he  is  entitled  to  the  fuU 
value  of  his  contract.  But  the  difficulty  is,  and  ever  must  bej, 
in  cases  of  this  kind,  to  reach  this  value  with  reasonably  ap- 
proximate certainty.  This  damage,  in  the  very  nature  of  the 
case,  must  be  more  or  lees  speculative  and  uncertain,  and  this 
must  be  known  to  the  parties  to  such  contracts.     And,  while 
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suich  damages  are  reoaverable^  any  verdict  or  judgmeat  for  such, 
damage  must  be  based  Tipon  ecdstiiig  facts.  In  this  case  the 
testimony  shows  growing  business  as  evidenced  by  actual  re- 
ceipts^ and  I  think  the  jury  might  reasonably  have  found  that 
the  rate  of  reasonable  increase  shown  would  warrant  the  con- 
clusion that  four-fifths  of  the  profits  plaintiff  might  make  in  the 
thirty-two  remaining  months  covered  by  the  contract  would  be 
$300  (above  the  cost  of  the  telephone),  which  is  the  verdict  in 
this  case.  I  think  the  court's  instructions  are  about  right,  and 
the  verdict  likewise;  so  I  overrule  defendant's  motion  to  set 
aside  the  verdict  As  to  the  contention  of  the  defendant  that 
the  verdict  of  the  jury  in  the  case  is  merely  advisory,  the  court 
is  of  the  opinion  that  it  is  not  tenable.  In  so  far  as  the  plain- 
tiff seeks  to  compel  a  restoration  of  the  defendant's  telephone 
by  mandatory  injunction,  this  action  is  equitable,  but,  in  so 
f ai-  as  it  seeks  to  recover  damages  for  breach  of  contract,  it  is 
purely  a  law  action ;  and  on  the  issue  for  damages  either  party 
had  the  right  to  demand  a  jury  trial,  and  where  that  is  the  case 
the  jury's  verdict  is  binding  on  the  court,  and  has  the  effect,  and 
is  subject  to  the  same  rules,  as  in  all  common-law  actions.  Mo- 
tion overruled. 


Note. — In  United  Eleo.  Li,  d  P.  Co,  v.  Brenneman,  New  York  Supreme 
Conrt,  Appellate  Term,  First  Department,  July,  1897  (21  Misc.  Rep.  41), 
a  contract  between  an  electric  company  and  a  consumer  provided  for  stipu- 
lated damages  to  the  company  in  case,  through  the  fault  of  the  consumer, 
it  should  be  prevented  from  supplying  current  pursuant  to  the  contract. 
Held,  that  by  discontinuing  the  use  of  the  current  temporarily,  while  await- 
ing a  tenant  for  his  store,  the  consumer  did  not  become  liable  for  the  liqui- 
dated damages,  but  that  on  the  contrary,  the  company  broke  the  contract 
by  cutting  out  the  connection. 

In  Mdlochee  v.  Great  Southern  Teleph,  d  Tel,  Co.,  49  La.  Ann.  1690, 
December  28,  1897,  the  following  is  the  head-note  by  the  court: 

"The  subscriber  for  telephone  service,  who,  in  default  of  payment  stipu- 
lated for  the  service,  is  notified  by  the  telephone  company  that  the  tele- 
phonic instruments  will  be  removed  from  his  premises  unless  he  pays  the 
amount  due,  and  replies  that  the  company  can  do  as  it  pleases,  has  no 
claim  for  damages  because  the  instruments  are  thereafter  removed  by  the 
company,  the  written  notice  of  the  removal,  specified  in  the  contract,  being 
wholly  unnecessary,  and  is  to  be  deemed  waived." 
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Nebraska  Tblxphonb  Oomfaity  v.  Statb>  sx  bbl.  Ybisbb. 

Nebraaka  Supreme  Court,  June  23,  1898. 
(55  Neb.  627.) 

TEUEPHONS   BATBS — JUDIOIAI.   OORTBOIi. 

(Head-note  by  the  Court) : 

A  litigant  will  not  be  permitted  to  invoke  the  extraordinary  remedy  of 
mandamus  when  an  express  statute  affords  him  an  adequate  remedy  for 
the  redress  of  the  grievance  of  which  he  complains. 

A  private  corporation,  engaged  in  the  business  of  operating  a  telephone 
plant,  is  a  common  carrier  of  news  and  intelligence. 

Such  a  public  service  corporation  is  charged  with  certain  public  duties, 
among  which  are  to  furnish  for  a  reasonable  compensation  to  any  citizen 
a  telephone  and  telephonic  service,  and  to  charge  each  patron  for  the  ser- 
vice rendered  the  same  price  it  charges  every  other  patron  for  the  same 
service  under  substantially  the  same  or  similar  conditions. 

The  power — ^the  jurisdiction — ^to  determine  what  compensation  a  publie 
service  corporation  may  exact  for  services  to  be  rendered  by  it  is  a  l^gia- 
lative,  and  not  a  judicial,  function. 

The  jurisdiction  of  the  courts  is  limited  to  declaring  what  the  law  is,  and 
they  are  forbidden  by  the  constitution  to  perform  legislative  functions. 

Cases  of  this  series  cited  in  opinion :  State  v.  Nebraska  Teleph.  Oo^  voL  1, 
p.  700;  W.  U.  Tel.  Co,  v.  Call  Pub,  Co,,  vol.  5,  p»  678. 

Appeal  by  defendant  below  from  judgment  of  District  Conrt^ 
Douglas  ooimtjy  granting  a  writ  of  mandamus. 

TF.  W.  Morsman  and  ChcLS.  OffvM,  for  plaintiff  in  error. 

John  0.  Teiaer,  contra. 

Ragan,  C.  :  The  l^ebraska  Telephone  Company  is  a  oorpoi^ 
tion  organized  and  existing  under  the  laws  of  the  State^  having 
its  principal  office  and  place  of  business  in  the  city  of  Omah% 
and  owuB  and  operates  a  telephone  plant  in  that  city.  John  O. 
Teiser  is  by  profession)  a  lawyer,  and  a  citizen  of  said  city  of 
Omaha.     Yeiser  desired  a  telephone  placed  in  his  law  office 
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for  his  own  use,  and  requested  the  telephone  oompaay  to  furnish 
him  an  instnuneiit  properly  connected,  and  afford  him  tele- 
phonic service.  The  telephone  com.pany  refused  to  comply 
with  this  request  imless  Yeiser  would  pay  it  for  such  infitru- 
ment  and  service  the  sum  of  five  dollars  per  month  in  advanoa 
Yeiser  claimed  that  this  sum.  was  an  unreasonable  and  exorbi- 
tant charge,  refused  to  pay  the  same,  but  tendered  the  telephone 
company  nine  dollars  as  oompeuAation  for  the  service  required 
of  it  for  three  months,  and  demanded  that  it  supply  him  with 
the  telephone  and  telephonic  service  for  that  length  of  time. 
This  demand  was  refused,  and  Yeiser  thereupon  applied  to  the 
District  Court  for,  and  obtained,  a  peremptory  writ  of  man- 
damus directed  to  the  telephone  company,  conmianding  it  to 
furnish  Yeiser  the  telephone  and  telephonic  service  required  by 
him  for  three  months  for  the  sum  of  nine  dollars.  The  tele- 
phone company  has  brought  this  judgment  here  for  review. 

1.  Section  1,  art  8,  c  72,  Comp.  St  1897,  provides  that  all 
chargSB  made  for  any  service  rendered  or  to  be  rendered  by 
the  common  carriers  of  the  State  shall  be  reasonable  and  just, 
and  every  unjust  and  tmxeasonable  charge  for  such  service  is 
prohibited  and  declared  to  be  imlawful.  By  section  11  of  said 
article  and  chapter  certain  State  officers  are  constituted  a  board 
of  transportation,  and  section  12  of  said  article  and  chapter 
defines  the  powers  and  duties  of  said  board  of  transportation 
with  reference  to  the  common  carriers  of  the  State.  Constru- 
ing this  statute,  this  court  held,  in  State  v.  Fremont,  E,  &  M. 
y.  R.  Co.,  22  Neb.  313,  that  the  board  of  transportation  had 
authority  to  determine  what  were  just  and  reasonable  charges 
for  a  service  rendered  or  to  be  rendered  by  common  carriers,  and 
that  said  board  of  transportation  was  invested  with  jurisdiction 
to  fix,  prescribe  and  determine  the  charges  which  a  common 
carrier  might  demand  and  receive  for  a  service  rendered  or  to 
be  rendered  by  it,  subject  only  to  the  limitation  that  the  rate  or 
charge  fixed  by  the  board  should  be  just  and  reasonabla  The 
legislature  of  1897  (see  Sees.  Laws  1897,  c.  56,  sec.  24 ;  Comp. 
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St  1897,  c  72)  conferred  upon  this  board  of  transportation  the 
Bame  and  all  powers  over  the  telei^ione,  telegraph  and  eoEpress 
companies  of  the  State  that  it  had  over  common  carriers  or  rail- 
road corporations  of  the  State.  In  other  words,  if  the  statutes 
just  referred  to  are  valid,  and  we  have  placed  a  correct  construc- 
tion upon  them,  the  legislature  has  conferred  upon  this  board 
of  transportation  not  only  jurisdiction  to  inquire  into  charges 
of  extortion  and  unjust  discrimination  on  the  part  of  the  tele- 
phone companies,  and  to  make  suitable  orders  for  the  redress  of 
such  grievances  upon  the  complaint  of  the  person  aggrieved, 
but  has  also  invested  the  board  of  transportation  with  authority 
to  fix  and  determine  to  what  compensation  a  telephone  company 
shall  be  entitled  for  any  service  rendered  or  to  be  rendered  by  it, 
subject  to  the  limitation  that  the  scale  of  prices  fixed  which  the 
telephone  company  may  charge  for  services  to  be  rendered  by  it 
shall  not  be  unreasonable  or  unjust  either  to  the  telephone  com- 
pany or  its  patrons.  State  v.  Chicago,  St.  P.,  M.  <&  0.  R.  Oo., 
19  Keb.  476,  was  a  mandamus  proceeding  instituted  in  this 
court  to  compel  the  respondent  to  build  a  depot,  side  tracks, 
switches,  and  cattle  yards  at  a  certain  point  on  its  road.  But 
this  court  held  that  whether  the  railway  company  should  be 
compelled  to  build  a  depot  at  the  place  requested  was  a  question 
— ^in  the  first  instance,  at  least — ^f or  determination  by  the  board 
of  transportation;  that  the  legislature,  by  the  statute  just 
quoted,  had  committed  the  determination  of  that  question  to  that 
board;  that  because  the  board  was  a  special  tribunal,  created 
for  the  purpose  of  determining  the  question^  its  powers  in  that 
respect  must  be  exhausted  before  the  cotirt  would  interfere  by 
mandamus  to  compel  the  railroad  company  to  build  the  depot. 
We  think  this  case  controls  the  one  at  bar.  So  far  as  the  reooid 
before  us  discloses,  no  application  has  ever  been  made  by  the 
relator  to  the  board  of  transportation  to  have  it  determine 
whether  the  chai^  of  five  dollars  per  month  demanded  by  the 
telephone  company  for  the  use  of  a  telephone  and  telephonic 
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Bervioe,  is  imreasonable  and  exorbitant;  whether  three  dollars 
per  month  for  the  use  of  a  telephone  and  telephonic  service  is  a 
reasonable  charge ;  nor  that  the  board  has  fixed  a  scale  of  reason- 
able charges  which  the  telephone  company  may  exact  for  a  ser- 
vice performed  or  to  be  performed  by  it  It  is  a  familiar  prin- 
ciple that  the  litigant  will  not  be  permitted  to  invoke  the  extra- 
ordinary remedy  of  mandamus  where  an  express  statute  affords 
him  an  adequate  remedy  for  the  redress  of  the  grievance  of 
which  he  complains^  and  this  is  the  principle  upon  which  the 
case  just  cited  rests.  A  statute  of  the  State  of  Indiana  required 
each  railway  company  of  the  State  to  file  with  the  auditor  of  the 
county  where  its  principal  office  was  situate  a  statement  of  the 
amount  of  its  capital  stock  for  the  purposes  of  taxation.  This 
statement  was  to  be  filed  between  the  1st  of  January  and  the 
1st  of  June  each  year.  Another  statute  provided  that  if  a  rail- 
way company  of  the  State  failed  to  file  with  such  auditor  such 
statement)  then  it  should  be  the  duty  of  the  auditor  himself  to 
make  the  statement,  or  list^  for  the  purposes  of  taxation,  the 
amount  of  the  capital  stock  of  such  railway  company,  determin- 
ing the  facts  in  the  manner  provided  by  statuta  A  railway 
company  of  the  State  neglected  to  file  with  the  auditor  of  the 
county  where  its  principal  office  was  located  between  the  1st  of 
January  and  the  1st  of  June  a  statement  of  the  amount  of  its 
capital  stock,  and  thereupon  the  Auditor  of  State  instituted  a 
proceeding  in  mandamus  to  compel  the  railway  company  to 
make  and  file  such  statement  with  such  county  auditor.  The 
District  Court  awarded  the  mandamus  as  prayed.  But  the 
Supreme  Court  reversed  the  judgment  of  the  District  Court, 
saying:  *T"f  it  were  not  provided  by  statute  upon  failure  of 
the  railroad  company  to  file  such  statement  witiin  the  time 
required  by  law,  the  auditor  of  the  county  shall  proceed  to  make 
the  same,  mandamus  would  doubtless  lie  to  compel  the  officer  of 
the  road  to  furnish  the  list  after  the  time  had  expired  But 
the  rule  is  well  established  that  mandamus  will  not  lie  where 
the  statute    has    expressly  provided    an    adequate    remedy." 
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{Louisville  £  N.  A.  R,  Go,  v.  State,  25  Ind.  181.)  To  the  same 
effect  are  State  v.  Board  of  Sup'ra,  29  Wis.  79;  Marshall  v. 
Sloan,  35  Iowa,  445. 

2.  The  respondent  in  the  caae  at  bar  is  a  private  corporation. 
Bj  permission  of  the  city  of  Omaha  it  is  occupying  the  streets 
and  alleys  of  that  municipality  with  its  poleSi  wires,  and  other 
appliances  used  in  the  conduct  of  the  business  in  which  it  is 
engaged.  It  is  a  common  carrier  of  news  and  imtelligeDce.  It 
is  a  corporation  affected  with  a  public  use — a  public  service  cor- 
poration— and  as  such  it  has  assumed  and  is  charged  with  certain 
public  duties,  among  which  are  to  furnish  for  a  reasonable  com- 
pensation to  any  inhabitant  of  the  city  of  Omaha,  a  telephoaie 
and  telephonic  service^  and  to  charge  eadi  of  its  patrons  for  the 
service  rendered  or  to  be  rendered  the  same  price  it  diarges 
eveiy  other  patron  for  the  same  service  under  substantially  the 
same  or  similar  conditions.  State  v.  Nebraska  Teleph.  Go.,  1 
Am-  Elecd.  Gas.  700,  17  NeK  126;  American  Waterworks  v. 
State,  46  Neb.  194 ;  Western  Union  Tel  Co.  v.  Gall  Pub.  Go., 
5  Am.  ElectL  Gas.  673,  44  Neb.  326.  But  the  judgment  under 
consideration  determines  not  only  that  the  telephone  company 
shall  render  for  the  relator  the  service  required  by  him^  but 
fixes  and  determines  as  well  what  compensation  the  relator  shall 
pay  to  the  respondent  for  such  servica  This  judgment^  then^ 
in  effect  determines,  decides,  and  fixes  the  charges  which  the 
respondent  may  lawfully  exact  for  services  to  be  rendered  in 
future  by  it  to  its  patrons.  Where  a  public  service  corporation 
has  performed  a  service,  and  sues  to  recover  therefor,  in  the 
absence  of  an  express  contract  for  a  specific  compensation,  the 
measure  of  its  damages  is  a  reasonable  compensation  for  the 
services  performed ;  and  whether  the  compensation  which  it  de- 
mands is  reasonable  is  a  judicial  question*  Where  the  legisla- 
ture has  fixed  the  compensation  which  a  public  service  corpora- 
tion may  exact  for  the  performance  of  a  service,  then  the  reason- 
ableness of  the  compensation  so  fixed  by  the  legislature — ^that  is, 
whether  the  limiting  of  the  corporation  to  the  compensation  fixed 
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hy  the  statute  would  result  in  a  ooiifiscatioii  of  the  corporation's 
property — ^is  a  judicial  question.  Smythe  v.  AmeSy  18  Sup.  Ct 
418.  But  the  power — ^the  jurisdiction — ^to  determine  what 
compeDBation  a  public  service  corporation  may  exact  for  service 
to  be  rendered  by  it  we  understand  to  be  a  legislative,  and  not  a 
judicial,  function.  In  the  case  at  bar  the  respondent  had  not 
performed  services  and  sued  to  recover  the  compensation^  If 
it  had,  the  relator  might  have  defended  upon  the  ground  that 
the  compeuflation  demanded  was  unreasonable^  and  the  court 
would  have  had  jurisdictian  to  determine  the  question.  The 
case  at  bar  is  not  a  suit  by  the  relator  for  damages  against  the 
respondent  for  its  neglect  and  refusal  to  render  to  him  for  a 
reasonable  compensation  the  service  he  demanded.  In  the  case 
at  bar,  the  relator  did  not  pay  the  compensatioia  alleged  to  be 
exorbitant,  which  the  respondent  demanded,  and  then  ame  to 
recover  back  the  excess.  Had  he  done  so  it  may  be  that  the 
court  would  have  had  the  power  to  determine  whether  the  com- 
peiusation  actually  demanded  and  received  by  the  respondent  was 
unreasonable.  But  here  the  court  determines  that  the  respond- 
ent shall  perform  for  the  relator  a  specific  service  for  three 
months  for  a  specific  sum  of  money.  This,  in  effect,  waa  a  de- 
termination by  the  court  that  three  dollars  per  month  was  a 
reasonable  compensation  for  the  service  required  to  be  rendered 
by  the  respondent,  and  a  fixing  of  the  compensation  for  such 
service  at  that  price  for  the  f uturei 

We  think  the  history  of  the  legislation  of  the  entire  country 
shows  that  the  power  to  determine  what  compensation  public 
service  corporations  may  demand  for  their  services  is  a  legisla- 
tive function,  and  not  a  judicial  one.  If  the  courts  may  deter- 
mine what  compensation  a  telephone  company  may  exact  for  a 
service  to  be  rendered  in  the  future,  we  know  of  no  reason  why 
the  courts  may  not  determine  the  freight  and  passenger  rates 
which  the  railway  corporations  of  the  State  may  charge  for  the 
transportation  of  freight  and  passengers ;  and  yet  the  framerB 
of  our  constitution  recognized  that  this  power  to  fix  the  com- 
VOL.  VII — 55. 
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pensation  of  public  servioe  oorporations  was  a  legi&laliye  (me^  as 
by  that  instruinent  thej  expressly  oonier  upon  the  legislatare  tbe 
power  from  time  to  time  to  pass  laws  eetablishing  reasoiDAble 
rates  or  charges  for  the  transportatioii  of  passengers  and  f reighL 
Section  4,  art  11^  Const  And  it  is  evident  that  the  legislatare 
has  acted  upon  the  theory  that  this  power  to  fix  the  compensa- 
tion of  public  service  oorporations  is  one  vested  in  it  by  the  con- 
stitution*  This  is  evident  from  its  creation  of  the  board  of 
transportation,  and  the  powers  conferred  upon  that  board ;  and 
as  late  as  1897  the  legislatare  conferred  authority  upon  the 
mayor  and  council  of  cities  of  tbe  metropolitan  class  to  fix  and 
determine  by  ordinance  what  compensation  telephone  companies 
doing  business  within  such  cities  might  charge  and  exact  for 
services  rendered  or  to  be  rendered  by  them.  Comp.  St  1897, 
c.  12a,  sea  131.  Fixing  a  compensation,  which  public  service 
corporations  may  charge  for  services  to  be  rendered  by  them  is 
legislating ;  it  is  lawmaking.  The  power  of  the  courts  is  lim- 
ited to  declaring  what  the  law  is,  and  they  are  precluded  by  the 
constitution  from  performing  legislative  functions ;  and,  though 
the  courts  of  the  land  have  from  time  to  time  declared  laws  fix- 
ing the  compensation  which  public  service  oorporations  might 
charge  for  services  to  be  rendered  by  them,  void  because  the 
compensation  fixed  by  the  law  was  unreasonable  in  that  the  en- 
forcement of  the  statute  would  confiscate  the  corporation's  prop- 
erty, and  thereby  deprive  it  of  its  property  without  due  process 
of  law,  we  know  of  no  court  whidi  has  ever  claimed  that  it  had 
authority  to  determine  what  compensation  would  be  a  reasonable 
one  for  a  service  to  be  performed  by  such  corporation.  The 
relator  must  address  himself  for  relief  from  the  grievances  of 
which  he  complains  to  the  legislative  power  of  the  State — ^to  the 
legislature  itself,  to  the  board  of  transportation,  to  the  mayor 
and  council  of  the  city  of  Omaha.  If  the  compensation  now 
charged  and  exacted  by  the  telephone  companies  of  the  State  is 
exorbitant  and  unreasonable,  we  must  presume  that  the  board 
of  transportation^  the  mayor  and  council  of  the  city  of  Omaha, 
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and  the  legislature  of  the  State,  one  and  all  of  them,  will  inves- 
tigate the  matter  and  prescribe  a  scale  of  reasonable  charges. 
The  judgment  of  the  District  Court  is  reversed,  and  the  proceed- 
ing dismissed*     Beversed  and  dismissed. 


Clabekoe  T.  Garditeb  v.  Pbovidsncb  Telephone  OoMPAinr. 

Rhode  Island  Supreme  Court,  July  26,  1001. 
Telephone  sebvice — Reasonableness  or  bbgulattons  and  bates. 

A  telephone  company,  having  a  monopoly  of  the  telephone  business  in  a 
communitj,  may  deprive  a  patron  of  telephone  service  because  of  his 
refusal  to  discontinue  the  use,  in  connection  with  the  wires  of  the  com- 
pany, of  an  extension  set  not  furnished  by  the  company,  provided  the 
company  will  afford  similar  appliances  at  reasonable  rates.  Injunction 
to  prevent  discontinuance  of  service  refused. 

Dissenting  opinion  by  Stinbss,  G.  J.,  upon  the  ground  that  the  rates 
charged  by  the  company  for  extension  sets  was  unreasonable,  and  that  no 
detriment  to  the  company  was  shown  by  the  patron's  use  of  the  "clandes- 
tine instruments." 

Cases  of  this  series  dted  in  opinion:  State  of  Ohio  v,  BeU  Teleph,  Co,, 
vol.  1,  p.  209;  State  v.  D.  d  A.  Tel.  d  Teleph.  Co.,  vol.  3,  p.  583;  Atl  d 
Pae.  Tel.  Co.  v.  W.  U.  Tel.  Co.,  vol.  1,  p.  81 ;  Chea.  d  Pot.  Teleph.  v.  B.  d 
0.  Tel.  Co.,  vol.  3,  p.  196 ;  State  of  Missouri  v.  BeU  Teleph,  Co,,  vol.  2»  p. 
404;  Dei.  d  Atl.  Tel.  d  Teleph.  Co.  v.  State,  voL  4,  p.  579. 

Appeal  by  complainant. 

Comstock  dc  OardneTj  for  complainant. 

David  8.  Baker  and  Dexter  B.  Potter j  for  raipondent; 

Douglas,  J. :  There  is  little,  if  any,  dispute  as  to  the  facta 
of  this  case,  which  are  set  forth  by  the  complainant  as  follows: 
"This  is  a  bill  in  equity  brought  by  Clajence  T.  Gardner,  of  the 
city  of  Providence,  against  the  Providence  Telephone  Com- 
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panjy  a  oarporation  engaged  in  the  basiness  of  reating  telephone 
instruments  and  affording  means  of  oommnnication  by  electrio 
telephones  in  Providence  and  elsewhere,  in  the  State  of  Rhode 
Island,  to  restrain  said  oorporation  from  depriving  him  of  tele- 
phone service  at  his  residence  and  office.  The  bill  sets  forth  the 
business  of  the  respondent  oorporation,  and  that  for  the  purpose 
of  said  business  it  is  authorized  by  its  charter  to  use  and  does 
use  the  public  streets  and  highways;  that  it  rents  telephones  to 
its  customers,  which  are  connected  with  a  central  exchange,  and 
that  by  means  thereof  such  customers  or  subscribers  are  enabled 
to  communicate  with  the  defendant's  other  Bubeeribers  and  also 
with  persons  in  other  cities;  and  that  the  respondent  is  the 
only  person  or  corporation  which  can  legally  carry  on  such  busi- 
ness in  said  city  of  Providence;  that  the  plaintiff  is  now  and 
has  been  for  many  years  a  oustomer  of  the  defendant,  renting  a 
telephone  instrument  both  at  his  office  and  residence;  that  he 
has  paid  all  rentals  demanded  by  the  defendant,  and  has  used 
his  telephone  properly  and  in  acc(»danoe  with  aU  reasonable 
rules  and  regulations  of  the  defendant^  and  is  willing  to  pay 
such  rentals  and  comply  with  such  rules ;  that  he  is  a  physician 
in  active  practice  both  in  Providence  and  throughout  the  State ; 
that  a  large  proportion  of  the  calls  for  his  services  as  a  physician 
are  received  over  the  telephone,  and  that  deprivation  of  tele- 
phone service  would  be  detrimental  to  his  practice;  that  the 
defendant,  on  the  23rd  day  of  February,  1897,  notified  the 
plaintiff  that  it  would  at  the  expiration  of  one  month  from  the 
date  of  said  notice  cut  off  his  telephone  service,  refuse  to  answer 
his  calls,  and  refuse  to  connect  him  with  other  subscribers. 
The  bill,  as  heretofore  stated,  prays  that  the  defendant  may  bo 
enjoined  from  taking  sudi  action.  The  answer  of  the  defend- 
ant admits  that  it  is  a  corporation  carrying  on  the  business  des- 
cribed in  the  bill,  that  it  uses  for  the  purposes  of  such  business 
the  public  streets  and  highways,  and  that  it  is  the  only  person 
or  oorporation  which  can  legally  carry  on  such  business  in  the 
city  of  Providenoa     It  admits  that  the  plaintiff  is  one  of  its 


RHODE  ISLAND,  1901.  869 

Gardner  r.  Telephone  Co. 

eufitomers,  and  has  paid  all  charges  made  against  him  for 
telephone  servica  The  answer  denies  that  the  plaintiff  has 
used  his  telephone  properly  and  has  complied  with  all  reason- 
able rules  and  regulations  of  the  def  endant^  and  alleges  that  he 
has  violated  a  regulation  of  the  defendant  which  provides  that 
no  telephone  or  telephonic  instrument  shall  be  used  by  any 
customer  except  such  as  may  be  furnished  by  the  company; 
that  the  defendant  itself  furnishes  extension  sets,  so  called,  as 
a  valuable  part  of  its  business ;  that  such  extension  sets  consist 
of  a  second  telephone  and  transmitter,  connected  by  wire  with 
the  original  telephone  and  transmitter  placed  in  the  subscriber's 
premises,  the  second  set  being  in  another  part  of  such  premises ; 
and  that  the  plaintiff,  in  violation  of  such  ntle  (claimed  by  the 
defendant  to  be  reasonable),  has  installed  both  in  his  office 
and  his  residence  an  extension  set  not  furnished  by  the  defend- 
ant. The  answer  admits  that  by  reason  of  this  alleged  violation 
of  a  regulation  of  the  defendant  the  defendant  did  threaten  to 
deprive  the  plaintiff  of  telephone  service,  and  would  have  done 
so  had  not  this  bill  been  filed,  and  claims  that  it  has  the  legal 
and  equitable  ri^t  so  to  do.  The  answer  also  contains  an  ex- 
tended argument  a^  to  the  reasonableness  of  this  regulation  for- 
bidding the  use  of  private,  extension  sets,  based  upon  the  fol- 
lowing claims,  to  wit:  (1)  That  it  has  expended  large  sums  of 
money  in  license  fees  paid  to  a  parent  company  for  certain 
portions  of  its  apparatus,  in  constructing  poles  and  underground 
linee,  in  putting  up  wires  and  cables,  and  for  other  purposes, 
and  that  the  furnishing  of  extension  sets  is  a  valuable  and  legiti- 
mate part  of  its  business,  by  means  of  which,  in  part,  it  receives 
a  return  for  these  expenditures;  that  it  is  willing  to  furnish 
such  extension  sets  to  all  its  customers;  and  that  the  use  of 
private  extension  sets  is  a  destruction  of  its  legitimate  income 
and  vested  rights.  (2)  That,  by  att.aching  the  wires  connecting 
his  private  extension  set  (called  by  the  defendant  a  ^clandestine 
instrument')  to  the  wires  placed  by  the  company  on  the  cus- 
tomer's premises,  the  subscriber  or  customer  trespasses  upon  the 
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oompany's  property.     (8)  That  the  wires  of  the  extension  sets 
are  hidden  from  view  of  the  oompany's  inspectors  to  avoid  detec- 
tion,  and  the  company's  property  is  endangered  by  the  possible 
presenoe  of  strong  ourrents  coming  over  such  wires,  and  the  com- 
pany is  made  liable  for  the  destruction  thereby  of  other  property 
azkd  injury  to  persons^     (4)  The  answer  does  not  all^e,  bat 
much  testimony  has  been  introduced  in  the  attempt  to  show, 
that  the  use  by  a  subscriber  of  a  private  extension  set  is  liable  to 
interfere  with  the  working  of  the  company's  system.     The  tesr 
timony  shows  that  the  plaintiff  is  a  physician  with  a  large  prac- 
tice in  Providence  and  vicinil^ ;  that  in  1879  or  1880  he  had 
put  in  both  at  his  office  and  at  his  residence  a  telephone  instru- 
ment furnished  by  the  defendant  company  and  connected  with 
its  exchanga     These  were  grounded-circuit  instruments;  that 
is,  they  were  connected  with  the  defendant's  exchange  by  a  single 
wire,  the  current  returning  through  the  ground.     These  tele- 
^ones  are  on  a  private  line;  that  is^  there  are  no  other  sub- 
scribers having  instruments  connected  with  the  wire  which  con- 
nects the  plaintiff's  office  and  residence  with  the  defendant's  ex- 
changa    The  instruments  furnished  by  the  defendant  are  of 
the  Blake  transmitter  type^  so  called,  consisting  of  a  board  about 
twenty  inches  in  length,  to  which  is  attached  the  transmitter, 
a  box  with  a  pressed  carbon  attached  to  a  spring,  and  a  bell,  and 
also,  beneath,  a  lai^  box  containing  a  battery,  all  these  being 
attached  to  the  wall  of  the  subscriber's  premises.     At  the  plain- 
tiff's office  this  instrument  is  attached  to  the  wall  about  twenty 
feet  from  the  plaintiff's  desk.     At  his  residence  it  was  placed 
on  the  wall  of  his  bedroom.     For  the  use  of  these  instruments 
the  plaintiff  has  paid  and  now  pays  to  the  defendant  the  sum 
of  eighty-two  dollars  per  annum.     About  the  year  1896  the 
plaintiff  purchased  two  extension^  instruments,   and  paid  for 
them  fifty  dollars  eacL     These  he  connected  with  the  defend- 
ant's wires  inside  the  complainant's  premises  at  office  and  resi- 
dence.    The  one  at  the  office  is  placed  upon  the  plaintiff's  desk ; 
that  at  the  house,  in  his  lower  hall.     Thece  instruments  are  of 
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what  is  called  the  long-distance  type,'  consisting  of  a  shaft 
plaoed  upon  a  standard  with  a  switch  on  which  hangs  a  watch- 
case  receiver^  a  granular  carbon  tranfimitter^  and  a  platdnum 
diaphragm,  not  differing  materially,  except  in  superior  light* 
ness  and  elegance  of  construction,  from  the  long-distance  exten- 
sion instruments  chiefly  used  by  the  defendant.  The  plaintiff 
testifies  that  by  use  of  these  instruments  the  convenience  and 
effectiveness  of  his  telephone  service  has  been  greatly  increased, 
and  that  he  has  had  less  occasion  than  ever  before  to  call  upon 
the  defendant  to  remedy  defects  in  the  servica  The  defendant 
shows  that  there  have  been  during  the  past  five  years  some  half 
dozen  complaints  of  bad  service  at  the  plaintiff's  office  and  resi- 
dence, and  that  on  some  of  these  occasions  the  trouble  has  been 
traced  to  these  extension  instruments.  These  instruments,  after 
five  years'  use,  are  in  as  good  condition  as  when  they  were  pur- 
chased. The  same  instruments  for  which  the  plaintiff  paid  $50 
in  1896,  or  the  very  best  type  of  long-distance  extension  instru- 
ment, as  good  and  effective  in  every  way  as  the  instruments  fur- 
nished by  the  company,  can  nowbe  purchased  outright  for  $12.60 
at  retail.  There  has  been  no  attempt  on  the  part  of  the  plaintiff 
to  conceal  the  use  of  these  extension  sets.  The  instruments  and 
the  wires  connecting  them  are  at  all  times  in  plain  sights  and 
the  attention  of  the  defendant's  agents  has  been  called  to  them 
whenever  they  visited  the  plaintiff's  premises.  Up  to  1896  or 
1897  there  were  no  extension  sets  except  those  manufactured  by 
the  Bell  Telephone  Company,  and  it  was,  of  course,  unnecessary 
to  make  any  rules  with  reference  to  their  use.  Indeed,  no  rule 
with  reference  to  their  use  has  ever  been  promulgated.  A  pro- 
hibition against  the  use  of  such  instruments  was  printed  in  the 
revised  form  of  application  and  contract  adopted  by  the  defend- 
ant in  1896  or  1897,  and  subscribers  who  have  attached  such 
instruments  were  notified  that  the  telephone  company  forbade 
their  use,  and  were  required  to  remove  them.  The  question 
which  thus  arises  for  the  decision  of  the  court  is  whether  a  cor- 
poration having  a  monopoly  of  the  telephone  business  in  a  comr 
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munitj  can  deprive  a  subecriber  of  telephone  service  for  the 
reason  that  he  ref uaes  to  discontinue  the  use,  in  connection  with 
the  wires  of  the  company  on  the  subscriber's  premises,  of  an 
extension  set  not  furnished  by  the  ccnnpany. 

The  general  principles  of  law  upon  which  the  complainant 
relies  are  well  settled.  The  telephone  company  has  rights 
granted  by  the  city  in  pursuance  of  legislative  authority  to  make 
certain  uses  of  the  highways  of  the  city,  and  no  other  company 
has  similar  rights.  By  municipal  action  therefor,  invoked  by 
the  defendant,  the  complainant  is  forced  to  deal  with  the  defend- 
ant if  he  desires  telephonic  service.  Undoubtedly  it  is  a  condi- 
tion of  such  a  grant  that  the  grantee  shall  furnish  to  such  of  the 
public  as  desire  it  complete  service  of  the  kind  in  which  it  deals, 
with  such  appliances  for  use  and  convenience  as  the  State  of  the 
art  affords  from  time  to  time.  And  it  cannot  be  disputed  that 
the  company  may  impose  such  reasonable  rules  for  the  use  of 
its  appliances  as  are  required  to  insure  efficiency  and  safety, 
and  that  no  unreasonable  rule  or  requirement  can  be  enforced  as 
a  condition  of  furnishing  equal  service  to  the  whole  public.  The 
service  which  a  telephone  company  undertakes  to  render,  and 
which  it  receives  special  privil^es  from  the  public  that  it  may 
render,  is  analogous  to  that  of  a  common  carrier,  and  its  obliga- 
tions to  the  public  are  to  be  determined  upon  the  same  principles 
which  have  long  been  settled  with  reference  to  persons  or  cor- 
porations engaged  in  business  which  requires  special  public  con- 
cessions. The  general  principle  is  laid  down  in  Munn  v.  Peo- 
ple, 94  U.  S.  113,  24  L.  Ed.  77.  The  application  to  telephone 
oompanies  is  made  in  many  cases.  In  State  v.  Telephone  Co., 
1  Am.  Elecd.  Cas.  299,  36  Ohio  St  296,  38  Am.  Rep.  583, 
McIlvawb,  C.  J.,  says :  ^Ht  appears  to  us  as  a  proposition  too 
plain  to  admit  of  argument  that,  where  the  beneficial  use  of 
patented  property  or  of  any  species  of  property  requires  public 
patronage  and  government  aid — as,  for  instance,  the  use  of  pub- 
lic ways  and  the  exercise  of  the  right  of  eminent  domain — ^the 
State  may  impose  such  conditions  and  regulations  as  in  the 
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judgment  of  the  laTmiakiiig  power  are  necessary  to  promote  the 
public  good/'  In  State  v.  Delaware  &  A.  Tel.  &  Tel.  Co.  (C. 
C),  3  Am.  ElectL  Oas-  533,  47  Fed.  633,  640,  Wales,  J.,  after 
oommentiiig  upon  many  deeisioBS,  says:  ^^From  the  foregoing 
review  of  the  law  it  follows  that  the  reBpondent  is  a  common 
carrier  which  has  offered  to  the  public  the  use  of  a  telephonic 
system  for  the  rapid  conveyance  of  oral  messages  from  one  point 
to  another ;  that  one  of  the  most  important  duties  of  a  common 
carrier  is  that  it  shall  serve  all  persons  alike;,  impartially,  and 
without  unreasonable  discrimination,"  etc.;  and  the  decision 
proceeds  to  declare  a  contract  contrary  to  this  duty  to  be  void  as 
against  public  policy.  To  the  same  effect  as  to  the  general  rela- 
tions of  a  telephone  company  to  the  public  are  Atlantic  &  P. 
Tel  Co.  V.  W.  U.  Tel.  Co.,  1  Am.  Electl.  Cas.  81,  4  Daly,  527 ; 
Chesapeake  &  P.  Tel.  Co.  v.  Baltimore  £  0.  Tel.  Co.,  3  Am. 
Electl.  Cas.  196,  66  Mi  399,  7  AtL  809 ;  State  v.  Bell  Tel. 
Co.  (C.  C),  2  Am.  ElectL  Cas.  404,  23  Fed.  539 ;  Delaware  £ 
A.  Tel.  &  Tel.  Co.  v.  State,  4  Am.  Eleca  Cas.  579,  2  C.  C.  A. 
1,  50  Fed.  677;  and  other  cases  which  assume  the  principles 
above  stated  as  settled  law,  and  discuss  various  applications  of 
them. 

The  defendant  does  not  argue  against  these  general  proposi- 
tions of  law,  but  insists  that  it  is  reasonable  for  it  to  claim  the 
right  to  furnish  and  control  the  whole  telephonic  plant  on  the 
premises  of  a  subscriber  which  shall  be  connected  with  its  lines. 
We  cannot  assent  to  all  the  reasoning  of  the  defendant's  counsel 
in  support  of  this  proposition.  We  are  inclined  to  believe  that 
his  apprehension  of  danger  from  other  electric  conductors  on  the 
subscriber's  premises  is  exaggerated.  The  fact  that  the  com- 
pany has  submitted  to  a  modus  vivendi  with  the  complainant 
since  it  first  knew  of  his  use  of  an  extension  set,  which  has  con- 
tinued the  attachment  till  the  present  time  without  any  serious 
accident^  indicates  that  m  this  instance  safety  is  not  a  control- 
ling consideration.  And  we  cannot  agree  that  any  slight  modi- 
fication by  the  subscriber  of  the  use  of  the  instrument  placed  in 
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his  houBe^  ss  e  g.hy  the  attacfameat  of  a  f imnel  for  magnifying 
the  sound;  would  constitute  a  trespass  on  ihe  property  of  the 
oompanyy  in  the  technical  meaning  of  the  word.     Neither  does 
it  appear  that  the  addition  of  an  eoctensicm  set  to  a  customer's 
circuit  increases  the  labor  of  the  operator  at  the  switchboard. 
So  long  as  the  subscriber  is  entitled  to  the  use  of  the  line  as 
often  as  his  business  requires^  and  but  one  penson  can  use  the  line 
at  a  time  either  thiou^  the  main  telephone  or  the  extension  set, 
there  can  be  no  more  calls  seoA  in  than  the  rates  already  estab- 
lished have  contemplated.     Luleed^  the  saving  of  time  to  the 
central  office  by  reason  of  the  superior  accessibility  of  the  cos- 
tomer,  who  has  an  extension  set  nearer  than  the  telephone  is  an 
advantage  to  the  company.     But  we  do  believe  that  the  claim 
finds  justification  and  support  in  the  nature  of  the  service  and 
the  agencies  employed  in  it.     The  telephone  circuit  includes 
delicate  instruments  actuated  by  currents  of  electricity  of  feeble 
power.     The  introduction  into  a  circuit  of  extension  sets  re- 
quires technical  skill  to  secure  perfect  adaptation  to  the  original 
circuit  and  its  appliances.     It  seems  plain  to  us  that  this  should 
be  the  work  of  the  same  party  which  builds  and  operates  the 
original  circuit,  and  subject  to  the  same  routine  of  inspection. 
The  original  circuit  and  the  additions  to  it  should  be  a  unit  in 
construction,  operation,  and  management     The  circulation  of 
the  electric  current  by  which  the  telephone  is  operated  differs 
essentially  from  the  distribution  of  illuminating  gas,  though 
both  are  supplied  from  a  central  source  and  used  upon  the  prem- 
ises of  a  customer.     The  gas  which  is  supplied  through  a  meter 
is  forever  after  beyond  any  control  of  the  producer.     No  use 
that  the  customer  makes  of  it  can  react  so  as  to  affect  the  comr 
pany  or  its  distributing  system.     Whether  a  cubic  foot  of  gas 
is  used  for  light  by  means  of  one  burner  or  another,  or  for  heat- 
ing by  one  system  of  stove  or  furnace  or  another,  can  make  no 
possible  difference  to  the  manufacturer,  and  hence  it  would  be 
unreasonable  for  a  gas  company  to  insist  upon  supplying  stoves 
or  burners,  or  to  dictate  in  what  position  on  the  premises  the  gas 
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should  be  finally  consuniecL  An  electric  current,  on  the  con- 
trary, does  not  terminate  in,  but  passes  through,  the  customer's 
premises.  The  circuit  must  be  complete,  either  wholly  along  a 
metallic  conductor,  or  partly  through  the  earth.  The  current 
while  passing  from  as  well  as  to  the  premises  of  the  customer 
exerts  its  natural  influence  upon  conductors  and  resistances 
which  it  encounters.  Any  resistance  or  interruption  affects  or 
is  liable  to  affect  the  whole  system.  Any  appliance  introduced 
anywhere  to  modify  the  action  of  the  current  may  produce  re- 
sults at  any  other  point  in  the  circuit  When  the  telephone  is 
in  use  the  subscriber's  circuit  is  connected  with  that  which  in- 
cludes his  correspondent,  and  in  practice  may  be  connected  with 
one  circuit  after  another  throughout  the  whole  systenu  A 
company,  therefore,  furnishing  the  use  of  an  electric  current 
generated  by  its  own  apparatus  may  reasonably  require  that  it 
shall  not  be  diverted  over  other  channels,  and  used  to  actuate 
other  appliances  with  which  the  company  is  not  familiar,  and 
which  have  not  received  its  approvaL  Now,  the  best  adaptation 
of  an  extension  set  to  the  system  to  which  it  is  added,  and  the 
best  supervision  of  such  a  set  and  system,  and  the  best  service  to 
a  customer,  may  reasonably  be  expected  when  the  whole  system 
and  its  extensions  are  installed  and  controlled  by  the  company. 
It  is  therefore  reasonable  that  the  company  should  insist  upon 
the  right  to  furnish  extension  sets  when  they  are  desired,  or  in 
the  alternative  refuse  to  give  or  continue  its  servica  In  the 
words  of  the  Supreme  Court  of  Illinois  in  People  v.  W.  U.  Tel, 
Co,,  46  N.  E.  731,  it  'Tias  a  right  to  choose  its  own  agenciee  for 
the  performance  of  its  duties."  But  this  right  is  contingent, 
and  not  absolute.  It  is  subject  to  the  obligation  we  have  alluded 
to  above,  viz.,  that  the  company  shall  be  able  and  willmg  to  fur- 
nish extension  sets  as  efficient  and  convenient  as  the  state  of  the 
art  affords.  It  is  the  duty  of  the  company  to  keep  abreast  of  the 
march  of  improvement,  so  as  to  serve  its  customers  as  conven- 
iently as  they  can  provide  for  themselves  from  the  marke*.  Such 
improvements  and  extensions  as  are  offered  must  not  be  accom- 
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panied  with  extortionate  demandB  for  oompensation,  so  as  to 
render  the  offer  nugatorjr.  The  price  charged  for  the  extra 
aocommodation  muBt  bear  some  propoition  to  the  actual  ooet  of 
it,  and  the  additional  burden  of  care  and  nmintenancei  While 
the  court  exercises  no  supervision  over  the  pricee  fixed  by  a  tele- 
phone company  generally,  it  must  consider  the  amount  charged 
for  the  performance  of  a  duty  to  a  customer,  in  deciding  upon 
the  reasonableness  in  any  particular  case  of  requiring  the  cusf- 
tomer  to  seek  such  service  exclusively  of  the  company.  So 
long  as  the  company  observes  these  equitable  principles  in  acting 
under  its  rule,  the  court  will  consider  its  action  reasonable  and 
will  sustain  it  If,  however,  the  company  neglects  its  duly  to 
the  public,  and  is  not  provided  with  the  means  to  secure  the 
accommodation  of  its  customers,  or,  having  at  its  conunand  such 
appliances,  refuses  to  furnish  them,  except  at  exorbitant  rates, 
we  cannot  question  the  right  of  the  customer  to  supplement  the 
imperfect  service  of  the  company  with  approved  appliances  pro- 
cured elsewhere,  provided  that  such  appliances  can  be  used  in 
connection  with  the  company's  circuits  without  detriment  to 
their  harmonious  operation.  We  think,  however,  that  before  a 
customs  is  justified  in  each,  an  invasion  of  the  prima  facie 
rights  of  the  company  he  must  apply  to  the  company  to  famish 
the  additional  accommodation  desired,  and  if  the  company  re- 
fuses or  couples  its  consent  with  unreasonable  conditions  he 
must  be  prepared  to  show  affirmatively  that  the  appliance  which 
he  annexes  to  the  company's  system  is  not  injurious  to  the  sys- 
tem or  its  operation  before  he  can  have  the  assistance  of  a  court 
of  equity  to  compel  the  company  to  include  his  devise  in  their 
service.  The  complainant  does  not  bring  himself  within  these 
limitations.  He  began  by  annexing  to  the  defendant's  circuit 
an  apparatus  of  his  own  selection,  without  first  requesting  the 
company  to  furnish  him  with  an  extension  set^  or  asking  their 
terms  for  such  extension  of  their  service.  In  regard  to  the  set 
which  he  uses,  he  has  not  made  it  clear  that  it  is  suitable  for  use 
with  the  grounded  circuit  which  he  hires  of  the  company.     The 
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company  itself  does  not  use  this  apparatus  in  oonneGtion  with 
grounded  circuits.  It  is  plain  that  the  oomplainant  has  no  right 
to  insist  upon  a  particular  form  of  apparatus  if  the  company 
are  ready  to  furnish  one  which  will  substantially  accomplish  the 
same  purpose,  and  which  is  adapted  to  the  circuit  liiey  operata 
It  does  not  appear  from  any  evidence  m  the  case  that  they  have 
not  been  and  are  not  now,  ready  and  willing  to  do  this  for  a 
reasonable  compensation.  On  the  contrary,  they  say  they  are 
willing  and  offer  to  do  sa  In  these  circumstances,  an  mjuno* 
tion  must  be  refused. 

Stiness,  C.  J.  (dissenting):  Agreeing  with  the  general 
statements  of  law  in  the  foregoing  opinion^  I  am  unable  to  agree 
with  its  conclusion,  which^  to  my  mind,  is  inconsistent  with  it 
Having  said  that  the  defendant's  proposition,  that  it  should  have 
the  nght  to  furnish  and  control  the  whole  tele[^onio  plant  on 
the  premises  of  a  oubscriber  cannot  be  assented  to  in  full,  and, 
further,  that  ^'such  improvements  as  are  offered  must  not  be 
accompanied  with  eirtorUonate  demands  for  compensatioiny  so 
as  to  render  the  offer  nugatory,'^  and  that  ^'if ,  however,  the  com- 
pany neglects  its  duty  to  the  public,  and  is  not  provided  with 
jieans  to  secure  the  accommodation  of  its  customers,  or,  having 
at  Its  command  such  appliances,  refuses  to  furnish  them,  ex- 
cept at  exorbitant  rates,  we  cannot  question  the  right  of  the 
customer  to  supplement  the  imperfect  service  of  the  company 
with  approved  appliances  procured  elsewhere,  provided  that 
such  appliances  can  be  used  in  connection  with  the  company's 
circuits  without  detriment  to  their  harmonious  operation,"  the 
logical  result  from  the  facts  in  this  case  is  a  decree  for  the  com- 
plainant The  opinion  asserts  the  rights  of  a  subscriber  to 
supplement  the  service  of  the  company  under  two  conditions, 
both  of  which  appear  in  this  case.  First  If  the  company  de- 
mands exorbitant  ratea.  The  complainant  now  receives  satis- 
factory service  for  $82  per  year,  and  the  cxnnpany  demands 
$220  for  the  same  servica  The  extension  instrument  costs 
$12.50  at  retail,  and  the  company  diarges  $18  per  year  for  the 
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use  of  it — at  least  $160  per  cent  of  its  cost  The  additional 
charge  is  made  for  a  metallic  circuity  which  is  neither  shown  to 
be  necessarjr  nor  of  advantage  to  the  subscriber  or  to  the  oom- 
panjy  except  in  the  matter  of  income  to  the  company.  Under 
these  circnmstanceB;  the  company's  demand  is  manifestly  ezorb' 
itant  Second.  No  detriment  to  the  company  is  shown  by  the 
complainant's  use  of  the  extension  set,  either  in  its  demand 
upon  service  or  in  safety.  On  the  contrary,  the  opinion  is  in 
favor  of  the  complainant  on  both  of  these  grounds.  I  am  there- 
fore unable  to  see  any  sufficient  reason  for  refusing  the  oom- 
plainant's  prayer  for  an  injunction. 


NoTB. — ^In  Sterne  «.  Metropolitan  Teleph.  d  Tel.  Co.,  New  York  Suprane 
Court,  Appellate  Diyision,  First  Department,  June,  1897  (19  App.  Div. 
316),  an  action  for  an  injunction  restraining  a  telephone  company  from 
removing  a  telephone  from  plaintiflTs  place  of  business  unless  he  would 
make  a  new  contract  at  an  advanced  rental,  held,  assuming  that  the  de- 
fendant's business  was  such  that  it  was  bound  to  furnish  telephone  service 
to  the  plaintiff  upon  the  payment  of  a  reasonable  compensation  therefor, 
that  testimony  as  to  the  contents  of  defendant's  books  of  accounts  waa 
necessary  and  material  so  as  to  warrant  the  granting  of  an  order  for  in- 
spection under  section  872  of  the  Code  of  Civil  Procedure. 

In  Gould  V,  Edison  Eleo.  Ilium.  Co.,  New  York  Supreme  Courts  Special 
Term,  First  Department,  October  25,  1899  (29  Misc.  Rep.  241),  held,  that 
a  stipulation  in  a  contract  for  electric  lighting,  fixing  a  minimum  monthly 
charge  of  $1.50,  was  reasonable  within  the  meaning  of  section  65  of  the 
Transportation  Corporations  Law. 

In  Western  Union  Tel.  Co.  v.  Myati,  U.  S.  Circuit  Court,  District  of 
Kansas,  November  27,  1899,  held,  that  the  legislature  of  Kansas  having,  by 
a  statute  (Sp.  Sees.  Laws  1898,  c.  38),  fixed  a  maTimnm  rate  on  tel^^ph 
messages  between  points  in  the  State,  and  charged  the  court  of  visitation 
of  the  State  with  the  duty  of  enforcing  such  rate  unless  it  should  judi- 
cially determine  it  to  be  unreasonable,  and  it  having  been  adjudged  that 
inch  court  is  without  judicial  power  to  determine  the  reasonableness  of 
such  rate,  a  telegraph  company,  upon  a  showing  that  the  rate  so  fixed  is 
below  the  actual  cost  of  the  service,  is  entitled  to  an  injunction  restraining 
the  enforcement  of  such  rate  on  the  ground  that  its  enforcement  would 
operate  to  deprive  it  of  its  property  without  due  process  of  law,  and  would 
be  a  denial  of  the  equal  protection  of  the  laws. 

In  Ashley  v.  Rooky  MountaH/n  Bell  Teleph.  Co.,  Montana  Supreme  Court, 
April  22,  1901  (64  Pac.  Rep.  766),  a  telephone  contract  providing  for  pay- 
ment in  advance  authorized  the  company  to  terminate  the  contract  and  re* 
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move  the  telephone  on  default  in  payment,  by  serving  written  notice  on  the 
subscriber,  and  provided  that  the  contract  could  not  be  varied  or  waived 
except  by  a  writing  signed  by  the  general  manager  of  the  company.  The 
company's  collector  called  for  a  month's  installment  of  rent  on  the  day  oo 
which  it  was  due,  but  as  the  subscriber  did  not  have  his  check  book  witb 
him,  the  collector  suggested  that  he  would  call  again  the  following  day 
The  company  thereupon  gave  written  notice  cancelling  the  contract,  and 
refused  payment  when  tendered  the  next  day.  The  subscriber  succeeded 
in  an  action  against  the  company,  and  was  allowed  judgment  for  continued 
damages  alleged  to  have  been  sustained  by  him  through  loss  of  business  at 
his  livery  stable,  where  the  telephone  had  been  under  the  contract.  Thi 
judgment  was  reversed,  the  court  assigning  as  grounds  of  error,  refusal  oi 
the  trial  court  to  instruct  the  jury  that  the  failure  to  pay  the  collector  on 
demand  authorized  the  company  to  forfeit  the  contract  unless  there  was  a 
written  extension  signed  by  the  general  manager.  It  was  also  held  that 
the  company  might  show  in  mitigation  of  damages  that  it  offered  to  replace 
the  telephone  on  payment  of  the  cost  of  connection,  since  the  plaintiff  was 
required  to  do  every  act  in  his  power  to  decrease  the  damages. 
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ABUTTING  OWNER,  RIGHTS  OF,  AS  TO  USE  OF  HIGHWAY  FOR 
ELECTRICAL  PURPOSES— See,  also.  Trees. 

( 1 ) — ^Telegbaph  and  Telephone. 

Abutter  owning  fee  of  highway,  entitled  to  compensation I,  565; 

II,  237;  III,  184,  865n;  IV,  140,  146;  V,  92;  VI,  120;  VII,  277,  285. 
Owning  fee,  not  entitled  to  compensation I,  571,  801;  V,  87,  111; 

VI,  107 ;  VII,  241,  361,  270. 

Not  owning  fee,  not  entitled  to  compensation . .  I,  709 ;  FV,  73 ;  VII,  253 

Entitled  to  compensation   VII,  724n 

Not  entitled  to  compensation VII,  256,  424n 

Fee  in  city  for  street  use  only,  telephone  not  authorized  by  legislature 

against  abutter's  rights   I,  662 

Entitled  to  compensation  if  deprived  of  light,  air  and  access II,  210 

No  preliminary  injunction  for  threatened  wires  without  poles.  .II,  218 

Certain  predicted  injuries  insufficient  to  warrant  injunction II,  222 

Erection  of  telephone  poles  in  defiance  of  statute,  without  condemna- 
tion, enjoined ., II,  259 

Limitation    of    power    of    selectmen    in    Vermont,    to    award    dam- 
ages    IV,   142 

Injunction  to  prevent  renewing  poles  and  increasing  number  of  wires, 

denied   V,   184n 

Having  consented  to  placing  poles  and  wires,  estopped  from  interfer- 
ence, and  enjoined   V,  102 

Erection  of  telephone  pole  in  froni;  of  door  or  window  enjoined.  .V,  109 
For  interference  with  proper  enjoyment  of  premises,  entitled   to  re- 
moval of  pole  and  damages VII,  285 

Right  to  maintain  line  not  acquired  by  adverse  possession VII,  424n 

Ejectment  lies  to  remove  line,  left  on  land  by  change  of  highway. . . . 
VU,  424n. 

Punitive  damages  against  telephone  company   for   cutting  trees 

VII,  426n. 

Telephone  line  in  conduits  not  enjoined VII,  424n 

Not  entitled  to  compensation  for  erection  of  telegraph  poles  on  rail- 
road right  of  way I,  271,  863n 

(881) 
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ABUTTING  OWNER,  ETC,— {Contioued). 

ContrK,  if  telegraph  iotended  e,B  part  of  commercial  line Ill,  109 

Virginia  Cod«,  authorising  poles  in  streets  without  compenaatioii,  nn- 
coDstitutlonal   in,   IM 

(2)— EucTBic  Light. 

Abutter  owning  fee  of  higbwaj,  entitled  to  compeniation I,  4S3 

IV.  148;  VI,  128. 

Owning  fee  of  highway,  entitled  to  eompensation  for  private  light- 
ing     vn.  312,  31» 

Not  entitled  to  compensation  lor  public  lighting I,  608,  554;   III, 

203,  207;  V,  130;   VII,  298. 

Easement  of  light,  air  and  access  cannot  be  impaired  with  legialatiTe 
permission,  without  compensation I,  6S9 

Id  action  to  restrain  from  cutting  down  poles,  Taliditj'  of  ordinance 
granting  franchise  cannot  be  questioDed Ill,  211 

(3) — EixcTBTO  Stbbbt  Railway. 

Abutter  not  entitled  to  compensation  for  overhead  poles  and  wires, 
U,  262;  III,  215,  231,  230,  273,  283,  306,  314.  321,  326;  IV,  1S2,  163,  168. 
160,  163,  172,  202,  206;  V,  137,  146,  152,  150;  VI,  137;  VII,  369,  3«7, 
368,  425d. 

Entitled  to  compensation V.  166;  VI,  148;  VH,  32S,  345 

Railway  not  additional  servitude  on  country  highway VII,  383 

Court  equally  divided HI,  333 

Never  adjudicated  in  New  Jersey  as  to  rural  highway V,  179 

Statute  allowing  compensation  for  otlier  electric  lines,  construed  not 

to  include  railways VII,   436n 

No  compensation  for  necessary  removal  of  trees Vtl,  337 

Question  of  legislative  authority  to  occupy  street  cannot  be  raised  by 

Abutting  owner   Ill,  269 

Temporary  injunction  to  restrain  erection  refused Ill,  227 

Granted  necessity  of  pole  in  given  vicinity,  removal  from  giTcn  posi- 
tion refused  in.  203 

Entitled  to  cofupensation  if  deprived  of  light,  air  and  aecMS m, 

IBS;  IV,  189;  V,  184n;  VII,  328,  345,  359,  425n. 
Slight  obstruction  doing  no  irreparable  injury,  not  enjoined.  .Ill,  283 

Changing  grade,  though  impeding  access,  not  enjoined IV,  206 

Interference  with  accustomed  badcing  wagons  to  sidewalk,  not  en- 
joined    IV,  103,  202;   V,  1S6 

Single  wire  twenty  feet  above  sidewalk  imposes  no  new  burden,  IV,  173 
Additional  and  extended  switches  require  consent  of  abutting  owner. . 
IV,  218n. 

May  inquire  by  certiorari  into  validity  of  ordinance  permitting  erec- 
tion of  pole rv,  30.  40 

Granted  Injunction  as  nuisance  restraining  construction V.   175 
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ABUTTING  OWNER,  ETC.— (Continued). 

Injunction  against  impairment  of  easement  of  access  denied;  remedy 
in  damages VI>  151n 

Maintenance  of  unsightly  poles  in  residence  street^  restrained  as  un- 
reasonable   V,  125 

Stay  of  proceedings  restraining  construction  vacated V,  136 

Preliminary  injunction  restraining  construction  held  properly  va- 
cated   .VI,  150 

ADMISSIONS  OF  A6ENTS--Seb  Teubobaph  Company  (3). 

AQENCT— See  Teubobaph  Company  (5). 

APPLIANCES  AS  PROPERTY. 

Telegraph  poles  and  wires  are  real  estate  for  purposes  of  taxation,  I,  326 

Covered  by  mortgage  of  real  estate I,  753 

Electric  light  wires  held  covered  by  mortgage II,  331 

Telegraph  poles  realty  and  their  cutting  trespass II,  336n 

Telegraph  wires  not  realty II,  882n 

"Structure"  within  Mechanics'  Lien  Act Ill,  527 

Appurtenant  to  real  estate  within  Mechanics*  Lien  Act IV,  551 

Personal  property  for  purposes  of  taxation IV,  559 

Fixtures  within  Mechanics'  Lien  Law V,  626 

Electric  light  "apparatus"  in  mortgage  includes  lamps  in  street^  V,  63(hi 

Personal  property  for  purposes  of  taxation VI,  659 

Trade  fixtures,  removable  by  tenant  during  term VI,  667n 

Telephone  appliances  are  subject  to  execution VII,  820 

Electric  light  pole  line  covered  by  mortgage  on  plant  in  another 

borough  VII,  827n 

Electric  railway  is  real  estate  within  tax  law VII,  827n 

BURDEN  OF  PROOF— See  Telegraph  Company  (6). 

CIPHER  DISPATCHES— See  Telegbaph  Company  (7). 

COMPARATIVE  NEGLIGENCE— See  Telegbaph  Company  (8). 

CONDEMNATION— See  Eminent  Domain. 

CONNECTING  LINES— See  Telegbaph  Company  (9). 

CONSTITUTIONAL  LAW— See,  also,  Telegbaph  Company  (11). 

(1) — Statutes  and  Obdinances  Held  Vaud. 

Statute   authorizing   appliances   in    street  without   compeiiBation   to 
abutting  owners  I,  571 
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CONSTITUTIONAL  LAW—  ( Continued ) . 

Authorizing  condemnation  of  turnpike  for  tel^^aph  line I,  343 

Authorizing   street  railway,   not   providing  for   advance  payment  of 

damages  to  abutting  owners Ill,  314 

Authorizing  change  from  horses  to  electric  motors,  with  municipal 

consent    VI,  137 

Permitting  street  railway  to  cross  steam  railroad  at  grade IV,  237; 

V,  261n. 

Compelling  protection  of  motormen  by  enclosures V,  614,  619 

Same  valid,  except  in  one  particular VII,  806 

New  York  Subways  acts   II,  176,  197,  195;  IV,  122 

Permitting  use  of  other  than  animal  power  for  street  railways  with 

municipal  consent IV,  24 

Requiring  city  to  purchase  private  plant  before  eng^aging  in  electric 

lighting  V,  631 

Prescribing  duties  of  telegraph  and  telephone  companies  as  common 

carriers   VI,  694 

New  York  Electrocution  Act Ill,  834,  842 

Massachusetts  Electrocution  Act VII,  817 

State  statute  taxing  non-resident  telegraph  company I,  415 

Taxing  gross  receipts  of  telegraph  company I,  844 

Even  as  to  interstate  messages,  in  part I,  214,  756 

City  charter  allowing  imposition  of  license  fee  upon  telegraph  com- 
panies     I,  149 

Limiting  telegraph  rates  within  the  State II,  27 

Taxing  receipts  of  telegraph  company  from  intrastate  commerce 

II,  68;  IV,  626. 

Imposing  tax  on  telegpraph  company  based  upon  proportionate  length 

of  line   II,  57;  III,  20;   IV,  606 

Ordinance  imposing  license  tax  on   telegraph  companies,  though  en- 
gaged in  interstate  business   IV,  615 

If  interstate  and  government  business  excluded IV,  620 

Statute  permitting  municipal  license  fee  based  on  number  of  poles  and 

length  of  wire  in  streets   IV,  92 

Statute  authorizing  "just  and  reasonable"  telegraph  rates  as  to  line 

passing  through   another   State    IV,  586 

Indiana  statute  taxing  telegraph  companies V,  646 

State  privilege  tax  on  telegraph  company  based  on  length  of  line  in 

State   V,  636 

Ordinance  imposing  tax  on  telegraph  company  confined  to  business 

within   city    ; V,  663 

Statute  authorizing  telegraph  lines  in  highway,  subject  only  to  public 

convenience V,  87 

Indiana  statute  for  taxation  of  telegraph  companies VI,  621 

"Nichols  Law*'  of  Ohio,   for  assessment  of  telegraph  and  telephone 

companies    VI,  637n 
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CONSTITUTIONAL  LAW—  ( Continued ) . 

Statute  providing  penalty  for  refusal  of  telegraph  company  to  pay 
tax  VI,  637n 

Statute  prohibiting  contracts  limiting  time  to  present  claims  against 
telegraph   companies    IV,  799 

Indiana  telegraph  statute,  even  as  to  extra  State  messages I,  G32, 

643,  782. 

Statute  taxing  telegraph,  telephone  or  electric  light  lines,  meaning 
property  within  town  or  ward  Ill,  50n 

(2) — Statutes  and  Ordinances  Held  Invalid. 

Statute  making  arbitration  compulsory   in  condemnation   proceeding 

for  telegraph  line  with  no  means  of  enforcing  award I,  32 

Postroads  Act  would  be,  if  enforcible  without  compensation  or  con- 
sent     I,    111 

Statute  imposing  tax  on  interstate  and  government  messages ....  I,  373 

Statute  taxing  telegrams  passing  through  other  States II,  88 

Imposing  or  authorizing  license  tax  on  telegraph  companies  engaged 

in  interstate  commerce II,  79 

Taxing  telegraph  companie<3  on  receipts  of  interstate  telegrams.  .Ill,  I 
Fixing  tax  per  mile  upon  line  of  telegraph  company  doing  interstate 

business Ill,  13 

Ordinance  imposing  tax  on  telegraph  company Ill,  52,  56 

Statute  authorizing  license  fee  of  telegraph  company Ill,  56 

Taxing  telephone  company  doing  interstate  business  upon  gross  re- 
ceipts     Ill,   9 

CONTRACT — See,  axso,  Discrimination. 

Telegraph   company  contracting  to  furnish   correct  information,   not 

excused  because  misinformed I,  147,  208 

Contract  respecting  ^'futures,"  illegal,  and  no  basis  of  damages.  .II,  496 
Contract  for  furnishing  "ticker,*'  held  unreasonable,  in  respect  to  re- 
moval of  instrument,  at  discretion II,  373 

Contracts  for  exclusive  right  to  maintain  telegraph  line  along  railroad 
right  of  way,  held  void  for  various  reasons. . .  .1,  250,  288,  306,  402,  601, 
623,  677,  721. 

Held  ineffective  to  bar  right  of  eminent  domain I,  190 

Held  valid,  as  not  creating  monopoly  or  repressing  competition . .  I,  246 
Contract  of  board  of  electrical  control   with   subway  company,   held 

illegal    Ill,   132 

Contracts  of  American  Bell  Telephone  Company  with  local  companies, 

considered  and  explained Ill,  26 

Contracts  of  railroad  with  telegraph  companies,  construed....!,  194, 
246,  395;  III,  854n. 
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CONTRIBUTORY    NEGLIGENCE — See    DAsaEsottB  Appuanceb,  C.  D; 
Electbio   Stsett   Railway,    Recipbocai,   Duties    (2),    (4) ;    l^ix- 

GRAPH  COHPANT  (11). 

DAMAGES — See  Teleqrapu  Coupany  (12), 
DANGEROUS  APPLUNCES. 

A.  INJURY  BY  HLKCTRICITY. 

(1) — Dbobeb  or  Cask. 

Perfect  inaulation  aod  protection  required  at  placea  ol  probable  con- 

Uct  witb  wires VI,  255;  VII,  521,  571 

Perfect  protection,  where  pereoDS  have  right  to  be   for   buBiness  or 

pleMure VH.  687 

Protectioa  to  persons  where  liable  t«  contact VII,  576 

Utmost  care  in  coastruction,  inspection  and  repair V,  264,  278 

Highest  d^ree  of  care VII,  487,  630,  642 

Highest  degree  of  care  coramensurate  with  danger VT.  SOSn 

High  d^ree  of  care  VI,  275;  VII,  529 

Very  great  care  V,  318;  VII,  583 

Bound  to  make  etreets  for  travelers'  lawful  use  subptantiallf  safe  as 

before  VI.  210 

ReABonable  care   to  protect  person   where  reastnuibl;  probable  to   be 

working   VI,  262;  VII.  557 

All  care  that  reasonable  person  can  take VTT.  032 

Bound  to  use  ordinary  care  and  skill  both  to  public  using  streets  and 

to  any  one  where  he  has  a  right  to  be V,  325 

Bound  to  at  least  ordinary  diligence  to  protect  employes  of  other 

companies  V,  312;  VT,  271,  275 

D^I7ee  of  care  commensurate  with  danger   VII,  487 

Only  ordinary,  depending  on  circumstances   VII,  ~,'>2n 

To  employe  of  another  company,  only  ordinary VII,  748 

Bound  to  use  approved  devices  for  arresting  lightning  if  danger  rea- 
sonably apprehended    VII,  707 

Bound  to  use  known  appliances  and  care  to  prot«ct  customers  and  the 

public  \'TI,  754n 

Bound   to   protect  electric  light  wires,  employing  sufficient  men   and 

proper  dertces,  after  storm VII,  433 

Company  furnishing  electricity   responsible,   ownership   of   wires   im- 
material   VII.  588 

Telephone  company  deemed  to  have  special  knowledge  and  skill  in 

maintaining  and  operating  line VTI,  707 

Cannot  escape  liahilify  because  wire  moved  by  extraneous  cause.,.. 
VII,  BOfl. 
Not  obliged  te  constantly  patrol  line VH,  565 
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CONTRIBUTORY  NEGLIGENCE—  ( Continued ) . 

Not  bound  to  insulate  wires  where  person  not  expected  to  go VH, 

598,  611,  751n. 

Electric  light  company  not  bound  to  protect  telephone  linemen  on  roof 

merely  crossed  by  wires V,  300 ;  VII,  568 

Held  responsible  for  failure  to  insulate  on  roof VII,  752n 

Bound  to  anticipate  danger  of  dead  wire  breaking  and  falling  on  live 

one   VII,  763n 

Wires  down  several  hours  after  sudden  storm  not  negligence  per  9e. . . . 
VII,  605. 

Not  negligent  to  use  single  rather  than  braided  wire .VII,  447 

Not  responsible  to  person  who  breaks  down  and  exposes  wire . .  VII,  529 

No  duty  to  man  killed  in  company's  yard VII,  754n 

No    recovery    in    absence    of    notice    of    defect    or    time    it    had    ex- 
isted     VII,  753n 

Not    liable    where    fire    caused    by    defective    wiring    done    by    an- 
other        VII,  715 

Knowledge    of    superintendent    or    employe    not    imputed    to    com- 
pany       VII,  715 

Degree  of  care  to  protect  against  fire VII,  754n 

Circumstances  warranting  submission  to  jury VII,  447 

(2) — Res  Ipsa  Loquttub. 

Injury  by  contact  with  wire  where  insulation  defective,  where  person 

liable  to  be,  conclusive  proof  of  negligence VI,  256 

Fact  that  live  wire  hangs  within  reaching  distance  of  street  or  side- 
walk raises  presumtion  of  negligence V,  264,  278,  VI,  210,  302n; 

VU,  447,  473,  508,  524,  535,  594,  661. 

Horse  injured  in  street  by  shock  from  trolley  railway VT,  234; 

VII,  444. 

Leaving  electric    light  wire    unguarded  on  pavement  while  altering 

lines  VII,  663 

Improper  insulation  on  roof,  where  persons  liable  to  work V,  326 

Wires  too  low  on  roof  where  persons  liable  to  work V,  318 

Insulation  abraded  by  contact  with  iron  brace,  where  person  liable 

to  be VII,  456 

Live    wire    endangering    property    and    injury    while    trying    to    re- 
move   VII,  4^3 

Uninsulated  wires,  insulation  required  by  ordinance VII,  644 

Trolley  car  in  blaze  of  fire  and  passenger  injured.  VII,  675,  677,  683,  692 

Passenger  injured  by  electricity  from  car IV,  332 

Testimony  insufficient  to  necessarily  overcome  presiunption ...  VII,  635 
Advantage  of  rule  not  lost  by  allegation  in  pleading VII,  661 

(3) — Joint  Liabilitt. 

Telephone  wire  broken  and  fallen  upon  unguarded  trolley  wire;  joint 
action  sustoined Ill,  477;  VI,  210,  217,  223 
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Sune,  qucBtions  for  jury VII,  543 

Telephone  Mid  electric  light  companiee,  wires  crosaing  witboat 
gujtrds   VII,  626 

Tdegnph,  electric  light  and  trolley  railway,  proximity  of  wires, 
VIl,  602. 

Electric  light  company  and  city,  broken  wire  in  itreet  three  mtka, 
jointly  liable  VII,  S3» 

Electric  li^t  and  telephone  companies,  judgment  for  one  and  against 
the  other  VII.  746 

(4) — Ir  Gbkbbai- 

Telephone  wire  hanging  in  highway,  proximate  cause  of  injury  bj 
lightning  IV,  S42 

Telephone  company  liable  (or  injury  from  wire  hung  by  it  upon  electrie 
light  pole  though  removed  by  light  company IV.  349 

Trolley  company  responsible  where  horse  killed  by  shock  caused  by 
trolly  pole  breaking  telephone  wire IV,  362 

Railway  company  not  liable  for  shock  from  telephone  wire  broken  and 
falling  on  trolley  wire IV,  S67 

Boy  not  deprived  of  remedy  as  "traveler"  because  playing  in  street 
when  injured   IV,  S72 

Person  picking  up  loose  telephone  wire  to  remove  it  from  street,  not 
deprived  of  etatutory  remedy  as  "traveler" IV,  374,  377n 

Trespasser  cannot  recover IV,  378 

Electric  light  company  negligent  for  leaving  live  wire  on  ground  at 
Btreet  crossing  V,  272 

Broken  telegraph  wire  falling  across  electric  light  wire,  negligence  and 
proximate  cause  (or  jury V,  883 

Whether  electric  railway  company  bound  to  maintain  guard  wires, 
question  for  jury V,  293 

No  recovery  to  person  injured  by  electric  light  wire,  there  beil^  no 
privity  of  contract V,  332 

Lineman  of  one  company  injured  by  shock  from  wires  of  another, 
question  of  negligence  (or  jury V,  31E 

Telephone  company  held  liable  for  barn  burned  by  lightning  conducted 
over  unused  wire V,  335 

Evidence  sulHcient  to  warrant  decision  that  telephone  wire  chained 
through  feed  wire  of  railway VI.  210 

Inference  that  telpphone  wire  charged  from  trolley  wire  warranted, 
without  direct  evidence  of  contact VT,  217 

HaintenaTu?e  of  uninsulated  electric  light  wire  in  street  crowded  with 
live  wires,  warrants  finding  of  negligence VI,  242 

Same,  on  reel,  at  foot  of  electric  light  pole,  gross  negligent.  .  .  .VI,  238 

Instructions  to  jury  held  not  reversible  error VI.  245 

Circumstances  sufl^cient  to  warrant  infererce  of  death  by  shock.  VT,  271 
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Fact  of  insulation  is  evidence  that  company  knew  danger VI,  275 

Fact  of  apparent  insulation  calculated  to  inspire  reliance  upon  safety 

of  wire VI,  275 

Trolley  company  not  bound  to  anticipate  accident  to  electric  light 

lineman  VI,  285 

Negligence  in  maintenance  of  wires  proximate  cause  of  injury,  VII,  433 
Plaintiff  bound  to  establish  that  injury  not  only  might  have  been,  but 

was,  due  to  negligence VII,  447 

Question  whether  injury  by  shock  and  if  so  from  what  wires,   for 

jury    VII,   456 

Complaint  alleging  dangerous  wires,  duty  to  secure  them,  default  and 

injury,  sufficient VII,  473 

Evidence  inadmissible  under  such  pleading VII,  473 

Insulation  worn  so  current  carried  to  guy  wire,  question  of  negligence 

for  jury VII,  483 

•       Question  of  negligence  ordinarily  for  jury VII,  487 

City  liable  where  shock  due  to  act  of  officer VII,  505 

Not  released  because  maintainers  of  wire  also  liable VII,  505 

Unprotected  wires  attached  to  insulator  under  window,  question  of 

negligence  for  jury VII,  515 

Proximate  cause  condition  of  wire,  not  act  of  boy  coming  in  contact 

with  it VII,  515 

Duty  of  company  to  know  linemen  of  other  companies  may  touch  their 

wires    VII,   521 

Question  for  jury  whether  fall  caused  by  shock VII,  535 

Failure  of  trolley  company  to  use  guard  wire,  question  for  jury.... 

VII,  543. 

Shock  from  electric  lamp  in  house,  question  for  jury VII,  548 

Questions  of  reasonable  anticipation  of  danger  and  proximate  cause, 

for  jury VII,  581 

Both    negligence   and   nuisance    pleaded,    recovery   proper   on    either, 

VII,  681. 

Person   injured   not  trespasser  on   rights   of  electric  light  company, 

maintaining  wires  without  authority VII,  581 

Ordinance  insufficiently  pleaded VII,  598 

Negligent  in  maintenance  of  wires  from  transformer  to  building 

VII,  617. 

Leaving  unused  electric  light  wire  for  months,  question  of  negligence 

for  jury VII,  622 

Ownership  of  wire  immaterial VII,  630 

One  company  not  liable  to  employe  of  another,  the  latter  aB8uming 

risks  of  danger  to  employes VII,  639 

Evidence  of  defective  insulation  and   "spitting   fire"   erroneously   re- 

.    jected  VII,  642 

Notice   of   defective    insulation    presumed    from   duration   and    public 

knowledge   VII,  644 
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Wires  to  near  that  contact  possible  by  sagging,  question  for  jury 

VII,  eel. 

Liability  for  injuries  from  uninsulated  lamp  avoided  by  intervening 
•gen<7  VII,  6ST 

Question  of  diligence  in  means  of  detecting  broken  wires  during  stonn, 
for  jury VII,  Ml 

Knowledge  of  danger  presumed  from  proximity  of  heavily  charged 
wires  to  wires  reaching  sidewalk VII,  672 

Injury  by  lightning  conducted  by  wire,  question  tor  jury  whether 
M^Iigence  or  act  of  God VII.  6»i 

Injury  by  lightning,  evidence  sufficient  to  warrant  finding  of  negli' 
g«nce VII,  707 

City  liable  for  injury  from  broken  patrol  wire,  charged  by  contact 
with  light  and  trolley  wires VTI,  752n 

N^ligence  of  city  approximate  cause,  though  act  of  railway  employe 
intervened  VII,  73!n 

Negligence  of  electric  company  proximate  cause,  though  wire  broke 
through  defect VTI.  753n 

Company  liable  for  killing  animal  in  street VTI,  763n 

Evidence  insufficient  to  warrant  recovery VTI,  754n 

Person  placing  wire  cannot  escape  by  transferring  to  company  of 
which  he  Is  president  and  chief  owner VII,  754n 

No  presumption  of  negligence  from  unexplained  breaking  of  wire 
frightening  horse  by  noise  and  flash VII.  rS-in 

B.    INJURY  OTHER  THAN  BY  ELECTRICITY. 

Companies  not  insurers  of  safety  of  streets,  but  bound  to  proper  cmt- 

struction  and  maintenance I,  259 

Bound  to  remove  wires  fallen  into  street I,  7K 

Driver  of  Are  engine  not  deprived  of  remedy,  because  out  of  traveled 

street III.  46S 

Duty  of  electric  light  company  as  to  care  of  street  lamps V,  357n 

Duty  of  telegraph  company  as  to  appliances  used  by  other  com- 
pany     V,   357b 

Wire  fallen  in  street  and  injury  occurring,  prima  facie  negli- 
gence     IV,  40Ib 

Falling  of  insulator  in  street,  prima  faoie  negligence VT,  303 

Fall   of   iron   ear  used   to  attach  guy   to   trolley,   prima  facie   n^l- 

gence   TV,  38B 

Action  based  on  falling  of  pole,  condition  of  neighboring  po'es  cannot 

be  proven .  .1.  133 

Breaking  of  pole  not  proximate  cause  of  injury I,  310 

Damages  allowed  for  explosion  of  electrical  apparatus II.  337 

Damages  allowed  for  collision  of  carriage  with  guy  wire II.  2M 
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Electric  light  company  using  other  company's  pole  with  municipal 
consent,  not  liable  over  to  city II,  303 

Telephone  company  liable  for  injury  by  guy  wires,  though  in  place 
where  travel  forbidden Ill,  466 

Pleading  showing  collision  with  pole  by  runaway  horse,  held  to  state 
no  cause  of  action   Ill,  471 

Damages  allowed  for  fright  to  horse  by  removing  telegraph  wires .... 

III,  474. 

Electric  light  company  held  liable  for  injuries  by  defective  pole  break- 
ing  . . . .  .\ ni,  479 

Brakeman  injured  by  low  telephone  wire,  telephone  company  and  rail- 
road jointly  liable   IV,  392;  V,  342 

Telephone  pole  not  proven  to  have  fallen  by  removal  of  guy  wires. . . . 

IV,  401n. 

Injury  by  falling  upon  telegraph  pole,  judgment  for  plaintiff  af- 
firmed    V,  402 

Injury  by  collision  with  trolley  post  wrongfully  maintained,  recovery 
proper   IV,  398 

Whether  trolley  post  constituted  defect  in  street,  question  for 
jury  V,  346 

Trolley  company  must  protect  public  regardless  of  expense;  must  re- 
pair wires VI,  301n 

Boy  killed  by  sudden  raising  of  feed  wire  from  street,  non-suit  im- 
proper    VI,  318 

Post  and  guy  wire  in  carriage-way  dangerous  obstruction VI,  322 

Injury  by  switch-stick  flying  from  hands  of  trolley  car  conductor,  ques- 
tion for  jury VI,  329 

Injury  by  electric  light  pole  falling  while  employes  taking  it  down, 
question  for  jury  VI,  332n 

Trolley  railway  negligent  in  placing  guy  wires  over  steam  railway 
track VI,  333n 

Telephone  company  not  liable  for  fall  of  insulator  of  another  company 
on  its  pole VII,  761 

Or  for  broken  wire  of  messenger  company  strung  on  its  poles,  VII,  766ii 

City  not  liable  for  falling  of  electric  light  pole VII,  768n 

Telephone  company  not  liable  for  improperly  locating  poles,  unless 
safety  of  traveler  endangered   VII,  768n 

Horse  injured  by  wire  in  street,  question  for  jury VII,  768n 

Electric  light  and  telephone  companies  both  liable  for  fallen 
pole    VII,  768n 

C.    CONTRIBUTORY  NBGUGBNCB. 

(1) — ^AcTs  Held  to  Be. 

Walking  into  live  wire  emitting  sparks VI,  301  n 

Voluntarily  touching  wire  to  prove  not  charged VII,  75  In 
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(2) — Aon  Held  Not. 

Driver  of  float,  veering  to  avoid   collision   with  wagon,  coming   into 

eoDtact  with  electric  light  wire Ill,  471 

Going  under  instead  of  over  electee  wire  on  roof IV,  S81 

Taking  hold  of  apparently  dead  wire  on  sidewalk T,  264 

Mother  BtUmpting  to  remove  child  from  live  wire VII,  SIS 

Telephone  lineman,  ignorant  of  defective  insulation  of  electric   ligkt 

wire  VII,  644 

Erection  of  building  on  one's  own  land,   dangerously  ne«r  wires   !■ 

street  VII,  696 

Person  where  he  has  a  right  to  go,  proper  insulation  presumed,  VII,  642 


(3) — AcTB  Held  Not,  peb  he;  Questio.t  fob  Juby. 

Failure  to  notice  electric  light  wire  on  sidewalk III.  857b 

Person  killed  by  live  electric  wire,  though  previously  warned V,  272 

Lineman  on  roof  failing  t«  we  uninsulated  wires V,  300,  312 

Person  on  roof  failing  to  see  wires V,  318;  VII,  75U 

Policeman  trying  to  push  broken  wire  from  street VI,  342 

Lineman  touching  span  wire  charged  from  trolley  wire VI,  348 

Conductor  killed  by  contact  with  trolley  post VI,  37T 

Trying  to  remove  live  wire,  though  emitting  sparks  and  blaze,  to  pro- 
tect property   VII,  433 

Failure  of  lineman  to  wear  rubber  gloves Vll,  456,  661 

Attempting  to  replace  insulator  on  support VIL  SIS 

Failure  to  avoid  wire  in  street VIL  563,  626 

Attempting  to  put  out  fire  in  awning Vll,  822 

Sitting  under  telephone  during  thunder  storm VII,  707 

D.    INJURY  TO  HMPLOYBS." 

Tel^raph  company  negligent,  furnishing  unsafe  appliances,  and  line- 
man not  negligent H,   344 

Electric  light  company  not  negligent  in  causing  death  of  employe,  but 

employe  negligent II,  3S0 

Similar  action,  questions  of  negligence  and  contributory  n^ligenca 

for  jury   II,   361 

Injury  to  lineman  of  electric  light  company,  charge  t«  jury. . .  .11,  385 

Electric  light  wires  of  one  company  crossing   in   contact,   insulation 

worn  otf,  one  circuit  alive  and  employes  set  to  handling  with  bara  hands 

wires  of  dead  circuit,  inexcusable  ne);1igence m,  491 

Breaking  of  cross-arm  assumed  risk  of  employment IV,  402 

Questions  of  pleading  and  evidence IV,  40Sa 

City  not  liable  to  lineman  upon  Are  alarm  system V.  S5S 
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To  recover  for  latent  defect  in  telegraph  pole,  must  show  company 
knew  or  should  have  known  of  defect V,  360 

Action  for  death  of  employe  in  fire  caused  by  defective  insulation, 
complaint  held  sufficient V,  366 

Lineman  discarding  rubber  gloves  assumes  risks  of  employment,  V,  369 

Employe  injured  by  car  running  into  tower  wagon,  question  of  negli- 
gence for  jury V,  373n 

Conductors  of  two  electric  railway  cars  on  same  road  fellow-servants; 
common  employer  not  liable  for  injury  to  one  by  negligence  of  the 
other   V,  374j   VI,  395n 

Company  liable  for  injury  to  lineman  by  shock,  trolley  crossing  span 
wire   VI,  348 

Circumstances  construed  as  "defect  in  condition  of  machinery".  .VI,  364 

Degree  of  care  to  furnish  servant  safe  appliances,  measured  by  danger 
of  forces  employed  VI,  367 

Injury  by  shock  from  defective  insulation,  question  for  jury.  .VI,  357 

Charge  held  erroneous  as  tending  to  base  liability  upon  danger  rather 
than  negligence  VI,  362 

Bill  of  particulars  required  as  to  appliances  in  general  use  and  neces- 
sary to  employe's  safety  VI,  341 

Bill  of  particulars  denied  as  to  defective  construction  and  negligent 
maintenance  of  lamp VI,  341 

Injury  to  lineman,  facts  sufficient  to  warrant  judgment  for  plain- 
tiff    VI,  338 

Failure  to  wear  rubber  gloves  while  trinuning  electric  lamps  in  day- 
time not  contributory  negligence  per  ae VI,  367 

Track  repairer  and  motorman  fellow-servants VI,  388 

Lineman  assumes  risk  of  improperly  guyed  pole VI,  393n 

Tree  not  appliance  for  defective  condition  of  which  company  liable, 
VI,  368. 

Judgment  of  nonsuit  affirmed  in  action  for  death  of  motorman  by  con- 
tact with  pole VI,  394n 

Erection  of  telegraph  pole  so  near  track  as  to  endanger  employes  is 
negligence  VI,  394n 

Employe  does  not  assume  risk  of  telegraph  pole  dangerously  near 
track    VI,  394n 

Risk  of  climbing  pole  without  previous  inspection  incidental  to  lino- 
man's  service  VI,  370 

Question  of  sufficiency  of  appliances  for  stopping  trolley  car,  proper 
for  jury  under  given  instructions VI,  394n 

Lineman  not  chargeable  with  knowledge  of  latent  defect  in  pole 

VI,  393n. 

Motorman  assumes  risk  of  defective  brake,  but  not  of  necessity  for 
sand  VI,  381 

Conductor  killed  by  contact  with  trolley  post,  question  for  jury 
whether  danger  obvious  and  assumed VI,  377 
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Condactor  assumes  risk  of  falling  from  trolley  car  and  passing  under 

wheels   VI,  373 

Evidence  of  employment  of  incompetent  motorman  insufficient,  VI,  395n 
Circumstances  insufficient  to  charge  railway  company  with  death  of 

motorman  VI,  394n 

Employe  cannot  recover,  if  he  fail  in  his  duty  of  inspection.  .VII,  725 
Knowing  danger,  no  right  to  rely  on  foreman's  assurance  of  safety. . . . 
VII,  736. 

Doubt    whether    shock    due    to    lightning    or    induction,    no    re- 
covery  Vn,  736 

High  degree  of  care  due  employe  using  machinery  operated  by  elec- 
tricity    vn,  743 

Duty  cannot  be  delegated  to  independent  contractor Vll,  743 

Circumstances  sufficient  to  advise  employer  of  danger   from  faulty 

insulation    VII,  743 

Evidence  of  previous  shocks  from  same  machine,  proper VII,  743 

Company  not  bound  to  inform   employe  of  greater  danger   in  wet 

weather   VII,  746 

Full  duty  performed  when  switch  furnished  and  lineman  informed. . . . 
VII,  746. 
Danger  of  shock  from  crossed  wires  known  risk  of  employment^  VII,  746 
Telephone  company  not  bound  to  inspect  and  test  appliances  of  rail- 
way company  occupying  same  poles VII,  755n 

Injury  by  defective  brookline,  company  not  absolved  as  matter  of 

law  vn,  755n 

Incompetence  of  fellow  employe  to  knowledge  of  company,  question  for 

jury   vn,  755n 

Telephone  company  bound  to  inspect  electric  light  poles  on  which  it 

sends  linemen VEI,  769 

Lineman,  knowing  his  duty  to  inspect,  omits  it  at  his  peril.  .Vn,  786n 

Lineman  assumes  risk  of  decayed  pole  under  ground Vn,  787n 

Street  railway  company  must  inspect  poles  of  another  company  where 

its  linemen  go VII,  787n 

Lineman  thrown  from  pole,  recovery  not  warranted Vn,  787n 

Company  liable  for  employment  of  incompetent  men  to  erect  poles. . . . 
VII,  787n. 

Linemen  injured  by  breaking  cross-arm,  question  of  negligence  and 
contributory  negligence  for  jury VII,  787n 

DISCRIMINATION. 

Contract  of  railroad  company  granting  exclusive  right  of  way  to  one 
telegraph  company,  void V,  207,  689;  VI,  171,  697 

Telegraph  company  must  charge  only  reasonable  rates  under  like  con- 
ditions; different  conditions  may  justify  different  rates V,  673 
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Not  bound  to  furnish  market  reports  or  tickers  to  bucket-shops.... 

II,  376,  381,  389. 

Not  bound  to  impart  information  forbidden  by  contract  with  stock 
exchange    VII,    828 

Stock  telegraph  company  cannot  discriminate I,  621;  II,  375 

Telegraph  company  does  not  discriminate  against  telephone  company 
by  refusing  its  messages VII,  854n 

Telephone  company  is  public  servant  and  cannot  discriminate,  I,  306n 
700;  n,  14,  27,  394;  VII,  838,  860. 

Contract  of  parent  with  local  telephone  company,  discriminating  be- 
tween telegraph  companies,  void.. I,  299,  304n;  II,  404,  407,  416,  426; 

III,  533;  IV,  579. 

Contra,  statutory  duty  to  not  discriminate  being  subject  to  contract 
rights I,  390,  857n 

Clause  in  statute,  permitting  discrimination  among  telegraph  com- 
panies, construed  and  applied I,    81 

Statute  prohibiting  discrimination  by  telephone  companies  con- 
strued   VI,  694 

Telephone  company  cannot  evade  statute  forbidding  discrimination, 
by  adopting  ''public  stations"  system Ill,  529 

Telephone  company  not  required  by  New  York  statute  to  permit  an- 
other to  use  its  lines  as  part  of  its  own  system VII,  854n 

DUTY  OF  ELECTRICAL  COMPANIES— See  Dangerous  Appliances. 

DUTY  OF  ELECTRIC  STREET  RAILWAY  COMPANIES— See  Electric 
Street  Railway,  Reciprocal  Duties. 

DUTY  OP  PASSENGERS— See  Electric  Street  Railway,  Reciprocal 
Duties  (2). 

DUTY  OF  TELEGRAPH  COMPANIES— See  Telegraph  Company. 

DUTY  OF  TRAVELERS — See  Electric  Street  Railway,  Reciprocal 
Duties  (4). 

ELECTRIC  LIGHT — See,  also,  Abutting  Owner  (2),  Appliances  as 
Property,  Dangerous  Appliances,  Eminent  Domain,  Interference, 
Municipal  Control  (3),  Municipal  Corporation,  Nuisance, 
Taxation. 

Companies  are  manufacturing  corporations,  so  may  consolidate  under 

stotute Ill,  504 

Are  manufacturing  corporations  and  so  exempt  from  taxation 

IV,  663;  VI,  663. 
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Liable  for  concurrent  negligence  of  servants  and  third  persons.  .V,  407 

Permission  to  stand  on  step  implied  assurance  against  dangerous 
speed   V,  422 

Negligence  to  carry  beyond  seating  capacity  and  permit  on  plat- 
form and  steps  V,  407 

Negligent  to  run  on  slippery  track  down  grade  at  uncontrollable 
speed   VI,  462 

Negligent  to  run  around  curve  so  fast  as  to  throw  passengers  off, 
VI,  424.     . 

Negligent  to  proceed  when  injury  to  passengers  by  collision  immi- 
nent      VI,  429 

Liable  for  injury  to  passenger  by  collision  due  to  negligence  of  motor- 
man   IV,  423 

Negligent  to  suddenly  start  car  while  person  boarding IV,  429,  430 

Bound  to  allow  time  to  safely  alight V,  387,  612n;  VI,  456n 

Neglegent  to  stop  and  hold  car  at  place  where  boarding  it  would  be 
dangerous  VT,  467n 

Duty  to  wait  for  persons  to  board  not  limited  to  the  one  hailing 
the  car IV,  409 

Not  negligent  to  start  after  reasonable  delay  at  station,  conductor 
having  no  notice  of  intent  to  alight IV,  433,  456 

Company  not  bound  by  employes'  practice  of  slowing  cars  to  allow 
passengers  to  alight VI,  457n 

Owes  duty  of  safe  passage  across  track  at  street  crossing  without 
peril  from  its  acts VI,  436 

Conductor  not  bound,  in  absence  of  special  danger,  to  help  able- 
bodied  passenger  to  alight IV,  462n 

Not  responsible  to  passenger  alighting  where  car  stopped  by  ob- 
struction     rV,    433 

Not  negligent  stopping  car  near  excavation,  or  failing  to  notify  alight- 
ing passenger V,  428n 

Liable  for  injury  to  passenger  during  transfer V,  388 

Permitting  tree  near  track,  question  of  negligence  for  jury. . .  .VI,  456n 

Running  car  rapidly  down  grade  and  around  sharp  curve,  question  of 
negligence  for  jury VI,  446 

Running  car  at  given  rate  of  speed,  without  further  evidence,  not  neg- 
ligence per  ae  V,  374 

Permitting  bank  of  earth  to  remain,  endangering  passengers  alighting, 
question  of  negligence  for  jury V,  428n 

Person  ceases  to  be  passenger  when  he  steps  from  the  car IV,  476 ; 

VI,  661. 

Omission  to  use  barrier,  when  provided  and  customary,  implied  invita- 
tion to  passengers   IV,  464 

In  similar  case,  question  of  negligence  for  jury IV,  433 

Negligent  for  motorman  to  leave  platform  without  first  shutting  off 
power    VI,  396 

VOL.  VII — 67. 
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Negligent  to  leave  broke  huidle  m>  that  paasenger  uijiir«d VI,  432 

Negligent  per  *e  to  provide  but  one  man  to  operate  car  when  p*«ai«ig 
•witches  VI,  395 

Chargeable  with  knowledge  that  platform  raila  liable  to  become  charged 
when  electricity  escaping TV,  329 

To  pTove  notice  of  unsafe  condition  of  trolley  wire,  evidence  of  pre* 
riouB  breaking  proper VI,  449 

CMnpany  liable  for  negligence,  though  paaaenger  himself  nogfigeut, 
VI,  417. 

Fact  of  shock  by  contact  with  car,  prima  faoie,  if  not  conclusive,  proof 
•f   u^ligence    IV,    332 

Evidence  of  passenger's  liability  to  reeeivB  shock,  held  insufficient 
VI,  456n. 

Injury  due  to  fact  that  car  traveling  In  blaze  of  fire;  compuiy  bound 
to  explain  cause Vli,  075 

Injury  due  to  fire  from  controller  box;  company  not  excused  by  fact 
that  appliances  standard  and  usual Vll,  877 

Car  "budied;"  flames;  explosion;  evidence  of  short  circuit;  question 
for  jury   VH,  083 

Flames  (rcHn  controller  box  and  explosion;  eridence  sufficient  to  prove 
injury  by  shodc Vll,  892 

(2)^DCTT   OF   PABflBSQEB   TO  AvOID   iNJttBr. 

Passenger  alighting  after  second  signal  to  start,  held  injured  becaose 
of  her  own  set V,  394 

Person  sttempting  to  board  car  at  other  than  usual  stopping  ^ace, 
not  passenger  as  to  degree  of  care V,  398 

Riding  on  foot-board,  not  bound  to  anticipate  collision  with  traUqy 
posts   V,  384 

More  care  required  to  board  moving  car  by  front  than  by  rear  plat- 
form   V,  419 

Takes  risk  of  usual  and  necessary  morements  of  car V,  416 

Biding  on  steps  of  crowded  car  presumed  to  be  tbere  with  ciMisent  of 
those  in  charge V.  407 

When  alighting,  not  bound  to  anticipete  car  on  parallel  trade  at 
dangerous  speed VI,  436 

Whether  or  not  contributory  negligence  per  ge  to  jump  from  trolley 
car,  question  for  court VL  457n 

Vot  Contributorif  Hegligence  per  s«. 

To  attempt  to  board  slowly  moving  bolley  car IV,  408,  410,  429; 

V,  398;  VI,  404,  417. 

To  att^npt  to  board  car  at  given  place VI,  4fi7n 

To  alight  from  slowly  moving  car VI,  309 
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To  attempt  to  board  car  by  front  platform IV,  439 

To  stand  on  platform IV,  458;  VI,  424,  446 

To  ride  on  running-board IV,  412,  449;   VI,  429 

To  pass  from  one  car  to  another  when  in  motion IV,  329 

With  hands  impeded,  to    attempt    to    board    car    before    completely 

stopped IV,  462n 

Imperiled  by  sudden  starting  of  car,  to  jump IV,  46 In 

To  ride  standing  on  front  step  of  crowded  car V,  407,  414,  422 

Contra,  knowing  the  danger V,  374 

To  walk  on  track,  during  transfer,  without  looking  or  listening  for 

car   V,  388 

Contributory  Negligence  per  se. 

To  board  car  when  in  motion IV,  409 

To  ride  on  steps,  car  running  six  miles  an  hour IV,  447 

To  ride  on  steps  when  standing  room  inside VI,  466n 

To  ride  on  bumper  at  rear  of  crowded  car VI,  444 

Alighting,  to  step  on  foot-board  and  stand  with  back  to  trolley  post, 

VI,  412. 

Under  given  circumstances,  question  of  negligence  in  alighting  for 

jury   V,  379,  428n 

(3) — Duty  op  Company  to  Traveleb  in  Street. 

Mere  sounding  gong,  frightening  horse,  not  negligence Ill,  489 

Company's  easement  in  street  only  in  common  with  traveling  public), 

IV,  473,  617. 

Though  its  rights  are  in  some  respects  superior IV,  490 

Other  than  at  street  crossings,  has  paramount  but  not  exclusive  right 

of  way » IV,  506 

Right  approximates  that  of  exclusive  use IV,  534 

No  exclusive  right  to  use  part  of  street  occupied  by  its  tracks.  .V,  580, 

685,  602;  VI,  457,  619n. 

Nor  such  proprietary  right  as  limits  right  of  public  to  use  same  part 

of  street    V,   602 

Has  only  paramount  right V,  611n 

Has  not  even  paramount  right V,  610n 

Has  paramount  rig^t  except  at  street  crossing V,  580 

Court  not  bound  to  charge  same V,  602 

Has  no  paramount  right  of  way  at  street  crossing IV,  506,  510 

Neither  car  nor  traveler  has  superior  right  at  crossing. ..  .IV,  610; 

V,  530,  61  In;  VI,  627,  542,  617n. 

No  superior  right,  except  being  confined  to  track  travelers  must  some- 
times yield  VI,  498,  510,  698 

Has  qualified  right  of  way VI,  488 
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Travelers  and  motonnen  have  reciprocal  duty  to  avoid  oolliBion. . .  .IV, 
463,  606,  516;  VI,  408. 

Both  held  to  greater  care  than  in  case  of  horse  can  or  ordinary  ve- 
hicles   IV,  463,  473 

Companies  granted  great  privileges  and  bound  to  great  care.  .VI,  488 

Must  use  care  proportioned  to  danger VI,  598 

Bound  not  only  to  care  to  ayoid  injuring  person  aeesD.  on  track,  but 

to  vigilance  in  discovering VI,  619n 

Motonnen  should  take  all  reasonable  care  to  avoid  collision  with  ve- 
hicles or  persons  in  front  of  car IV,  546n 

Should  warn  by  gong  or  otherwise FV,  501 

Should  bring  car  under  control,  and  stop  if  necessary IV,  423 

Seeing  wagon  crossing  track  ahead,  should  slow  up IV,  506 

Should  exercise  reasonable  care  for  those  unable  to  get  out  of  the 

way  at  once IV,  490,  494,  646n 

Should  slow  up  when  horses  frightened TV,  531,  546n 

Duty  is  of  ordinary  care,  in  proportion  to  danger V,  585,  602 

To  watch  for  pedestrians,  both  adult  and  children V,  533 

To  be  vigilant  to  avoid  collision V,  612n;  VI,  523 

To  exercise  constant  watchfulness  and  care  for   persons  approach- 
ing track   V,  452 

Especially  in  principal  street  of  city V,  571 

To  have  cars  under  .control  when  approaching  crossing V,  530 

Seeing  young  child  on  track,  to  exercise  highest  degree  of  care.  .V,  585 
Must  take  every  precaution  to  avoid  injury  to  person  working  be- 
tween rails   V,  580 

Knowing  peril  and  able  to  avoid  it,  must  do  so  though  traveler  negli- 
gent   V,  446,  471,  602,  609n;  VI,  598 

Rule  applies  only  when  sufficient  time  to  realize  and  avert  dangdr, 
V,  56. 

Rule  held  not  to  apply  in  given  place V,  480 

Rule  applied  as  to  child  on  track V,  554 

Rule  applies  only  where  person  injured  cannot  and  company  can  pre- 
vent injury VI,  460 

Presupposes  effect  of  prior  negligence  of  person  injured  might  have 

been  avoided  by  those  in  charge  of  car VI,  500 

Erroneous  to  charge  that  company  may  be  liable  though  plaintiff  n^- 

ligent VI,  619n 

Company  not  bound  to  protect  vehicles  from  injury,  however  careless 

the  driver  VI,  470 

Seeing  person  on  track  ahead,  not  bound  as  matter  of  law  to  stop  or 

slow  up  V,  676 

Doubtful  if  bound  to  sound  gong,  except  when  approaching  croes- 

ing  V,  480 

May  to  some  extent  assume  person  will  hear  gong  and  protect  him- 
self   V.  459 
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Company  liable  if  motorman  should  have  seen  peril  in  time  to  avoid 
injury   V,  436 

Evidence  sufficient  to  show  negligence  in  killing  colt V,  610n 

Facts  sufficient  to  charge  with  negligence  in  running  over  person  lying 
on  track  V,  610n 

Not  liable  for  frightening  horse,  unless  n^ligent  after  danger  dis- 
cerned    V,  431 

Not  liable  for  killing  child  running  from  behind  wagon  directly  in 
front  of  car V,  645 

Not  bound  to  stop  car  before  crossing,  to  look  and  listen V,  429 

Not  bound  to  exercise  same  care  toward  travelers  as  toward  pcw- 
sengers   V,  613n 

If  driver  obliged  to  turn  on  track,  motorman  must  be  careful  to  avoid 
collision   V,  611n 

Company  responsible  for  motorman's  error  of  judgment  after  col- 
lision   V,  613n 

To  charge  with  negligence  for  excessive  speed,  must  prove  proper 
speed  and  that  used V,  613n 

Negligence  per  ae  to  run  car  in  city  street,  paying  no  attention  ahead, 

V,  617. 

Negligence  per  ae  to  run  at  speed  forbidden  by  ordinance V,  694 

Negligence  to  pass  children  on  or  near  track  at  great  speed V,  554 

Extraordinary  speed  and  no  effort  to  stop,  though  child  on  track  en- 
dangered, question  for  jury V,   594 

Motorman  bound  to  use  means  seasonably  to  avert  accident  to  child  on 
or  near  track VI,  616n 

Right  to  assume  traveler  has  heard  warning  and  will  increase  speed  or 
turn  aside  VI,  460,  470 

Not  bound  to  anticipate  traveler  warned  will  attempt  to  cross  in 
front  of  car VI,  484,  619& 

Or  that  boy  will  jump  from  rear  of  wagon  and  step  on  trade  in  fronts 

VI,  492. 

Seeing  children  crossing  far  in  advance,  not  bound  to  stop  at  onoe^ 

VI,  662. 

Not  bound  to  anticipate  that  child  standing  in  gutter  will  suddenly 

step  in  front  of  car VI,  573 

No  recovery  if  accident  due  to  sudden  act  of  child VI,  615n 

Question  for  jury,  in  similar  case VI,  581 

Negligent  to  continue  car  and  sound  gong  when  horses  frightened  and 

unmanageable    VI,  589 

Mere  fact  that  horse  frightened  does  not  make  company  liable,  VI,  470 
Not  negligent  for  slowing  instead  of  stopping,  seeing  fright  of  horsey 

VI,  619n. 

Bound  to  only  ordinary  care  to  prevent  injury  at  crossing VI,  473 

Finding  of  negligence  warranted  where  motorman  not  looking  ahead, 

VI,  569. 


902  AMERICAN  ELECTRICAL  CASE&       [voi,.  7 

IThe  Roman  nnmerala  indicate  the  volume,] 
BLECTRIC  STREET  RAILWAY— (Continued). 

Negligent  to  run  car  with  motorman  only,  coupled  with  other  cir- 
eumatances   VI,  473 

Bound  to  have  ear  under  control  and  exercise  reasonable  diligence, 
VI,  647. 

Bound  to  maintain  such  distance  from  horse  car  in  fronts  and  such 
speed  as  to  ayoid  collision VI,  617n 

Great  speed  between  crossings  in  city  streets  requires  yigilant  lock- 
out    VI,  575 

Not  negligence  per  ae  to  run  at  speed  forbidden  by  ordinance . . .  VI,  598 

Bound,  particularly  at  crossings,  to  be  careful  and  watchful. .  .VI,  484 

Bound  to  haye  cars  under  control  when  approaching  crossing.  .VI,  535, 
583. 

Should  observe  whether  track  dear,  and  sound  gong,  when  near  croea- 
ing   VI,  598 

Care  for  pedestrians  when  receiving  or  discharging  passengers.  .VI,  616 

Not  bound  to  stop  or  slow  when  horse  shows  signs  of  uneasiness^ 
VI,  620n. 

Not  bound  to  slow  for  frightened  horse,  unless  actually  on  track  in 
front  or  likely  to  go  there VI,  558 

Not  negligent  to  start  car  in  ordinary  way  when  horse  is  driven 
past    VI,    «20n 

Not  negligent  because  in  emergency  motorman  chose  one  rather  than 
another  appliance  for  stopping VI,  552 

No  duty  to  provide  fenders  between  motor  car  and  trailer V,  398 

No  such  general  use  of  fenders  in  1893  as  to  make  their  non-use  negli- 
gence    VI,  492 

Omission  to  provide  sand,  question  for  jury VI,  535 

Proof  of  negligence  in  employing  motorman  or  equipment  of  car  must 
be  coupled  with  proof  that  accident  due  to  same VI,  615n 

Cars  should  be  lighted  at  night IV,  473 

By  other  than  electric  light,  if  that  liable  to  go  out VI,  457 

Following  Acts  or  Omissions  held  Negligent. 

Failure  to  ring  gong  when  approaching  crossing IV,  463 

Moving  car  suddenly  and  collision  with  wagon IV,  542 

Continuing  at   full    speed,   sounding  gong  when   nearing  frightened 

horse  driven  by  a  woman IV,  517 

Killing  dog,  without  attempt  to  stop  car IV,  520 

Running  at  dangerous  speed IV,  523 

Or  faster  than  allowed  by  ordinance IV.  463 

Running  in  dark  too  fast  to  stop  within  distance  lighted  by  headlight^ 

IV,  490. 
Running  at  high  speed,  through  cut  made  by  company  and  between 

piles  of  earth IV,  492 
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Running  at  high  speed,  narrow  and  busy  street,  steep  grade,  view  ob- 
structed,   insufficient   signal    IV,  481 

Running  at  high  speed  over  crossing  in  much  traveled  street.  .IV,  510 

Questions  of  negligence  for  jury IV,  514;  V,  459,  561,  613n; 

VI,  510,  527,  542,  581,  592,  618n. 

Questions  of  negligence  and  contributory  negligence  for  jury.  .V,  612n; 
VI,  547,  575,  617n,  618n,  619n. 

Miscellaiieous  questions  of  practice,  evidence,  instructions  to  jury, 
damages,  &c V,  613n,  614n;  VI,  311,  614n,  dl6n,  618n,  dl9n,  620n 

(4)  Butt  of  Tb^velbbs  to  Avoid  Iicjitbt. 

Bound  to  degree  of  care  of  reasonably  prudent  man.  .V,  510;  VI,  617n 

Less  care  required  crossing  electric  than  steam  railway V,  445 

Locality  important,  strict  rule  relaxed  in  crowded  street V,  543 

Right  to  assume  usual  safeguards  will  be  employed  by  those  in  charge 

of  car V,  671;  VI,  614 

Right  to  assume  company  will  use  its  franchise  in  view  of  his  rightSi 

VI,  457. 
Not  bound  to  wait  when  reasonable  to  suppose  time  to  cross  in  safety, 

V,  442. 

Must  not  obstruct  track,  knowing  approach  of  car. VI,  623 

Need  use  reasonable  care  only,  in  view  of  specified  considerations, 

VI,  547. 

Must  exercise  reasonable  degree  of  care  and  watchfulness VI,  484 

Should  carefully  observe  movements  of  cars  and  strive  to  avoid  them, 
VI,  488. 

When  right  to  assume  car  will  stop  before  reaching  him VI,  618n 

May  not  rely  on  rule  of  company  requiring  cars  to  stop  before  passing 

each  other   VI,  532 

Boy  eleven  years  old  not  relieved  from  all  care  and  prudence.  .VI,  484 
Passenger  in  vehicle  not  chargeable  with  driver's  contributory  negli- 
gence   VI,  618n 

Rule  requiring  traveler  to  look  and  listen  before  crossing  applies  in 

only  limited  sense  to  electric  railways IV,  634 

Does  not  apply,  so  as  to  require  looking  both  ways IV,  481 

Applies  in  a  measure IV,  486,  523 

To  listen  alone  without  looking,  when  looking  would  have  avoided  in- 
jury, will  bar  recovery IV,  470 

Should  look  both  ways V,  641 

This  not  required  in  same  degree  as  in  case  of  steam  cars V,  499 

Bound  to  look  and  listen IV,  463;  V,  699;  VI,  460 

But  not  to  stop,  in  absence  of  special  circumstances.  .V,  602;  VI,  613ii 

If  traveler  both  look  and  listen,  burden  of  proving  place  with  better 

view  is  on  company V,  666 
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Not  bound  to  same  diligence  as  in  case  of  steam  railway VI,  495, 

616,  642,  598,  613n. 

Bound  to  look  at  time  and  plaoe  where  effeotiye VI,  615n 

Not  bound  to  look  both  ways VI,  683 

Erroneous  to  charge  that  person  riding  in  vehicle  and  driyer  "both 
did  not  have  to  look" VI,  619n 

Held  Contributory  Negligence  per  ee: 

To  drive  young  horse  near  electric  cars  to  test  it m,  486 

To  go  upon  track,  without  looking  for  cars IV,  501,  547n 

To  cross  track  in  middle  of  block,  without  precaution IV,  634 

To  go  upon  track  in  covered  wagon,  unable  to  see  car  or  hear  gong, 
rv,  644. 

To  leave  unguarded  team  on  track IV,  490,  498 

To  drive  upon  track  without  looking  or  listening V,  462,  486,  494; 

VI,  661. 

To  fail  to  look  for  two  hundred  feet  before  crossing V,  520 

To  drive  on  track  when  view  obstructed  and  signal  could  not  be  heard, 
V,  568. 

To  attempt  to  drive  off  track  without  learning  proximiiy  of  approach- 
ing car   V,  480 

To  drive  long  distance  on  track,  meeting  many  cars,  but  keeping  no 

lookout  for  those  behind V,  516 

To  drive  upon  track  so  near  approaching  car  that  motorman  cannot 

prevent  collision    V,   492 

To  attempt  to  cross  *track  miscalculating  distance V,  551 ;  VI,  632, 

616n.  .... 

To  run  upon  track  from  behind  car  on  parallel  trade,  without  look- 
ing for  car V,  636;  VI,  616n 

To  jump  in  front  of  car  when  very  near,  though  seen  at  a  distance, 

V,  639. 

To  walk  close  to,  or  cross,  track,  without  looking  and  listening.. VI,  479 

To  work  about  track  without  listening VI,  614n 

To  ride  bicycle  on  track  without  looking  or  listening VI,  460 

To  attempt  to  cross  in  front  of  moving  car,  knowing  danger.  .VI,  600 
To  drive,  horse  walking,  diagonally  across  track  in  front  of  car  seen 

one  hundred  feet  away   VI,  640 

Driving  on  track,  hearing  gong  and  seeing  car,  not  to  leave  track, 

VI,  470. 

Boy  riding  in  end  of  wagon,  being  warned,  to  jump  in  front  of  moving 
car   VI,  492 

Mother  to  allow  young  children  to  play  in  street  where  cars  frequently 
pass,  and  send  them  on  errands  across  track VI,  529 

Various  circumstances VI,  613n,  619n,  620n 

Vot  Contributory  Negligence  per  ee:  ' 

Mere  failure  to  look  before  going  on  track IV,  617 

To  drive  on  narrow  space  beside  track IV,  646n 
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To  drive  upon  track  in  front  of  car  at  re8t>  though  knowing  it  would 

soon  start   V,  492 

For  driver  to  assume  he  could  cross  track  twenty-eight  feet  away, 

ahead  of  car  five  hundred  feet  away V,  528 

To  drive  upon  track  keeping  outlook  behind V,  611n 

Under  given  circumstances  to  step  upon  track  in  front  of  car.  .V,  612n 
Person  working  on  track  not  to  look  or  listen  for  three  minutes.  .V,  580 
Child  eight  years  old,  though  sui  juris,  to  cross  track  fifty  feet  ahead 

of  car   V,  517 

For  child  seven  and  one-half  years  old  to  run  across  track  in  front 

of  car V,  630 

For  child  six  years  old,  to  cross  track  without  looking  or  listening, 

V,  654. 

For  parents  to  allow  children  in  streets  traversed  by  railway,  under 
various  circumstances Y,  624,  633,  661,  694,  dlOn,  613n;  VI,  571,  616n 

To  follow  custom  of  traveling  public  in  driving  upon  track,  when  street 
on  each  side  torn  up  for  repairs V,  436 

To  attempt  to  cross  track  in  front  of  cars  at  various  distances, 

VI,  614,  627,  642,  683. 

To  fail  to  look  in  both  directions  before  crossing VI,  436 

To  look  a  second  time  before  crossing VI,  698 

To  go  upon  track  without  looking  both  ways  when  attention  distracted 

by  runaway    VI,   473 

Driving  on  track,  not  to  turn  out  when  warned  of  approaching  car, 

VI,  623. 

To  turn  on  to  parallel  track  to  let  car  pass VI,  606 

To  drive  on  track  in  dark,  foggy  night,  with  gulch  on  one  side.  .VI,  467 
For  blind  and  deaf  man  to  travel  unattended  in  street  where  railway, 

VI,  496. 
To  carefully  drive  young  horse  in  presence  of  cars,  for  training,  VI,  488 

To  allow  horse  to  become  untied  and  stray  upon  track VI,  612n 

For  miscalculating  distance  and  time VI,  617n 

ELECTROCUTION. 

New  York  statute  not  unconstitutional Ill,  834,  841n,  842 

Massachusetts  statute  not  unconstitutional VTI,  817 

EMINENT  DOMAIN— See,  also,  ABumwa  Owneb. 

Right  in  favor  of  one  telegraph  company  not  barred  by  contract  of 

railroad  company  with  another I,   190,  306 

Telegraph  company  must  pay  for  land  taken  by  condemnation.  .1,  448 

Half  rod  of  land  sufficient  to  condemn  for  tel^^aph  line I,  426 

Use  of  turnpike  may  be  condenmed  for  tel^^aph,  but  definite  por- 

tion  prescribed    I,   343 

Statute   permitting  condemnation   for   telegraph,   but   providing   no 

means  for  payment,  void I,  32 
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Condemnation  proceedings  set  aside  for  failure  to  meet  statutory  re- 
quirements     n,   269 

Held  invalid  for  same  reason,  and  defect  not  waived II,  272 

Proceedings  to  condemn  for  telegraph  line  upon  bridge  over  navigable 

stream,  held  invalid  II,  274 

Same  enjoined,  since  proposed  use  would  interfere  with  draw . .  II,  279 
Telegraph  company  held  to  be  in  position  to  obtain  condemnation, 
m,  864n. 
Injunction  denied  as  repugnant  to  right  of  eminent  domain,  .m,  321 
Telegraph  company  cannot  condemn  upon  railroad  right  of  way  under 

statutory  language  "along  and  parallel  to" IV,  225 

Electric  light  plant  manufacturing  purpose,  and  so  included  in  statu- 
tory right  to  condemn IV,  573 

Electric  railway  cannot  condemn  against  abutting  owner  in  Pennsyl- 
vania   V,  166 

Same  upon  turnpike  road  without  municipal  consent V,  1 

Telephone  company  has  right  of  eminent  domain VI,  107 

Questions  of  amount  of  compensation VI,  120,  183 

See  memoranda  of  various  cases  on  condenmation  for  telegraph  lines 
on  railroad  right  of  way VII,  426b 

EMPLOYES — See  Danoebous  Afpuaivobs  D,  Telbqkaph  Company  (3). 

EVIDENCE — See,    ai^so,    Telegrams     as     Evidencb,    Telegraph    Com- 

PAirr  (14). 

Of  value  of  land  if  poles  not  erected,  not  proper  in  abutting  owner's 
action  for  damages  by  telephone  in  street VI,  126 

In  action  for  injury  by  shock,  evidence  that  others  not  injured  at 
same  time  properly  rejected   IV,  332 

In  action  for  damages,  passenger  injured  by  trolley  wire  breaking, 
proper  to  prove  prior  breaking VI,  449 

EXCLUSIVE  PRIVILEGE — See,  also,  Contract,  Discrimination. 

Grant  to  electric  company  should  be  construed  strictly  against  com- 
pany      in,  499 

Over  street  for  continued  use  of  any  particular  kind  of  motor,  im- 
proper       IV,  13 

Contract  of  railroad  with  telegraph  company  held  to  give  no  esdu- 
sive  privilege IV,  232 

FIRE — See  Dangerous  Appliances,  A. 

FORGED  TELEGRAMS— See  Telegraph  Company  (16). 
FREE  DELIVERY  LIMIT— ^ee  Telegraph  Compant  (16). 
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HALF-RATE  MESSAGES— See  Telegraph  Ck)HPAKT  (19). 

HIGHWAYS — See  Abuthnq  Owneb,  Municipal  Gontbol. 
IMPROPER  LANGUAGE— See  Telephone. 

INJUNCTION — See  Abxtttino  Owneb,  Eminent  Domain,  Interfbbence, 
Municipal  Control. 

INJURIES — See  Dangerous  Appliances,  Elbctrio  Street  Railway     r 

INTERFERENCE  OF  ELECTRICAL  USES. 

Electric  light  company  enjoined  from  use  of  streets  injurious  to  tele- 
graph    I,  822 

Injunction  against  electric  railway  company  at  suit  of  telephone  com- 
pany, denied,  upon  various  grounds ^ II,  307 

Preliminary  injunction  vacated  upon  security  given,  injury  not  prob- 
able   II,  323 

Electric  light  and  power  company  held  properly  enjoined  at  suit  of 
telegraph  company Ill,  426 

Injunction  at  suit  of  telephone  against  railway,  denied  for  insufficient 
evidence  of  danger Ill,  350 

Telephone  against  electric  light  first  occupying  street,  denied.  .Ill,  364 

Telephone  against  electric  railway  denied,  latter  being  proper  street 
use  and  former  not Ill,  400,  443 

Telephonic  against  railway  denied,  each  having  effective  remedy,  but 
railway  only  proper  street  use     Ill,  356 

Telephone  against  railway  denied,  plaintiff  having  more  effective 
remedy Ill,  383,  408 

Telephone  against  railway  continued,  to  determine  who  should  pay  for 
metallic  telephone  circuit m,  387 

Appeal  from  order  granting  injunction  in  same  suit  dismissed.  .Ill,  395 

One  electric  light  company  against  another,  injunction  improperly  dis- 
solved upon  denial  in  answer IV,  250 

In  similar  case,  perpetual  injunction  granted IV,  256 

Telephone  against  electric  railway,  injunction  denied  as  to  conduction 
and  induction,  but  granted  as  to  contact ^ IV,  260 

Telephone  against  electric  railway,  improper,  since  latter  proper 
street  use  IV,  276 

Mandamus  granted  at  suit  of  telephone  against  electric  railway 
company,  later  in  field,  requiring  guard  wires IV,  289 

Telephone  company  allowed  to  recover  expense  of  protection  against 
railway,  as  to  conduction  and  contact,  but  not  induction IV,  297 

See  English  case  on  this  subject IV,  320n 

Omission  of  guard  wires  over  single  trolley  line  to  protect  telegraph 
and  telephone  wires,  not  negligence IV,  367 
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Electric  light  company  enjoined  at  suit  of  telephone  company  hay- 
ing earlier  franchise V,  262 

Injunction  at  suit  of  abutting  owner,  injury  to  telephone  Berrioe  by 
trolley  wire,  denied V,  152 

Of  two  electric  light  companiee,  that  haying  contract  for  public  light- 
ing, though  latest^  has  paramount  right VI,  193 

Telegraph  company  right  superior  to  electric  light  company  later  in 
occupation    VI,  202 

Electric  railway  company  enjoined  at  suit  of  telephone  company  first 
in  occupation VII,  405 

Later,  if  either,  of  two  electric  light  companies,  limited  in  use  of 
street  so  as  not  to  interfere  with  the  other VII,  413 

One  trolley  railway  company  not  entitled  to  compensation  for  cross- 
ing iU  tracks  by  another VII,  390 

JOINT  LIABILITY— Ske  Dakgebous  Afpliancks  A  (3). 

LICENSE  FEE — Seb  MniaciPAL  Contbol. 

LIGHTNING — See  Dakoebous  Affiiangeb  A. 

LIMITING  LIABILITY— See  Telegraph  Compant  (19). 

LIMITING  TIME— See  Telegraph  Company  (20). 

MASTER  AND  SERVANT— See  Dangerous  Appliances  D,  Telegraph 

COHPANT   (3). 

MENTAL  DISTRESS— See  Telegraph  Company  (21). 

MUNICIPAL  CONTROL  OF  ELECTRICAL    APPLIANCES    IN    HIGH- 
WAYS; LICENSE  FEE. 

(1) — ^In  General. 

Authorization  and  supervision  are  matters  for  municipal  regulation- 
I,  506 ;  IV,  90,  260. 

With  the  exercise  .of  this  power  courts  will  not  ordinarily  interfere, 
I,  508,  822. 

But  may,  for  protection  of  private  rights V,  109 

May  not  cut  wires  attached  to  poles  on  private  property,  not  inter- 
fering with  travel I,  291 

Authority  to  permit  poles  in  streets  derived  only  from  Legislature  hy 
express  grant  or  necessary  implication 11,  141 

May  prohibit  suspension  of  wires  over  or  upon  buildings Ill,  89 

Certain  poles  held  subject  to  ordinance,  others  to  decree  of  probate 
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court    Ill,    75 

Fact  of  exclusive  municipal  control  does  not  prevent  enjoining  destruc- 
tion of  wires  and  poles Ill,  866n 

Having  granted  permission,  enjoined  from  cutting  wire  of  licensee 

of  grantee   : IV,   82 

May  cut  wires  to  prevent  one  electric  light  company  from  furnishing 

electricity  to  anotiier V,  29 

Statute  granting  franchise  held  subject  to  municipal  rights  for  pub- 
lic benefit    VI,   8 

May  require  all  electric  wires  laid  underground VI,  64 

Cannot  permit  subways  for  private  purposes VI,  64 

Cannot  permit  subways  without  reserving  supervision  and  control, 

VI,  77. 

Ownership  of  trees  subject  to  police  power VI,  160 

Selectmen  may  not  cut  trees  without  owner's  consent VI,  152 

May  grant  privilege  to  corporation  not  yet  formed VII,  25 

Privilege  of  occupying  streets  to  convey  electricity  for  public  use, 

not  exclusive,  valid VII,  37 

Under  statute  authorizing  poles  and  wires,  wires  alone  may  be  per- 
mitted    VII,  37 

Permission  given  and  wires  strung  in  reliance  thereon,  confers  fran- 
chise, subject  to  police  power VII,  37 

Contract  of  municipality  with  company  using  streets,  subject  to  police 

power    VII,   62 

Refusal  of  permission  to  one  company  does  not  render  exclusive  pre- 
vious grant  to  another VII,  96 

Court  will  not  usurp  municipal  power  to  permit  or  regulate . .  VII,  103 

Cannot  permit  conduit  except  for  public  use VII,  195 

Cannot  permit  conduit  without  reserving  right  of  supervision.  .VII,  195 

Mandamus  proper  to  compel  action  on  plans  for  pipes VII,  195 

Valid  exercise  of  police  power  to  prohibit  injury  to  tree  without  per- 
mission    VII,  233n 

Power  of  municipal  control  does  not  authorize  conversion   of  wire, 

VII,  236n. 

(2) — Teleobaph  and  Telephone. 

Designation  once  accepted  and  acted  upon  cannot  be  revoked  or  altered, 

II,  122,  133. 

City  cannot  discriminate  or  impose  oppressive  conditions . .  II,  128,  146 
Removal   of  poles  by  officers  not  enjoined,   though    their   authority 

doubtful  II,  138 

May  permit  use  for  telephone  line,  reasonable  manner  and  extent, 

IV,  73. 

Ordinance  held  void  as  in  derogation  of  Post  Roads  Act VI,  1 

Court  mav  order  regulations;  city  must  make  them VII,  1 
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Authorization  accepted  becomes  contract;  cannot  be  nullified  by  re- 
fusal to  make  regulations vu,  1 

Authority  to  impose  conditions  limited  to  police  power Vll,  9 

Statute  authorizing  use  of  streets  not  modified  by  ordinance vll,  9 

Ordinance  requiring  removal  of  lines  to  reasonable  substituted  loca^ 
tion,  valid VII,  52 

Privil^es  of  Post  Roads  Act  subject  to  police  power Vll,  52 

Wires  across  street  from  poles  on  private  land  allowed  by  New  Jersey 
statute  in  absence  of  municipal  regulation Vll,  58 

Legislature  cannot  delegate  to  court  power  to  designate  route  throu^^ 
municipality VU,  65 

New  Jersey  statutes  require  designation  of  route  for  part  of  through 
line Vn,  66 

New  York  statute  authorizing  appliances  in  highways,  subject  to  po- 
lice power VII,  67,  211 

Permission  to  stretch  wires  across  streets  does  not  include  poles  in 
streets   VII,  67 

Municipal  consent  unnecessary  in  New  York;  police  power  only 
VII,  75. 

Virginia   statute   authorizing   maintenance   with    municipal    consent 
permits  conditions  to  consent VII,  83 

Constitutional  provision  held  inoperative  in  absence  of  legislative  reg- 
ulations provided  for  by  it VII,  96 

Under  Washington  statute,  city  has  power  to  refuse  use  of  streets, 
VII,  96. 

Right  to  use  streets  subject  to  charter  prohibition  of  obstructioiis 
without  municipal  consent VU,  103 

Under  Wisconsin  statute,  use  of  streets  subject  only  to  police  power, 
VII,  109. 

Police  power  does  not  authorize  compulsory  sale  of  privil^es  to  city, 
VII,  109. 

Police  power  does  not  authorize  requirement  of  free  service  to  city, 
VII,  109. 

Permission  to  make  conduits  not  compelled  by  mandamus. . .  .VII,  124 

Ordinance  permitting  conduits  held  contract  and  not  license.  .Vn,  135 

Ordinance  permitting  conduits  once  adjudged  a  contract^  not  repealed 
by  new  ordinance VII,  151 

Interference  with  conduit  construction  enjoined vfl,  151 

Interference  with  conduit  construction    not    enjoined    untU    certain 
poles  removed   VII,  158 

Ordinance  permitting  conduits,  accepted  and  acted  upon,  held  con- 
tract     vn,    168 

Underground  wires  subject  to  police  power VII,  168 

Underground  wires  not  subject  to  arbitrary  control VII,  168 

Minnesota  statute  authorizes  appliances  in  ciiy  as  well  as  country 
highways   VII,  179 
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Limitation  of  interference  with  appliances  under  Minneapolis  charter, 
VII,  179. 

Under  New  York  statute  use  of  eidsting  conduit  may  be  compelled, 
if  practicable    VII,   211 

Condition  subsequent  to  original  grant  cannot  be  imposed. . .  .VII,  219 

^Over  and  through"  streets  does  not  include  subways VII,  219 

Ordinance  directing  change  of  system  impliedly  authorizes  necessary 
appliances  VII,  219 

Burden  on  city  to  show  better  device  than  terminal  poles  for  use  with 
subway    VII,   2in 

Under  New  Jersey  statute,  no  municipal  duty  to  designate  for  local 
lines    Vn,   233h 

Permission  to  string  wires  discretionary  with  street  commissioners, 
VII,  233n. 

Under  New  York  statute,  courts  cannot  control  village  trustees'  power 
to  r^ulate    VIE,   234n 

Statute  unconstitutional,  giving  Probate  Court  power  of  designation, 
VII,  234n. 

Statute  not  unconstitutional,  imposing  regulation  of  charges  on  State 
board  of  transportation VH,  234n 

Privileges  of  Post  Roads  Act  subject  to  police  power VII,  234n 

(3) — ^Electric  Light. 

Cannot  grant  exclusive  privilege  to  one  company n,  162 

May  grant  privilege,  not  exclusive HI,  72 

Under  given  statute,  may  withhold  designation m,  80 

May  permit  erection  and  maintenance Ill,  203 

May  compel  removal  of  poles  to  conform  to  chan^fed  curb  line. .  .IV,  63 
Having  general  control  of  poles  in  streets,  may  permit  erection  by  in- 
dividuals, though  statute  name  corporations  only IV,  68 

May  not  permit  one  company  to  use  poles  of  another,  without  proper 

regulations  IV,  68 

Statute  requiring  municipal  consent  not  evaded  by  specified  deivioes, 
IV,  70. 

Cannot  infringe,  or  permit  others  to  infringe,  right  acquired  by  con- 
sent and  acted  on IV,   266 

Ordinance  granting  franchise  construed IV,  869n 

Franchise  for  gas  pipes  not  sufiicient  for  electric  light  appliances, 
IV,  869n. 
May  prohibit  or  regulate  under  power  to  regulate  streets  and  police 

power    V,  71 

Permission  to  place  electric  light    appliances    held    mere    revocable 

license  VII,  16 

Statute  authorizing  city  to  permit  electric  light  appliances  in  streets 
held  to  reserve  right  to  revoke VII,  16 
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Resolution  directing  removal  of  electric  light  poles  held  not  confined 

to  those  for  commercial  lighting VII,   15 

Damages  for  injuries  to  poles  in  legal  removal VJI^  16 

Ordinance  granting  franchise  cannot  be  changed  or  repealed.  .VI,  13 

May  remove  disused  fixtures  as  unlawful  obstructions VI,  38 

Cannot  grant  exclusive  franchise  for  twenty  years. .' VQ,  25 

Further  permission  not  necessary  for  stringing  wires  on  authorized 

telephone  poles   VH,  87 

Estopped  from  revoking  franchise,  accepted  and  acted  on,  for  im- 
proper incorporation  VQ,  43 

New  Jersey  statute  requires  particular  designation VH,  40 

Ordinance  accepted  and  acted  on  cannot  be  repealed VII,  233n 

New  Jersey  statute  construed;  cutting  wires  enjoined Vn,  234n 

(4) — ^Elbctbic  Railway. 

Cannot  impose  as  condition,  use  of  transfer  tickets Ill,  67 

Cannot  permit  use  of  overhead  wires  forbidden  by  company's  charter, 
m,  85. 

Permission  must  be  subject  to  existing  rights  and  to  police  powier, 
ni,  321. 

Mandamus  improper  to  compel  removal  of  poles  erected  with  municipal 
consent,  even  though  nuisance TIT,  326 

Use  of  tracks  of  horse  railway,  held  properly  permitted IV,  1 

Within  police  power  to  permit  use  by  improved  cars  driven  at  greater 
speed,  e.  g.  by  electric  motor IV,  13 

New  Orleans  authorized  by  statute  to  permit  electric  to  use  tracks  oi 
horse  railway IV,  13 

Authority  to  permit  use  of  streets  by  ''horse  and  steam  railroads,*'  in- 
cludes electric IV,  21 

Authority  to  permit  use  of  other  than  animal  power  includes  overhead 
trolley IV,    24 

Consent  by  Newark  authorities  must  be  by  ordinance,  not  reso- 
lution   IV,    40 

Poles  and  wires  not  permitted  under  statute  authorizing  electric  mo- 
tors  rV,    30,   40 

Cannot  authorize  overhead  trolley  by  company  limited  to  horse 
power rV,    42 

Macon  authorities  authorized  to  permit  trolley  line IV,  44 

"Any  mechanical  power  except  steam"  does  not  warrant  trolley 
system IV,    48 

Certiorari  granted  where  trolley  line  over  bridge  permitted  without 
proper   inquiry IV,   48 

Permission  must  be  given  with  discretion  and  protecticm  to  abutting 
owner IV,    189 

Conditions  may  be  changed  from  those  first  imposed IV,  275 
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MUNICIPAL  CONTIlOI^-( Continued). 

Within  police  power  to  restrain  use  of  electricity  as  motive  power, 
IV,  289. 

Municipal  consent  required  as  preliminary  to  condemnation ....  V,   1 
Railway  not  originally  permitted,  but  validated  by  statute  and  ordi- 
nance and  work  begun,  may  be  completed V,  B 

Restrained  from  interference  with  appliances  erected  under  supposed 

Valid  contract  V,  17 

Where  municipal  consent  required,  information  requisite V,  146 

Consent  must  be  given  by  authorities  as  a  board V,  166 

Under  police  power,  may  enact  ordinance  limiting  speed VI,  42 

Under  charter  power  to  regulate  use  of  highways,  may  compel  cars  to 

stop  before  crossing  streets VI,  46 

May  compel  use  of  fenders,  on  cars VI,  49 

May  prohibit  running  cars  without  conductors VI,  57 

Municipal  consent  to  extra-urban  line  does  not  include  local . .  VI,  106n 

May  prohibit  placing  salt  on  tracks VI,  106n 

County  Court  jurisdiction  in  action  for  penalty  imposed  by  ordinance 

for  excessive  speed  VI,  107n 

Person  injured  long  after  change  of  motive  power  to  electricity,  can- 
not question  consent    VI,   96 

'Legislative  authority  does  not  absolve  from  liability  for  negligence, 

IV,  398. 

(6) — ^License  Fee. 

May  be  imposed  on  telegraph  companies  for  use  of  streets . .  II,  93,  98 ; 
rV,  616. 

May  not  be  imposed  if  engaged  in  interstate  commerce II,  79 ; 

VII,  236n. 

May  be  based  on  number  of  poles  and  length  of  wires ....  IV,  90,  92 ; 

V,  37 ;  VI,  86. 

Statute  permitting  and  ordinance  imposing,  as  to  interstate  business, 

held   void    Ill,    66 

Charter  provision  authorizing,  held  not  obnoxious  to  Post  Roads  Act 

or  constitution  I,  149 

Payment  of  fee  does  not  release  from  taxation I,  326 

Reasonableness  of  fee  to  be  determined  by  the  court,  II,  93 ;  IV,  102,  1 15 

Fixed  sum  may  be  charged IV,  102,  116 

Not  relieved  from  fee  because  not  in  business  when  imposed . . . .  U,  93 
May  be  enough  to  enable  city  to  perform  duty  under  police  power 

without  loss   Ill,  62 

Amount  discretionary,    and    courts    interfere    only    when    discretion 

abused  IV,  90 

Additional  expense  incident  to  increase  of  responsibility  to  be  con- 
sidered     ^ rV,    100 

Valid  as  exercise  of  police  power VI,  86 

VOL-   VII — 1)8. 
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MUNICIPAL  CONTROL—  ( Continued ) . 

Not  invalid  as  regulation  of  interstate  commerce VI,  85 

May  not  be  imposed  upon  company  having  statutory  right  to  free  oc- 
cupation    V,  56 

May  not  be  imposed  where  use  of  streets  granted  upon  condition  per- 
formed     V,   43 

May  not  exceed  expense  incurred  on  account  of  appliances  in  streets, 
VII,  226. 

I^Iay  be  collected  by  ordinary  suit  where  ordinance  imposing  so  pro- 
vides   IV,  626 

Fee  of  one  dollar  per  pole  and  penalty  of  five  dollars  for  violation, 
not  unreasonable    II,    03 

Original  fee  of  five  dollars  per  pole  and  annual  of  one  dollar  per  pole 
and  two  dollars  and  a  half  per  mile  of  wire,  not  so  excessive  as  for  courta 
to  invalidate    H,   98 

One  dollar  per  annum  per  pole  and  two  dollars  and  a  half  per  mile  of 
wire  not  unreasonable  IV,     90 

Cannot  be  imposed  on  telephone  company  having  statutory  right  to 
free  occupation I,  687 

Unauthorized  as  to  telephone  companies,  lines  previously  erected, 
II,  105. 

Annual  charge  imposed  as  "consideration  for  privilege"  not  license  fee, 
II,  122. 

Facts  insufficient  to  warrant  holding  excessive VI,  92 

On  telephone  stations,  held  occupation  and  not  property  tax...VII,  235n 

On  instruments  for  local  business  only,  legal  in  Utah VII,  236n 

Is  within  police  power  of  borough VII,  235n 

Cannot  be  imposed,  as  to  appliances  exclusively  used  for  lighting  ctl^ 
by  contract VI,  87 

May  be  imposed,  though  paying  State  tax  on  stock  and  receipts, 
11.  116. 

Fifty  cents  per  pole  not  unreasonable II,  116;  VII,  235ii 

MUNICIPAL  CORPORATIONS— Sbb,  ixso.  Municipal  Coittbol. 

Not  free  from  liability  under  duly  to  keep  streets  safe,  to  boy  injured 
by  dangerous  wire,  when  playing IV,  372 

Nor  by  fact  that  traveler  injured  by  shock  had  stopped  to  remove 
dangerous  wire  from  street rv,  374 

Not  liable  to  passenger  on  electric  car,  injured  by  pole  too  near  track, 
without  municipal  consent IV,  460 

Not  liable  to  lineman  emplc^ed  on  fire-alarm  system,  for  breaking 
of  pole V,  358 

Judgment  against  railway  company  based  on  trolley  posts  obstmeting 
highway,  no  bar  to  action  against  city T,  346 

Power  to  light  streets  within  police  power HI,  615n 

May  own  and  operate  plant  for  street  electric  lighting,  but  not  for 
private Ill,   515n 
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MUNICIPAL  CORPORATIONS—  ( Continued ) . 

Not  Mtopped  from  ereeting  and  running  electric  light  plaxit>  by  license 
and  contract  acted  upon  by  company Ill,  697 

Ijegielature  may  authorize  to  make  and  supjfly  electricity  for  lighting, 
both  public  and  private IV,  647,  648n;  VI,  668 

Contra    IV,  d48n 

A»  to  power  to  erect  and  maintain  electric  lighting  plants.  .VI,  678b 

NXGUOENCE-^See  Dangebous  Apppiakces,  Electric  Stbbbt  "Baommt, 
Recipbocal  Duties  (1),  (3),  Telboraph  Company. 

NOTEIS^-See  Index  of  Pbincipal  Notes. 

NUISANCE. 

Telegraph  wires  obstructing  navigation  are I,  176 

PoLes  in  streets  not,  when  erected  pursuant  to  statute I,  604 

And  municipal  authority   I,  427,  709 

Electric  light  pole  not  removable  as,  by  private  individual  unless  in- 

terflering  with  right  in  highway  for  passage Ill,  207 

Municipal   authorities  may   remove,  without  informing  and  waiting 

for  creator    Ill,  96 

Single  wire  overhead  trolley  system,  not,  per  se. . .  .Ill,  236;  IV,  275 
Electric  railway  poles,  though  nuisance,  when  not  abated  by  court, 

III,  326. 

.    Construction  of  electric  street  railway  without  municipal  consent  is, 

V,  175. 

Construction  of  electric  railway  without  statutory  consent  of  abutting 

owners,  not  enjoined  at  suit  of  one  abutter V,  179 

Electric  wires  hindering  firemen  from  saving  building,  though  nuis- 
ance, no  recovery  to  person  permitting  same m,  46^ 

OFFICE  HOURS — See  Teleobaph  Company  (22). 

PLEADING — See  Telegraph  Company  (23). 

POST  ROADS  ACT  OF  CONGRESS. 

Telegraph   company   having   accepted    provisions,    may   use   railroad 

right  of  way  V,  219;  VI,  171 

Complied  with,  by  permitting  use  of  subways  under  city  streets,  III,  142 

Applies  to  railroad  passing  over  private  property VI,  171 

But  not  without  permission  or  condemnation III,  169 ;  VII,  426n 

Cannot  use  railroad  right  of  way  without  compensation.. .  .m,  169; 
VII,  417. 

Subject  to  rights  of  abutting  owners  and  police  power 11,  210 

Cannot  take  property  of  abutting  owner  without  compensation.  .V,  186 
Or  streets  of  municipal  corporation V,  37 
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POST  ROADS  ACT  OF  CONGRESS— (ConUnued). 

Having  accepted  beaefits,  telegraph  has  su)ierior  right  to  electric 

light  company,  later  in  ciccupancy VI,  602 

Proviaiona  must  be  accepted,  before  condemnation  of  bridge  orer  n«Ti- 

gable  atream    11,   274 

Wire  on  navigable  stream  must  not  interfere  with  navigation  of  water 

or  mud IH,  656]  VT,  Ml 

Telegraph  company  not  exempt  from  State  taxation  as  to  line  oa 

post  roodd  n,  67 

Privilege  tax  by  State  pot  repugnant  to V,  636 

Not  violated  by  statute  imposing  tax  on  interstate  receipts I,  TfiS 

Contra  1,  S7» 

Violated  by  statute  granting  exclusive  privil^^ I,  250 

Not  violated  by  charter  imposing  license  fee I,  I4S 

Violated  by  ordinance  imposing  licenee  fee HI,  &S 

Ordinance  imposing  license  fee  not  repugnant  to IV,  92,  61S 

Not  violated  by  Massachusetts  statute m,  £0 

Subject  to  municipal  right  to  charge  rent  for  use  of  streets  by  tele- 
phone company  IT,  102 

Not  violated  by  ordinance  taxing  only  on  business  within  ci^  and 

not  on  Federal  business V,  063 

Applies  to  companies  formed  after  its  enactment VI.  1 

All  city  streets  which  are  letter-carrier  routes  are  post  roods... VI,  1 
Violated  by  city  ordinance  designed  not  to  regulate  but  to  destroy, 

VI,  1. 

Louisiana  statute  of  1B80  subordinate  to VI,  IS3 

Applies  to  District  of  Columbia II,  222 

Must  not  materially  interfere  with  use  for  railroad  purposes.  -VII,  417 
Measure  of  damages  is  depreciation  for  railroad  purposes. . . .  Vll,  417 

Authorizes   taking  of   easement   only VII,   426n 

Subject  to  State  condemnation  laws VTI,  426d 

Certain  contracts  of  railway  companiea  granting  exclusive  privilegeit 

held  repugnant  to I,  288,  402,  623;  VI,  697 

PREPAYMENT— See  Tbuhraph  Compant  (24). 
RECEIVER  OR  ADDRESSEE— See  Telegraph  Coupakt  (4). 
REPETITION  OF  TELEGRAM — See  Teleqbaph  Coicfakt  (10). 
RES  IPSA  LOQUITUR — Sbe  Dahgebous  Appliances  A  (2). 


SHOCK — See  DAHQERone  Appliances  A,  D. 
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STATUTES,  TELEGRAPH,  OF  VAiaOUS  STATES— Seb  Tklbobaph 
Company  (17),  (18),  (26). 

STIPULATIONS  IN  BLANKS— See  Teldqraph  Companies  (19),  (20). 

STREET  USE — See  ABTrmNo  Owners,  Eleotbio  Street  Railways  (3), 
(4),  Dangebous  Appliancses,  EMUfENT  Domain,  Intebfekenoe, 
Municipal  Control. 

SUNDAY  CONTRACTS— See  Telegraph  Company  (27). 

TAXATION — See,  also.  Constitutional  Law. 

For  purpose  of,  telegraph  lines  realty I,  326 

Payment  of  occupation  tax  does  not  relieve  from  property  tax.  .1,  326 
Telegraph  company,  having  accepted  Post  Roads  Act»  not  taxable  by 

State  upon  franchise  IV,  594 

Massachusetts  statute  not  obnoxious  to  Post  Roads  Act III,  20 

Railroad  company  operating  telegraph  line  merely  in  connection  with 

train  service,  not  taxable  as  telegraph  company IV,  615n 

Indiana  statute  prescribing  method  of  assessing  telegraph  company  for 

local  taxation,  held  valid VI,  621,  637n 

In  statute  relating  to,  telegraph  includes  telephone 1,  799,  883n 

Masachusetts  telephone  corporation  not  taxable  in  Pennsylvania  bj 

reason  of  local  contracts II,  90;  HI,  26 

New  York  statute  defining  ''lines"  construed  and  applied Ill,  40 

Municipality  may  tax  telephone  company  in  addition  to  license  fee, 

V,  63. 

Ordinance  exempting  manufacturing  apparatus  does  not  apply  to  eleo- 

tric   light   companies    VI,    644 

Electric  light  company  exempt  as  manufacturing  corporation.  .IV,  563; 

VI,  653. 

Company  merely  owning  and  leasing  patents  relating  to  electriciiy 
not  exempt VI,  656 

Electric  light  appliances  held  personal  property  for  purpose  of.... 
IV,  659;  VI,  659. 

TELEGRAMS  AS  EVIDENCE. 

Production  may  be  compelled  for  use  in  court I,  316 

In  spite  of  statute  forbidding  disclosure I,   109,  324 

Rules  for  obtaining  for  use  before  grand  jury,  stated I,  444 

Subpoena  duces  tecum  must  identify  messages II,  464 

See  cases  at  II,  465b 

Not  privileged  communications V,  857n 
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TELEGRAPH — Sn  Next  Titlc     6sa,  also,  ABurnna  Owrns  (1),  Ap- 

FlAAUCte   AB    I^PEBTY,    CoKBTITCTIOItAL   LAW,    CONTftACT,    DAI^QEBOnS 
APPLIANCES,       DiBCBlIU  NATION,       EMINENT       DOUAIN,       DTTKHrElEntX, 

MrniciPAi.  CoNTBOL  (2),  Pobt  Roads  Act,  Taxation. 

On  railroad  right  of  way;  certain  act«  of  Congreii  conatmed. .TI,  69T 

Railroads  not  "public  roods"  within  meaning  of  statute 1,  31S 

TELEGRAPH  COMPANY,  DUTY  TO  PATRONS  AND  THE  PUBLIC. 

(1) — In  Qbnekal. 

Not  an  inaurei^I,  329.  516,  715,  728.  868n;  II,  601,  607,  674,  720,  76! 

By  statute  in  Callforaid,   not  insurer I,  73* 

Liability  not  that  of  common  carrier I,  14,  4C,  70,  284,  7&S;  II,  484, 

IM7,  660,  869,  841. 

Though   having   analogous   duties  and   obligation! I,   329,   487; 

IL  S47.  720.  841. 

Bailee,   looaiio   operii   faciendi I,   SI6 

Bound  to  care  of  prudent  man  in  his  own  affairs I,  743 

Liable  for  its  own  negligence I,  728;   II,  761 

Muflt  erercise  highest  degree  of  diligence I,   U 

Dutj  not  that  of  common  carrier,  agent,  bailee  or  servant. . .  .II,  62S 

stricter  responsibility  than  ordinary  bafleA II.  C74 

Legal  status  same  as  public  carrier  of  passengers  for  hire. . .  .II,  S41 
Legal  status  that  of  common  caTrier  of  intelligence  for  hire.  -IV,  74S 

GommcHi  carrier  by  statute  in  South  DalcoU IV.  783;   VI.  824 

Not  eommoii  carrier  or  subject  to  same  liabilities V.  7M 

Public  carrier  of   intelligence,  duties  analogons  to  carriers  of  good* 

err   passengers V.  573 

In  California  by  statute  not  common  carrier,  but  bound  to  "great  car* 

and  diligence"   V,  7W 

By  Kentucky  constitution,  common  carrier  and  cannot  e*ade  liabili^ 

by  contract   VI,  770 

Bound  to  accept  and  transmit  all  messages  offered II,  758 

Bound  to  a«t  whenever  called  upon  if  charges  paid  or  tendered.  .II,  4M 

Bound  to  only  ordinary  care  and  diligence II.  867n 

Public  policy  demands  high  degree  of  diligence II,  ISO 

Bound  to  prompt  and  skillful  performance II,  484 

Bound  to  employ  competent  and  faithful  agents II.  638 

Bound  to  immediate  delivery n.  631 

Bound  to  care  and  diligence  adequate  to  obligation  assumed.  .11,  HJ 
Bound  to  have  suitable  instruments  and  competent  servante,  .II,  607; 

III,  6112. 

Not  liable  for  skill  not  reasonably  attainable H,  607 ;  HI.  SW 

When   importance  manifest,   duty   equal   to   emergene;  regardless  d 

rules  and  hours II,  Ml 

Not   excused   by   fact   that   terminal   office   closed   when   awaaage  i*- 

oeived     H.    SIS 
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TELEGRAPH  COMPANY,  DUTY,  ETC— (Continued). 

MiBspelling  name  of  terminal  office  will  not  excuse  failure  to  trans- 
mit   n,  867n 

Not  liable  for  errors  due  to  peculiar  and  unknown  condition  of  at- 
mosphere    Ill,   692 

Atmospheric  causes  as  excuse ; I,  435,  670,  868n 

Must  transmit  all  messages  with  celerity  and  skill,  subject  to  reas- 
onable rules Ill,   724 

Prompt  transmission  and  delivery  public  duty,  not  merely  contractual, 

II,  638;  III,  640. 

Contracting  to  furnish  stock  quotations,  must  furnish  accurately, 
in,  764. 

Message  to  one  in  care  of  another,  tender  to  latter  alone  necessary, 

III,  777. 

■ 

Lack  of  business  to  warrant  enough  help,  no  excuse  for  delay . .  Ill,  570 

Nor  fact  that  only  wire  in  use  by  train  dispatcher Ill,  782 

Illegal  transaction  by  telegram  no  excuse  for  nondelivery m,  622 

Refusal  to  use  regular  blank  no  excuse  from  statutory  penalty,  IV,  783 
Verbal  contract  with  sender  for  nondelivery  at  night,  excuses.. IV,  812n 
Proof  of  previous  negligence  of  incompetent  agent  necessary  to  charge 

lor  same    IV,  81  In 

Though  addressee  not  at  place  named,  reasonable  diligence  to  find  him 

necessary    V,  853n 

Bound  by  custom  of  employe  to  accept  messages  by  telephone,  V,  854n 

No  duty  to  person  benefited,  not  sender  nor  addressee V,  852n 

Message  should  be  delivered  to  some  one  at  house  or  place  of  business 

of  addressee    VI,   875n 

Liable  for  failure  to  seek  addressee  "care  some  hotel" VI,  880n 

Message  altered  in  transmission,  separate  rights  of  action  to  sender 

and  addressee   VI,  783 

Company  liable  to  beneficiary,  not  sender  or  addressee,  if  interest  dis- 
closed        VI,  877n 

Not  liable  to  person  not  sender  or  addressee  who  acts  upon  telegram 

to  his  injury    VI,  878 

Not  bound  to  keep  employes  advised  of  office  hours  of  every  office  on 

the  line  I,  766 

Or  to  keep  enough  operators  at  every  office  to  dispatch  or  deliver  at 

any  moment  I,  856n 

Not  bound  to  collect  and  transmit  information I,  857n 

Not  bound  to  keep  ticker  in  bucket  shop,  forbidden  by  board  of  trade, 

I,  867n. 

Not  liable  as  to  message  relating  to  transaction  in  futures. .  .VI,  876n 

880n. 

Unavoidable  delay  excuses VI,  878n 

Not  liable  for  delay  of  unexplained  cipher  message VI,  880n 

Mistake  in  single  letter  consistent  with  high  degree  of  care I,  464 

So  of  word  or  figure X,  661 
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TELEGRAPH  COMPANY,  DITTY,  ETC.— (Continued). 

Ciroumstances  Held  not  Consistent  toith  Requisite  Care: 

Delay  from  one  afternoon  until  next  evening I.  99 

Fortj'^ight  hours'  delay,  distance  of  twelve  miles I,  772 

Three  days'  delay    I,  92 

Failure  to  deliver  at  all,  and  weak  excuse I,  229;  II,  571 

Insufficient  operators  for  ordinary  requirements I,  787 

Defective  apparatus  and  unskilled  operators I,  14 

Operator  ignorant  of  names  of  stations  on  line I,   1 

Omission  of  important  word II,  601 

"Hundred"  for  "thousand" BE,  720 

Three  errors  in  nine  words,  no  electrical  disturbance II,  575 

Failure  of  receiving  to  notify  transmitting  operator  of  lost  word 

II,  684,  690;  III,  686n. 

Mislaying  and  a  week's  delay II,  679 

Insufficient  attempt  to  deliver H,  795 

Mistake  in  plain  message,  twice  repeated II,  581 

Ko  attempt  to  dispatch m,  667 

Twenty-four  hours'  delay,  message  announcing  illness Ill,  750 

Eight  days'  delay,  message  announcing  serious  illness  of  wife.  III,  734 

Failure  to  inquire  for  addressee,  though  name  misspelled HI,  807n 

Delay  of  a  day,  important  message IV,  742n 

Delay  of  twenty-seven  hours,  calling  wife  to  sick  husband.. IV,  81  In 

Delay  of  sixteen  hours,  ordering  coffin IV,  809n 

Omitting  'teen"  from  "nineteen,"  gross  n^ligence V,  693 

Omitting  word  with  failure  to  trace  and  correct^  though  known  at 

terminal  office  VI,  803 

Immaterial  error  will  not  excuse  delay IV,  813n 

Lack  of  terminal  office  no  excuse  if  message  accepted IV,  739 

Telegram  not  on  regular  blank,  no  excuse  if  accepted IV,  739 

Attempt  to  transmit  by  telephone  no  excuse IV,  739 

Estopped  from  claiming  to  be  agent  of  sender IV,  730n 

Liable  on  telegram  to  be  forwarded  by  another  line  if  paid.  .IV,  807n, 

809n. 

Not  bound  to  deliver  beyond  free  delivery  limit IV,  810n 

Not  excused  by  fact  terminal  office  closed  for  night IV,  806n 

Not  excused  by  surrender  of  wires  for  directing  trains IV,  799 

Not  excused  by  long  standing  want  of  repair  of  apparatus IV,  810n 

Bound  to  as  much  diligence  in  delivery  as  in  transmission V,  700 

If  unable  to  deliver  special  delivery  message,  sender  should  be  notified, 

V,  754. 

Liable  for  negligence  of  person  employed  to  deliver  by  instruction  of 

person  not  addressee V,  855n 

Having  undertaken  to  deliver,  not  excused  by  fact  that  address  beyond 

free  delivery  limit V,  853n 

Must  deliver  beyond  free  limit  if  sender  and  agent  both  believed  full 

prepayment  made  V,  700 
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(2) — ^Actions  fob  Dela.t,  kc,,  Who  Mat  Maintain. 

Principal,  message  from  one  agent  to  another II,  571 

Person  benefitted  and  paying  charges II,  525,  542,  815;  III,  759 

Sender,  since  bound  to  receiver  by  message  as  delivered  to  latter,  II,  601 
But  see II,  75« 

(3) — ^Admissions  and  Acts  of  Agents. 

Admissions  of  operator,  not  res  gestae,  will  not  bind  company.  .1,  121; 
II,  455. 

Same  of  acts  I,  70 

Operator  cannot  waive  stipulation  in  contract  limiting  time  to  pre- 
sent claim I,  697 ;  III,  779 

Nor  does  ofiicer,  by  parol  promise  to  ''look  into  the  matter'' I,  724 

Company   not  bound  by   operator's  attempt   to   change  message  at 

sender's  request  I,  740 

Or  by  verbal  instructions  to  messenger  as  to  place  of  delivery . .  I,  766 
Declarations  to  sender  held  competent  against  company. ..  .Ill,  307n 

Stipulation  limiting  time  waived  by  receiving  agent Ill,  614 

Company  charged  with  operator's  notice  of  importance IV,  731 

Company  held  liable  for  operator's  substitution  of  message . .  IV,  707n 
Agreement  by  agent  at  terminal  office  held  within  scope  of  authority, 
IV,  81  In. 

Company  not  liable  for  disclosure  of  contents  by  employe IV,  723 

Contra IV,  807n 

Agent  no  right  to  substitute  service  for  prepaid  message V,  848n 

Payment  to  messenger  for  message  delivered  is  payment  to  company, 

contra   of    other   bills V,    848n 

Certain  declarations  beyond  scope  of  employment V,  850n 

Company  not  bound  by  admissions  of  secretary VI,  297 

Acts  held  waiver  of  stipulation VI,  807 

(4) — ^Addbessee. 

May  recover  for  injury  by  error,  delay.  &c.  .1,  121,  198»  239,  435,  862; 

II,  484,  499,  638,  647,  674,  710,  716,  878n. 

May  recover  if  sender  his  agent,  or  new  contract  of  delivery ....  II,  660 
May  recover  if  message  presented  by  his  brokers,  on  his  business,n,  666 

If  no  contractual  relation,  remedy  in  tort II,  499 

Right  to  recover  not  based  on  agency  of  sender,  or  payment,  but 

benefit Ill,  759,  768,  794 

May  recover  where  message  shows  his  interest  or  probable  injury, 

IV,  674. 

Cannot  recover  if  company  ignorant  contract  for  his  benefit IV, 

838;  V,  758. 
No  contractual  relation  with  company VI,  812 
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May    recover   under   Iowa   statute    though    no   contractual    rdation, 
IV,  731. 

May  recover  though  telegram  relates  to  business  of  employer,  not  dis- 
closed to  company IV,  761n 

May  recover  though  price  paid  by  sender Ill,  676 ;  IV,  806n 

Cannot  recover  Indiana  statutory  penalty I,  667 ;  II,  504,  508,  542 

His  clerk  not  sender,  retransmitting  to  him II,  504 

May  recover  Tennessee  statutory  penalty II,  736 

And  Mississippi,  though  not  paying  or  losing II,  625 

May  recover  under  Tennessee  statute  though  no  contractual  relation, 
VI,  835. 

May  recover  damages  under  Virginia  statute I,  487 

Recovery  of  Georgia  penalty  depends  on  prepayment IV,  705n 

Action  for  Georgia  penalty  not  barred  by  sender's  prior  judgment* 
lU,  604. 

Not  agent  of  sender,  so  as  to  waive  delivery Ill,  701 

Not  deprived  of  remedy  by  sender's  faihire  to  have  message  repeated, 
I,  37,  59;  II,  710. 

Suspecting  error,  bound  to  have  message  repeated I.  352 

Not  bound  by  stipulation  as  to  unrepeated  message IV,  780 

Not  bound  by  stipulation  limiting  time H,  638 

Bonnd  by  stipulation  limiting  time TV,  705n;  V,  856n 

May  recover  from  connecting  line IV,  BlOn 

Does  not  bind  himself  as  a  resident,  by  giving  temporary  address, 
IV,  706n. 

Cannot  hold  sender  responsible  upon  altered  message n,  756 

Both  addressee  and  sender  may  have  right  of  action VI,  783 

Caimot  hold  sender  for  loss  due  to  error VI,  783 

May  recover,  though  no  pecuniary  loss Ill,  676 

(5) — ^AOENCT. 

Company  not  agent  of  sender,  to  benefit  receiver II,  766 ;  VI,  783 

Contra,  in  effect,  at  least n,  601 

Addressee  not  agent  of  sender,  so  as  to  waive  delivery Ill,  701 

Company  not  liable,  though  sender  agent  of  addressee IV,  708 

Operator  held  to  act  as  agent  of  sender IV,  795 

Company  paid  for  transmission  by  connecting  line  not  mere  agent  of 
other  company TV,  708 

(6) — BuBDKK  or  PaooF. 

Fact  of  error,  delay,  &c.,  prima  facie  proof  of  negligence I,  14,  45, 

208,  329,  526,  715,  787;  II,  607,  674,  710;  HI,  692,  724;  V,  754,  866n 
VI,  791,  880n. 

Contra,  in  a  particular  case . . . . ' I,  454 
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Preramption  rebutted  bj  proof  at  valid  sttpnlatioii II,  607 

Burden  on  company  to  show  error  or  delay  due  to  cause  beyond  control, 
I,  45,  115;  II,  499,  571. 

Burden  on  company  to  show  no  negligence,  not  to  show  cause  of  error, 
I,  516. 

Burden   on   company   to    prove   error   that   of   connecting   company, 

I,  59,  208. 

Sender  need  not  show  presence  of  addressee  at  time  and  place  of  de- 
livery   I,  204,  367 

Burden  on  company  to  excuse  failure  to  send  Sunday  message.  .IV,  760n 

Burden  on  plaintiff  to  show  error  in  half  rate  message  due  to  gross 
negligence  or  fraud I,  337,  352,  561,  734 

Same  as  to  unrepeated  message II,  650 

Burden  on  company  to  show  default  due  to  lack  of  explanation  to 
operator   II,  484 

Burden  on  company  to  show  place  of  address  beyond  free  delivery 
limit   II,  515 

Burden  on  plaintiff  to  show  mistake  in  unrepeated  message  not  due  to 
uncontrollable  cause II,  566 

Burden  on  plaintiff  to  show  he  was  sender  within  Indiana  statute, 

II,  508. 

Burden    on    sender    to   show   addressee   beyond   free   delivery    limit» 

III,  570,  640. 

Given  office  prima  fhoie  that  of  defendant  telegraph  company.  .Ill,  750 
Delivery  for  transmission  and  non-delivery  to  addressee  being  shown, 

burden  on  company Ill,  686n 

Message  properly  transmitted,  company  not  bound  to  exouse  delay  in 

delivery  IV,  808n 

(7) — CiPHEB  AND  Unintelligible  Dispatches. 

Liability  for  gross  negligence  as  to,  cannot  be  stipulated  away.  .1,  734 

Liable  for  unreasonable  delay  of I,  666 

If  not  delivered  at  all,  immaterial  that  message  was  in  cipher . .  I,  487 ; 

II,  499. 

Expressions  in  common  use  in  trade  not  cipher.... I,   14,  404,  839; 

II,  766. 

(8) — Comparative  Negligence. 

Recognized  in  but  few  States,  not  in  Colorado VI,  399 

Not  in  Arkansas VI,  612n 

(9) — Connecting  Lines. 

Borden  on  company  reoeiving  message  to  show  fault  of  connecting 
company I.  59 
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So  of  company  oontracting  to  furnish  correct  market  reports I,  208 

Stipulation  protecting  transmitting  oompmnj  held  valid 11,  751 

Subject  to  penalty IV,  707n 

Liable  for  delay  when  pay  divided  between  companies IV,  810n 

Message  received  by  connecting  line,  its  adoption  of  original  contract 

immaterial  IV,  812n 

Addressee  may  recover  from IV,  810n 

In  joint  action  against  lines,  damages  not  apportioned FV,  810n 

(10)  — Constitutional  Law. 

Statutes  prescribing  penalty  as  to  interstate  telegrams  r^ugnant  to 

federal  constitution II,  49;  V,  758,  797,  849n;  VI,  853,  858 

Contra IV,  706n,  707n,  816 

(11) — C^NTBIBUTOBT    NbgUGBNCK. 

Complete  defense  to  action  for  statutory  penalty I,  793 

Failure  of  sender  to  give  full  name  and  address  of  addressee  when 

asked  is  I,  793;  II,  596 

Contra V,  848n 

Addressee  chargeable,  suspecting  error  and  failing  to  have  message 

repeated  I,  352 

Receiver  not  chargeable,  not  suspecting  error I,  14 

Sender  not  bound  to  inquire  if  message  has  been  sent I,  204 

Act  of  receiver's  wife  in  given  case  held  to  be I,  7((6 

Act  or  omission  of  sender  prior  to  delivery  for  transmission,  not.  .1, 615 
Making  no  effort  to  learn  correct  meaning  of  nonsensical  message^ 
n,  708. 

Sender  chargeable  with  act  of  addressee  for  same 11,  684n 

Failure  to  observe  that  telegram  duplicate  of  earlier  one,  not.  .Ill,  811 
Failure  of  father  to  call  another  physician,  message  to  first  being  de- 
layed   m,  806n 

Inquiring  for  market  rates,  question  for  jury  under  circumstances, 
III,  667. 

Not  guilty  as  matter  of  law  in  acting  upon  mistake  in  reading  tele- 
gram    IV,  780 

Bound  to  reasonable  diligence  to  reduce  loss  on  learning  of  error, 
VI,  876n,  880n. 

(12) — ^Damages  and  Measure  of  Damages.     (See,  also,  Mental  Dis- 

TBESS.) 

Limited  to  those  within  presumed  contemplation  of  parties  when  mes- 
sage presented. . .  .1,  14,  62,  141,  221,  280,  715,  856n;  n,  596, 638, 699,  786, 
612,  878n;  III,  592,  686n,  806n;  IV,  664n,  812n. 
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Limited  to  those  which  are  proximate  result  of  default 1,  141,  221, 

688,  743 ;  II,  469,  484. 
In  case  of  breach,  nominal  damages  at  least  must  be  awarded.  .II,  867 

Unless  substantial  proven,  nominal  only  recovered 1,  141,  221,  834; 

U,  600. 
In  absence  of  wilful  or  gross  negligence,  actual  only  allowed II,  690, 

699,  848,  868,  878n;  III,  679. 

Actual  imnecessary  in  action  for  penalty I,  526 

What  are  actual  in  given  case Ill,  676n 

In  absence  of  wilful  or  gross  negligence,  actual  damages  only.  .Ill,  679 
Liable  for  actual  damage,  where  importance  of  message  manifest  or 

explained.... I,  204,  362,  772,  829,  839;  II,  631,  766,  791,  802,  819,  828, 

848;  III,  630,  724;  IV,  708. 
Liable  for  actual  damage,  though  in  cipher  and  unexplained 1,  588, 

666;  n,  466;  III,  679. 

Unexplained  cipher  dispatch,  cost  of  transmission  only I,  99,  362, 

378,  650,  866n;  IV,  664;  V,  809,  860n,  856n;  VI,  819. 
Unless  delay  so  great  as  to  be  substantial  failure  to  deliver . . .  Ill,  686n 

Company  must  show  default  due  to  lack  of  explanation II,  484 

Cost  of  transmission  of  cipher  dispatch  recoverable I,  221,  236 

Statement  that  cipher  dispatch  important  and  request  to  rush  not 

sufficient  VI,  880n 

Unintelligibility  no  defense,  if  plainly  written  in  English  letters,  II,  484 

Contra II,  468n 

Failure  to  transmit  at  all,  cipher  no  excuse I,  487 

Language  held  to  sufficiently  indicate  importance II,  642,  679,  802; 

III,  717;  IV,  708,  730n,  809n,  81  In;  VI,  842,  847. 

Insufficient  in  absence  of  gross  negligence II,  699 

Proper  question  for  jury Ill,  667 

Exemplary  proper  in  case  of  wilful  delay,  &c I,  643 ;  II,  588 

Exemplary  improper  unless  company  negligent  in  selecting  employes 

or  ratifying  their  acts I,  461,  466 

Facts  held  to  not  indicate  gross  negligence,  so  as  to  warrant  exem- 
plary damages II,  786 

Company  not  chargeable  with  speculative  damages II,  492 ;  III,  670, 

824;  rV,  663n. 

Damage  to  credit  only  not  sufficient IV,  782n 

No  special  damages  imless  pleaded IV,  663n,  782n 

Cost  of  sending  unrepeated  message  only,  without  gross  negligence, 

rV,  767. 
Chargeable  with  cost  of  second  message  caused  by  delay  of  first,  IV,  799 

Cannot  be  apportioned  between  connecting  companies IV,  809ti 

Cannot  be  based  on  illegal  contracts 11,  496 

Sender  bound  to  take  steps  to  reduce  loss I,  464,  688 ;  II,  494 

Above  rule  sufficiently  complied  with  in  given  case I,  45 

Addressee  suspecting  error  bound  to  have  message  repeated ......  I,  352 


926  AMERICAN  ELECTRIOAL  CASES.       [vol.  7 

[The  Ronum  numeraU  indicate  the  volume.] 

TELEGRAPH  COMPANY,  DUTY,  ETC.-- (Continued). 

No  recovery  if  telegram  oould  not  have  been  acted  upoo  if  prompUj 

deliyered n,  795 

If  loM  due  to  rise  or  fall  of  values  during  delay,  meaauxe  is  amount 
tiMreof . . .  .1,  14,  46,  92,  404,  834,  867n;  II,  679,  720;  III,  724. 
In  case  of  lose  of  contract,  measure  is  amount  of  profit.  .1,  666;  V,  893n 
Loss  by  erroneous  report  of  market  price,  measure  is  difference  between 

actual  and  reported I,  298,  557;  II,  409,  601,  716 

But  not  exceeding  actual  loss IV,  706n 

In  case  of  lost  payment  for  services,  measure  is  same  less  amount 

earned  during  time II>  638 

Or  which  might  have  been  earned  with  reasonable  diligence II,  625 

Loss  of  payment  of  claim,  measure  is  debt,  interest  and  cost  of  mes- 
sage   II,  802 

Loss  by  forwarding  goods  to  wrong  place,  measure  difference  of  value 

at  the  two  places 11,  4j94 

Loss  of  perishable  goods,  measure  is  value  of  goods  aid  cost  of  ship- 
ment   II,  074 

Wilful  withholding  telegram  announcing  assignment  of  bank,  mcaaure 

is  amount  paid  by  branch  bank  during  withholding II,  471 

Failure  to  send  message  asking  market  value,  damages  amount  of  loss 

Mistained  by  purchasing  in  belief  that  message  transmitted Ill,  657 

Failure  to  transmit  message  quoting  market  price,  measure  differraee 

in  price  plus  increased  cost  of  transportation Ill,  664 

Result  of  error  sale  of  stock  at  market  value,  damages  limited  to  cost 

of  message IV,  780n,  808n 

Proper  measure  based  on  differ^soe  of  market  value IV,  808n 

Loss  of  opportunity  to  sell  property  having  no  market  value,  measure 
difference  between  lost  offer  and  price  obtained,  with  interest  and  ex- 
penses    IV,  731 

Special  damages  not  allowed IV,  663n 

Message  directing  purchase,  measure  subsequent  pennanent  ndvnnce, 
y,  852n. 

Loss  of  sale,  measure  amount  of  loss VI,  791 

Loss  of  prospective  profits  proper  element VI,  842 

Osins  prevented  are  an  element VI,  876n 

(13) — ^Deltvsbt  to  Addbesseb. 

Included  in  duty  of  transmission,  under  penal  statute.  .1,  412,  526,  275 

Contra  IV,  662 

Failure  to  deliver  after  receipt  at  terminal  station  cannot  be  stipu- 
lated against I,  743 

Three  days'  delay  in  delivery  from  receiving  office  not  protected  by 

stipulation  as  to  unrepeated  messages I,  92 

What  is  reasonable  time  for  delivery  is  question  for  jury I,  666 

Failure  to  deliver  after  transmission  not  covered  by  unrepeated  mes- 
sages stipulation II.  781,  815 
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(14) — EVIDENGE. 

in  action  based  on  negligence  in  transmission,  original  message  must 
be  produced  or  absence  acounted  for I,  136 

Secondary  evidence  of  message  as  presented  and  as  delivered  allowed, 
II,  455. 

Evidence  showing  delivery  possible  with  proper  diligence,  properly  ad- 
mitted   II,  781 

Interpretation  of  telegram  by  addressee  proper  as  bearing  on  good 
faith   II,  58« 

Proper  foundation  for  parol  evidence  of  lost  message Ill,  664 

Foundation  held  not  sufficiently  laid  for  secondary  evidence. . .  .Ill,  679 

Message  as  delivered  proper,  without  producing  or  proving  lose  of 
that  presented  IV,  707n 

Declarations  by  messenger  as  to  inability  to  find  addressee  admissible 
against  company IV,  8O811 

Regulation  requiring  use  of  blank  and  so  instructing  agents,  incompe- 
tent   IV,  8ien 

(15) — FOBOED  AND  FRAUDULENT  TELBOBAMS. 

Addressee  right  to  rely  on  company's  ordinary  care  to  identify  sender, 
I,  239. 

Company  not  liable  where  money  paid  to  impostor  by  means  of  forged 
telegram I»  282 

Company  liable  to  receiver  of  message  forged  by  its  agent II,  620 

(16) — ^Fbee  Delivebt  Limit. 

Regulation  reasonable;   burden  on  sender  to  show  addressee  within 

limit   Ill,  670 

Complaint  must  show  addressee  within  limit Ill,  640 

Company  not  bound  to  deliver  beyond IV,  810n 

Bound  to  notify  sender  of  additional    charge    for    delivery    beyond, 

IV,  806n. 

Failure  to  deliver  to  addressee  calling  at  terminal  office  not  excused  by 
residence  beyond IV,  706n 

Regulation  fixing  limit  and  providing  that  only  actual  cost  charged 
beyond,  does  not  call  for  prepayment V,  700 

Not  excused  by  nonprepayment,  operator  having  told  sender  extra 
would  be  collected  from  addressee   V,  854n 

Company  having  undertaken  to  deliver  not  relieved  by  fact  place  of 
address  beyond  limit V,  853n 

Circumstances  not  excusing  company  for  failure  to  deliver  beyond, 

V,  856n. 

Bound  to  deliver  beyond,  if  solvent  sender  agrees  to  pay  extra  charge, 

VI,  879n. 
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Not  liable  for  failure  to  deliver  beyond,  unless  operator  waives  pre- 
payment or  guaranty VI,  881n 

Liable  for  failure  to  deliver  to  student  of  medical  college  just  beyond 
limit VI,  879n 

Liable  for  failure  to  deliver  three  miles  from  office,  fault  of  transmit- 
ting agent VI,  879n 

Not  excusable  for  failure  to  deliver  beyond VI,  877n 

( 17 )  — Gboboia  Statutb. 

For  statute  and  repeal,  see  general  note IV,  861 

Action  for  penalty  barred  after  one  year  from  discovery Ill,  83(hi 

Transient  visitor  not  resident  within  mile  of  office Ill,  627 

Action  by  addressee  for  penalty  not  barred  by  sender's  judgment* 

III,  604. 

Penalty  not  avoided  by  fact  telegram  related  to  illegal  transaction, 
lU,  622. 

Strictly    construed.      Prepayment    or    tender    of    charges    necessary, 

IV,  705n. 

No  penalty  for  failure  to  transmit  Sunday  telegram IV,  706n 

Does  not  violate  interstate  commerce  clause  of  federal  constitution, 
IV,  706n,  707n;  VI,  868. 

Act  of  1889  does  not  repeal  act  of  1887 Ill,  618 

Penalty  accrues  irrespective  of  addressee's  residence IV,  705n 

Penalty  not  imposed  where  message  improperly  addressed. . .  .IV,  707n 

Nor  where  sender's  surname  misspelled IV,  707n 

Nor  upon  a  "collect"  message IV,  707n 

Penalty  may  be  imposed  upon  connecting  company IV,  707n 

Return  of  money  paid  will  not  exempt  from  penalty IV,  707n 

Pleading  insufficient  in  action  for  penalty  and  damages IV,  705n 

Action  for  penalty  abated  by  repeal  of  statute  pending  action . .  VI,  874n 
See  many  cases  in  note V,  849 

(18) — iNDiAiVA  Statutes. 

{R,  8,  1881,  section  4176,  et  aeq.) 

Penalty  only  accrues  to  sender I,  657 ;  II,  504,  508,  542 

Strictly  construed  against  him I,  682 

Cause  of  action  survives  death  of  sender I,  787 

Prepayment  or  tender  necessary  to  recovery I,  645 

Cannot  recover,  refusing  to  deposit  for  reply I,  777 

Must  be  presented  within  office  hours  of  receiving  office I,  814 

Cannot  recover  if  contract  for  transmission  made  on  Sunday I,  386 

Failure  to  give  (I!hristian  name  and  street  number  of  addressee  fatal 
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itiaod;.  contributory  negligence I,  793 

Penalty    not    recoyerable    when   message    from    without   the    State, 
I,  623,  667;  III,  638. 

Constitutional  and  effectiye  as  to  messages  to  go  without  the  State, 
I,  632,  782. 
Applies,  though  negligent  act  occurred  without  the  State. .  .1,  181,  643 
Right  of  action  for  penalty  cannot  be  stipulated  away.  .1,  442,  680,  643 

Stipulation  limiting  time  held  valid I,  680,  643 

Cause  of  action  suryives  sender's  death I,  787 

No  unreasonable  delay  in  given  case I,  678 

Evidence  sufficient  to  support  verdict I,  263 

Complaint   sufficient   to   meet   requirements   of    strict   construction, 
I,  439,  861n. 

Equivalent  words  to  those  in  statute  may  be  used  in  pleading 1,  780 

Words  held  not  equivalent I,  296 

)T  tr^i  7-^                      Must  allege  and  prove  company  had  telegraph  line  in  State  and  en- 
gaged in  telegraphing  for  public I,  266 

c  i>fci!  ^  Need  not  allege  that  the  penalty  is  unpaid I,  612 

Need  not  state  place  of  delivery  within  limit I,  276 ;  11,  616 

flxiB  ^  Contra HI,  640 

Failure  to  transmit  includes  failure  to  deliver I,  276,  412 

3  .  Variation  as  to  time  between  pleading  and  proof,  immaterial 1,  674 

cknl  "^"^  Statute  unconstitutional  as  to  extra  State  messages 11,  40 

Penalty  does  not  accrue  for  refusal  to  send  from  wrong  office. .  .II,  619 
Action  for  special  damages  accrues  to  beneficiary,  though  neither  sender 

nor  addressee II,  625 

Accrues  to  any  one  sustaining  injury II,  642 

Statute  repealed  by  act  of  1886 II,  608,  619,  638,  639,  642 

Contra  as  to  secti'on  4178 HI,  640 

Repeal  did  not  affect  case  accruing  before  passage 11,  608,  619 
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!d  <^  (Statute  of  1886.) 


Penalty  confined  to  cases  of  bad  faith,  partialiiy  or  diserimination, 
II,  638,  639,  642,  662. 

Sufficiency  of  complaint  cannot  be  raised  for  first  time  in  appellate 

court in,  660 

Complaint  held  sufficient Ill,  666n 

'^^^^'  Penalty  cannot  be  imposed  for  disclosure  of  contents  by  employe, 

IV,  723. 

No  penalty  for  failure  to  deliver  to  place  where  no  office IV,  73 In 

Held  liable  in  special  damages  for  failure  to  deliver  beyond  free  limit, 

V,  700. 

VOL.  vn — 59. 
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(19) LllOTIRO   LUAIUTT. 

Proper,    except    as   kgunst    miBeonduct,    fraud   or    grow    negligence. 

1,  40,  TO,  lis,  168,  337,  352,  464,  SOI,  734,  S62n;  II,  570d,  638,  66S,  684: 
III,  784,  77B,  808. 

Cannot  stipulate  away  HabiHtj  for  gross  negligence. .  ..I,  1,  9t,  229, 
B68n,  862n;  U,  576,  581,  601,  670,  664,  720;  VT,  803,  807. 
Cannot  limit  liability  for  want  of  ordinary  care  and  vigilance I,  45, 

02,  92,  320,  404,  657,  728,  743,  772,  830;  II,  671,  007,  766,  841,  87Sn; 
ni,  679,  502,  057.  808;  IV,  762,  774,  813;  V,  754,  809,  851n;  VI,  791, 
842,  877n. 

Btipulation  "from  whatever  cause  occurring"  valid  except  as  agKinat 
fraud T,  121 

Valid  aa  to  ordinary  negligence I,  284 

Unreasonable  and  void,  as  without  consideration  and  against  public 
policy   I.   14 

Against  damages  "happening  from  any  cause,"  unreasonable  and  void. 

II,  807. 

SUtuU  forbidding  eiemption  valid HI,  711 

Stipulation  limiting  liability  cannot  be  made  condition  precedent  to 

fulfilling  duty  as  common  carrier IV.  783 

Liability  may  be  limited  to  reasonable  extent  by  contract  or  by  mlea 

made  known  to  patrons V.  809 

Company  not  relieved  for  delay  after  receipt  at  terminal  office . .  V.  Sd5n 
Stipulation  void,  if  freeing  company  frcnn  "great  care  and  dlligenee." 

V,  798. 

Federal  courts  not  bound  by  decision  of  State  courte  as  to  validit;. 

V.  790. 

Statute  prohibiting,  held  valid  and  binding V,  761 

Prohibited  by  Kentucky  constitution VI,  770 

Invalid  against  statutory  action  in  Indiana I,  1,  I3B,  198.  442. 

fll2,  643. 
Relating  to  mistake,  delay  or  nondelivery  does  not  excuse  entire  f^lore 

to  transmit L  204:  U.  465 

Or  b>  deliver  afUr  arrival  at  receiving  office I,  743;  II,  781,  816; 

III,  670,  717. 

Contra,  where  fault  of  messenger  boy I,  671 

Does  not  protect  where  message  negligently  delayed  in  transmission. 
HI,  760. 

Or  not  sent,  owing  to  lines  being  down,  sender  not  informed V.  840 

"Unavoidable  interruption  in  the  working  of  its  lines."  construed. 
Ill,  782. 

Liabili^  not  limited  by  mere  notice  of  regulation m,  724 

For  jury  to  determine  whether  company  waived  stipulation  by  dis- 
pensing with  blanks HI.  764 

Sender  bound  by  condition, in  Uank IV.  706 
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Condition  held  reasonable  and  valid IV,  767 

Unrepeated  message  condition  held  valid V,  809;  VI,  876n 

Contra VI,  874n 

Will  protect  oompanj  in  absence  of  gross  negligence V,  09S 

Effectual,  though  repetition  would  not  have  prevented  injury. .  .V,  727 
Effective,  though  name  of  addressee  changed  in  transmission.  .V,  862n 

Waived  by  operator V,  862n 

Inapplicable  or  invalid  if  message  never  transmitted V,  730 

Company  must  prove  sender  signed  blank  or  authorized  signature, 
VI,  863. 

Sender  only  bound,  not  addressee I,  37,  60;  II,  710;  IV,  780 

Binds  sender  using  blank  who  is  supposed  to  know  its  contents, 

I,  40,  70,  187,  464,  707,  716;  II,  370n,  8«7n;  VI,  803. 

Binds  sender  though  blank  mutilated II,  660 

Binds  sender  knowing  contents  of  blank,  though  not  using  it. . .  .1,  1, 
671;  II,  660. 

Sender  not  bound  to  know  rule  requiring  use  of  blanks II,  867n 

Sender  or  addressee  not  bound  by  unknown  stipulation VI,  876n 

Sender  not  bound  by  stipulation  on  blank  to  which  agent  attached  mes- 
sage on  plain  paper   VI,  878n 

Stipulation  making  company  agent  of  sender,  without  liability,  as  to 
message  forwarded  over  connecting  line,  valid II,  761 

(20) — ^LiMiTiNO  Time  to  Pbbsent  Claiu. 

Stipulation  reasonable  and  valid I,  631,  680,  643,  607,  707,  724; 

II,  481,  653,  867n;  III,  601,  614,  769,  779;  IV,  760n,  761n,  806n;  VI,  763, 
766,  824,  836,  876n,  876n. 

Unreasonable  and  void II,  862;  IV,  762;  V,  761 

Binding  effect,  question  for  jury I,  694 

Statute  declaring  void  not  unconstitutional FV,  799 

Prohibited  by  Kentucky  constitution   VI,  770 

Unreasonable  where  answer  impossible  until  after  expiration  of  time 

limited V,  772 

Applies  to  claims  for  damages  only,  not  penalty 11,  474;  IV,  705n 

Binds  sender  only,  not  addressee II,  625,  638 

Binds  addressee V,  866n 

Binds  both  parties  if  message  related  to  business  of  both IV,  706n 

Does  not  bind  unless  attention  called  to  it I,  694 

Sender  bound  by  conditions,  though  he  never  read  them III,  614; 

VI,  875n. 

Time  runs  from  actual  transmission Ill,  650 

Does  not  apply  if  message  never  transmitted. . .  .II,  455,  563;  III,  618, 

686n ;  V,  739. 
Delay  does  not  extend  time,  if  sufficient  remain  to  present  claim,  I,  531 
Notice  within  specified  time  after  knowledge  sufficient Ill,  760 
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Does  not  apply  wliere  amount  or  fact  of  lose  not  aaoertaiukble  until 


time  crpirod IV,  7  3 1 

Waived  where  oral  daim  presented  and  offer  of  settlement  made  by 

tompany  within  time  limited rv>  730n 

Does  not  apply  in  action  for  disclosure,  where  same  fraudulently  oon- 

eealed  until  after  time  expired IV,  807n 

Error  to  instruct  that  time  does  not  b^gin  to  run  against  addressee 

untU  he  learn  of  presentation IV,  800n 

Stipulation  reasonable;  fact  that  amount  €i  damages  not  ascertained 

within  time  limited,  no  excuse V,  777 

SulBciently  complied  with  by  notice  of  nature  of  daim IV,  808n 

Notice  to  mere  employe  insufficient I,  187 ;  VI,  763 

Not  sufficient  to  deliver  to  messenger  for  local  agent V,  865n 

Notice  may  be  given  to  agent  of  foreign  company  at  terminal  office, 

V,  863n. 

Operator  cannot  stipulate  that  day  meesage  limit  apply  to  night  mee- 

sage m,  779 

Commencement  of  action  within  time  limited  sufficient  notice 

ni,  670,  650,  769;  IV,  811n;  V,  854n. 

Contra V,  854n 

In  action  for  penalty,  failure  to  present  in  time  must  be  pleaded,  I,  787 

Evidence  sufficient  to  show  substantial  compliance m,  717 

Notice  claiming  for  damages  to  wife  only  not  effective  as  to  husband's 

suit VI,  878n 


(21) — WatTAIs  DiBTBBSS  AB  AN  ELEMZXTT  OW  DaKAOBS. 

Alone  warrants  recoveiy,  at  suit  of  sender IV,  806n,  800n;  VI,  766 

Contra IV,  761n 

Proper  element,  at  suit  of  addressee II,  771,  791,  795»  815,  819, 

867n;  V,  781. 

Contra IV,  686,  838,  865 

Alone  sufficient  at  suit  of  addressee III,  670,  686n,  734,  750;  IV, 

731n,  799,  807n,  808n,  810n,  811n;  V,  700n,  709,  754,  850n,  851n,  853n, 

854n;  VI,  876n,  876n,  879n,  880n. 

Contra I,  636,  653;  II,  565n,  688;  IV,  674,  686,  823,  834;  V,  739, 

758;  VI,  818. 

Though  proper  in  case  of  wilful  default I,  348 

Will  warrant  recovery,  without  other  pecuniary  loss  than  cost  of 

transmission 11,  736;  IV,  7Sln 

Contra IV,  674,  748 

Proper  dement  to  enhance  damages  in  action  by  sender  for  dday, 

III,  670. 
Or  in  action  by  addressee^,  if  sender  his  agent  and  agency  disclosed  to 

operator   Ill,  586 
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Will  not  warrant  recovery  in  absence  of  contractual  relations,  or  of 

other  injuries HI,  686,  817,  820 

Contractual  relation  exists  where  message  in  reply  to  one  of  inquiry, 

IV,  666. 

Person  injured  may  recover  for  mental  distress  alone  if  message  shows 
its  probability,  Indiana  and  Teocas  rule III,  640,  700,  805n,  806n,  807n 

In  Virginia,  must  be  connected  with  physical  injury IV,  820 

Physical  suffering  resulting  from  mental  distress  too  remote FV, 

820;  VI,  812. 

Husband  may  recover  for,  due  to  wife's  deprivation  of  medical  attend- 
ance   V,  861n 

Father  may  recover  for,  due  to  delay  of  telegram  inquiring  for  lost  son, 

V,  866n. 

No  recovery  to  either  sender  or  addressee  for  delay  in  delivery  of 

money  sent  l^  telegraph V,  866n 

Proper  element  to  sender,  ^t  not  his  distress  at  sorrow  of  others, 

IV,  730n. 

Husband  may  not  recover  for  wife's  mental  anguish  alone. .  .Ill,  805n 

VI,  870n. 

Or  wife  for  husband's II,  705 

Considered  only  in  case  of  gross  negligence Ill,  820 

Not  proper  element  unless  company  could  reasonably  contemplate  re- 
sult   IV,  810n;  V,  865n 

Where  message  announced  death  or  serious  illness  relationship  need 

not  be  disclosed HI,  768,  782,  806n;  IV,  807n;  VI,  877n,  878n 

Language  held  to  indicate  near  relationship. .  .Ill,  640,  700,  803n,  807n 
Language  insufficient  to  show  near  relationship  or  mental  distress 

probable VI,  756,  878n,  870n 

Circumstances  insufficient  to  warrant  damages ....  Ill,   804n,   812n; 

V,  85  In,  863n;  VI,  880n. 

Jury  can  estimate  damages  from  knowledge  and  experience  without 

evidence IV,  811n 

Need  not  be  proven  by  positive  testimony V,  651n 

Various  amounts  of  damages  held  not  excessive  for  mental  distress, 

IV,  731n,  808n,  813n,  850n,  851n,  854n,  877n. 

Damages  held  excessive IV,  808n 

(22) — Office  Houbs. 

Usual,  Indiana  statute,  means  at  both  transmitting  and  receiving 

offices I,  814 

Company  has  right  to  fix,  varying  at  different  offices I,  814 

Not  bound  to  acquaint  sender  with  hours  at  terminal  office I,  814; 

V,  840n. 

Each  operator  need  not  know  closing  hours  at  other  offices I,  766 
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Companjr  not  liable  for  failure  to  deliver  ttfter  hours,  though  setider 

not  notified V,  863n 

Contracting   to   deliver   same   night,   Cftnuot  prove  hours  at  teminal 

offirc V,  S5In 

Not  bound  by  operator's  custom  to  remain  after  r^ular  hours,  V,  S4Sii 
Regulation  fixing  reasonable  hours  for  Sunday  busiaees,  valid.  .V,  SGfin 

(23)— PLBADuta. 

CoEoplniiit  sufficient  to  warrant  nominal  damages I,  S3S 

Special  notice  of  probable  consequeniw  of  delay,  to  recover  for  mentkl 
distreas,  must  be  pleaded II,  812 

For  Indiana  penalty,  need  not  show  addresae«'s  rendenee  witliiii  free 
delivery  limit   II,  SIS 

Answer  held  insufficient  to  aliow  attempt  to  deliver  promptly.  .11.  S&6 

Allegations  of  contractual  relation  sufficient  to  warrant  damages  for 
mental  diatresa m,  586 

Complaint  sulBcient  in  action  by  addressee HI.  584 

All^iation  of  gross  negligence  will  not  support  judgment  for  exem- 
plary damages    in.  SOSn 

Need  not  allege  that  message  if  reeeived  would  have  been  acted  on, 
IV.  730n. 

Defense  that  contract  made  on  Sunday,  raised  by  anawer,  not  demurrer, 
IV,  730n. 

Complaint  need  not  allege  Sunday  message  for  necessity  or  charily. 

IV.  760n. 

Complaint  must  allege  delivery  at  office  for  transmiaaion IV,  TOSn 

Loss  calling  for  special  damages  must  be  pleaded IV.  782a 

Answer  held  suffieient IV,  806n 

Answer  that  message  cipher  and  unexplained,  improperly  stricken  out. 

V,  775. 

Complaint  must  allege  compliance  with  stipulation  limiting  time  to 
present  claim VI.  763 

Complaint  must  allege  that  message  reached  terminal  office,  to  recover 
Virginia  penalty  for  failure  to  deliver  promptly VI.  8.'i3 

Unrepeated  message  stipulation  held  sufficiently  pleaded VI.  S76n 

Complaint  sufficient  to  recover  nominal  damages  under  California 
sUtute  VI,  88lB 

(24)— Pbepatmknt  or  CnABOES. 

Requisite  to  action  for  damages I,  756 

Contra I,  138,  857n 

Requisite  to  action  for  penalty I.  645 

Failure  will  not  excuse  default,  where  agent  declines  to  receive  pay- 
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or  accepts  tel^ram  and   sender   ignorant   that  prepayment  required, 
IV,  666. 
01  additional  charge  for  delivery  beyond  free  limits  unnecessary,  V,  700 
If  withdrawn,  tender  counts  for  nothing V,  848n 

(25) — RT7LB8  Ain>  Rbgxtlationb. 

Proper,  if  reasonable I,  487 

Must  be  reasonable I,  284,  320 

If  reasonable,  must  be  observed  by  customers I,  864 

Certain  held  reasonable  and  others  not I,  81 

Limiting  use  of  "ticker"  to  customer's  own  business  reasonable,  I,  864 
During  strike,  reasonable  to  refuse  except  "subject  to  mailing  or  other 

deUy" I,  863n 

Requiring  transient  persons  to  deposit  for  answer,  valid. .  1, 777 ;  II,  861 

Limiting  time  for  delivery,  reasonableness  proper  for  jury II,  834 

Fixing  free  delivery  limits  reasonable Ill,  670 

Must  notify  sender  of  local  rule  at  terminal  oiBce  for  extra  charge 

beyond  free  limit ni,  701 

Providing  company's  messenger  agent  of  sender,' reasonable IV,  699 

Contra VI,  807 

May  adopt  reasonable  office  hours IV,  812n 

Fixing  free  delivery  limits  unknown  to  sender  or  addressee,  no  excuse, 
IV,  708. 

Reasonableness  of  rule  dosing  terminal  office  after  certain  hour,  bur- 
den on  company VI,  880n 

(26)^ — Statutes.     (See    sub-titles    "Georgia    Statute;"    "Indiana 
Statute."  ) 

Arkaneas : 

Limiting  time  to  present  claims  does  not  include  those  for  penalty, 
II,  474. 

Imposing  penalty  for  refusal  to  transmit  does  not  include  delivery  from 
terminal  office IV,  662 

Statute  of  1885  repeals  former  statute II,  479,  481n 

Justice  of  the  peace  no  jurisdiction  of  action  for  penalty 11^  477 

CcUifomia: 

Stipulation  as  to  unrepeated  messages  does  not  excuse  company  for 

default  in  "great  care  and  diligence"  V,  799 

Complaint  sufficient  for  nominal  damages VI,  881n 

Michigan : 

Penalty  not  imposed  where  default  due  to  oversight  and  accident, 
VI,  779. 
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Mirmeeota: 

Does  not  pennit  damages  for  mental  distress  alone IV,  855;  V,  739 

Penalty  to  addressee  proper,  thougli  he  neither  paid  nor  suffered  loss, 

II,  625. 

JfissiMtppi: 

Acts  1886,  p.  91,  applies  only  to  delay  or  default,  not  to  error.. Ill,  684 
Action  for  damages  for  error  not  barred  by  previous  suit  for  penalty, 
in,  684. 

Penalty  proper  wherever  obligation  and  default IV,  739 

Statute  satisfled  by  substantial  aoeuracy IV,  741 

Company  liable  for  long  delay  of  Sunday  telegram IV,  742n 

Uieaouri: 

Penalty  not  reeoi«rahle  for  ordinary  dispatch  sent  Sunday H,  634 

May  be  imposed  for  failure  to  transmit  at  all Ill,  687 

Transmission  includes  delivery Ill,  701 

Contra  IV,  743,  761n 

Attaches  though  failure  not  due  to  partiality  or  bad  faith IV,  762n 

Requirement  to  notify  sender  if  line  not  in  order  presupposes  knowledge 

by  agent IV,  761n 

Failure  to  o(»nply  with  sixty  days'  clause,  affirmative  defense. .  IV,  761n 
Does  not  violate  interstate  commerce  provision  of  federal  constitution, 

IV,  743. 

Nebraska: 

Exempting  from  liability  from  any  cause  named  in  blanks,  reasonable^ 

III,  711. 

Avoids  stipulation  as  to  unrepeated  messages Ill,  717 

Prohibiting  limitation  of  liability  by  stipulation,  obligatory V,  751 

Oklahoma: 

Does  not  violate  interstate  commerce  provision  of  federal  constitution, 

V,  758. 

Penalty  attaches  only  to  default  in  transmitting,  not  in  delivery,  V,  758 

South  Dakota: 

Makes  company  common  carrier IV,  783 

Has  no  extra-territorial  force VI,  875n 
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TELEGRAPH  COMPANY,  DUTY,  ETC.— (Contiiiued). 

Tennessee: 

Addressee  may  recover  damages  for  mental  injury  only 11,  7 

Applies  in  favor  of  beneficiary VI,  C 

YirginAa: 

Not  repugnant  to  interstate  commerce  provisions  of  federal  consti 

tion IV,  816;  V,  797;  VI,  %     : 

Does  not  allow  damages  for  mental  distress  alone FV,  i     > 

Wieoonein: 

Does  not  allow  damages  for  mental  distress  alone IV,  i 

Liability  under II,  i 

(27) — Sunday  Contracts. 

Void   I.  :  1 

Valid  if  for  necessity  or  charity I,  i 

Valid  if  to  relieve  suffering,  avert  harm  and  prevent  serious  loss,    II,  I  > 

Announcing  death  of  relative,  valid I,  543;  III,  I  > 

Summoning  a  physician,  valid til,  61  i 

From  husband  to  wife,  announcing  unexpected  detention  from  ho: 

valid   Ill,  I 

From  son  to  mother,  announcing  expected  arrival  of  friend,  inva 

IV,  706n. 

Necessity  must  be  made  known  to  company II,  I 

Penalty  for  false  information  by  company's  servant,  not  recovem  ! 

as  to  ordinary  Sunday  dispatch II,  \ 

Message  accepted  Saturday  for  delivery  in  (Germany  Sunday,  compl  ! 

Saturday  contract       II,  > 

Message  received  Sunday  not  delivered  until  Monday  evening,  comp 

liable  whether  or  not  necessity IV,  7  i 

Greorgia  penalty  not  recoverable  as  to  Sunday  telegram FV,  7  i 

Complaint  demurrable,  not  showing  necessity  or  charity FV,  7  i 

Question  must  be  raised  by  answer,  not  demurrer IV,  7  i 

Complaint  need  not  allege  necessity  or  charity IV,  I 

( 27  )  — ^MlSCBLLANEOnS. 

Certain  government  messages  held  dispatched  by  telegraph  rather  t      i 
railroad  company    Ill,        I 

Law  of  State  where  contract  made  and  partly  performed  gove 
VI,  791. 

Action  properly  brought  in  such  State VI,  8      i 

Company  no  right  to  impugn  sender's  motive,  if  language  pro 
I,  20«. 

Company  not  liable  for  loss  pertaining  to  sender's  secret  purpose,  I, 
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TELEGRAPH  COMPANY,  DUTY,  ETC.— (Continued). 

Alteration  of  message  not  proximate  cause  of  loss I,  163 

No  liability  on  message  presented  orally in,  682 

Questions  of  pleading,  evidence,  damages,  &c VI,  874n,  876n,  878n, 

870n,  880n,  881n. 


TELEPHONE — See,  also,  Abuteino  Ownebs  (1),  Appliances  as  Pbop- 
EBTT,  Con STXTunoif  AL  Law,  Contract,  Danoebous  AppuANosSy  Dis- 

CBIHINATION,   ElONENT   DoiiAIN,    INTEBTEBENCE,    MUNIdPAI.   CONTBOI. 

(2). 

Included  in  teli^aph  in  statute I,  687,  790,  863n;  II,  44,  407,  439, 

440n;  in,  408,  471,  546;  IV,  260,  275. 

Contra,  in  Post  Roads  Act VII,  788 

Word  "telephone"   includes  all   usual  and  nectesary  applianeee 

n,  1,  14,  27. 

Instrument  of  interstate  commerce II,  27;   m,  9 

Company  is  telegraph  company  and  has  right  of  eminent  domain, 

VI,  107. 

Common  carrier  of  news II,  1,  14,  27;  VI,  679;  VU,  860 

Notification  required  in  toll  service  business VI,  679 

Use  of  highways  subordinate  to  that  for  public  travel  and  trans- 
portation     m,    356,   383,   400,   443 

Not  proper  street  use  in  New  York  city I,  662 

Proper  street  use  in  St.  Louis I,  801 

And  in  Louisiana I,  709 

Use  of  streets  in  reasonable  manner  with  municipal  consent  proper, 

IV,  73. 

No  equity  in  street  by  occupation  prior  to  electric  railway,  IV,  260,  275 

Subject  at  same  time  to  municipal  tax  and  license  fee V,  63 

Statute  imposing  license  tax,  Florida,  construed VI,  638 

Contract  of  local  with  parent  company  does  not  create  relation  of 

agency HI,  701 

Improper  language  forbidden I,  471 

Conversations  over  telephone  as  evidence.  .1,  860n;  11,  880n;  m,  856n 

Acknowledgment  of  deed  by  telephone m,  855n 

Regulation  forbidding  use  by  another  party  for  toll  service,  vaUd, 

II,  394. 

Forbidding  use  to  call  messengers  not  employed  by  ocmipanj,  void, 

II,  394. 

Regulations  must  not  relieve  company  of  duty  to  patrons VI.  679 

Making  person  assisting  in  conversation  agent  of  patron  and  not  of 

company,  void  VI,  679 

Not  excused  for  refusing  connection  and  removing  instrument,  VII.  855 

Subscriber  in  default,  no  remedy  for  removal  of  wires Vn,  859n 

May  refuse  service  unless  use  of  extension  set  discontinued.  .VU,  867 
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TELEPHONE—  ( Continued ) . 

Kates  may  be  fixed  by  Legislature II,  1,  14,  22,  27,  44 

Fixing  rates  is  legislative,  not  judicial,  function VII,  860 

Statute  fixing  maximum  rate,  injunction  granted VII,  878n 

Maximum  rate  statute  cannot  be  evaded  by  subterfuges II,  22,  27 

Right  to  service  at  fixed  rate  enforced  by  mandamus II,  14,  27 

Power  to  regulate  telephone  rates  not  delegated  to  municipality.  .II,  44 
Stipulation  fixing  minimum  charge,  held  reasonable VII,  878n 


TREES,  MUTILATION  BY  ELECTRICAL  COMPANIES. 

Municipal  authority  to  cut  away  limbs  where  necessary,  does  not 
authorize  entering  private  premises  and  cutting II,  282 

Company  laying  fire  alarm  telegraph  under  contract  with  city  cannot 
invade  private  premises  and  cut  limbs II,  286 

Company  liable  for  abuse  of  discretion  by  agent  cutting  trees.  .II,  296 

Telephone  company  may  with  municipal  consent  remove  limbs  without 
liability  to  abutting  owners IV,  219 

Telegraph  company  liable  for  trees  cut  by  employes,  superintendent 
being  n^ligent IV,  224n 

Street  railway  company  liable  to  triple  damages  in  trespass  for  cutting 
shade  trees    IV,  224n 

Other  cases  on  right  of  abutting  owners  in  shade  trees IV,  224n 

Abutter  has  property  interest  and  right  to  enjoyment,  subject  to  con- 
venience of  public  travel V,  186 

Electric  railway  having  municipal  consent  to  use  of  street  may  trim 
trees  when  necessary V,  201 

Circumstances  showing  gross  negligence  in  cutting  by  telephone  com- 
pany     V,  203 

Charge  to  jury  in  action  based  on  cutting  limbs,  considered V,  199 

Employes  of  telegraph  company  properly  convicted  of  malicious  mis- 
chief for  cutting  shade  trees V,  186 

Sufficient  evidence  of  gross  negligence  of  telephone  company  disfig- 
uring shade  trees V,  203 

Ownership  of  trees  subordinate  to  police  power  of  municipality,  VI,  160 

Trespass  for  cutting  trees  by  telephone  company  with  municipal  con- 
sent, not  maintainable VI,  160 

Cutting  by  telephone  company  cannot  be  authorized  by  town  select- 
men    VI,   162 

Telegraph  lineman  not  guilty  of  malicious  mischief  for  cutting  in  line 
of  duty VI,  167n 

Telephone  company  not  liable  for  trimming  trees  with  municipal  con- 
sent, when  directed  to  remove  poles VI,  160 

Mutilation  warranted  only  by  necessity,  not  by  inconvenience  and  ex- 
pense  VII,  307 
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TRESPASS— Sbe,  also,  Tbsbs. 

Steam  railroad  companj  liable  for  cutting  wires  of  electric  street  rail- 
way    IV,  243 

Electric  power  comiuuiy  liable  for  remoTal  of  telephoiid  wires  from 
fixtures IV,  649 

UNDERGROUND  WIRES— SsB,  also,  MuiaoiPAL  Gontbol. 

New  Jersey  subways  acts,  authority  under IV,  135 

Same  considered  and  applied IV,  173 

New  York  subways  acts  within  police  power  of  State,  to  which  con- 
tracts must  yield II,  176;  IV,  122 

Act  of  1884  construed  and  applied II,  210 

Acts  upheld,  especially  as  to  removal  of  appliances  after  failure  of 

owners  to  remove  them  upon  notice IH,  142 

Act  authorizing  and  ratifying  contract  for  construction  of  subways 

within   legislative   power Ill,    142 

Refusal  of  board  of  electrical  control  to  permit  companies  to  repair, 

no  excuse  for  non-repair Ill,   95 

Proposed  contract  of  board  of  electrical  control  with  subways  company, 

held  illegal Ill,  132 

Permission  of  board  to  string  electric  light  wires  on  telegraph  poles, 

mere  license Ill,  127 

Various  applications  for  injunction III,  13 In,  14 In,  150,  167n,  168n 

Acts  apply  to  company  whose  franchises  were  obtained  before  their 

passage IV,   122 

Do  not  violate  Federal  constitution IV,  122 

No  exclusive  right  to  maintain  subways  in  New  York  streets,  by  a 

subway  company V,  66 

Power  to  place  gas  pipes  under  streets  does  not  include  electric  light 

wires    V,    71 

Fire  alarm  service  wires  should  be  underground  in  residence  street, 

V,  125. 

Requiring  electric  wires  underground  within  police  power  of  St  Louis, 

VI,  64. 

Franchise  for  subways  for  private  use  held  ultra  vires VI,  64 

Exclusive  municipal  grant  to  maintain  subways  and  control  all  under- 
ground wires,  void VI,  77 

UNREPEATED  MESSAGES— See  Telegraph  Gompant  (19) 
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